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PREFACE 


The Title List of Documents Made Publicly A vailabk is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
Dondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Re|X>rt Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. MicroHche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your conunents, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket SO are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. AppUcation/oonstructlon stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER). supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General conespondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Conunittee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low -level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the ehtries in the list are: 



Operating license stage documents & correspondence 
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8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 


^ences prior to issuing full power OL. 

SUGARMAN. R.J. ^ Sugarman, Denworth &. Hellegers 
Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 
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1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

1 1 . The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 2120 L St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC" for sale; “Available at NTIS"; or 
“Available at OPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT-NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 


vi 



I&E— -Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 

TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3 . 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13. 


principal elements of the nondocketed items are: 

(l) NUREG— NUREG Reports and Related Correspondence 


© 


© 


'8203090207'nUREG/CR- 1672 VOi' 

{ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
NUREG/CR-1608. 

•Cy STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applicafioi^Inc. 

0 FIN B-6694. SAI-262-8I-PA. 82/02/28. Division of Risl^Analysis. 

^ 123p. Available at NRC.f $6.00. ♦ 12176:217: 12176:3^ 
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Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC.; Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 


vU 



14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is jthe frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is; 

Director 

Division of Publications Services 
IJ.S. Nuclear Regulatory Commission 
Washington, D.C. 20SSS 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
l[>eposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

2120 L Street, H.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-048 RICHLAND, WA. U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-1162 AMERICAN NUCLEAR CORP., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 2 

40-3453 ATLAS MINERALS, INC., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 3 

WY 

40-6563 MALLINCKRODT, INC., ST. LOUIS. MO 3 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN. WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN. 3 

WY 

40-7455 WHITTAKER CORP., LOS ANGELES. CA 3 

40-7580 FANSTEEL. INC., NORTH CHICAGO. IL 3 

40-8027 SEQUOYAH FUELS CORP., OKLAHOMA 4 

CITY, OK 

40-8064 EXXON MINERALS CO., USA, HOUSTON, 5 

TX 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 5 

40-81 02 EXXON CO., USA, HOUSTON. TX 5 

40-8452 BEAR CREEK URANIUM CO., CASPER. 5 

WY 

40-8502 MALAPAI RESOURCES CO.. PHOENIX, 5 

AZ 

40-8584 MINERALS EXPLORATION GO., LOS 6 

ANGELES, CA 

40-8681 UMETCO MINERALS CORP., GRAND 6 

JUNCTION, CO 

40-8684 MALAPAI RESOURCES CO., CASPER, 6 

WY 

40-8698 PLATEAU RESOURCES. LTD., GRAND 7 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO.. 7 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 7 

40-8771 MALAPAI RESOURCES CO., PHOENIX, 7 

AZ 

40-8783 URANERZ USA. INC., CASPER. WY 7 


Docket Name Page 

40-8801 WESTLAKE LANDFILL, NORTHBROOK, 7 

IL 

40-8829 FERRET EXPLORATION CO. OF 7 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 7 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO., GRANTS, 8 

NM 

40-8903 HOMESTAKE MINING CO.. GRANTS, NM 8 

40-8904 BP AMERICA. INC./L-BAR URANIUM 8 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 9 

CO., OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 9 

NM 

40-8914 ENERGY, DEPT. OF, SCOVILLE. ID 9 

40-8926 ALTAIR RESOURCES, INC., CASPER, WY 9 

40-8943 FERRET EXPLORATION CO. OF 9 

NEBRASKA. DENVER. CO 

40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 10 

40-8958 URANERZ USA, INC., CASPER, WY 10 

40-8964 SEQUOYAH FUELS CORP, OKLAHOMA 10 

CITY, OK 

40-8968 HYDRO RESOURCES, INC., DALLAS, TX 10 

40-8971 U.S. ENERGY CORP., RIVERTON. WY 10 

40-8981 URANERZ USA, INC., CASPER, WY 10 

40-8982 SPOKANE TRIBAL MINING & MINERALS. 10 

WELLPINIT, WA 

40-8991 URANERZ U.S.A.. INC. 10 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 10 

50-3 INDIAN POINT STATION, UNIT 1 10 

50-1 0 DRESDEN NUCLEAR POWER STATION, 1 1 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT. 11 

UNIT 1 

50-27 WASHINGTON STATE UNIV. RESEARCH 11 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 11 

STATION 

50-54 CINTICHEM 12 

50-57 BUFFALO MATERIALS RESEARCH 12 

CENTER 

50-72 UNIV. OF UTAH RESEARCH REACTOR 1 2 

50-113 UNIV. OF ARIZONA RESEARCH 12 

REACTOR 

50-116 IOWA STATE UNIV. RESEARCH 13 

REACTOR 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 

13 

50-266 

POINT BEACH NUCLEAR PUNT, UNIT 1 

42 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 

13 

50-267 

FORT ST. VRAIN NUCLEAR 

43 


RESEARCH REACTOR 



GENERATING STATION 


50-146 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

13 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

45 

50-155 

13 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 

VERMONT YANKEE NUCLEAR POWER 

46 

48 

BIG ROCK POINT NUCLEAR PLANT 

50-271 

50-170 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

14 


STATION 

50 



50-272 

SALEM NUCLEAR GENERATING 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 1 

14 


STATION, UNIT 1 

51 



50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

14 


REACTOR 




50-275 

DIABLO CANYON NUCLEAR POWER 

51 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

14 


PUNT, UNIT 1 


50-199 

MANHATTAN COLLEGE RESEARCH 

14 

50-277 

PEACH BOTTOM ATOMIC POWER 

53 


REACTOR 



STATION, UNIT 2 


50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

14 

50-278 

PEACH BOTTOM ATOMIC POWER 

54 


1 



STATION, UNIT 3 


50-213 

HADDAM NECK PUNT 

17 

50-280 

SURRY POWER STATION. UNIT 1 

56 

50-219 

OYSTER CREEK NUCLEAR POWER 

19 

50-281 

SURRY POWER STATION, UNIT 2 

57 


PUNT 


50-282 

PRAIRIE ISUND NUCLEAR STATION, 

58 

50-220 

NINE MILE POINT NUCLEAR STATION, 

20 


UNIT1 



UNIT 1 


50-284 

IDAHO STATE UNIV. RESEARCH 

60 

50-224 

UNIV. OF CALIFORNIA RESEARCH 

21 


REACTOR 



REACTOR 


50-285 

FORT CALHOUN STATION, UNIT 1 

60 

50-225 

RPI CRITICAL EXPERIMENT 

21 

50-286 

INDIAN POINT STATION, UNIT 3 

62 

50-228 

AEROTEST RADIOGRAPHY & 

22 


OCONEE NUCLEAR STATION, UNIT 3 

63 


RESEARCH REACTOR 

50-287 

50-237 

DRESDEN NUCLEAR POWER STATION, 

22 

50-288 

REED COLLEGE RESEARCH REACTOR 

64 


UNIT 2 


50-289 

THREE MILE ISUND NUCLEAR 

65 

50-238 

NUCLEAR SHIP SAVANNAH 

23 


STATION, UNIT 1 


50-243 

OREGON STATE UNIV. RESEARCH 

23 

50-293 

PILGRIM NUCLEAR POWER STATION, 

66 


REACTOR 


UNIT1 


50-244 

ROBERT EMMET GINNA NUCLEAR 

23 

50-294 

MICHIGAN STATE UNIV. RESEARCH 

67 


PUNT, UNIT 1 


REACTOR 


50-245 

MILLSTONE NUCLEAR POWER 

24 

50-295 

ZION NUCLEAR POWER STATION. UNIT 

67 


STATION, UNIT 1 



1 


60-247 

INDIAN POINT STATION, UNIT 2 

26 

50-296 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

69 

50-249 

DRESDEN NUCLEAR POWER STATION, 

27 




UNIT 3 

50-297 

NORTH CAROLINA STATE UNIV. 

70 




PULSTAR REACTOR 


50-250 

TURKEY POINT PUNT, UNIT 3 

28 

50-298 

COOPER NUCLEAR STATION 

70 

50-261 

TURKEY POINT PUNT, UNIT 4 

30 

50-301 

POINT BEACH NUCLEAR PUNT, UNIT 2 

71 

50-254 

QUAD-CITIES STATION, UNIT 1 

31 

50-302 

73 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 

60-255 

PALISADES NUCLEAR PUNT 

33 


3 


50-259 

BROWNS FERRY NUCLEAR POWER 

34 

60-304 

ZION NUCLEAR POWER STATION, UNIT 

75 


STATION, UNIT 1 



2 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION. UNIT 2 

36 

50-305 

KEWAUNEE NUCLEAR POWER PUNT 

76 



50-306 

PRAIRIE ISUND NUCLEAR STATION, 

77 

50-261 

H.B. ROBINSON PUNT. UNIT 2 

38 


UNIT 2 

50-262 

BRIGHAM YOUNG UNIV. RESEARCH 

39 

60-309 

MAINE YANKEE ATOMIC POWER PUNT 

78 


REACTOR 





MONTICELLO NUCLEAR GENERATING 


50-311 

SALEM NUCLEAR GENERATING 

79 

50-263 

39 


STATION, UNIT 2 


PUNT 




50-265 

QUAD-CITIES STATION, UNIT 2 


60-312 

RANCHO SECO NUCLEAR GENERATING 

80 

41 


STATION 


X 



Docket 

Name 

Page 

Docket 

50-313 

ARKANSAS NUCLEAR ONE. UNIT 1 

81 

50-364 

50-315 

DONALD C. COOK NUCLEAR POWER 

83 



PLANT, UNIT 1 


50-366 

50-316 

DONALD C. COOK NUCLEAR POWER 

84 



PLANT, UNIT 2 


50-368 

50-317 

CALVERT CLIFFS NUCLEAR POWER 

85 

50-369 


PLANT, UNIT 1 



50-318 

CALVERT CLIFFS NUCLEAR POWER 

87 

50-370 


PLANT. UNIT 2 



50-320 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

88 

50-373 

50-374 

50-321 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 

89 

50-382 


1 

50-322 

SHOREHAM NUCLEAR POWER STATION 

90 

50-383 

50-323 

DIABLO CANYON NUCLEAR POWER 

91 



PLANT. UNIT 2 


50-387 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

92 



UNIT 2 


50-388 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 

94 



UNIT1 


50-389 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

96 

50-390 

50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

98 

50-391 

50-329 

MIDLAND PLANT. UNIT 1 

100 

50-395 

50-330 

MIDLAND PLANT, UNIT 2 

100 


50-331 

DUANE ARNOLD ENERGY CENTER 

101 

50-397 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

101 

50-400 


POWER PLANT 



50-334 

BEAVER VALLEY POWER STATION, 

102 

50-407 


UNIT1 


50-409 

50-335 

ST. LUCIE PLANT. UNIT 1 

103 

50-410 

50-336 

MILLSTONE NUCLEAR POWER 

104 



STATION, UNIT 2 


50-412 

50-338 

NORTH ANNA POWER STATION. UNIT 1 

106 


50-339 

NORTH ANNA POWER STATION, UNIT 2 

108 

50-413 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

110 

50-414 


UNIT 2 


50-416 

50-344 

TROJAN NUCLEAR PLANT 

111 


50-346 

DAVIS-BESSE NUCLEAR POWER 

112 

50-417 


STATION, UNIT 1 



50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

114 

50-423 


UNIT 1 



50-352 

LIMERICK GENERATING STATION, UNIT 

1 

115 

50-424 

50-353 

LIMERICK GENERATING STATION, UNIT 
, 2 

117 

50-425 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

119 

STN-50- 

437 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

120 

50-438 


STATION. UNIT 1 

50-439 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

2 

121 

60-440 

60-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

123 

50-441 


3 

m 


Name Page 

JOSEPH M. FARLEY NUCLEAR PLANT, 124 

UNIT 2 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 125 
2 

ARKANSAS NUCLEAR ONE. UNIT 2 127 

WILLIAM B. MCGUIRE NUCLEAR 128 

STATION, UNIT 1 

WILLIAM B. MCGUIRE NUCLEAR 130 

STATION. UNIT 2 

LASALLE COUNTY STATION, UNIT 1 132 

LASALLE COUNTY STATION. UNIT 2 133 

WATERFORD GENERATING STATION, 1 35 

UNIT 3 

WATERFORD GENERATING STATION, 136 

UNIT 4 

SUSQUEHANNA STEAM ELECTRIC 1 36 

STATION, UNIT 1 

SUSQUEHANNA STEAM ELECTRIC 137 

STATION, UNIT 2 

ST. LUCIE PLANT. UNIT 2 138 

WATTS BAR NUCLEAR PLANT, UNIT 1 139 

WATTS BAR NUCLEAR PLANT. UNIT 2 140 

VIRGIL C. SUMMER NUCLEAR STATION, 141 
UNIT 1 

WPPSS NUCLEAR PROJECT, UNIT 2 143 

SHEARON HARRIS NUCLEAR POWER 144 

PLANT, UNIT 1 

UNIV. OF UTAH RESEARCH REACTOR 145 

LA CROSSE BOILING WATER REACTOR 146 

NINE MILE POINT NUCLEAR STATION, 146 

UNIT 2 

BEAVER VALLEY POWER STATION. 1 47 

UNIT 2 

CATAWBA NUCLEAR STATION, UNIT 1 148 

CATAWBA NUCLEAR STATION, UNIT 2 150 

GRAND GULF NUCLEAR STATION. UNIT 1 52 

1 

GRAND GULF NUCLEAR STATION. UNIT 153 
2 

MILLSTONE NUCLEAR POWER 153 

STATION, UNIT 3 

ALVIN W. VOGTLE NUCLEAR PLANT, 155 

UNIT 1 

ALVIN W. VOGTLE NUCLEAR PLANT, 1 57 

UNIT 2 

FLOATING NUCLEAR PLANT 1 58 

BELLEFONTE NUCLEAR PLANT, UNIT 1 158 

BELLEFONTE NUCLEAR PLANT, UNIT 2 159 

PERRY NUCLEAR POWER PLANT, UNIT 1 59 

PERRY NUCLEAR POWER PLANT, UNIT 161 
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3 

135 

WATERFORD GENERATING STATION, UNIT 50-383 

4 

136 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

139 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

140 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

128 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

130 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT1 

50-358 

120 

WOLF CREEK GENERATING STATION 

STN-50-482 

179 

WORCESTER POLYTECHNIC INSTITUTE 

50-134 

13 


RESEARCH REACTOR 
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WPPSS NUCLEAR PROJECT. UNIT 1 50-460 177 

WPPSS NUCLEAR PROJECT, UNIT 2 60-397 143 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 186 

YANKEE-ROWE NUCLEAR POWER STATION 50-29 11 

ZION NUCLEAR POWER STATION, UNIT 1 50-295 67 

ZION NUCLEAR POWER STATION, UNIT 2 50-304 75 

Domestic Licensing of Special Nuclear 
Material - Docket 70 

ADVANCED NUCLEAR FUELS CORP., 70-1257 195 

RICHUND, WA 

ARMY, DEPT. OF, DOVER, NJ 70-0622 194 

B&W FUEL CO., LYNCHBURG, VA 70-1201 195 

BABCOCK & WILCOX CO., APOLLO, PA 70-01 35 1 93 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0824 194 

BABCOCK & WILCOX CO., LYNCHBURG, VA 70-0027 1 92 

BABCOCK & WILCOX CO., PARKS 70-0364 193 

TOWNSHIP, PA 

CINTICHEM, INC., TUXEDO, NY 70-0687 194 

COLUMBIA UNIV., NEW YORK. NY 70-0882 194 

COMBUSTION ENGINEERING, INC., 70-0036 193 

WINDSOR, CT 

COMBUSTION ENGINEERING, INC., 70-1100 194 

WINDSOR, CT 

COMMERCE, DEPT. OF, WASHINGTON, DC 70-0398 194 

FLORIDA, UNIV. OF, GAINESVILLE, FL 70-1068 194 

GENERAL ATOMICS, SAN DIEGO. CA 70-0734 194 

GENERAL ELECTRIC CO., PLEASANTON, CA 70-0754 194 

GENERAL ELECTRIC CO., SAN JOSE, CA 70-1 308 1 95 

GENERAL ELECTRIC CO., WILMINGTON, NC 70-1 113 195 

IRT CORP., SAN DIEGO, CA 70-1359 195 

NUCLEAR FUEL SERVICES. INC., ERWIN, TN 70-0143 193 

ROCKETDYNE DIV., CANOGA PARK, CA 70-0025 192 

TENNESSEE VALLEY AUTHORITY, 70-2910 195 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, 70-2917 195 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, 70-2941 196 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, 70-2928 196 

CHATTANOOGA, TN 

TENNESSEE VALLEY AUTHORITY, MUSCLE 70-1 166 195 

SHOALS, AL 

TU ELECTRIC. DALLAS, TX 70-3057 196 

UNC RECOVERY SYSTEMS. WOOD RIVER 70-0820 194 

JUNCTION, Rl 

UNC. INC., UNCASVILLE, CT 70-0371 194 

WESTINQHOUSE ELECTRIC CORP., 70-1 151 195 

COLUMBIA, SC 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


COMMONWEALTH EDISON CO. 

71-0008 

196 

CONNECTICUT YANKEE ATOMIC POWER 

CO. 

71-0207 

196 

HOUSTON INSPECTION LABORATORIES, 

INC. 

71-0124 

196 

INDUSTRIAL NUCLEAR CO. 

71-0062 

196 

MICHIGAN STATE UNIV., EAST LANSING, Ml 

71-0655 

196 

MODEL: 6-GS-1, ENERGY, DEPT. OF 

71-6550 

197 

MODEL: 650, TECH/OPS, INC. 

71-9032 

197 

MODEL: 660 & 660E, TECH/OPS, INC. 

71-9033 

197 

MODEL: 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

197 

MODEL: 676 & 676E, TECH/OPS, INC. 

71-9029 

197 

MODEL: BR-100, B&W FUEL CO. 

71-9230 

198 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

197 

MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

71-9135 

197 

MODEL: CNS 1-1 3C II. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9152 

197 

MODEL: CNS 10-160B, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9204 

198 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

198 

MODEL: D/4096/AF, TRANSPORTATION, 
DEPT. OF 

71-3007 

196 

MODEL: DT-14A, ENERGY. DEPT. OF 

71-9860 

198 

MODEL: GAS CYLINDER FIRE IMPACT 
SHIELD, ENERGY, DEPT. 

71-5552 

196 

MODEL: HN-100 SERIES 3. 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

197 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

197 

MODEL: HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

197 

MODEL: HN-190-2, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9224 

198 

MODEL: HN-200, WESTINGHOUSE-HITTMAN 
NUCLEAR. INC. 

71-6574 

197 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR. INC. 

71-9222 

198 

MODEL: N-56, NUCLEAR PACKAGING, INC. 

71-9070 

197 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

198 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71-9225 

198 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING. INC. 

71-9208 

198 

MODEL NUPAC 14/190L M & H. NUCLEAR 

71-9169 

197 


PACKAGING. INC. 
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MODEL: RA-2. RA-3, RA-J, GENERAL 

71-4986 

196 

ROCHESTER GAS & ELECTRIC CORP. 

71-0019 

196 

ELECTRIC CO. 



TESTMASTER INSPECTION CO. 

71-0679 

196 

MODEL: SPEC 2-T, SOURCE PRODUCTION 

71-9056 

197 



196 

& EQUIPMENT CO. 


TOLEDO EDISON CO. 

71-0195 

MODEL: TN-BRP, TRANSNUCLEAR. INC. 

71-9202 

198 

TUMBLEWEED X-RAY CO. 

71-0681 

196 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

71-9233 

198 

VIRGINIA ELECTRIC & POWER CO. 

71-0194 

196 

MODEL: TRUPACT-II, ENERGY. DEPT. OF 

71-9218 

198 

Licensing of independent Spent Fuei 



MODEL: UNC-2901, COMBUSTION 
ENGINEERING, INC. 

71-6294 

196 

Storage - Docket 72 



71-0447 

196 

CAROLINA POWER & LIGHT CO. 

72-0003 

198 

NAVY, DEPT. OF 

DUKE POWER CO., 50-269 

72-0004 

198 

NAVY. DEPT. OF 

71-0133 

196 

MORRIS OPERATIONS. GENERAL 

72-0001 

198 

PACTEC, INC. 

71-0678 

196 

ELECTRIC CO. 



PORTLAND GENERAL ELECTRIC CO. 

71-0327 

196 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

198 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

8907200433 Forwards Services Div organization chart to update NRG records.SR 
Adams responsible for radiological safety program & also serves as health physics 
manager. 

SCOVILLE.J.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/05/04. 
SHAFFNER,J. NRC - No Detailed Affiliation Given. 2pp. 50589:029-50589:030. 

8906290083 Responds to comments by Waste Mgt Section on draft, ‘‘Richland, WA Low 
Level Radwaste Disposal Facility Radiological Contingency Plan.’’ 

ADAMS, S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/06/08. 
ROBERTSON,G. Washington, State of. 43pp. 50364:084-50364:124. 

8907170368 Forwards response from US Ecology,lnc re radiolgical contingency 
plan.Primary backup sys would be 2-way radios used at vendor facility.Facility manag- 
er will be primary emergency coordinator. 

ELSEN,M.J. Washington, State of. 89/06/27. SCHNEIDER, K.N. State, Local & Indian 
Tribe Programs. 42pp. 50548:038-50548:079. 

8907170170 Lists individuals that should receive submittal requirements re License 16- 
19204-01. 

LOHAUS,P.H. Operations Branch. 89/06/30. RITTENBERG,R.B. U.S. Ecology. Inc. 
(formerly Nuclear Engineering, Inc.). Ip. 50562:255-50562:255. 

8907180402 Discusses environ results obtained at facility. Evaluation confirms that re- 
sults within site background levels & in compliance w/ALARA & regulatory require- 
ments & no further actions warranted. 

ADAMS, S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/07/06. 
ROBERTSON.G. Washington, State of. 2pp. 50577:057-50577:058. 

8907180409 Discusses environ results obtained at facility. Concentrations of U-234 & U- 
235 in Second Quarter 1989 in groundwater samples for listed wells exceeded 0.5 
pCi/L action levels due to site background levels. 

ADAMS.S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 89/07/06. 
ROBERTSON.G. Washington, State of. 2pp. 50557:190-50557:191. 

8907180413 Advises that monthly SNM receipt & burial rept for June 1989 submitted. 
RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc,). 89/07/07. 
BANGART,R.L. Division of Low Level Waste Management & Decommissioning (Post 
870413). Ip. 50557:189-50557:189. 

8907180119 Ack receipt of end 890601 & 26 repts listing results that exceed action 
levels given in facility stds manual. Results within site background levels. 
DUNKELMAN,M.. LOHAUS,P.H. Operations Branch. 89^7/13. Operations Branch. 
6pp. 50580:027-50580:032. 

8907180398 Ack receipt of monthly rept for May 1989 on receipt & burial of SNM at 
Hanford facility, per Condition 6 of License 16-1 9204-01. Manifest for shipment 
requested, due to unusually large amount of SNM,to check individual package quantity. 
DUNKLEMAN,M., LOHAUS,P.H. Operations Branch. 89/07/14. Operations Branch. 
2pp. 50577:060-50577:061. 

8907250274 Forwards two 890706 repts re May & June 1989 environ monitoring results 
at Hanford. Licensee conclusion that reported levels remain within site bacKground 
levels & that no further action warranted acceptable. 

DUNKELMAN.M., LOHAUS,P.H. Operations Branch. 89/07/21. Operations Branch. 
2pp. 50644:254-50644:259. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8907060069 “Quarterly Rept - First Quarter 1989 for A-9 Collection Drip Sys.’’ W/ 
890411 Itr. 

TRAMMELUJ.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/03/31. 
GARLAND.W.L Wyoming, State of. 29pp. 50433:306-50433:334. 

8907060087 Submits solicitation for disposal site for radwastes from Bison Basin In Situ 
U Mine.AII offsite disposal to be completed by 890930.Response requested by 
890512 if firm interested in providing svcs. 

MOXLEY,M, Wyoming, State of. 89/04/18. LyONS,P.J. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 2pp. 50434:322-50434:324. 

8907060177 Advises that licensee has no need for amend to License SUA-648 to 
change date of 881001 in License Condition 58 E re specs for filter bed & 
gradation.Source of riprap expected to be decided upon by end of summer. 

LYONS.P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/05/09. 
HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 2pp. 50434:351-50434:352. 

8907030274 Summarizes const activity during 890522-26 for Cell 4A tailings pond.FIII 
placed in south dike & calcareous matl removed from cell & stockpiled.Five in-place 
density tests indicated moisture content did not meet specs. 

SAMPSON,H,H. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/05/30. 
HAWKINS, E. Uranium Recovery Field Ofc, R4. 2pp. 50385:270-50385:271. 

8907050460 Forwards Amend 9 to License SUA-648,revising License Condition 
58(E),authorizing receipt & disposal of Riverton processing site wastes from other li- 
censed in situ lT recovery operations in State of WY. 

SMITH,R.D. Uranium Recovery Field Ofc, R4. 89/06/05. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp,), 3pp. 5041 2:236-5041 2:268. 

-8907050469 Amend 9 to License SUA-648, revising License Condition 58(E) to author- 
ize receipt & disposal of waste in A-9 pit & requiring verification that interim cover 
compacted to 95% Proctor max density. 

SMITH.D. Uranium Recovery Field Ofc, R4. 89/06/05. 22pp. 50412:239-50412:260. 


—8907050470 Supports issuance of Amend 9 to License SUA-648,revising License Con- 
dition 58(E) re gradation & thickness requirements for rock & filter bedding for A-9 pit 
reclamation plan. 

JACOBY,D.L.. HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/06/05. Uranium 
Recovery Field Ofc, R4. 8pp. 50412:261-50412:268. 

8907060227 Advises that request to relocate 72 pond piezometers to 74 pond 
acceptable, based on review of 890330 submittal containing const cross-sections 
through old tailings reclamation area. 

HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/06/05. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 2pp. 50433:152-50433:153. 

8907050007 Confirms request for 890612 meeting to discuss problems w/Amend 8 to 
License SUA-648 re License Condition 35. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/08. 
SMITH,R.D. Uranium Recovery Field Ofc, R4. Ip. 50401:278-50401:278. 

8907060109 Forwards 1989 annual rept for Umetco Minerals Corp Gas Hills mining 
operation.W/o end. 

LYONS.P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/13. 
MOXLEY.M. Wyoming, State of. Ip. 50433:154-50433:154. 

8907050281 Confirms agreements reached in 890612 meeting to reconsider back- 
ground water quality values & groundwater protection stds & to extend deadline for 
submittal of proposed corrective action program to 890801. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/06/15. UMETCO Minerals Corp. 
(subs, of Union Carbide Corp.). 2pp. 50413:097-50413:098. 

8907170182 Responds to State of WY forthcoming request to provide disposal facility 
for contaminated matls (sludge).Vendor proposes to decant unevaporated liquid from 
two lined evaporation ponds to third pond to hasten drying. 

LYONS, P.J.L. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/26. 
HEYER.R. Uranium Recovery Field Ofc, R4. 7pp. 50548:100-50548:106. 


DOCKET 40-1162 AMERICAN NUCLEAR CORP., JEFFREY CITY, WY 


8907050420 Discusess review of Mar 1989 "Reclamation Plan - Rev 2,’’ & forwards 
draft “Oversizing of Marginal-Quality Rock for Use as Erosion Protection at U Mill Tail- 
ings Sites.” 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/05/17. Western Nuclear, Inc. 
(subs, of Phelps Dodge Corp.). 12pp. 50401:046-50401:057. 

8907060005 Forwards licensee 1989 annual rept for Permit 38lC,Amend A-4,w/mill de- 
commissioning & site reclamation costs,per license Condition 29.W/0 end. 
BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 89/06/07. 
SMITH, D. Uranium Recovery Field Ofc, R4. 2pp. 50433:250-50433:251, 

8907050290 Requests revised corrective action program addressing 10CFR40,App 
A,Criterion 50 re removal of hazardous constituents entering groundwater at point of 
compliance by 890715. 

HAWKINS,E.F. Uranium Recovery Field Ofc. R4. 89/06/15. Western Nuclear, Inc. 
(subs, of Phelps Dodge Corp.). 3pp. 50416:214-50416:216. 

8907140129 Submits schedule for submittal of revised groundwater corrective action 
plan,per 890615 ltr,890620 meeting & 890627 conversation w/Konwinski. 

BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 89/06/27. 
HAWKINS,E. Uranium Recovery Field Ofc, R4. Ip. 50542:299-50542:299. 

8907140142 Forwards annual seepage control assessmentSeepage from two valleys 
continues to decline in response to decline in pond elevations.Tailings pond expected 
to be emptied of all free water in Summer 1989. 

BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 89/06/30. 
SMITH,D. Uranium Recovery Field Ofc, R4. 3pp. 50542:158-50542:160. 

8907140111 Discusses annual seepage assessment of licensee tailings 
intooundment. Matters of tailings impo|undment seepage & related groundwater quality 
effects currently being addressed by licensee in corrective action program. 
KONWINSKLG.R., HAWKINS.E.F. Region 4, Ofc of the Director. 89/07/07. Region 4, 
Ofc of the Director. 2pp. 50542: 1 23-50542: 1 24. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8907070036 Requests reduction of millsite monitoring program.Only activities remaining 
at millsite are revegetation activities. 

FOX,C.H. Tennessee Valley Authority. 89/04/12. SMITH, R. Uranium Recovery Field 
Ofc, R4. 3pp. 50444:110-50444:112. 

8907050135 Confirms telcon between WM Belvin & V Scovill re extension of due date 
for submittal of proposed soil sampling program to 890630per 890427 Itr. 

SHELL,R.H. Tennessee Valley Authority. 89/06/09. SMITH,R.D. Uranium Recovery 
Field Ofc, R4. 1p. 50401:121-50401:121. 


DOCKET 40-2061 KERR-MCQEE CHEMICAL CORP., WEST CHICAGO, IL 


8907270005 FOIA request for names,positions & qualifications of all NRC, contractor or 
subcontractor staff who contributed to preparation of SFES & related documentation. 
LASH,T.R. Illinois, State of. 89/06/09. NRC - No Detailed Affiliation Given. 2pp. 
50663:283-50663:284. 

8906290243 Forwards “summary recommendations” review re Northern Illinois Planning 
Commission Project 89-A-003,for consideration by Govt Svc Committee at 890622 
meeting. 

WASHINGTON,D.L Northeastern Illinois Planning Commission. 89/06/15. ROUSE 
NRC - No Detailed Affiliation Given. 12pp. 50369:138-50369:149. 
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DOCKETED ITEMS 


8906290489 Forwards review of NRC suppi to final environ assessment re decommis- 
sioning of Rare Earth facility.Subj should be further analyzed & alternatives to onsite 
disposal utilized. 

WASHINGTON, D.L. Northeastern Illinois Pla""'”g Ccm”'=ss=cn 39/06/22. 
ROUSE, LC. NRC • No Detailed Affiliation Given. 4p;: =C/i63.2-3 5:-36 j 3:;5 

~8906290497 Forwards comments on suppi to FES re decommissioning of Rare Earths 
facility. 

CHILD, W.C. Illinois, State of. 89/05/26. ROUSE, LC. Fuel Cycle Safety Branch. Ip. 
50363:250-50363:254. 

“8906290499 Comments on draft suppi for FES re decommissioning Rare Earths 
facility.State of IL remains strongly opposed to final disposal c: wastes at West Chica- 
go site since geological conditions unsuited to long-term containment. 

* Illinois, State of. 89/05/26. NRC - No Detailed Affiliation Given. 4pp. 50363:251- 
50363:254. 

“8906290504 Comments on suppi for FES re decommissioning Rare Earths 
facility.Selection of studies alternatives biased.Statement should be withdrawn or re- 
vised to ccmoly w/NEPA. 

LAS-.T .”. Llir.c s, State of. 89/06/09. 2ECH,L.W. Commissioners. 4pp. 50363:255- 
50363:258. 

8906290509 Confirms 890630 meeting in Chicago. IL to discuss proposed decommis- 
sioning of facility. Proposed topics include, groundwater.surface water.compliance w/ 
EPA & NRC regulations & offsite waste areas. 

FRANZ, W.D. Environmental P-'Otecticn .Agency 39/06/22. SWIFT, J. NRC - No De- 
tailed Affiliation Given. 3pp. 5:363 355-50353 ::60. 

8907030052 Memorandum & order (ruling on contentions & Staff motion to hold pro- 
ceeding in abeyance).* Admits State of IL Contentions 3(a).3(e).4(a-f),7 & 9 & denies 
NRC motion.W/ Certificate of Svc. Sen/ed on 890623. 

KLINE, J.R., FRYE.J.H. Atomic Safety arc! Li-re'-si-nc Board Panel. #389 8817. 89/06/ 
22. Office of the General Counsel (Post 3 cC7j'; 2: :p 5031 1:178-5031 1:203. 

8907030108 Licensee response to certain of State of IL amended contentions.* Denial 
of Contentions 3(b).3(c),3(g),4{c) & 5 ;j'Gsd £ any contention admitted.motion for 
summary disposition should be rec-ir-:d .V 'Ccr: ‘ cate r,‘ Svc. 

MESERVE,R.A. Kerr-McGee C-enic.vi C.crp ^suos. of Kerr-McGee Corp.}. 
MESERVE,R.A. Covington & Burling. #389 8833. 89/06/28. Atomic Safety and Li- 
censing Board Panel. 8pp. 50311:327-50311:334. 

8907200021 NRC Staff response to state amended Contentions 3(b).3(c), 3(g), 4(g) & 
5.* Admission of all contentions opposed.w/ exception of 3(b) & 3(g) & limited to Ex- 
amples 1 ,2 & 4.W/ Certificate of Svc. 

RUTBERG,J. Assistant General Counsel for Hearings & Enforcement. #389 8860. 89/ 
06/30. Atomic Safety and Licensing Board Panel. 7pp. 50545:251-50545:257. 

8907170326 Requests extension of review period until 890728 re suppi to FES for de- 
commissioning of facility.Extra time needed to examine environ impacts & to deter- 
mine types of info needed. 

FRANZ, W.D. Environmental Protection Agency. 89/07/07. SWIFT, J. NRC - No De- 
tailed Affiliation Given. 2pp. 50548:106-50548:108. 

8907240085 Motion for extension of time to file state list of witnesses.* Requests addi 
30 days to file list of witnesses & supporting motion.W/Certificate of Svc. 

DAVIS, C. Illinois, State of. #389 8907. 89/07/10. Atomic Safety and Licensing Board 
Panel. 4pp. 50574:204-50574:207. 

8907130379 Board Notification 89-005:forwarding Northeastern Illinois Planning Com- 
mission 890615 & 22 Itrs presenting review findings & enclosing comments received 
on proposed action in supplement to FES.NRC 890712 Itr also end. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/07/12. Atomic Safety and Licensing Board 
Panel. 3pp. 50639:087-50639:122. 

“8907200094 Ack receipt of 89061 5 & 22 Itrs enclosing review findings under heading 
"Project Review Summary Recommendations" w/comments on proposed action rec- 
ommended in "Suppi to FES re Decommissioning of Parc Earths '='sd'ihy.West. " 
ROUSE.L.C. Fuel Cycle Safety Branch. 89/07/12. '/'ASH N3 'CN,D.l. -Ncrtheas-err. 
Illinois Planning Commission. Ip. 50639:123-50639:123. 

8907130380 Board Notification 89-006:notifies of potential actions of EPA re EPA views 
on supplement to FES re decommissioning of Rare Earths Facility End EPA 890707 
request for add! extension of review period not opposed.Related info end. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/07/12. Atomic Safety and Licensing Board 
Panel. 4pp. 50596:001-50596:009. 

8907240250 Memorandum & order (ruling on State of IL Amended Contentions 
3(b).3(c), 3(g), 4(g) & 5).* Admits State of IL Amended Contentions 3(b),3(g) & 4(g) & 
denies Contentions 3(c) & 5.W/Certificate of Svc.Served on 890712. 

KLINE, J.R., CARPENTER,J., FRYE.J.H. Atomic Safety ard Licensing Board Panel. 
#389 8889. 89/07/12. Illinois, State of. 6pp. 5C573:282-5C573:257. 

8907240064 Memorandum & order (granting extension of time for State of IL to file wit- 
ness list).* Extension granted until 890724.W/Certificate of Svc.Served on 890714. 
FRYE.J.H. Atomic Safety and Licensing Board Panel. #389 8893. 89/07/13. Illinois, 
State of. 4pp. 50574:197-50574:199. 

8907240065 Corrected Certificate of Svc.* Certifies that svc of motion for extension of 
time to file State of IL list of witnesses in proceeding filed on 890711. 

DAVIS, C.D. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). DAVIS, C.D. 
Covington & Burling. #389 8894. 89/07/14. 2pp. 50573:291-50573:292. 

8907240169 Motion for extension of time.* Requests extension of time to file motion for 
summary disposition.W/Certificate of Svc. Served on 89071 S.Granted for Board on 
890718. 

* Illinois, State of. #389 8916. 89/07/18. Atomic Safety and Licensing Board Panel. 
2pp. 50574:282-50574:283. 

8907240066 Motion for extension of time.* Requests extension of time until 890731 to 
file motion for summary disposition. 

SiSUL.,J.J. Illinois, Stale of. #339 8924. 89/07/19. Atomic Safety and Licensing Board 
Pane. 3pp. 505/4;23.8-5057.i:2-4, 

“8907240082 Affidavit.* Affidavit of JJ Sisul supporting State of IL motion for extension 
of time to file motion for summary disposition.W/Certificate of Svc. 

SISUL, J.J. Illinois, State of. 89/07/17. 4pp. 50574:241-50574:244. 


8907240298 Advises that ext-nrs'cn granted to .■'cvicw suppi to FES for decommissioning 
of Rare Earths Fac. i:y.Ch!Csgc.::..-.c 390728 

ROUSE.L.C. Fuel C./clo Sa'c.-.v^ SB:Z7 '2'j. FRANZ, W.D. Environmental Protec- 

tion Agency. Ip. 50636:101-50636:101. 

8907260056 State of IL first list of affirmative witnesses as to Contention 2.* W/Certifi- 
cate of Svc. 

BUCKO, C.S. Illinois, State of. #389 8942. 89/07/24. 6pp. 50602:317-50602:322. 

8907270007 Partial response to FOIA request for records.Apps A & B records available 
in PDR & LPDR.App B records end. No agency records located re Items C & D. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. LASH.T. Illinois, State of. 3pp. 50663:285-50663:348. 

“8906300027 Forwards six comment Itrs & responses to draft supplemental EIS. 
TSAI.S.Y. Argonne National Laboratory. 88/05/31. HORN,M. Division of Industrial & 
Medical Nuclear Safety (Post 870729). Ip. 50663:288-50663:288. 

“8906300029 Fon^/ards comments on draft supplemental EIS. 

VINIKOUR.W.S. A.-ccn-e Naticra! Laboratory. 88/03/21. HORN,M. Office of Nuclear 
Material Safety & Sa'eguarcs, Director. 9pp. 50663:289-50663:297. 

“8906300031 Forwards preliminary draft Chapters 1-4 & three apps completed for West 
Chicago supplemental FES.W/o end. 

TSAI.S.Y. Argonne National Laboratory. 86/06/05. HORN.M. Division of Fuel Cycle & 
Material Safety (Pre 870413). Ip. 50663:298-50663:298. 

“8906300032 Discusses visit to Illinois State Geological Survey & State Water Survey & 
addI data & maps collected on geology, soils, acquifers.coal & rivers for State of 
ILTentative travel itinerary to visit counties in state end. 

TSAI.S.Y. Argonne National Laboratory. 85/08/16. NIXON.W.A. Division of Fuel Cycle 
& Material Safety (Pre 870413). 4pp. 50663:299-50663:302. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8907060001 Forwards ALAR A audit rept in accordance w/Condition 37 of License SUA- 
672.ALARA audit meeting conducted on 890313 to review 1988 radiation safety pro- 
gram & identify areas requiring addi emphasis. 

VAN BRUNT,C.F. Pathfinder Mines Corp. 89/04/03. HAWKINS, E. Uranium Recovery 
Field Ofc, R4. 13pp. 50433:155-50433:167. 

8907060269 Discusses review of ALARA audit of facility for 1988 submitted by 890403 
ltr.Audit consisted of review of radiation safety program per Condition 37 of License 
SUA-672. 

HEYER.R.S., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/04/28. Uranium Re- 
covery Field Ofc. R4. 3pp. 50433:299-50433:301. 

8907050168 Forwards Insp Rept 40-2259/88-01 on 880613-15 & respective regulatory 
Info tracking sys sheet to correct error & billing to licensee. 

HEYER.R.S., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/08. WEISS.D. 
Office of the Controller (Post 890206). 5pp. 50415:182-50415:200. 

8907050109 Advises that Big Eagle Ion Exchange (BEIX) sys prepared for operation & 
dewatering operations planned to commence from mine pit on 890526.Resin will be 
tranferred from BEIX to Shirley Basin Mine. 

HARDGROVE.T.W. Pathfinder Mines Corp. 89/05/25. HEYER.R. Uranium Recovery 
Field Ofc. R4. Ip. 50401:109-50401:109. 

8907140163 Responds to NRC 890526 Itr re violations noted in insp of License SUA- 
672.Corrective action:annual fire drill conducted in mill on 890620 & entry made into 
in-house, computer-generated deadline reminder file. 

HARDGROVE.T.W. Pathfinder Mines Corp. 89/06/21. HAWKINS, E.F. Uranium Recov- 
ery Field Ofc, R4. Ip. 50543:156-50543:156. 

8907140131 Advises that Pathfinds Mines Corp is one of four interested & qualified 
companies to bid on providing disposal site svcs for Bison Basin radwaste.Sealed bids 
due on 89071 3.Call for bids end. 

MOXLEY.M. Wyoming, State of. 89/06/26. HARDGROVE.T. Pathfinder Mines Corp. 
3pp. 50542:161-50542:163. 

8907140237 Ack receipt of 890621 Itr informing NRC of steps taken to correct violations 
noted in insp of License SUA-672. Corrective action implementation will be reviewed 
during future insp to ensure full compliance achieved. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 89/07/07. NUGENT, L. Pathfinder Mines 
Corp. 2pp. 50543:202-50543:203. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., MORRISTOWN, NJ 

8906290224 Application for amend to License SUB-526, revising License Condition 24 re . 
onsite burial of U contaminated wooden pellets. 

BISHOP.J.C. Allied-Signal Corp. 89/06/16. ROUSE, L. Fuel Cycle Safety Branch. 12pp. 
50363:139-50363:150. 

8907130244 Responds to 890511 Itr requesting recision of NRC 870518 order prohibit- 
ing filling W/UF6 or heating 48-inch diameter cylinders mfg by WH Stewart Co.Allied 
should resubmit safety evaluation certified w/affidavit executed by officer. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/06/28. BISHOP,J.C. Allied-Siqnal Corp. Ip. 
50536:360-50536:360. 

8907240385 Requests that NRC order disallowing Allied-Signal,lnc to fill any 48-inch di- 
ameter cylinder mfg by WH Stewart w/Serial Numbers 2309 & 2333 w/heat or UF6 
be rescinded. Safety evaluation supporting request end. 

BISHOP.J.C. Allied-Signal Corp. 89/07/10. PENNINGTON.S. Office of Nuclear Materi- 
al Safety & Safeguards, Director. 5pp. 50630:258-50630:262. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8907060187 Advises that vendor exploring practicality of removing ponded water in tail- 
ings Impoundment through spray evaporation sys & evaluating alternative of dewater- 
ing tailings by utilizing collection trenches & wells. 

BLUBAUGH.R.E. Atlas Corp. 89/04/28. HAWKINS, E.F. Uranium Recovery Field Ofc 
R4. 2pp. 50433:168-50433:169. ^ 
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8907050113 Requests 15-day extension to submit corrective action program addendum. 
BLUBAUGH.R.E. Atlas Corp. 89/06/01. HAWKINS, E.F. Uranium Recovery Field Ofc, 
R4. Ip. 50401:108-50401:108. 

8907050121 Forwards "Addendum to MOAB Corrective Action Plan," per suggestions 
discussed in NRC 890412 Itr.Addendum addresses two components to dewatering 
tailings.W/one oversize figure. 

BLUBAUGH,R.E. Atlas Corp. 89/06/14. HAWKINS, E.F. Uranium Recovery Field Ofc. 
R4. Ip. 50384:122-50384:133. 

-8907050125 "Addendum to MOAB Corrective Action Plan." 

* Western Technology. 89/06/14. 11pp. 50384:123-50384:133. 

8907060053 Forwards Amend 7 to License SUA-91 7, revising license Condition 53 as 
stated,per 890322 request. 

SMITH,R.C. Uranium Recovery Field Ofc, R4. 89/06/29. BLUBAUGH.R.E. Atlas Corp. 
2pp. 50432.240-50^.32.259 

-8907060054 Amend 7 to License SUA-91 7 for Atlas Corp, authorizing use of new loca- 
tion. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/06/29. 14pp. 50432:242-50432:255. 

-8907060056 Discusses Atlas Minerals request to amend License SUA-91 7 to authorize 
reduced tailings & security insp frequencies. 

SCOVILL.V.R., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/06/29. Uranium 
Recovery Field Ofc. R4. 4pp. 50432:256-50432:259. 

8907140150 Responds to violations noted in Insp Rept 40-3453/89-01 on 890426- 
27.Corrective actions:insp form has been modified & refresher training sessions will 
include training to recognize & assess signs of onsite distress or abnormality. 
BLUBAUGH.R.E. Atlas Corp. 89/06/29. HAWKINS.E.F. Uranium Recovery Field Ofc. 
R4. 10pp. 50543:217-50543:226. 

8907140084 Informs that WM Jensen retired from position of Moab operations manager 
& replaced by S Davis. 

BLUBAUGH.R.E. Atlas Corp. 89/07/03. HAWKINS.E.F. Uranium Recovery Field Ofc. 
R4. Ip. 50542:296-50542:296. 

8907180277 Final response to FOIA request. App A & releasable portions of App B 
records end & available in PDR.App B records withheld in whole or in part (ref FOIA 
Exemptions 5 & 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/12. DARKE.J. Affiliation Not Assigned. 5pp. 50659:075-50659:159. 

-8707130528 Advises Commission of intent to deny renewal of License SUA-91 7 & 
issue order & to discuss potential longer term implications of action. 

STELLO.V. Ofc of the Executive Director for Operations. SECY-87- 158. 87/06/25. 
7pp. 50659:123-50659:140. 

-8907180282 Discusses 871204 telcon between OGC.U Recovery Field Ofc, 
NMSS.Region IV, Atlas & Atlas attorneys for licensee to file request for NRC to recon- 
sider denial of license renewal & request for withdrawal of order. 

* NRC - No Detailed Affiliation Given. 87/12/04. NRC - No Detailed Affiliation Given. 
Ip. 50659:080-50659:080. 

-8907180287 Advises that Atlas Corp submitted revised surety on 871201 & decommis- 
sioning plan on 871l27.Lic€nsee inquired about process to have license reinstated. 

* NRC - No Detailed Affiliation Given. 87/12/02. NRC - No Detailed Affiliation Given. 
10pp. 50659:081-50659:090. 

-8907180292 Advises that OGC,GPA & U Recovery Field Ofc have had no inquiries re 
Atlas license denial since 870803. 

PANGBURN.G.C. NRC - No Detailed Affiliation Given. 87/08/07. KNAPP, M.R., 
LOHAUS,P.H., FLIEGEL.M.H. NRC - No Detailed Affiliation Given. Ip. 50659:091- 
50659:091. 

-8907180347 Discusses items of interest for Commission re R Martin, Ration IV 870731 
Itr to Atlas Corp denying license renewal application for Moab.UT U milI.Records of 
870729,24,27,23. 21 & 15 telcons end. 

LOHAUS.P.H. Operations Branch. 87/08/06. THOMPSON.H.L. Office of Nuclear Ma- 
terial Safety & Safeguards, Director. 8pp. 50659:092-50659:099. 

-8907180353 Forwards markup of draft public announcement re decision to deny Atlas 
Corp application for renewal of source matl licencse. 

KNAPP.M.R. Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/07/13. INGRAM.F.L. Office of Governmental & Public Affairs (Post 
870413). 3pp. 50659:100-50659:102. 

-8907180355 Forwards draft public announcement of decision to deny Atlas Corp appli- 
cation for renewal of license authorizing operation of Moab.UT mill & companion im- 
mediately effective order.Record of 870629 telcon end. 

INGRAM, F. Office of Governmental & Public Affairs (Post 870413). 87/06/29. 
KNAPP,M.R. Office of Nuclear Material Safety & Safeguards, Director. 3pp. 50659:103- 
50659:105. 

-8907180358 Forwards Atlas package w/revs.per Commission paper. Paragraph on 
surely requirements removed from app & inserted as Item F in order. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/06/19. THOMPSON.H.L NRC - No Detailed Affiliation Given. 2pp. 
50659:106-50659:107. 

-8907180361 Informs that status rept on Atlas Commission paper sent to OGC, Region 
IV & U Recovery Field Ofc for concurrence.Record of 870518 telcon end. 

* NRC - No Detailed Affiliation Given. 87/05/28. KNAPP.M.R., LOHAUS.P.H., 
FLIEGEL.M. NRC - No Detailed Affiliation Given. 3pp. 50659:108-50659:110. 

-8907180365 Advises that Atlas Corp working on & intends to file, by 87081 8,request for 
hearing on recent licensing action taken by Region IV re Moab U mill, per 870810 
telcon w/D Weaver. 

PANGBURN.G.C. NRC - No Detailed Affiliation Given. 89/07/12. KNAPP.M.R., 
GREEVES.J., LOHAUS.P.H. NRC - No Detailed Affiliation Given. 11pp. 60659:111- 
50659:121. 

-8907180367 Advises that Commission has approved actions that staff intends to take 
in denying renewal of License SUA-0917,per SECY 87-158. 

CHILK.S.J. Office of the Secretary of the Commission. 87/07/27. STELLO.V. Ofc of 
the Executive Director for Operations. Ip. 50659:122-50659:122. 


-8907180370 Forwards for review & signature negative consent paper for Commission 
info r-o At*3s Cerp. 

THOMPSON.- L. Office of Nuclear Material Safety & Safeguards.Director. 87/06/15. 
S7EL_0,v' Ofc of the Executive Director for Operations. 7pp. 50659:141-50659:147. 

-8907180374 Discusses proposed decision on Atlas surety proposal for consultation as 
required under delegation of authority. Summary of surety issue end. 

MARTIN.R.D. Region 4, Ofc of the Director. 87/03/19. THOMPSON.H.L. Office of Nu- 
clear Material Safety & Safeguards.Director. 12pp. 50659:148-50659:159. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 

8907070265 Advises that Bison Basin Tailings Pond 1 matl could be substituted for 
other fill matl w/o changing facility approved reclamation plan.per 890418 Itr. 
FERGUSON.J.C. American Nuclear Corp. 89/04/24. MOXLEY.M. Wyoming, State of. 
Ip. 50445:006-50445:006. 

8907050445 Requests resubmittal of 890427 alternate concentration limit proposal con- 
sidering existing water quality stds at site & alternate concentration limits based on 
livestock & agricultural water quality use. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/06. American Nuclear Corp. 
3pp. 50416:304-50416:354. 


DOCKET 40-6563 MALLINCKRODT, INC., ST. LOUIS, MO 

8907260122 Forwards Amend 1 to License STB-401, revising Conditions 15, 17,22 & 23 
to conform to fact that facility not presently processing ores which contain radioactive 
matl. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/20. BYRD.T.J. Mallinckrodt, Inc. Ip. 
50675:053-50675:059. 

-8907260125 Amend 1 to License STB-401 for Mallinckrodt.Inc.deferring Conditions 
15,17,22 & 23 until 90 days prior to resumption of operations. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/20. 3pp. 50675:054-50675:056. 

-8907260126 Safety evaluation supporting Amend 1 to License STB-401 for deferment 
of Conditions 15,17,22 & 23 for at least 90 days prior to renewing operations. 
LAROCHE,G. Fuel Cycle Safety Branch. 89/07/20. 2pp. 50675:057-50675:058. 

-8907260129 Informs that environ assessment or EIS not warranted for licensee 
890508 request to amend License STB-401, deferring Conditions 15,17,22 & 23 until 
operation of facility resumed. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/20. Fuel Cycle Safety Branch. Ip. 
50675:059-50675:059. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8907050318 Responds to 890420 Itr re groundwater protection stds for Shirley Basin 
tailings facility.Suggests that license amend be proceeded to set groundwater protec- 
tion stds for detection monitoring parameters, per 890515 meeting w/NRC. 
HOPKINS,R.J. Pathfinder Mines Corp. 89/05/31. HAWKINS.E.F. Uranium Recovery 
Field Ofc, R4. 2pp. 50413:134-50413:135. 

8907050323 Requests submittal of monitoring proposal in form of license amend by 
890630,consisting of addi info re groundwater monitoring. Failure to supply sufficient 
data may be treated as noncompliance w/regulations. 

HAWKINS.E.F, Uranium Recovery Field Ofc, R4. 89/06/09. Pathfinder Mines Corp. 
2pp. 50412:144-50412:145. 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN, WY 

8907100140 Forwards addI info & design revs to reclamation plans re NRC review com- 
ments on June 1988 reclamation plan revs.per 890315 Itr & 890404 meeting. W/six 
oversize figures. 

JUDAY.R.A. Petrotomics Co. (formerly Getty/Petrotomics Co.). 89/04/28. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 75pp. 50451:001-50451:069. 

8907050131 Forwards rept reviewing corrective action program & effect on aquifer, per 
License SUA-551 Condition 47D requirements. 

PFAFF.S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 89/06/14. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. Ip. 50386:001-50386:044. 

-8907050138 "Review of Corrective Action in Upper Wind River Aquifer at Petrotomics 
Tailings Area." W/ten oversize ends. 

PALM.M.L, HOFFMAN, G.L Hydro-Engineering. 89/06/30. 43pp. 50386:002- 

50386:044. 

8907050228 Requests expanded corrective action program in form of license mod on or 
before 890728,per licensee 890614 water level data suggesting no effect on improv- 
ing water quality in outlying areas exhibiting depressed pH values. 

HAWKINS.E.F, Uranium Recovery Field Ofc, R4, 89/06/26. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). 3pp. 50408:166-50408:168. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 

8906290255 "Audit Rept of Radioactive Matl Located Next to Greenville Metals 
Greenville, PA." 

MILLER.F.L Whittaker Corp. 89/06/19. 2pp. 50363:128-50363:129. 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 

8906300176 Application for amend to License SMB-911, removing specific names from 
organization charts to allow for intracompany transfers & changing monitoring action 
levels to incorporate current state & natl regulations.Manual encl.Fee paid. 
CARLILE.T.S. Fansteel Metals (subs, of Fansteel, Inc.). 89/02/28. LAROCHE.G. 
Office of Nuclear Material Safety & Safeguards, Director, 4pp. 50379:279-50379:288. 

-8906300228 Revised "Radiation Safety Manual." 

* Fansteel Metals (subs, of Fansteel. Inc.). 89/02/28. 6pp. 50379:283-50379:288. 
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8906300187 Application for amend to License SMB-911, allowing continued operations 
at Muskogee plant.Required changes to 800505 info in support of license 
made.Radiation safety manual encLFee paid. 

CARLILE.T.S. Fansteel Metals (subs, of Fansteel. Inc.). 89/06/21. ROUSE.L. Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 50385:199-50385:206. 

-8906300218 "Radiation Safety Manual." 

• Fansteel Metals (subs, of Fansteel, Inc.). 89/06/21. 6pp. 50385:201-50385:206. 

8906300091 Application for amend to License SMB-911, allowing operation of Pond 3 
during remediation & reviST.g .'ad-aticn safety manual. 

CARLILE,T.S. Fansteel .Me'.als (subs, o: Fai'steel, Inc.). 89/06/22. LAROCHE,G. Fuel 
Cycle Safety Branch. 5pp. 50388:309-50388:316. 

-8906300166 "Radiation Safety Manual." 

* Fansteel Metals (subs, of Fansteel, Inc.). 89/06/22. 3pp. 50388:314-50388:316. 

8907070064 Submits written notification in accordance W/PL99-499 to cover release of 
hazardous matls.Release notification that includes info provided at time of initial notifi- 
cation end. 

GILSTRAP,D. Fansteel Metals (subs, of Fansteel, Inc.). 89/06/22. SPITZBERG.D.B. 
Region 4, Ofc of the Director. 4pp. 50444:224-50444:227. 

8906300251 Advises of issuance of Amend 9 to License SMB-91 1. Amend authorizes al- 
ternative method of slurry processing.AddI radiation monitoring & surveillance may be 
appropriate.SER & categorical exclusion end. 

ROLISE,L.C. Fuel Cycle Safety Branch. 89/06/23. MACNIAK.M.J. Fansteel. Inc. 2pp. 
50378:346-50378:351. 

-8906300256 SER supporting 890621 application for amend to License SMB-911 re al- 
ternative method for solids removal from plant waste slurry. 

PENNINGTON,W.S.. SWIFT,J.J. Fuel Cycle Safety Branch. 89/06/23. 2pp. 
50378:348-50378:349. 

-8906300258 Advises that neither EIS not environ assessment warranted re 890622 ap- 
plication for amend to License SMB-911 re waste slurry processing w/filter press & 
other mechanical separation device to remove undissolved solids. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/06/23. Fuel Cycle Safety Branch. 2pp. 
50378:350-50378:351. 

8907190256 Forwards Insp Rept 40-7580/89-01 on 890620.No violations 
noted.Confirmation of action Itr issued on 890621 to confirm commitments by util to 
mitigate consequences of waste retention pond leakage & to prevent future offsite re- 
leases 

FISHER, W.L Region 4. Ofc of the Director. 89/07/12. LAMBERT.J. Fansteel Metals 
(subs, of Fansteel, Inc.). 2pp. 50594:014-50594:021. 

-8907190259 Insp Rept 40-7580/89-01 on 890620.No violations noted.Major areas 
inspected:leakage of liquid wastes containing licensed matls from retention Pond 3 & 
subsequent uncontrolled offsite release of some of leaked matl into Arkansas River. 
SPIT2BERG,D.B., GARCIA, P.J., GON2ALES.R.O. Region 4, Ofc of the Director. 89/ 
07/11. 6pp. 50594:016-50594:021. 

8907240413 Submits progress update concerning actions re Pond 3 liner failure 
incldentProcess streams diverted from Pond 3, rainwater runoff diverted from pond 
area & pumping of liquid neutralization sys for treatment at max rate underway. 
CARLILE,T.S. Fansteel Metals (subs, of Fansteel, Inc.). 89/07/17. ROUSE.L. Office of 
Nuclear Material Safety & Safeguards.Director. 3pp. 50641:034-50641:035. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

8907190106 Forwards pro forma balance sheet for Gore & home ofc U operations as of 
880630. 

MEYER.C. Winthrop. Stimson. Putnam & Roberts. 88/08/25. WOOD.R. NRC - No De- 
tailed Affiliation Given. 5pp. 50585:086-50585:089. 

8907180027 Record of telcon w/D Grover & C Meyer on 880829 re 30-35 day terms 
potential for bad debtProduction invoice for unbilled account received already under 
contract w/60-90 day term. 

• NRC - No Detailed Affiliation Given. 88/08/29. 2pp. 50571:183-50571:184. 

8907050300 "Self-Monitoring Rept for Jan-Mar 1989." W/890413 Itr. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/31. 
BARNETT. J. Oklahoma, State of. 16pp. 50417:336-50417:351. 

8907050512 Final, “Discharge Monitoring Rept for Mar 1989 for Outfalls 004,005,007 & 
008." W/890425 Itr. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/03/31. 
KNUDSON.M.O. Environmental Protection Agency. 5pp. 50413:075-50413:079. 

8907050427 Discusses facility exceedance of NPDES Permit OK0000191 on 880413 for 
total suspended solids.Cause of exceedance identified as open valve which permitted 
untreated sanitary matls to bypass treatment plantValve immediately closed. 
KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/04/17. 
KNUDSON.M.O. Region 4, Ofc of the Director. Ip. 50400:045-50400:045. 

8907050447 Forwards Rev 6 to contingency plan, consisting of Section 4.0 re contingen- 
cy response organization. 

LACEY, LR. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Ck)rp.). 89/04/20. 
Uranium Recovery Field Ofc, R4. 7pp. 50416:247-50416:253. 

8907050416 Forwards 1988 fertilizer completion rept describing application of ammoni- 
um nitrate as nitrogen fertilizer on facility lands near Gore,OK.W/o end. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Carp.). 89/04/28. 
ROUSE, L.C. Office of Nuclear Material Safety & Safeguards.Director. Ip. 50408:205- 
50408:205. 

8907050107 "NPDES Discharge Monitoring Rept for Apr 1989.” W/890512 Itr. 
KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/04/30. 
KNUDSON.M.O. Environmental Protection Agency. 7pp. 50401:110-50401:116. 

8907050292 Fonwards Rev 6 to facility contingency plan for review.Plan revised to re- 
flect organizational changes. 

KNIGHT.S.P, Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/10. 
ROUSE, LC. Fuel Cycle Safety Branch, 10pp. 50417:352-50417:361. 


8907050174 Forwards 1989 facility emergency exercise manual for 890622 exercise.W/ 

0 end. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/19. 
BEACH.A.B. Region 4, Ofc of the Director. Ip. 50418:005-50418:005. 

8907070006 NPDES noncompliance notification:on 890522, excursion of NPDE permit 
limit at Outfall 001 experienced. Excursion of pH was caused by lab waste liquids.Dratn 
from sump was closed & matl pumped to neutralization treatment sys. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/26. 
KNUDSON.M.O. Texas, State of. 2pp. 50444:106-50444:107. 

8907050114 Responds to NRC 890501 Itr re violations noted in Insp Rept 40-8027/89- 

01 .Corrective actions.’temporary operating procedure immediately issued to correct 
normal parameter range for pressure drop. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/31. 
HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 4pp. 50401:117-50401:120. 

8907050156 Responds to NRC 890501 Itr re violations noted in Insp Rept 40-8027/89- 
01. Corrective actions:temporary operating procedure issued to correct normal parame- 
ter range for pressure drop. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/31. 
HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 4pp. 50413:120-50413:123. 

8907050269 NPDES discharge monitoring rept for May 1989.W/890615 Itr. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/05/31. 
KNUDSON.M.O. Environmental Protection Agency. 9pp. 50413:099-50413:107. 

8907050129 Informs that licensee knows of no restrictive clauses in any 
policies.procedures or agreements preventing employees from contacting NRC re po- 
tential safety issues, in response to V Stello 890427 Itr. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/06/01. 
ROUSE.LC. Fuel Cycle Safety Branch. Ip. 50401:261-50401:261. 

8907050322 Reviews licensee response to 890524 hydrogen fluoride gas 
release.Caused by failure of low pressure rupture disc on west anhydrous hydrogen 
fluoride storage tank.Licensee adequately & properly responded to incident. 
HEYER.R.S.. SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/06. SMITH, R.D. 
Uranium Recovery Field Ofc, R4. 3pp. 50412:141-50412:143. 

8907050089 Forwards corrected facility 1989 emergency exercise manual, per 890606 
telcon & agrees that 890621 meeting be delayed until members of evaluation team 
present. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/06/09. 
GARCIA, P. Uranium Recovery Field Ofc, R4. 4pp. 50401:104-50401:107. 

8907280362 FOIA request for records re sale of Sequoyah Fuels Conversion Facility. 
DEERINWATER.J. Native Americans for a Clean Environment. 89/06/13. 
ROBINSON.L Office of Administration (Post 890205). 2pp. 50720:075-50720:076. 

8907050264 Confirms discussions re recipient participation in 890710-14 team assess- 
ment of operational safety at facility. Rept, documenting recommendations, should be 
provided within 2 wks following assessment. 

GARCIA,P.J. Uranium Recovery Field Ofc, R4. 89/06/14. DYKSTRA.J. Affiliation Not 
Assigned. 2pp. 50416:230-50416:231. 

8907050267 Confirms discussions re recipient participation in 890710-14 team assess- 
ment of operational safety at facility. 

GARCIA.P.J. Uranium Recovery Field Ofc, R4. 89/06/14. GOLIAS.E. Salt Lake City, 
UT. 2pp. 50416:217-50416:218. 

8907050332 Ack receipt of 890531 Itr informing NRC of steps taken to correct violations 
noted in insp of License SUB-1 01 0. 

HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 89/06/14. KNIGHT.S.P. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 50413:108-50413:109. 

8907050278 Responds to NRC 890303 Itr re independent review of documents assess- 
ing comparative risks of heating UF6 cylinders.EncI discusses recent history of usage 
of modified steam chest to heat product cylinders at facility. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/06/19. 
ROUSE.LC. Fuel Cycle Safety Branch. 5pp. 50416:232-50416:236. 

8907120159 Application for amend to License SUB-1 01 0.revising Part I. Chapters 2.0 & 
5.0 to establish more realistic values for certain parameters & making administrative 
changes. Fee paid. 

KNIGHT.S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/06/30. 
ROUSE.LC. Fuel Cycle Safety Branch. 15pp. 50512:280-50512:294. 

8907140239 Forwards Insp Rept 40-8027/89-02 on 890621 -23.No violations or devi- 
ations noted. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 89/07/06. KNIGHT, S. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). ip. 50542:125-50542:135. 

-8907140241 Insp Rept 40-8027/89-02 on 890621 -23.No violations or deviations 
noted.Major areas inspected:emergency detection & classification.protective action 
decisionmaking.fire protection, notification & communications & accountability. 

GARCIA, P.J. Uranium Recovery Field Cfc, R4. 89/07/06. 10pp. 50542:126- 
50542:135. 

8907180182 Forwards License SUB-1 010, amending Condition 9, deleting Conditions 
23,26,36,37,45 & 50 & revising license in entirety. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/07. KNIGHT.S.P. Sequoyah Fuels Corp. 
(subs, of Kerr-McGee Nuclear Corp.). 2pp. 50575:333-50575:351. 

-8907180187 License SUB-1010 for Sequoyah Fuels Corp, revising license in entirety. 
ROUSE.LC. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/07/07. 
4pp. 50575:335-50575:338. 

-8907180193 Safety evaluation approving 880913 application for amend to SUB-1010 
sub] to addi & revised conditions developed. 

PENNINGTON.W.S. Fuel Cycle Safety Branch. 89/07/07. 12pp. 50575:339- 
50575:350. 

—8907180197 Informs that EIS nor environ assessment warranted for proposed 89041 1 
amend request to License SUB-1010. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/07. Fuel Cycle Safety Branch. Ip. 
50575:351-50575:351. 
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8907250262 Requests deviation for groups on short-term escorted tours in restricted 
areas from wearing beta-gamma dosimeters. Licensee will modify license in upcoming 
renewal. 

KNIGHT, S.P. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 89/07/14. 
ROUSE. L.C. Fuel Cycle Safety Branch. 2pp. 50644:266-50644:266. 

8907260013 Forwards revs to Part 11, Chapters 11 & 12 of License SUB-1 01 0.updating 
recent reorganization.?.' rh.n-gcs i- cporatic-.s doct & waste treatment S disposal dept 
& updating radiation io-o-ec.io' roscec; ve-/ 

KNIGHT, S.P. Sequo^L'ih "...c-'s Ccr:: ^s..os :v' Korr-VlcGee Nuclear Corp.). 89/07/14. 
ROUSE. L.C. Fuel Cycle Safety Branch. 48pp. 50673:123-50673:168. 

8907260240 Forwards Amend 1 to License SUB-1010 & safety evaluation. Amend re- 
vises Condition 9 to incorporate Rev 6 dtd 890510 as latest rev dates to radiological 
contingency plan. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/07/21. KNIGHT.S.P. Sequoyah Fuels Corp. 
(subs, of Kerr-McGee Nuclear Corp.). Ip. 50674:283-50674:290. 

“8907260242 Amend 1 to License SUB-1010 for Sequoyah Fuels Coro rewsirg Condi- 
tion 9 to include date of 890510 as latest rev date for radiologica. co-'iinger'cv Da-*. 
ROUSE.L.C. Division of Industrial & Medical Nuclear Safety (Post 6 tC723,i. £9/ 07 -21. 
4pp. 50674:284-50674:287. 

“8907260244 SER supporting 890510 amend application re radiological contingency 
plan revs. 

ROBINSON.C.H.. BIDINGER.G.H. Fuel Cycle Safety Branch. 89/07/21. 2pp. 
50674:288-50674:289. 

“8907260246 Advises that neither EIS nor environ assessment warranted re 890510 
application for amend to License SUB-1 010. reflecting organizational & administrative 
changes due to ownership transfer. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/07/21. Fuel Cycle Safety Branch. Ip. 
50674:290-50674:290. 

8907280365 Final response to FOIA request.App A records available in PDR.App B 
records encl.App C records totally withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. DEERINWATER.J. Native Americans for a Clean Environment. 
8pp. 50720:077-50720:185. 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

8907070071 Submits First Quarter 1989 rept of pilot in-situ mining program. 

RANGE, D.M. Exxon Corp, 89/03/30. Uranium Recovery Field Ofc, R4. 2pp. 
50444:121-50444:122. 


DOCKET 40-8084 RIO ALGOM MINING CORP., MOAB, UT 

8907100143 “Semiannual Environ Monito''‘"c Pept ^or 880701-1231." W/890329 Itr. 
PATTISON.R.S,, FOSSEY.F.G F.o A.qcmMnirg Corp. 88/12/31. SMITH.R.D. Region 
4. Ofc of the Director. 24pp. 5:'45V 302-50457:325 

8907070354 Confirms recent discussion w/NRC agreeing that required revs to surety 
arrangements would be accomplished by issuing replacement licensing condition 
rat'^o' than amendir'g old licensing condition. 

CCC--r-in\r,D B. Pio Algom Mining Corp. 89/02/08. ROSE.H. Uranium Recovery 
Field Ofc, R4, 2pp. 50440:338-50440:339. 

8907100120 Forwards final draft of replacement Itr of credit re Rio Algom Mining Corp 
su'otv a'ranqoment. 

CCC-v”ANf:’|r.: :3. Rio Algom Mining Corp. 89/02/15. ROSE.H. Uranium Recovery 
Field Ofc, R4. 3pp. 50458:277-50458:279. 

8907070339 Forwards ALARA audit for Sept 1988 - Feb 1989 for Lisbon Mill, per Condi- 
tion 40 & Section 5.1.4 of stated document. 

FOSSEY.F.G. Rio Alg.?.m Mir.':r.c Corp. 89/04/06. SMITH.R.D. Uranium Recovery Field 
Ofc. R4. 36pp. 50444. -4 5- 180 

8907100203 Forwards “Liquefaction Potential Analysis of Bisco Lake Foundation & Em- 
bankment," in response to amend to License SUA-11 l9.Conditicns 45 & 54. 
PATTISON.R.S. Rio Algom Mining Corp. 89/05/19. SMITH.R.D. Uranium Recovery 
Field Ofc. R4. 5pp. 50495:017-50495:048. 

“8907100204 “Liquefaction Potential Analysis of Bisco Lake Foundation & Embank- 
ment." 

* EarthFax Engineering, Inc. 89/05/01. 27pp. 50495:022-50495:048. 

8907050038 Responds to NRC 890526 Itr re violations noted in insp of License SUA- 
1 1 1 9.Corrective actions:package of “radioactive” placards received at Lisbon on 
890503 & placarding w:!! bo i" place before future shipments leave property. 
REAVEAU.B K., PA'T.SCN.R.S Rio A'ccm Mining Corp. 89/05/31. Uranium Recov- 
ery Field dfc, Fi4. 6pp, 5040V263-504G'~’:26B. 

8907060230 Discusses surety instrument review for Rio Algom Mining Corp. Irrevocable 
Ltr of Credit 18-89/9016 submitted per Condition 27 of License SUA-11 19 accepted 
as replacement for Ltr of Credit 20-88/9016 

ROSE.H.D., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/06/02. Uranium Re- 
covery Field Ofc, R4. 2pp. 50433:185-50433:186. 

8907060238 Discusses review of semiannual environ monitoring rept for licensee facility 
for Second Half 1988.Review of data indicates no significant areas of concern. 
SCOVILL.V.R., HAWKINS.E.F. Uranium Recovery Reid Ofc, R4. 89/06/08. Uranium 
Recovery Field Ofc, R4. 5pp. 50434:317-50434:321. 

8907050320 Discusses review of Rio Algom Mining Oorp ALARA audit rept for Sept 
1988 - Feb 1989.Personnel exposures maintained ALARA.effluent releases minimized 
to practicable extent & acceptable ALARA audit performed. 

SCOVILL.V.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/12. Uranium 
Recovery Field Ofc, R4. 4pp. 50413:093-50413:096. 

8907050302 Requests resubmittal of proposed corrective action program due to 890331 
proposal having inadequate historical data, by 900701. Licensee should also reconsider 
using lower limits of detection in resampling & analysis. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/15. Rio Algom Mining Corp. 
3pp. 50413:140-50413:142. 


8907070304 Fonivards EarthFax Engineering Rept. "Reclamation Cover Design & Analy- 
sis of Tailings at Lisbon U Mill," providing partial response to Questions 7-11 in NRC 
881214 Itr. 

PATTISON.R.S. Rio Alaom Mining Corp. 89/06/16. SMITH.R.D. Uranium Recovery 
Field Ofc, R4. 2pp. 53435 ’4 3-5C-'.33-C8.? 

--8907070307 "Reclamation Cover Design & Analysis of Tailings at Lisbon U Mill." W/ 
one oversize drawing. 

* EarthFax Engineering, Inc. 89/06/05. 400pp. 50435:151-50436:082. 

8907140190 Provides correction to licensee 890531 response to violations noted in insp 
of License SUA-1 1 19. Response to date of compliance inadvertently typed in from 
draft notes. 

REAVEAU.B.K. Rio Algom Mining Corp. 89/06/19. SMITH.R.D. Uranium Recovery 
Field Ofc, R4. Ip. 50545:041-50545:041. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

8907050462 Ack receipt of 881129 & 890302 plans to monitor settlement during recla- 
mation of Highland Mill Disposal Site. Vendor should provide justification that 170-acre 
parcel currently ready for radon barrier placement. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/28. Exxon Corp. 2pp, 
50416:294-50416:295. 

8907060101 Forwards sucpcrt'ng dccurrrnt for Exxon Coal & Minerals Co application in 
response to License SLA-; riO.Ccndit.cn 33C. 

DAVIS.LA. Water. Waste & Land. Inc. 89/05/01. HAWKINS.E.F. Uranium Recovery 
Field Ofc. R4. Ip. 50434:037-50434:254. 

—8907110386 “Supporting Info To License Amend Response Highland Reclamation 
Project." 

* Water. Waste & Land. Inc. 89/05/31. 229pp. 50434:038-50434:254. 

8907060036 Forwards Amend 29 to License SUA-11 39, revising License Condition 
40(A), 40(C) & 40(E) as stated, per 881129 & 1229 & 890314 requests. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/10. Exxon Corp. 2pp, 50433:345- 
50433:357. 

“8907060039 Amend 29 to License SUA-1 1 39 for Exxon Corp, revising License Condi- 
tion 40(A),40(C) & 40(E). 

SMITH,R.D. Uranium Recovery Field Ofc. R4. 89/05/10. 7pp. 50433:347-50433:353. 

“8907060042 Recommends that License Condition 40 of Amend 29 to License SUA- 
11 39 be modified to authorize licensee to reclaim disposed area in accordance w/ 
890302 & 1 5 submittals. 

JACOBY. D.L, HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/10. Uranium 
Recovery Field Ofc, R4. 4pp. 50433:354-50433:357. 

8907140105 Ack receipt of 890501 Itr responding to license amend re submittal of cor- 
rective action program due to exceedance of groundwater protection stds at points of 
compliance. Revised corrective action program requested. 

HAWKINS.E.F. Uranium Recovery Field Qfc, R4. 89/07/03. Exxon Corp. 3pp. 
50542:263-50542:265. 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

8907050266 Forwards decommissioning rept.per 880815 submittal. Data re Ra-226 con- 
centrations in soil downwind from tailings area will be collected prior to cleanup of 
wind blown contamination & submitted per License Condition 32-C. 

CHASE, G. Bear Creek Uranium Co. 89/06/02. JACOBY, D. Uranium Recovery Field 
Ofc, R4. 15pp. 50401:189-50401:203. 

8907140101 Ack receipt of 890602 Itr re decommissioning info associated w/mill 
dismantling, removal & salvage or disposal of mill process equipment.per License Con- 
ditions 11 & 32 of License SUA-1310. 

HEYER.R.S., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/07/07. Uranium Re- 
covery Field Ofc. R4. 4pp. 50543:162-50543:165. 


DOCKET 40-8502 MALAPAI RESOURCES CO., PHOENIX, AZ 


8907060261 Confirms that Monitor Well M-18 exceeded upper control limit for conduc- 
tivity plus 20% on 890419 routine biweekly & 890420 confirmation samples.per 
890421 telcon.Water quality analyses data end. 

WICHERS.D.L Malapai Resources Co. 89/04/28. MOONEY, G. Wyoming, State of. 
3pp. 50434:348-50434:350. 

6907100280 Forwards first quarter, 1989 discharge monitoring rept for discharge Points 
001 & 002,Discharge occurred at 001 only. 

WICHERS.D.L Malapai Resources Co. 89/05/01. WAGNER, J. Wyoming, State of. 
2pp. 50457:189-50457:196. 

—8907100282 “Discharge Monitoring Rept For Jan-Mar 1989." 

WICHERS.D.L Malapai Resources Co. 89/03/31. Ip. 50457:191-50457:191. 

-8907100285 "Discharge Monitoring Rept for Jan-Mar 1989." 

WICHERS.D.L. Malapai Resources Co. 89/03/31. Ip. 50457:192-50457:192. 

-8907100286 Forwards First Quarter 1989 discharge monitoring rept for discharge 
Points 001 & 002.No discharge occurred during reporting period. 

WICHERS.D.L. Malapai Resources Co. 89/05/01. Environmental Protection Agency. 
Ip. 50457:193-50457:193. 

-8907100290 Forwards First Quarter 1989 discharge monitoring rept for Discharge 
Points 001 & 002.No discharge occurred during reporting period. 

WICHERS.D.L Malapai Resources Co. 89/05^01. WAGNER, J. Wyoming. State of. Ip. 
50457:194-50457:194. 

-8907100291 "Discharge Monitoring Rept for Jan-Mar 1989." 

WICHERS.D.L Malapai Resources Co. 89/03/31. 2pp. 50457:195-50457:196. 
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8907050315 Ack receipt of 890417 Itr re corrective actions to recover spilled yellowcake 
from valve on truck. Corrective actions to recover all spilled solution & rev to operation 
procedure for utilizing water truck will be reviewed during next insp. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/08, WICHERS.D. Malapai Re- 
sources Co. 2pp. 50412:166-50412:167. 

8907050410 Requests info & data re waste disposal program by 890630. Expansion of 
existing mining operations can not be authorized until issue resolved. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/16. WICHERS.D. Malapai Re- 
sources Co. 2pp. 50403:033-50403:034. 

8907100106 Informs of pending temporary reassignment of radiation safety officer re- 
sponsibilities per License SUA-1341. Licensee act.vei', seeking replacement for posi- 
tion & currently interviewing potential candidates. 

WICHERS.D. L. Malapai Resources Co. 89/05/26. HAWKINS.E.F. Uranium Recovery 
Field Ofc, R4. 2pp. 50457:220-50457:221. 

8907050193 Requests approval of end proposed chlorination technique to eliminate 
bacteria in wellfield & process sys. 

WICHERS.D.L. Malapai Resources Co. 89/05/31. KONWINSKI.G.R. Uranium Recov- 
ery Field Ofc. R4, 4pp. 50412:230-50412:233. 

8907060225 Authorizes licensee to add sodium hypochlorite to injection stream at Chris- 
tensen Ranch Satellite facility well fields. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/02. WICHERS.D. Malapai Re- 
sources Co. 2pp. 50433:150-50433:151. 

8907060064 Fonvards Amend 14 to License SUA-1 341, revising License Conditions 
23.24,35 & 39 as stated. per 890505 request. Licensee will submit detailed decommis- 
sioning plan 12 months prior to planned final shutdown of mining operation. 

SMITH, R.D. Uranium Recovery Field Ofc. R4, 89/06/13. Malapai Resources Co. 2pp. 
50432:262-50432:279. 

-8907060075 Amend 14 to License SUA-1341 for Malapai Resources Co. authorizing 
Irigaray & Christensen Ranch Satellite facilities in Johnson & Campbell 
Ccu''t'cs Wycr^ rr as place for matl use. 

SM!'H.f-:D Ura' urn Recovery Field Ofc. R4. 89/06/13. 12pp. 50432:264-50432:275. 

-8907060078 Discusses termination of Willow Creek R&D License SLJA-1337 & incorpo- 
ration of remaining liabilities into source matl License SUA-1341. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4, 89/06/13. Urani- 
um Recovery Field Ofc. R4. 4pp. 50432:276-50432:279. 

8907140155 Requests permission to chlorinate Willow Creek Satellite Sys.Permit 478 by 
use of chlorine gas in lieu of sodium ^yccc'''o'itc parm.'tted by 890602 Itr. 
WICHERS.D.L. Malapai Resources Cc 53 r.6 *9 MDDNE:''^G Wyoming, State of. 
2pp. 50544:270-50544:271, 

8907140196 Discusses injection of chlorine gas in closed circuit for bacteria control. 
INGLE.S. Wyoming, State of. 89/06/20. MOONEY.G. Wyoming. State of. Ip. 
50542:317-50542:317, 

8907140153 Advises that on 890629,vendor temporarily ceased all operations in Pro- 
duclicr U'^'ts ^ through' 9 !o permit revamping of central process plant 
fac tics. Care.- 'icwai-r ryj-'. ter erforts will continue. 

vMChE= 3,DL f/a sp;: ^osour'ccrs Co. 89/07/03. HAWKINS.E.F. Uranium Recovery 
Field Ofc. R4. 4pp. 50542:164-50542:167, 

8907140108 Ack receipt of 890628 submittal proposing short-term & long-term disposal 
of byproduct matls. Requests that operator of licensee chosen disposal site apply for 
license amend authorizing receipt of wastes for specified period of time. 

HAWKINS.E.F. Region 4, Ofc of the Director. 89/07/07. WICHERS.D. Malapai Re- 
sources Co, 2pp. 50543:157-50543:158. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 

8907060002 Forwards State of WY Dept of Environ Quality self-bond renewal for 1 988- 
1989. 

SCHUTTERLE.S. Union 76 Minerals. 89/03/08. ROSE.H. Uranium Recovery Field 
Ofc, R4. 2pp. 50432:260-50432:261. 

8907050206 Advises that 890425 proposed corrective action program & addi ground- 
water data for establishing background for certain constituents inadequate.List of rec- 
ommended minimal lower limits of deteotion end. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/15, Minerals Exploration Co. 
(subs, of Union Oil Co. of California). 4pp. 50408:031-50408:034. 

8907140114 Confirms intentions to expand evaporations sys onto eastern half of lower 
north slope of tailings cell, per License SUA-1 350. New installation will be one-inch per- 
forated PVC pipeline parallel to & 3 ft below bench. 

PALOCHAK.G. Minerals Exploration Co. (subs, of Union Oil Co. of California). 89/06/ 
27. KONWINSKI.G. Region 4. Ofc of the Director. Ip. 50544:272-50544:272. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8907100178 Forwards annual financial surety estimates for redamation of Velvet Mine 
IX column & associated facilities. 

HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/03/09. 
SMITH. R.D. Uranium Recovery Field Ofc, R4, 3pp. 50459:019-50459:021. 

8907100284 Proposes that annual instead of quarterly sample be taken at Westwater 
Creek sampling location at White Mesa Mill, per 880728 application for amend to Li- 
cense SUA-1 358. 

HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/04/10. 
SMITH. R.D., SCOVIL.V. Uranium Recovery Field Ofc. R4. 1p. 50508:047-50508:047. 

8907060278 Provides info re source matl transferred from Teledyne Wah Chang Albany 
to White Mesa M'".-nc';.:dmg estimated dates for resolution of NRC 
requests.“Characteri 2 atic-i of v-2 Pond Contents," end. 

HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/04/24. 
SMITH, R.D., SCOVILL.V. Uranium Recovery Field Ofc, R4. 2pp. 50432:149- 
50432:160. 

“8907060279 “Characterization V-2 Pond Contents." 

KNOLL.e.R. Teledyne Wah Chang Albany (formerly Wah Chang Corp.). 87/06/03. 
10pp. 50432:151-50432:160. 


8907070328 Forwards 890424 Itr from Teledyne Wah Chang Albany re hazardous clas- 
sification of V-2 pond solids & response, 

HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp,), 89/05/01. 
SMITH.R.D,, SCOVILL.V. Uranium Recovery Field Ofc, R4. Ip. 50440:330-50440:337, 

--8907070331 Responds to NRC 890410 request for addI info & analytical results from 
V-2 pond solids received at UMETCO.No health hazards associated w/handling & 
processing matl found. 

RIGGS.E.J, Teledyne Wah Chang Albany (formerly Wah Chang Corp,), 89/04/24. 
HAMRICK.J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 7pp. 
50440:331-50440:337. 

8907060134 Forwards 890410 response to questions re Cell 4 design. W/two oversize 
drawings. 

SEALY.C.O. UMETCO Minerals Corp. (subs, of Union Carbide Corp.), 89/05/12. 
JACOBY. D. Uranium Recovery Field Ofc, R4. 59pp. 50435:089-50435:148. 

8907070023 Summarizes const activity during 890509-12 for Cell 4A tr :^' ■'cf 
SAMPSON, H.H. UMETCO Minerals Corp. (subs, of Union Carbide Zc':: , 5i;,- :;5'17. 
HAWKINS, E. Uranium Recovery Field Ofc. R4. 2pp. 50444:108-50444:109. 

8907060293 Advises that stripping, roof rolling, placing fill in south dike & removing & 
stockpiling calcareous matl from cell performed during 89051 5-1 9. Two in-place densi- 
ty tests indicated moisture contents failed to meet specs. 

SAMPSON.H.H. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/05/23. 
HAWKINS.E. Uranium Recovery Field Ofc, R4. 2pp. 50433:050-50433:051. 

8907060222 Discusses review of semiannual environ monitoring rept for White Mesa 
Mill for second half of 1988. Environ monitoring performed as required by License Con- 
dition 24. Future repts will be reviewed to evaluate increasing trend in Rn-222. 
SCOVILL.V.R., HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/06/05. Uranium 
Recovery Field Ofc, R4. 4pp. 50433:141-50433:144. 

8907060021 Discusses Cell 4 A tailings pond const activity which occurred during 
890530-0602. 

SAMPSON.H.H. UMETCO Minerals Corp. (subs, of Union Carbide Corp,). 89/06/07. 

. HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 50432:230-50432:231. 

8907050344 Discusses review of licensee 1988 ALARA audit rept for CY88. Review of 
employee exposure & bioassay data indicates slight increasing trend in max external 
exposure levels. Personnel exposures maintained ALARA. 

SCOVILL.V.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/08. Uranium 
Recovery Field Ofc. R4. 4pp. 50412:159-50412:162. 

8907050236 Discusses results of review of groundwater monitoring rept for Second Half 
1988 for White Mesa Mill. Detection monitoring program not required since tailing in- 
poundment lined w/leak detection sys. 

GRACE, S.. HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/09. Uranium Re- 
covery Field Ofc. R4. 2pp. 50415:224-50415:225. 

8907170205 Submits summary of Cell 4A tailings pond const activities during 890605- 
09.Six in-place density tests indicated moisture content that failed to meet specs.AII 
substandard matl reworked. 

SAMPSON.H.H. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/20. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 50562:294-50562:295. 

8907140201 Provides summary of Cell 4A tailings pond const activities for 890612- 
1 S.Activities consisted of placing fill in south & west dikes & removal & stockpiling of 
clay matl from cell. 

SAMPSON.H.H. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/23. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 2pp. 50542:315-50542:316. 

8907140148 Summarizes const activities of Cell 4A tailings pond for 89061 9-23.Fill 
placed in south & west dikes & clay & random matl removed from cell & 
stockpiled.Ten in-place density tests indicated moisture content that did not meet 
specs. 

SAMPSON.H.H. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 89/06/28. 
HALL.R.E. Uranium Recovery Field Ofc. R4. 2pp. 50542:154-50542:155. 


DOCKET 40-8684 MALAPAI RESOURCES CO., CASPER, WY 

8907100280 Forwards first quarter,1989 discharge monitoring rept for discharge Points 
001 & 002 Disch.q'-ge occurred at 001 only. 

y.'.CHERS D.-— Malapai Resources Co. 89/05/01. WAGNER, J. Wyoming, State of. 
2pp. 50457:189-50457:196. 

“8907100286 Forwards First Quarter 1989 discharge monitoring rept for discharge 
Points 001 & 002. No discharge occurred during reocH'i^c period 
WICHERS.D.L. Malapai Resources Co. 89/05/01 E-'./r'crr^.r.rvai Protection Agency. 
Ip. 50457:193-50457:193. 

“8907100290 Forwards First Quarter 1989 discharge monitoring rept for Discharge 
Points 001 & 002. No discharge occurred during reporting period. 

WICHERS.D.L Malapai Resources Co. 89/05/01. WAGNER, J. Wyoming. State of. Ip. 
50457:194-50457:194. 

“8907100291 “Discharge Mon:to--.g Reot for Jan-Mar 1989." 

WICHERS.D.L. Malapai Fr-scurues Cc. 89/03/31. 2pp. 50457:195-50457:196. 

8906290107 Notice of final finding of no sicnificart ‘Tipact re termination of source & 
byproduct matl license for operation of Ma'iaor: t'Gso.;rc6s Co, Willow Creek R&D site 
in Campbell County, WY. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/13. 2pp. 50364:082- 
50364:083. 

8907050329 Forwards final finding of no significant impact re termination of License 
SUA-1337. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/06/13. MEYER, D. Office of the 
Secretary of the Commission. 2pp. 50418:139-50418:142. 

8907060064 Forwards Amend 14 to License SUA-1 341, revising License Conditions 
23,24,35 & 39 as stated. per 890505 request. Licensee will submit detailed decommis- 
sioning plan 12 :~cr':"s p'icr lo plann-ac final shutdown of mining operation. 

SMITH,R.D. Urar.:un “-ecovery Fic'o C-'c. R4. 89/06/13. Malapai Resources Co. 2dp. 
50432:262-50432:279. ^ 
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'8907060078 Discusses termination of Willow Creek R&D License SUA-1337 & incorpo- 
'nfo- r'-*- ';'-.:: liabilities into source matl License SUA-1341. 

, HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/13. Urani- 
um Recovery Field Ofc, R4. 4pp. 50432:276-50432:279. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 


8907140301 Proposes that surety amount reflect listed increase of 3% for effects of in- 
flation. 

BERG.R.T. Plateau Resources, Ltd. 89/02/09. Uranium Recovery Field Ofc, R4. Ip. 
50543:216-50543:216. 

8907060294 Discusses environ monitoring for facility for second half of 1988, submitted 
on 890221 per 10CFR40.65 & Condition 31 of License SUA-1371. 

SCOVILL.V.R., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/05/08. Uranium Re- 
covery Field Ofc, R4. 3pp. 50433:296-50433:298. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

8907070205 Requests review of topics on bending ‘waste- disposal, American Nuclear 
Corp, Everest, Bison Basin, Cleveland Cliffs <2. c;..inc '.en'eiture discussed at 890406 
meeting. 

SHAFFER P of. 89/04/24. HAWKINS,E. Region 4, Ofc of the Direc- 

tor. 2pp. L-T;-: iT: *. 

8907050221 Forwards final finding of no significant impact re termination of License 
SUA-1352,for FR publication. 

HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/06/26. LESAR.M. Regulatory 
Publications Branch. Ip. 50408:169-50408:173. 

-8907050226 Final finding c* no impact re termination of License SUA- 

1352. Decommissioning & ;.:-..co;''!a’:'r.a’ on of site complete & no residual contamina- 
tion exists. 

HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/06/26. 4pp. 50408:170- 
50408:173. 

8907050274 Recommends termination of License SUA-1352 for Collins Draw R&D 
oroiect All mining activities completed & site decontaminated to unrestricted release 
..ii'i’.s of no significant impact end. 

KC-\Wl\SKi,G "■ Uranium Recovery Field Ofc, R4. 89/06/26. Uranium Recovery 
Field Ofc. R4. 4pp. 50416:237-50416:244. 

8907050383 Forwards review memorandum & FR notice prepared in support of termina- 
tion of License SUA-1352. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/27. Cleveland-Cliffs Iron Co. 
2pp. 50401:058-50401:070. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 


8907170462 Forwards “Proposed Remediation Work Plan Addendum" for Burt Avenue 
Site. 

WILNER.S.M. Allegheny International, Inc. 89/06/23. LA ROCHE, G. Fuel Cycle Safety 
Branch. 2pp. 50547:338-50547:358. 

“8907170480 “Proposed Remedial Work Plan Addendum." W/one oversize drawing. 

* Remcor, Inc. 89/06/30. 18pp. 50547:339-50547:358. 


DOCKET 40-8771 MALAPAl RESOURCES CO., PHOENIX, AZ 


8907140127 Forwards “In Situ R&D License Renewal Rept for 880401- 890501," per- 
mitted under R&D License 11RD. Water analyses tables summarizing all water quality 
data collected to date from Peterson welts end. W/one oversize drawing. 
WICHERS,D.L. Malapai Resources Co. 89/06/28. GEESEY,L.A. Wyoming. State of. 
7pp. 50531:340-50531:346. 


DOCKET 40-8783 URANERZ USA, INC., CASPER, WY 


8907050144 Responds to NRC 890517 Itr re violations noted in Insp Rept 40-8783/89- 
01. Compound perimeter fence will be periodically inspected to insure that radiation 
caution s'ons in niace & readable. 

::.-\t::-=OLE,G ., Uranerz USA. Inc. 89/06/13. HAWKINS.E.F. Uranium Recovery 
Field Ofc. R4. 3pp. 50431:257-50431:259. 

8907050395 Ack receipt of 890613 Itr informing NRC of steps taken to correct violations 
noted in insp of License SUA-1 401 .License will not be modified since licensee posting 
sufficiently resolves concern raised in notice. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/27. Uranerz USA. Inc. 2pp. 
50403:035-50403:036. 

8907060045 Forwards Amend 12 to License SUA-1 401, revising License Condition 4 to 
read 901 231, per 890619 request. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/29. Uranerz USA, Inc. Ip. 
50432:232-50432:239. 

-8907060046 Amend 12 to License SUA-1 401 for Uranerz USA.Inc.authorizing use of 
new location. 

SMITH, R.D. Uranium Recovery Field Ofc. R4. 89/06/29. 7pp. 50432:233-50432:239. 


DOCKET 40-8801 WESTLAKE LANDFILL, NORTHBROOK, IL 


8907260261 Forwards “Site Characterization & Remedial Action Concepts for West 
Lake Landfill." W/o rept. 

SWIFT.J.J. Fuel Cycle Safety Branch. 89/07/21. BANERJI.S.K.. OCONNOR.J.T., 
UHA2Y.L.S. Missouri. Univ. of, Columbia. MO. 2pp. 50677:045-50677:046. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8907070294 Expresses concern of possible contamination of underground water from 
solution mining.Mining at Crowe Butte U mine should be suspended un!.!i proven that 
U mining will not contaminate underg'-o'jnd wate- supplies. 

MOORE.G.K. Affiliation Not Ass.r.r.ed B:5/'.:‘5.C9 KONWINSKI.G. Uranium Recovery 
Field Ofc. R4. Ip. 50455:140-5:; ■'■■55 ■■■::. 

8907030263 Responds to ‘ssues d‘sc'..-ased durng 890530 meeting w/NRC re radiation 
moritorng section of apc:‘:a:ii'r 2. supor.-.i'':;,: jn.Tcr- rept for commercial source matl 
iCi'nse Sp-rjcs & sensitiv i.- -'cr E::-cr.-c s..-vc-7 '‘sfi.rent end. 

COLLINGS.S.P. Ferret Expo'c-:icr Dompan/ Nc-craska. Inc. 89/06/07. SMITH.R.D. 
Uranium Recovery Field Ofc, R4. 4pp. 50396:091-50396:094. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8907060011 Advises that well M-48 no longer on excursion.Facility can return to normal 
operational status.per water quality data submitted on 890317. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/03/29. Everest Minerals Corp. 
2pp. 50432:331-50432:332. 

8907060119 Informs of reevaluation of reclamation bond cost estimate for Highland U 
Project.per recent telcon & lists assumption & bases for reestimating reclamation 
costs. 

MCGONAGLE.L. Everest Minerals Corp. 89/04/20. ROSE.H. Uranium Recovery Field 
Ofc. R4. 11pp. 50432:161-50432:171. 

8907070205 Requests review of topics on bonding v;aste disposal, American Nuclear 
Corp.Everest, Bison Basin, Cleveland Cliffs .2 c:Dn:;i for-'o;j'c- discussed at 890406 
meeting. 

SHAFFER, R. Wyoming, State of. 89/04/24. HAWKINS, E. Region 4, Ofc of the Direc- 
tor. 2pp. 50440:340-50440:341. 

8907070165 Discusses increase in chloride, bicarbonate & conductivity due to possible 
casing leak in Well M-10. Original mechanical integrity test showed suspicious anomaly 
in log.Well plugged w/cement.Well M-10A will be used as replacement. 

MAYS.W.M. Everest Minerals Corp. 89/04/26. BELDEN.S. Wyoming. State of. 6pp. 
50440:324-50440:329. 

8907070308 Discusses upper control limits for underlying & overlying monitor wells in 
Pattern Area B-13/B-14. 

INGLE.S. Wyoming. State of. 89/05/04. Wyoming. State of. Ip. 50440:342-50440:342. 

8907050403 Requests waste disposal plan by 890530.per 890427 telcon. License can 
not be amended to authorize mining operations in Section 14 until issue resolved. 
HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/16. Everest Minerals Corp, 
2pp. 50403:079-50403:080. 

8907050386 Comments on site stack sampling data for First Quarter 1989, submitted on 
890321. Recommends waiver of requirement to conduct stack saTp'inq ai' radioactive 
releases to unrestricted area less than 1.5% of statniJ co.''.ce''.:r£!;c-' 

SCOVILL.V.R.. HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/17. Uranium 
Recovery Field Ofc. R4. 3pp. 50417:310-50417:312. 

8907050389 Advises that 890321 request for waiver of stack sampling requirement ac- 
ceptable for First Quarter 1989.Dryer & packaging facilities operated for only 9 days 
during first quarter. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/17. Everest Minerals Corp. 2pp. 
50417:142-50417:143. 

8907060013 Forwards Amend 16 to License SUA-1 51 1, revising License Conditions 38 & 
40 as listed, per 890404 request. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/22. Everest Minerals Corp. 3pp. 
50433:202-50433:222. 

—8907060017 Amend 16 to License SUA-1 511 for Everest Minerals Corp, revising li- 
cense Conditions 38 & 40. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/05/22. 13pp. 50433:205-50433:217. 

“8907060018 Recommends that License SUA-1 511 be amended by revising license 
Conditions 38 & 40 re baseline water quality data & proposed upper control limits for 
four new underlying monitoring wells & one new overlying monitoring well. 

OLSEN.T.T.. HAWKINS.E.F. Uranium Recovery Field Ofc, R4 89/05/22. Uranium Re- 
covery Field Ofc. R4. 5pp. 50433:218-50433:222. 

8907100264 Advises that licensee will make every effort to comply w/ requirements for 
acceptable waste disposal plan by 890615, per 890524 conversation re E Hawkins 
890516 correspondence. 

MCGONAGLE.L. Evergreen International Airlines. 89/05/25. HALL.R.E. Uranium Re- 
covery Field Ofc, R4. Ip. 50508:045-50508:045. 

8907100270 Forwards proprietary contract re disposal of byproduct matl from Highland 
U Project at White Mesa Mill.Contract withheld (ref 10CFR2. 790(b)). 

MAYS.W.M. Everest Minerals Corp. 89/06/19. HAWKINS, E. Uranium Recovery Field 
Ofc, R4. Ip. 50456:197-50456:197. 

8907050303 Forwards finding of no significant impact re new satellite facility at Highland 
Project.for FR publication. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/21. LESAR.M. Regulatory 
Publications Branch. Ip. 50413:143-50413:146. 

“8907050306 Final finding of no significant impact authorizing licensee to operate new 
satellite facility at Highland in situ leach U recovery operation in Converse County, WY. 
HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/06/21. 3pp. 50413:144- 
50413:146. 

8907050402 Requests explanations or revs to items listed in end re 890420 proposal to 
adjust cost estimate & surety coverage for Highland U project. Response requested 
within 30 days. W/o stated end. 

HALL.R.E. Uranium Recovery Field Ofc, R4. 89/06/28. Everest Minerals Corp. 3pp. 
50400:042-50400:044. 
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DOCKET 40-8902 ANACONDA MINERALS CO., GRANTS, NM 

8907060037 Forwards “Annual ALARA Audit Rept’’ for ARCO Coal Co Bluewater U 
Mill. Vendor will proceed w/recommendations noted in rept. 

ZIEGLER, R.S. Atlantic Richfield Co. (ARCO). 89/04/06. SMITH, D, Uranium Recovery 
Field Ofc, R4. Ip. 50433:335-50433:344. 

-8907060050 “Annual ALARA Audit Rept,8903l0.“ 

SANCHEZ, C.E., BERGSTROM, P.D. Atlantic Richfield Co. (ARCO). 89/03/10. 9pp. 
50433:336-50433:344. 

8907100179 Forwards amended 880401-890430 comprehensive annual rept for Mine 
Permit 352. Rept includes eight defined reclamation work phases & schedule for com- 
pletion of work.W/o end. 

FERGUSON.J.C. Anacomp, Inc. 89/04/20. MOXLEY.M. Wyoming. State of. Ip. 
50457:286-50457:286. 

8907070205 Requests review of topics on bonding, Wc.=.l 3 d.socsa! Atre'^can Nuclear 
Corp, Everest, Bison Basin, Cleveland Cliffs & bond at 890406 

meeting. 

SHAF‘=^F'3.R Wvor.-o Str:‘o of. 89/04/24. HAWKINS.E. Region 4, Ofc of the Direc- 
tor. 2[:p ;? /:r.. ;rj 3 / ■ 

8907060291 Submits response to NRC 890406 Itr re proposed corrective action pro- 
firgrp for We!' 0-4 ap'-ee'^ent w/ NRC, vendor prepared to expand scope of ac- 
::..rn:, A restoration for Well R-4. 

FE.RG.4.?C\,.-. C -■■■"icf.cr.r * j..:ci(,a- Corp. 89/04/27. Uranium Recovery Field Ofc, R4. 
14pp. 50433:187-50433:201. 

8907070128 Submits info on extent & concentration of chloride, sodium, sulfate, nitrate & 
TDS in San Andres & Alluvial aquifers for Bluewater U mill, per License Condition 34A. 
ZIEGLER, R.S. Atlantic Richfield Co. (ARCO). 89/04/28. SMITH, R.D. Uranium Recov- 
ery Field Ofc. R4. 15pp. 50444:124-50444:138. 

8907070315 Confirms telcon re 2-wk extension for submittal of Bluewater Millsite 
groundwater action program. Program will be submitted on 890515. 

ZIEGLER.R.S Atlantic R:chf..ala Co. (ARCO). 89/04/28. OLSEN.T. Region 4. Ofc of 
the Director. Ip. 50440:323-50440:323. 

8907060252 Discusses review of environ monitoring rept for facility for Jul-Dec 
1988, submitted on 890223 per 10CFR40.65 & Condition 12 of License SUA-1470. 
GARCIA. P.J.. HAWKINS.E. F. Uranium Recovery Field Ofc. R4. 89/05/01. Uranium 
Recovery Field Ofc, R4. 3pp. 50433:358-50433:360. 

8907060149 Forwards comments on proposed EPA Natl Emmission Std for Hazardous 
Air Pollutants for Radionuclide-!- J-.:st'‘';.:sticr 'ackinc to suoocT proposed std of 6 pCi/ 
m2s from disposal of U mill ta :i--c.s Zo”e:;oc ■.•■'o 6 pa-aret-ors encl. 

ZIEGLER.R.S. Atlantic Rich’ic j’ C: •ARCO) S-i.'Oc • *3. Environmental Protection 
Agency. 17pp. 50433:001-50433:017. 

8907050048 Submits specific info re decommissioning schedule for ARCO Coal Co 
Bluewater Mill.per request.Completion of d-ccormisS'o-n'nc work under 4 yr time frame 
as ref in decomnf'iss'on'nc plan subm'tl»d c-- 3"'. 22.9 p sn''uc: 

ZIEGLER F.S At ar'.ic R :.r.l old 3o 89/05/18. GARCIA, P. Uranium Recov- 

ery Field Ofc, R4. 2pp. 50401:269-50401:270. 

8907100255 Discusses methods of co.-ducting contamination surveys on equipment 
being released & forwards Landmar- R-.:cU-.~e!.:n, n: test rept. “Test Results Statisti- 
cal Analysis & Proposed Testing Program for Release of Equipment/Matls for...." 
ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 89/05/19. GARCIA, P. Uranium Recov- 
ery Field Ofc, R4. 3pp. 50458:064-50458:099. 

-8907100259 “Test Results, Statistical Analysis & Proposed Testing Program for Re- 
lease of Equipment/Matls for Unrestricted Use at Bluewater SX Dismantlement 
Project." 

* Landmark Reclamation. 89/04/19. 34pp. 50458:067-50458:099. 

8907060276 Ack receipt of 890519 proposed methodology for performing random con- 
tamination surveys for large items to be released from restricted area. Methodology 
meets release limits in license.Surveys of specific areas may be necessary. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/05. ZIEGLER.R.S. Anaconda Co. 
(div. of Atlantic Richfield Co.). 2pp. 50433:177-50433:178. 

8907060245 Requests submittal of revised corrective action program, containing specif- 
ics on wick yield rstes.pu'Tcing retTs & anticipated evaporative rates, by 890630. 
HAWKINS.E.F. J'.;ir A. Field Ofc, R4. 89/06/09. Atlantic Richfield Co. 
(ARCO). 3pp. 50433:179-50433:181. 

8907060256 Discusses reclamation cost estimate for licensee CISL application.Major 
issues resolved listed. 

ROSE.H.D., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/09, Uranium Re- 
covery Field Ofc, R4. 4pp. 50433:302-50433:305. 

8907140136 Forwards schedule of windblown tailings cleanup during decommissioning 
of Bluewater U Mill. Excavation & placement of windblown matl onto tailings pile will 
require 18 months & will occur in conjunction w/grading main tailings sands. 
ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 89/06/16. HAWKINS.E. Uranium Recov- 
ery Field Ofc. R4. 2pp. 50542:156-50542:157. 

8907140133 Informs of no changes or additions in land use info since last land use rept 
submitted on 880627. 

ZIEGLER.R.S. Atlantic Richfield Co. (ARCO). 89/06/27. SMITH, D. Uranium Recovery 
Field Ofc, R4. 1p. 50542:300-50542:300. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 

8907100332 Submits rept of cleanup of wind blown tailing actions completed subse- 
quent to 881001 & prior to 880301. Licensee believes that info demonstrates that 
completed action on land contaminated w/U mill tailings satisfies NRC stds. 

KENNEDY, E.E. Homestake Mining Co. 89/04/28. SMITH, D. Uranium Recovery Field 
Ofc. R4. 4pp. 50458:284-50458:287. 

8907070356 Discusses groundwater program for License SUA-1471. Parameters of con- 
cerns listed.Proposed program addressing corrective actions to be submitted 120 days 
after NRC requests program. 

KENNEDY, E.E. Homestake Mining Co. 89/05/03. SMITH, R.D. Uranium Recovery 
Reid Ofc, R4. 2pp. 50440:321-50440:322. 


8907100127 Discusses 890426 meeting re application for renewal of mill groundwater 
discharge plan. Renewal of discharge plan on 890510 for another 5-yr period should 
not be delayed. 

KENNEDY, E.E. Homestake Mining Co. 89/05/03. SLIFER.D. New Mexico, State of. 
3pp. 50508:001-50508:003. 

8907050373 Forwards draft MDU w/EPA Region 6 re concurrent jurisdiction for remedi- 
al action at site. 

BEACH, A. B. Uranium Recovery Field Ofc, R4. 89/05/05. GREEVES,J. Uranium Re- 
covery Field Ofc, R4. 3pp. 50417:320-50417:335. 

8907100278 Lists major items discussed at 890426 meeting re discharge plan renewal 
for DP-200, Requests response to points discussed. 

SLIFER,D. New Mexico, State of. 89/05/10. KENNEDY, E. Homestake Mining Co, 
4pp. 50457:185-50457:188. 

8907050391 Reviews environ monitoring rept for Second Half 1988 for Milan Mill. Data 
for Ra-226 & Th-230 for yellowcake stacks not submitted. Evaluation of possibility for 
relocation of backg'O'jnd «'*e due to elevated levels underway. 

GARCIA.P.J., K 'N 5 E .-. Uranium Recovery Field Ofc, R4. 89/05/16. Uranium 

Recovery Field Ofc, R4. 4pp. 50401:271-50401:274, 

8907060027 Forwards Amend 4 to License SUA-1471, revising license Conditions 34 & 
35 as listed. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/05/18. Homestake Mining Co. 3pp. 
50432:191-50432:206. 

-8907060028 Amend 4 to License SUA-1471 for Homestake Mining Co, authorizing 
place of use for licensed matl. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/18. 8pp. 50432:194-50432:201. 

-8907060031 Discusses establishment of groundwater protection stds. Rev of license 
Conditions 34 & 35 recommended. 

KONWINSKI,G.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/18. Urani- 
um Recovery Field Ofc, R4. 5pp. 50432:202-50432:206. 

8907050026 Forwards remedial investigation & feasibility study repts for “Grants, NM 
Subdivisions Radon Study." Discussion of recipient comments during following wk 
anticipated.W/o stated encl. 

ROWE.W. Environmental Protection Agency. 89/06/07. KONWlNSKI,G. Uranium Re- 
covery Field Ofc. R4. Ip. 50401:262-50401:262. 

8907060010 Forwards rept on progress of const of tailing impoundment at Homestake 
Mining Co Grants Mill for Mar-May 1 989. Rept certifies that structure meets all current 
criteria & safe for tailing impoundment. 

KENNEDY.E.E. Homestake Minina Co. 89/06/08. REYNOLDS. S.E. New Mexico, 
State of. 11pp. 5-:433.22::-5:^.:i3 23’3 

8907060019 Responds to 890510 Itr re Homestake Mining Co Discharge Plan DP- 
200. Homestake believes that most points outlined in 890510 Itr already agreed to at 
G90-'t?6 T'r.et'nc Tat'o of analyses for wells AW & background well Q encl. 
KENNED^.EF ■-or" ©stake Mining Co. 89/06/09. SLIFER.D. New Mexico, State of. 
7pp. 50434:030-50434:036. 

8907050325 Discusses review of licensee evaluation of effectiveness of several meth- 
ods of stabilizing tailings to minimize tailings at Milan Mill. 

GARCIA.P.J., HAWKINS.E.F. Uranium Recovery Field Ofc. R4, 89/06/13. Uranium 
Recovery Field Ofc. R4. 3pp. 50418:146-50418:148. 

8907050340 Discusses review of windblown cleanup at Homestake Mining Co Milan 
Mill.Cleanup performed per License Condition 19.Future cleanup efforts will be based 
on results of annual sampling & survey program. 

GARCIA.P.J., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/13. Uranium 
Recovery Field Ofc. R4. 3pp. 50412:163-50412:165. 

8907140184 Forwards revised draft MOU for remedial action on site, per 890614 meet- 
ing w/Konwinski. 

DAVIS, A.M. Environmental Protection Agency. 89/06/30. SMITH, D. Uranium Recov- 
ery Field Ofc. R4. 12pp. 50542:318-50542:329. 

8907170212 Forwards comments on radon subdivisions remedial investigation & feasi- 
bility study repts. New Section 3.0 should be written, addressing alternative remedial 
actions & rationale for screening of alternatives. 

FREY.J.H. Environmental Protection Agency. 89/07/03. CROUCH, D. Homestake 
Mining Co. 22pp. 50548:001-50548:022. 


DOCKET 40-8904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 


8907060097 Requests stated changes to Feb 1989 L-Bar U Mine Reclamation Closure 
Plan.Const work at site results in need for design change to part of surface water di- 
version sys. 

OSBORN, T.G. INTERA Technologies, Inc. 89/04/20. HAWKINS.E. Uranium Recovery 
Field Ofc. R4. 10pp. 50434:325-50434:333. 

8907100002 Forwards operating procedures to assure effectiveness of interim tailings 
stabilization, in response to 890323 Itr. Current schedule from const contractor indi- 
cates complete reclamation finished by 890602. 

OSBORN. T G. INTERA Technologies, Inc. 89/04/21. HAWKINS, E. Uranium Recovery 
Field Ofc. R4. 3pp. 50508:063-50508:065. 

8907050484 Forwards Amend 11 to License SUA-1472, adding License Condition 33. re- 
quiring submittal of rept containing settlement monitoring results by 900115 & final 
cost estimate.based on approved plan, by 890601. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/01. DELEONARDIS R BP Amer- 
ica. Inc. 5pp. 50422:001-50422:043. 

—8907050485 Amend 11 to License SUA-''47?.acld'ng '.'cense Condition 33 to require 
submittal of rept containing settlement nor ‘.r;-fing 'C£.jI*.s & detailing cover perform- 
ance by 900115 & final cost estimate.based on approved plan. by 890601. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/01. 7pp. 50422:006-50422:012. 
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">8907050488 Recommends issuance of Amend 11 to License add-ng Li- 

cense Condition 33 to require submittal of rept. containing settle."’-: -=i mon.;orrc re- 
sults & detailing cover performance, by 900115 & final cost estimate, based on plan, by 
890601. 

JACOBY, D.L, GONZALES, R.O,. HAWKINS,E.F. Uranium Recovery Field Ofc, R4. 89/ 
05/01. Uranium Recovery Field Ofc, R4. 31pp. 50422:013-50422:043. 

8907050401 Ack receipt of 890421 Itr informing NRC of steps taken to correct violations 
noted in 890124 notice of violation. Const insps may be discontinued after const com- 
pleted. 

HAWKINS,E,F. Uranium Recovery Field Ofc, R4. 89/05/18. DELEONARDIS.R. BP 
America, Inc. 2pp. 50403;045-50403:046. 

8907050474 Forwards Amend 12 to License SUA- 1472, revising License Condition 12 to 
require that all effluent & environ monitoring be reported per 10CFR40.65 & Condition 
31 re corrective action program for seepage collection sys. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/05/22. DELEONARDIS.R. BP Amer- 
ica, Inc. 3pp. 50416:254-50416:267. 

-8907050479 Amend 12 to License SUA-1 472, revising Condition 12 to require that ef- 
fluent & environ monitoring be reported per 10CFR40.65 & Condition 31 re corrective 
actio" c-oc-a"" for seepage collection sys. 

■-..-•anium Recovery Field Ofc, R4. 89/05/22. 6pp. 50416:257-50416:262. 

-8907050480 Recommends that License Condition 31(C) be modified to incorporate 
corrective action program to meet groundwater protection stds at point of compliance 
& that Condition 12 be modified re reporting effluent & environ monitoring. 

GRACE, S.R., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/05/22. Uranium 
Recovery Field Ofc, R4. 5pp. 50416:263-50416:267. 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8907070263 Documents 890601 revised date for submittal of proposed corrective action 
plan for Amb’-cs‘a Lake Tai''"cis facility groundwater impact, oer 890420 discussions. 
FREEMAN.MC C,.!ivra M r n::' Co. 89/04/20. HAWKINS,E. Uranium Recovery Field 
Ofc, R4. Ip. 

8907050382 Comments on site environ monitoring rept for Jul-Dec 1988. Review of 
data indicates elevated concentrations of radon near site. Licensee in process of cov- 
ering exposed tailings w/soil layer in preparation for final reclamation. 

GARCIA, P.J., HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 89/05/12. Uranium 
Recovery Field Ofc, R4. 4pp. 50417:313-50417:316, 

8907030273 Confirms 890524 telcon re placement of protore pile & pond sediments 
onto UNC Church Rock tailings pile. Both matls could be used as attenuation layers for 
reduction of Ra-222 emanation. 

FERDINAND, R. Ou’v'-n Mr'-":: Co. 89/05/29. GARCIA, P. Uranium Recovery Field 
Ofc. R4. 2pp. !)0:;'8i::2.'2-5C:J:::., 273 

8907190353 Application for amend to License SUA-1 473, incorporating end groundwater 
corrective action program into license. Fee paid. W/two oversize drawings. 
FERDINAND,B. Guivira Minina Co. 89/06/01. HAWKINS, E.F. Uranium Recovery Field 
Ofc. R4. 259pp. 50585:285-50586:183. 

8907050412 Requests resubmittal of proposed groundwater corrective action program 
by 890801 due to 890601 & 09 submittals not giving sufficient detail for evaluation. 
HAWKINS.E.F. Uranium Roccvop,- i^^eld Ofc, R4. 89/06/27. FREEMAN.M. Quivira 
Mining Co. 3pp. 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 


8907060008 Forwards annual land use survey rept, per Condition 31 of License SUA- 
1475. 

MORALES, E.M. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/03/29. 
HAWKINS.E. Uranium Recovery Field Ofc, R4. 6pp, 50434:334-50434:339. 

8907070188 Forwards document entitled “Tailings Sand Backfill Cleanup Verification 
Rept.’’ W/o end. 

VELASQUEZ, J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/04/27. 
HAWKINS.E. Uranium Recovery Field Ofc, R4. Ip. 50444:123-50444:123. 

8907060129 Submits comments for consideration while negotiating United Nuclear Corp 
reclamation plan, Amend ll.dtd Apr 1989. 

CONRAD.R. New Mexico, State of. 89/05/03. KONWINSKI.G. Uranium Recovery 
Field Ofc, R4. 3pp. 50434:353-50434:355. 

8907060166 Requests that 890410 notice of violation be rescinded. Licensee demon- 
strated that ample up-to-date written procedure existed at time of insp & followed in 
accordance w/license condition.Supporting documentation end. 

VELASQUEZ, J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/05/08. 
HAWKINS.E. Uranium Recovery Field Ofc, R4. 6pp. 50432:172-50432:177. 

8907050128 Forwards comments on UNC 890329 application for amend to License 
SUA-1 475 re corrective action program implementation, per 890517 meeting w/ 
NRC.Language of proposed license mod is in accord w/goals of ERA record of deci- 
sion. 

DAVIS, A.M. Environmental Protection Agency. 89/06/06. SMITH, D. Uranium Recov- 
ery Field Ofc, R4. 4pp. 50413:130-50413:133. 

8907030261 Responds to 890510 ltr,on behalf of UNC.EPA taking all possible steps to 
address groundwater contamination at Church Rock & working closely w/NRC to 
avoid unnecessary duplication of work. 

LAYTON, R.E. Environmental Protection Agency. 89/06/09. MIKULSKI,B.A, Senate. 
2pp. 50391:200-50391:201. 

8907060083 Forwards Amend 5 to License SUA-1 475,revising license Conditions 30 & 
35 as stated, per licensee 890329 corrective action program. 

SMITH,R.D. Uranium Recovery Field Ofc, R4. 89/06/12. United Nuclear Corp. (subs, 
of UNC Resources, Inc.). 4pp. 50432:212-50432:229. 

-8907060085 Amend 5 to License SUA-1 475 for UNC Mining & Milling, authorizing loca- 
tion for use of licensed matl. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/12. 9pp. 50432:216-50432:224. 


-8907060086 Discusses 890329 corrective action program re utilization of seepage col- 
lection wells & evaporation capacity. 

KONWINSKI.G. R. Uranium Recovery Field Ofc, R4. 89/06/12. Uranium Recovery 
Field Ofc, R4. 5pp. 50432:225-50432:229. 

8907050262 Forwards RE Layton 890609 response to Senator Mikulski re NRC & EPA 
MOU on UNC Church Rock site.EPA taking all necessary steps to address groundwat- 
er contamination & working closely w/NRC to avoid duplicative efforts. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/16. MARTIN,R.D. Region 4, Ofc 
of the Director. 4pp. 50416:226-50416:229. 

8907140080 Confirms 890615 telcon re field mods to be made to Zone 3 corrective 
action program. Water level monitoring in Zone 3 will be conducted in 19 nonpumping 
wells identified in corrective action program. 

VELASQUEZ,J.R. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/06/22. 
KONWINSKLG. Uranium Recovery Field Ofc. R4. 2pp. 50542:297-50542:298. 


DOCKET 40-8914 ENERGY, DEPT. OF, SCOVILLE, ID 


8907170123 Forwards payment for review costs for proposed cleanup plan. W/o end. 
DREW.L.A. Hecia Mining Co. 89/06/22. Division of Accounting & Finance (Post 
890205). Ip. 505-':7: 153-50547: 153. 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 


8907060016 Forwards, "Fifth & Final Semiannual Rept Nov 1988 through Jan 1989." 
CATCHPOLE.G.J. Altair Resources, Inc. 89/04/04. HAWKINS.E. Uranium Recovery 
Field Ofc. R4. Ip. 50434:015-50434:029. 

-8907060024 “Fifth & Final Semiannual Rept.Nov 1988 through Jan 1989 for Bison 
Basin Decommissioning Project In Situ Leach U Mine." 

* Altair Resources, Inc. 89/01/31. 14pp. 50434:016-50434:029. 

8907070324 Requests documents.files & records from 861014 date of issuance for Li- 
cense SUA-1 492 for Bison Basin. 

EDWARDS G A Wvonr'"c. State of. 89/04/12. CATCHPOLE.G. Altair Resources. Inc. 
Ip. 50445:150-5:4^5 *53 

8907070205 Requests review of topics on bonding.waste disposal, American Nuclear 
Corp, Everest, Bison Basin.Cleveland Cliffs & bond forfeiture discussed at 890406 
meeting, 

SHAFFER, R. Wyoming, State of. 89/04/24. HAWKINS,E. Region 4, Ofc of the Direc- 
tor. 2pp. 50440:340-50440:341. 

8907050396 Reviews final semiannual rept for Nov 1988 - Jan 1989 covering site de- 
commissioning work. Evaporation ponds operated w/o problems over reporting 
period.Future semiannual repts will be submitted by State of WY. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/05/17. Urani- 
um Recovery Field Ofc, R4. 3pp. 50403:047-50403:049. 

8907030267 Forwards lab analyses for pond sludges from three ponds at site.Ponds not 
drying up as rapidly as initially expected. State expects to begin hauling sludge on 
890901. 

MOXI.EY.M Wvommg St.ate of. 89/06/06. FERGUSON.J.C. American Nuclear Corp. 
6pp. 50339 355-5:389 OuO 

8907140097 Forwards pages from Bison Basin daily radiation & pond insp rept book for 
period 85 100 1-09, in response to 890629 telcon. 

CATCHPOLE,G. NRC - No Detailed Affiliation Given. 89/06/30. KONWINSKI.G. NRC 
- No Detailed Affiliation Given. 3pp. 50543:159-50543:161. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 


8907070088 Forwards requested documents re Ferret Exploration Co.W/o end. 
HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/05/04. ALLEN.K. Nebraska. 
State of. 2pp. 50440:343-50440:344. 

8907100156 Comments on Petersen 890404 Itr to NRC re P Adamek of Uranerz 
USA, Inc 880712 memo concerning possibility of structural control of mineralization at 
Crow Butte Project. Tests demonstrate that faulting does not affect aquifer. 
COLLINGS.S.P. Ferret Exploration Company of Nebraska, Inc. 89/05/04. 
KONWINSKI.G. Uranium Recovery Field Ofc, R4. 5pp. 50446:085-50446:089. 

8907100251 Responds to J Peterson 890404 Itr re concerns w/probability of ground- 
water contamination at Crow Butte U Project, Peterson allegation may result from dis- 
missal from employment at project. 

GJELSTEEN.T. Ferret Exploration Company of Nebraska, Inc, 89/05/04. 

KONWINSKI.G. Uranium Recovery Field Ofc, R4. 2pp. 50445:273-50445:274. 

8907050400 Documents outstanding issues identified at 890511 public hearing & re- 
quests licensee response to issues.including definition of corporate ownership of 
Ferret of Nebraska, Inc & participants w/interest in Crow Butte project. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/05/16. COLLINGS.S. Ferret Ex- 
ploration Company of Nebraska, Inc. 2pp. 50402:026-50402:027. 

8907050439 Advises that licensee pursuing acceptable resolution of waste disposal 
issue.in response to first two points in NRC 890516 Itr.Ownership of licensee corpo- 
rate shares & members of mat committee for commerical production venture listed. 
GJELSTEEN.T. Ferret Exploration Company of Nebraska, Inc. 89/06/02. 

HAWKINS.E.F. Region 4, Ofc of the Director. 3pp. 50408:202-50408:204. 

8907100296 Responds to NRC 890516 Itr re Crow Butte commercial license 
application.Corporate Shares listed.Acceptable resolution of waste disposal issue 
being pursued & response will be provided. 

GJELSTEEN.T. Ferret Exploration Company of Nebraska, Inc. 89/06/02. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 3pp. 50458:239-50458:241. 

8907050287 Responds to 890606 Itr re occurrence of faulting at Crow Butte 
site.lnstallation of monitor wells in overlying aquifer required to detect vertical excur- 
sions & to confirm previous conclusion that no detectable leakage exists. 
HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/06/23. PETERSEN.J. Affiliation 
Not Assigned. 2pp. 50413:084-50413:090. 
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ITEMS 


-S'-JJ / u. r 1 u! ii'iienis made in 890404 Itr re Allegation 4-89-A-0030 con- 

c r in 01 ' ir of Crow Butte project area.Author believes that faults prob- 

dk,ly I r f l.i I in area & cause uncontrolled fluid migration, 

r I A" j J /-tfMii 1 fiot Assigned. 89/06/06. WISE.R. Region 4, Ofc of the Di- 

f 1 ""pp 41 r ■■ /4 13:090. 


DOCKET 40-8948 SHSELDALLOY CORP., NEWFIELD, NJ 

8907170221 F-orv;ards preliminary slag stockpile characterization data at Shieldalloy 
c5arnbridge .n/T.r.l ''nmpies obtained using specialty drilling technique. Each of 
three slac r m deeper than originally estimated. 

HOLMES^R.E. ENSR Consulltng ?. r-r: -v-'.-lng ■'fc'm.erly ERT). 89/07,/10. ROUSE, L. 

Fuel Cycle Safety Branch 12pp.: urB 

8907260282 Forwards notes of 890710 technical discussions between licensee & NRC 
re ShieidallCy Cambridge Facility Oocomn'ssior'!''c Project.Conceptual design for 
East/ Gram.^! pile decommissioning ce s-bmitte-'j By Nov 1989. 

ENGLICK.J.W. ENSFt Consulting & Engineering (formerly ERT). 89/07/17. SWIFT.J. 
Division of Industrial & Medical Nuclear Safety (Post 870729). 8pp. 50674:264- 
50674:270. 

89072601 S2 Summary of 89071 1 rr.eeting w./'Shieldailoy consultants re decontamination 
efforts, characterization data of natl stock piles & future efforts for site. 

COMFORT, G.C. Fuel Cycle Safety Branch. 89/07/21. Fuel Cycle Safety Branch. 2pp. 
50659:051-50659:052, 


DOCKET 40-3958 URANERZ USA, INC., CASPER, WY 

8907050010 Forwards response to comments on licensee 890217 site permit to mine 
application & requests revised pages inserted into supportive info & priority given to 
completeness issues. VV/o end. 

CATCHPOLE.G.J, Uranerz USA, inc, 89/06/02. INGLE, S.C, Wyoming. State of. Ip. 
50401:178-50401:1 79, 

8907060025 Forwards response to 890217 Itr commenting on Ruth ISL Project Permit 
to Mine application to Uranerz USA.W/o end. 

CATCHPOLE.G.J, Uranerz USA, Inc, 89/06/06. HAWKINS, E.F. Uranium Recovery 
Field Ofc, R4, 2pp. 50432:305-50432:306, 

8907140158 Requests review of Uranez 890607 completeness responses by 
890714.Separate review will be requested for preliminary technical comment re- 
sponses. 

INGLE.S. Wyoming, State of. 89/06/15. Wyoming, State of. Ip. 50542:301-50542:301. 


DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

8907050419 Provides comments re commercial in situ leach application to project & re- 
quests response as soon as possible. Informs of importance of response to question 
re d.ning -olks.v.csr.v onsite. 

HAWK'.NS.E.F nium Recovery Field Ofc, R4. 89/06/27. FREEMAN, M. Rio Algom 
Mining Corp. 5pp. 50413:221-50413:225. 


DOCKET 40-8968 HYDRO RESOURCES, INC., DALLAS, TX 

8907100324 Forwards water quality info for Churchrock project, completing 1 yr sam- 
p':--: .nrc-’-.-T N: '.'easonai trends observed in any monitor wells. 

PE. .5 Inc. (hlydro Resources. Inc.). 89/04/26. OLSON, T. NRC - No De- 
tailed Affiliation Given. *3p;; 50-'‘-5c. 288-50458:300. 

8907100159 Forwards supplemental environ repl, providing addi environ info, for State of 
NM production operations. W/o end. 

PELIZZA.M.S. HRl, Inc, (Hydro Resources. Inc.). 89/05/08. OLSON, T. Uranium Re- 
covery Field Ofc, R4. Ip. 50508:046-50508:046. 


DOCKET 40-8971 U.S. ENERGY CORP., RIVERTON, WY 

8907070116 Ack receipt of certificate of deposit in lieu of surety bond to assure faithful 
performance of rules & regulations. 

SHAFFER, R. Wyoming, State of. 89/05/15. WEBBER, K. U.S. Energy Corp. 2pp. 
50444:181-50444:182. 


DOCKET 40-8981 URANERZ USA, INC., CASPER, WY 

8907050200 Forwards compiled completeness & preliminary technical comments for 
North Butte in situ U project. 

INGLE, S.C. Wyoming, State of. 89/05/11. CATCHPOLE.G. Uranerz USA, Inc. 19pp. 
50401:204-50401:222. 

8907050183 Comments on allegation against licensee by J Petersen in 890404 
Itr. Petersen allegations not supported by facts. Company prepared to continue to 
assist NRC & to deliver all available info that \'°C might require to evaluate subj. 
AKIN.H, Uranerz USA. Inc. 89/05/18. KON'A' NSKI.'G. Uranium Recovery Field Ofc. 
R4. 3pp. 50431:254-50431:256. 


DOCKET 40-8982 SPOKANE TRIBAL MINING & MINERALS, WELLPINIT, WA 

8907070223 Responds to 890327 request that State of WA hold public hearing re termi- 
nation of license & NRC issuance of new license to Spokane Indian Tribe.State regu- 
lations contain no provisions for cub'^c hea-mgs.HrrarT-. should not be held. 
KIPPEN.T.A. Western Nuclear, -ic. (subs o: P-o'.’cs Dodge Corp,). 89/04/25 
STRONG, T.R. Washington, State of. 2pp. 50443:226-50443:227. 

8907070153 Forwards finding of no S‘gn''icant mpact & notice of availability on contin- 
gency plan for const of haul road S o.oo' no on Sockr.-e -ndian Reservation. 
WHITELAW.M.P. Interior. Dept, of, Di.reaj o‘ mc-ar. A’fairs 89/05/11. Affiliation Not 
Assigned. 3pp. 50444:139-50444:141. 

8907100095 Forwards Spokane Tribe affidavit requesting nondisclosure of proprietary 
info. 

JACKSON, C.L. DelIwo, Rudolf & Schroeder. 89/05/22. GARCIA, P. Uranium Recovery 
Field Ofc, R4. 3pp. 50457:126-50457:128. 


8907060191 Forwards mods to application for license submitted by Spokane Tribal 
Mining & Minerals Dept, Inc. Revs made to Attachments 4,6 & 7. 

ROBERTS. H.R, Landmark Reclamation. 89/06/08. GARCIA, P. Uranium Recovery 
Field Ofc, R4. 89pp. 50433:052-50433:140, 

8907050335 Denies 890522 request for withholding info from public disclosure re Spo- 
kane Tribe agreement w/Western Nuclear, Inc (ref 10CFR2.790),per affidavit. W/o affi- 
davit. 

SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/14. JACKSON.C.L. DelIwo, 
Rudolf & Schroeder. 3pp. 50412:149-50412:151. 


DOCKET 40-8991 URANERZ U.S.A., INC. 

8907050326 Ack receipt of 890518 response to 890404 Itr re allegations of suppression 
of data influencing operation of properties. Role in responding to allegations conclud- 
ed. 

HAWKINS.E.F, Uranium Recovery Field Ofc, R4. 89/06/14. Uranerz USA, Inc. 2pp. 
50412:271-50412:272. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plans 


8907100171 Advises that 890420 changes to emergency plan consistent w/ provisions 
of 10CFR50.54(p) & acceptable, except for proposed rev to eliminate biennial renewal 
of acrec-ments w/offsite support ‘j.ne-c'cs .changes may be incorporated in plan, 
. M-CrAELS.T S Standardization A \ Reactor Project Directorate (Pre 
890730). 89/06/30. KERR.W.F. Michigan, Univ. of, Ann Arbor, Ml. 3pp. 50508:057- 
50508:059. 


V. Operator Examinations 


8907120129 Requests that end list of ref mail be furnished to NRC at least 60 days 
prior to operator & senior operator licensing exams scheduled for wk of 891030.Re- 
quirements for rvam? & ruins & a's: end. 

WRIGHT.G.C. 3 D'c c :^-z ::.'oz:::r 53 O'" 0: -'..EMING.R. Michigan, Univ. 

of, Ann Arbor, i tpr: f:'.:;-. Or '■f./lc: '.'GF ' 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


P. Operating license stage documents & correspondence 


8907050073 Forwards mod for plant SPDES permit, issued on 890428 & 0523 by State 
of NY Dept of Environ Cc''se'-.n:.t'c'' permit discharge of boron from conden- 
sate polisher sys effluer' L'J 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/23. Document Control 
Branch (Document Control Desk), 6pp. 50418:087-50418:092. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907030245 Advises that Tech Specs for long-term SAFSTOR status of facility should 
address listed issues.Clarification of proposed decommissioning, including license re- 
newal date & schedu'c d'sma.-t'rg of facility requested. 

ERICKSON, P.B. S:i:''Cr:ro.z5:: 0 " a Non-Power Reactor Project Directorate (Pre 
890730). 89/06/28. BRAM.S.B. Consolidated Edison Co. of New York, Inc. 4pp. 
50385:278-50385:281. 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Pedur:d“..''r,v ” Sve list end. 

PARTLOW.J.G. Associate Director for is (--lBs; 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 11 3pp. 50630:001-50630:114. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907070330 Rev 5b to “Dresde-^ Generating Station Emergency Plan Annex." 

* Commonwealth Edison Co. C1. ■'i-c;:. 50-''.55:026-50455:097. 

8907060048 Forwards addi info on emergency planning & fuel handling accident, per E 
Erickson & R Beck request. 

MORGAN, W.E. Commonwealth Edison Co. 89/06/29. Document Control Branch 
(Document Control Desk). 185pp. 50414:058-50414:287. 

8907130052 Forwards final "Exercise Rept Dresden Nuclear Power Station Comm Ed 
Joint Exercise," on 870902. Six areas requiring corrective actions identified. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 89/06/30. CONGEL,F.J. 
Division of Radiation Protection & brncrqoncy Preparedness (Post 870411). 2pp. 
50520:035-50520:069. 

“8907130057 "Exercise Rept,Dresden Nuclear Power Station, Comm Ed Co Joint Exer- 
cise" on 870902. 

* Federal Emergency Management Agency. 87/12/15. 33pp. 50520:037-50520:069. 


J. Insurance & indemnity Information 

8906290064 Forwards Endorsements 55,28,205,179,55,37.117.100,108 & 97 to NELIA 
& MAELU Policies NF-227,MF-1 14,NF-43,MF-22.NF-253, MF-104.NF-187,MF-54.NF- 
201 & MF-64. respectively. 

OSTER,J. Commonwealth Edison Co. 89/06/19. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 11pp. 50363:345-50363:355. 


P. Operating license stage documents & correspondence 

8906290144 Forwards notice of consideration of issuance of amend to License DPR-2 
re 860107 apr''ca^^:■' ccnccrninc rlecommiss'c'^ing plan & SAFSTOR. 

MILLER.C.L. S Ncn-Po.ve- Rcac'.O' Project Directorate (Pre 890730). 

89/06/21. BLISS.H.E. Commonwealth Edison Co. 3pp. 50352:117-50352:124. 

“8906290146 Notice of consideration of issuance of amend to License DPR-2 & oppor- 
rc '!“-r'''rmT,S‘on;nq plan & SAFSTOR. 

S’:' !/:■ ?■' & Non-Power Reactor Project Directorate (Pre 

890730). 89/06/21. 5pp. 50352:120-50352:124. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907060048 Forwards addI info on emergency planning & fuel handling accident.per E 
Erickson & R Beck request. 

MORGAN, W.E. Commonwealth Edison Co. 89/06/29. Document Control Branch 
(Document Control Desk). 185pp. 50414:058-50414:287. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907190005 Forwards "Dresden Nuclear Power Station Monthly Operating Summary 
Rept" for June 1987. Info previously submitted on annual basis now included in month- 
ly summary rept. 

EENIGENBURG.E. Commonwealth Edison Co. 89/07/01. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 50593:031-50593:058. 

“8907240252 Monthly operating repts for June 1989 for Dresden Nuclear Power Sta- 
tion. 

PARAMORE.G.M.. REID.J. Commonwealth Edison Co. 89/06/30. 27pp. 50593:032- 
50593:058. 


S. Reportable occurrences, LERs & related correspondence 


8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411), 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp, 50519:081-50519:136. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


8907050351 Forwards Safety Insp Repts 50-016/89-01 & 50-341/89-14 on 890522- 

26. No violations noted. 

GREGER L P. .Reg-cn 3 O'c of the Director. 89/06/27. SYLVIA,B.R. Detroit Edison 
Co. 2pp. 5J-105 ir;1-5C-'."..8 2C‘. 

“8907050356 Insp Repts 50-016/89-01 & 50-341/89-14 on 890522-26.No violations or 
deviations noted. Major areas inspected: radiation protection program at Unit 2 during 
operation, including S c'.; 2 li":cst:c''.f, 

PAUL,R.A., GRANT,/. B.. SC:-L.M/-.CnE-".,M 3 Region 3, Ofc of the Director. 89/06/ 

27. 9pp. 50408:193-50408:201. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


Q. Inspection reports, IE Bulletins & correspondence 


8907180438 Forwards Mgt Meeting Rept 50-027/89-02 on 890629. 

SCARANO.R.A. Region 5. Ofc of the Director. 89/07/10. RAYBURN.W.C. Washington 
State Univ., Pullman, WA, 2pp. 50579:155-50579:158. 

“8907180451 Mgt Meeting Insp Rept 50-027/89-02 on 890629. Major areas 
discussed:recent insp findings w/emphasis on sealed radioactive sources stored in re- 
actor pool. 

YUHAS,G.P., SCARANO,R.A. Region 5, Ofc of the Director. 89/07/10. 2pp. 
50579:157-50579:158. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


8907140188 Forwards Safety Insp Rept 50-029/89-08 on 890530-0601. No violations 
noted. 

DURR,J.P. Region 1, Ofc of the Director. 89/07/06. DRAWBRIDGE,B.L. Yankee 
Atomic Electric Co. 2pp. 50562:246-50562:252. 

“8907140192 Insp Rept 50-029/89-08 on 890530-0601. No violations noted. Major 
areas inspected:fire protection/prevention program, including program admin & 
organi 2 ation,admin control & combustibles & admin control of ignitic-" sources. 
KRASOPOULOS,A.. MATHEWS,R., ANDERSON,C.J. Region Oic o! ;hc Director. 
89/07/06. 5pp. 50562:248-50562:252. 

8907240029 Forwards Resident Safety Insp Rept 50-029/89-06 on 890410-0521 & 
notice of violation. Based on quality of util measures to correct violations & prevent 
recurrence,no response to violation required. 

WIGGINS,J.T. Region 1, Ofc of the Director. 89/07/14. DRAWBRIDGE,B.L. Yankee 
Atomic Electric Co. 2pp. 50640:074-50640:097. 

“8907240035 Insp Rept 50-029/89-06 on 89041 0-0521. Violations noted. Major areas 
inspected:actions on previous insp findings, operational safety,security, plant 
operations,maint & sur/eil.'ance.engi'^ccrinq supoort & radiolog'ca! controls. 
HAVERKAMP,D.R. Region ’ Of: o' ihe Diroc’.o' iiS/O/.- 14, 21pp. 50640:077- 
50640:097. 


P. Operating license stage documents & correspondence 


8906290345 Notification of 890720 meeting w/util in Rockville,MD for routine monthly 
scheduling & prioritization. 

FAIRTILE,M.B. Project Directorate 1-3. 89/06/21. WESSMAN,R.H. Project Directorate 
1-3. 3pp. 50377:311-50377:313. 

8906290458 Forwards "RELAP5YA:Computer Program for LWR Sys Thermal- Hydraulic 
Analysis,Vol 1:Code Description" & "RELAP5YA: Computer Program,. ,Vol 2:Users 
Manual" & response to 197 questions from NRC 840511 ltr. 

PAPANIC.G. Yankee Atomic Electric Co. 89/06/23, Document Control Branch (Docu- 
ment Control Desk). 600pp. 50341:120-50346:100. 

“8906290460 "RELAP5YA Computer Program for LWR Sys Thermal-Hydraulic 
Analysis, Vol 1:Code Description." 

FERNANDEZ,R.T., SUNDARAM,R.K., GHAUS,J. Yankee Atomic Electric Co. 82/10/ 
31. 140pp. 50343:143-50344:218. 

“8906290467 "RELAP5YA:Computer Program for LWR Sys Thermal-Hydraulic 
Analysis, Vol 2:Users Manual." 

FERNANDEZ,R.T., SUNDARAM.R.K., GHAUS,J. Yankee Atomic Electric Co. 82/10/ 
31. 342pp. 50344:219-50346:100. 
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8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 69/06/28. Consolidat- 
ed Edison Co. of New York, Inc, 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Red-" dan:, " Svc list end. 

PARTLOW,J,G. Associate Director for 870411). 89/06/30. Consolidat- 

ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070032 Informs of implementation of upgraded emergency operating 
procedures.based on Westinghouse Owners Group emergency response guidelines & 
util procedures generation package. 

DRAWBRIDGE, B.L. Yankee Atomic Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk). 2pp. 50440:200-50440:201. 

8907130194 Forwards safety evaluation supporting licensee 880105 & 890502 proposed 
revs to ECCS evaluation model. Revs made to FLECHT-based reflood heat transfer 
mode' itenm coc! model & post-critical heat flux heat transfer model. 

RriL.-i V B ■ic’. Directorate 1-3. 89/07/11. PAPANIC.G. Yankee Atomic Electric 
Co. 3pp. 50532:359-50533:007. 

“8907130196 Safety evaluation supporting mods to ECCS evaluation model, including 
changes to rLECHT-oased reflood heat transfer correlation, steam cooling model & 
post-critical heat flux heat transfer model. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/11. 6pp. 
50533:002-50533:007. 

8907190025 Application for amend to License DPR-3, modifying Tech Spec Page 3/4 3- 
19, Table 3.3-4 & Page 3/4 3-21, Table 4.3-3 to incorporate main steam line monitors & 
primary vent stack noble gas monitor, per .NUREG-0737,ltem II.F.l-I.Fee paid. 
DRAWBRIDGE, B.L. Yankee Atomic Electric Co. 89/07/12. Document Control Branch 
(Document Control Desk). 3pp. 50595:018-50595:022, 

“8907190048 Proposed Tech Spec Tables 3.3-4, “Radiation Monitoring Instrumenta- 
tion" & 4.3-3, “Radiation Monitoring Instrumentation Surveillance Requirements." 

* Yankee Atomic Electric Co. 69/07/12. 2pp. 50595:021-50595:022. 

8907240007 Comments on licensee 890103 response to Generic Ltr 88-17 re expedi- 
tious actions for loss of DHR for plant.NRC suggests that util consider listed observa- 
tions to assure that actions are adequately addressed. 

FAIRTILE,M.B. Project Directorate 1-3. 89/07/18. PAPANIC.G. Yankee Atomic Electric 
Co. 5pp. 50621:089-50621:093. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280095 Responds to NRC Bulletin 89-001, “Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Determination that Westinghouse mechanical plugs 
from Heat Numbers 3279,3513, 3962 & 4523 not installed at plant noted. 
DRAWBRIDGE, B.L. Yankee Atomic Electric Co. 89/06/16. Document Control Branch 
(Document Control Desk). 2pp. 50332:004-50332:005. 

8906280042 Ack receipt of 890524 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-029/89-04. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/06/22. DRAWBRIDGE,B.L. Yankee 
Atomic Electric Co. 2pp. 50330:033-50330:035. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140188 Forwards Safety Insp Rept 50-029/89-08 on 890530-0601. No violations 
noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/06. DRAWBRIDGE,B.L Yankee 
Atomic Electric Co. 2pp. 50562:246-50562:252. 

“8907140192 Insp Rept 50-029/89-08 on 890530-0601 .No violations noted. Major 
areas inspected:fire protection/prevention program, including program admin & 
o'ganizat'on.ad'T'-" control & combustibles & admin control of ignition sources. 
KRASC'O..,_0S.A . MATHEWS,R., ANDERSON.C.J. Region 1, Ofc of the Director. 
89/07/06. 5pp. 50562:248-50562:252. 

8907240029 Forwards Resident Safety Insp Rept 50-029/89-06 on 890410-0521 & 
notice of violation. Based on quality of util measures to correct violations & prevent 
recurrence, no response to violation required. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/07/14. DRAWBRIDGE, B.L. Yankee 
Atomic Electric Co. 2pp. 50640:074-50640:097. 

“8907240034 Notice of violation from insp on 8904 10-0521. Violation notedriicensee 
failed to properly restore circuitry configuration of module in control room main fire 
pane! during surveillance testing. 

* Region 1, Ofc of the Director. 89/07/14. Ip. 50640:076-50640:076. 

“8907240035 Insp Rept 50-029/89-06 on 89041 0-0521. Violations noted. Major areas 
inspected:actions on previous insp findings, operational safety, security, plant 
operations. maint & sun.'ei"ar'ce.engin9erirG support & radiological controls. 
HAVERKAMP.D.R. Reg.on 1. Ofc of ihe Director. 89/07/14. 21pp. 50640:077- 
50640:097. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907260025 Monthly operating rept for June 1989 for Yankee Atomic Power Station.W/ 
890711 ltr. 

CARROLL.K, BERRY.R.L. Yankee Atomic Electric Co. 89/06/30. 6pp. 50658:339- 
50658:344. 


S. Reportable occurrences, LERs & related correspondence 

8906290325 LER 89-008-00:on 890521 , discovered that surveillance to determine con- 
tainment air mass had not been performed within 24 h surveillance cycle.Caused by 
inadequate administrative controls. Shift technical advisor counseled. W/890620 ltr. 
MELLOR,R.A., ST LAURENT,N.N. Yankee Atomic Electric Co. 89/06/20. 2pp. 
50366:023-50366:024. 

8907250338 Special repLon 890327,main steam line monitors inoperable for greater 
than 7 days. Caused by normal equipment deterioration. Proposed Change 228 to Tech 
Specs 3.3.3. 1, addresses actions to be taken if monitors become inoperable. 

ST LAURENT,N.N, Yankee Atomic Electric Co. 89/07/21. Document Control Branch 
(Document Control Desk). 3pp. 50654:207-50654:209. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-54 CINTICHEM 


Q. Inspection reports, IE Bulletins & correspondence 

8907100199 Provides status rept of listed open NRC insp items, per EC Wonzinger 
890518 request, including inadequate training or procedures to assure uniform plant 
operations. 

MCGOVERN.J.J. Cintichem, Inc. 89/06/07. WEN2INGER,E.C. Region 1, Ofc of the 
Director. 3pp. 50459:037-50459:038. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


F. Security, medical, emergency & fire protection plans 


8907240046 Rev 2 to "Buffalo Matls Research Ctr Emergency Plan." W/ 890710 ltr. 
GRIFFIN,J.P. Buffalo Materials Research Center. 88/11/21. MICHAELS,T.S. NRC - 
No Detailed Affiliation Given. 39pp. 50640:229-50640:267. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8907110035 Forwards corrected Pages 10-12 to Rev 2 to physical security 
plan, correcting typos.W/o end. 

SANDQUIST,G.M. Utah, Univ. of. Salt Lake City, UT. 89/06/30. EVERETT, R.J. Region 
4, Ofc of the Director. Ip. 50530:012-50530:012. 

8907190385 Advises that 890719 & 0630 Rev 2 to physical security plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

MURRAY,B. Region 4. Ofc of the Director. 89/07/10. BROPHY.J.J. Utah. Univ. of, 
Salt Lake City. UT. 2pp. 50593:314-50593:315. 


S. Reportable occurrences, LERs & related correspondence 


8907110228 PNO-IV-89-045:on 890703, earthquake near Tremonton.UT 

occ'.j!"ed.Er!’1^r.jake safety interlocks did not trip & no da'^ar,-: DCc.:rrG.d 
MjRnA'''',B. Region Ofc of the Director. 89/07/05. 1r: 21 2:5 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8907260008 Forwards addi info re renewal of License R-52,per 890516 request. End in- 
cludes answers to 16 questions, ALAR A statement,revised Tech Specs & revised copy 
of Page 50 of SAR. 

NELSON.G.W. Arizona, Univ. of. Tucson. AZ. 89/07/17. MICHAELS,T.S. Standardiza- 
tion & Non-Power Reactor Project Directorate (Pre 890730). 59pp. 50674:158- 
50674:216. 


V. Operator Examinations 


8907120020 Informs of change in operator medical status under 10CFR55.25.HJ Doane 
suffered heart attack on 890605 which required hospitalization for 5 days.He has 
since recovered & will return to work on part-time basis. 

NELSON.G.W. Arizona, Univ. of, Tucson. AZ. 89/06/16. MILLER.L. Region 5. Ofc of 
the Director. Ip. 50512:185-50512:185. 
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DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 

8907190029 Advises that WM Nutt finished graduate program at univ & resigned posi- 
tion as licensed reactor operator. 

HENDRICKSON, R. Iowa State Univ,, Ames, lA. 89/07/12. Document Control Branch 
(Document Control Desk). Ip. 50588:296-50588:296. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


J. Insurance & indemnitv information 


8907170430 Forwards application for exemption from requirements of 10CFR50.54(W) 
filed per 10CFR50. 12(a). Application relates to utils request for reduction in on-site 
d.'imar.e '''surance from current $100,000 to $63,160,000. 

■_Cl>t-."' ~ ■■■■-■ Gas & Electric Co. 89/06/09. WOOD.R. Office of Nuclear Reactor 

Regulation, Director (Post 87041 1), 5pp. 50554:225-50554:229. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G, Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co, of New York, Inc. 60pp, 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002. "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves o' S'mila- De?io" " Svc list end. 

ROSSI, C.E, Division of Cp-vaf-r:'. Evsr'-.s Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056. "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & deco'^rniss'O'^mn of facility. Util has not yet discussed 
potential transfer & do-ccT-^TiS^C'-r';:; /..'NRC 

ZECH.L.W. Commisi; 69 C:;'!;.- JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources, Ip, 50519:137-50519:137. 

-8907110284 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 ltr, Question 1. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:138-50519:140. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8907070309 Forwards rept on conversion of licensee nuclear reactor to low enriched 
U.per 880912 conversion order.Shipment of high enriched U fuel to facility originally 
scheduled for 890515- 19 not completed due to inability to receive fuel. 

NEWTON.T.H. Worcester Polytechnic Institute, Worcester, MA. 89/06/28. 
MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate (Pre 
890730). 18pp. 50442:094-50442:111. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

8907060173 Ack receipt of 890522 ltr re proposed ground-based radiological soil 
su''/ey.Ccnf'‘”mat'on that aerial survey capable of necessary sensitivity for detection of 
■sc:cpes c! concern to required depth in ground requested. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/06/27. HEWARD.R.W. Saxton Nu- 
clear Experimental Corp. 2pp. 50432:137-50432:140. 


-8907060175 Informs that large-scale ground-based '.-d-c'c-gira' s.:'->/ey of soil outside 
of licensee & util fences will not be cc-d.:c:-;; 'c commitment to 
NRC.Decision based on NRC plans to perfori- 't:: e-rial overflight of site. 

HEWARD.R.W. Saxton Nuclear Experimental .'.'::r:; -9 BELLAMY.R.R. Region 

1, Qfc of the Director, 3pp. 50432:139-50432:140.' 


Q. Inspection reports, IE Bulletins & correspondence 

8907060173 Ack receipt of 890522 ltr re proposed ground-l:.':r-od rad-c-icgic.a' soil 
survey. Confirmation that aerial survey capable of necessary :>■ -or :;;v-.oc:ir-: of 

all isotopes of concern to required dept'- i-- c'c.,.-'.-! mc-.iested, 

BELLAMY.R.R. Region 1, Ofc of the Z -vCij- (:<.■■.■ Ou'Z" HEWARD.R.W, Saxton Nu- 
clear Experimental Corp. 2pp. 50432:137-50432:140. 

-8907060175 Informs that large-scale ground-based radiological survey of soil outside 
of licensee & util fences will not be r;:.-'d..ct-rd.cc'' 890118 commitment to 
NRC.Decision based on NRC plans to perform -li:: cicc L'a i:-:;;'ial overflight of site. 
HEWARD.R.W. Saxton Nuclear Experimental Zero f:9 :7:'22 BELLAMY.R.R. Region 
1, Qfc of the Director. 3pp. 50432:139-50432:140.' 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8907100084 Rev 25 to index & Rev 15 to App G, "Emergency Telephone Numbers" to 
emergency plan. 

LQQMIS.P.B. Consumers Power Co. 89/06/28. 12pp. 50507:300-50507:311. 


P. Operating license stage documents & correspondence 


8906280008 Responds to 890418 request for addi info re Generic Ltr 88-01, "NRC posi- 
tion on IGSCC in BWR Austenitic Stainless Steel Piping." 

BERRY. K.W. Consumers Power Co. 89/06/23. Document Control Branch (Document 
Control Desk). 16pp. 50330:108-50330:124. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLQW.J.G. Associate Director for Projects (Post 870411), 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of QLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLQW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907050219 Forwards corrected Tech Spec Paragraph 3.7(f) re containment sphere 
leakage testing, per 890627 telcon.Qriginal 890525 Tech Spec change request con- 
tained inadvertent textual error. 

BERRY, K.W. Consumers Power Co. 89/06/30. Document Control Branch (Document 
Control Desk). Ip. 50399:194-50399:196. 

-8907050223 Corrected proposed Tech Specs Paragraph 3.7 re containment sphere 
leakage testing. 

* Consumers Power Co. 89/06/30, 2pp. 50399:195-50399:196. 

8907140090 Forwards TE Murley 890605 ltr to Ecology Ctr of Southern California ack 
receipt of petition & advising ctr that petition will be treated per 10CFR2.206. 
PULSlFEo.R D-oiec* Directorate 111-2. 89/07/05. BERRY,K.W. Consumers Power Co, 
3pp. 5:5*13 : -i -M l 5.':. 

8907210275 Responds to Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe Wall 
Thi'-n^nc " Pov‘*o‘.v of NUMARC guidelines contained in App A of NUREG- 
•.3*‘*.-''..o6"ct'r-.!j: •-.tt .■'■cr' Js to implement erosion/corrosion monitoring program. 
BERf Cc'‘s..r‘ 0 ':s =:;wer Co. 89/07/18, Document Control Branch (Document 
Control Desk). 2pp. 50615:015-50615:016. 


Q. Inspection reports, IE Bulletins & correspondence 

8907030281 Responds to NRC Bulletin 88-004, "Potential Safety-Related Pump Loss." 
Util evaluation & addI listed considerations dictate that future component insp should 
be performed & evidence of pump degradation be continued. 

BERRY, K.W. Consumers Power Co. 89/06/29. Document Control Branch (Document 
Control Desk). 3pp. 50384:001-50384:003. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100249 Forwards Safety Insp Rept 50-155/89-09 on 890507-061 7. No violations 
noted. 

AXELSQN,W.L. Pen'C- 3. O'c of the Director. 89/06/30. HEINS, G.L Consumers 
Power Co. 2pp. ■85-5C-':-15-! 92 

-8907100252 Insp Rept 50-155/89-09 on 890507-061 7.No violations noted. Major 
areas inspected;mgt meetings, refueling activities, surveillance activities,outage tests 
on various corrricn-orts & repai- of control rod selector valve. 

JACKIW.I.N. Fe-j-O" 3 Cf: O' :n-r. Director. 89/06/30. 6pp. 50445:187-50445:192. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180289 Forwards Insp Rept 50-155/89-12 on 890612-14,20-22,26-28 & 0705- 
06.No violations noted. 

CQOPER.R.W. Region 3, Qfc of the Director. 89/07/12. HQFFMAN.D.P. Consumers 
Power Co. 2pp. 50579:346-50579:351 . 
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-8907180296 Insp Rept 50-155/89-12 on 890612-14,20-22,26-28 & 0705-06, No viola- 
tions or deviations noted. Major areas inspected: programs, procedures, observation of 
work activities & data review. 

WARD.K.D., DANIELSOKl.D.H. Region 3, Ofc of the Director. 89/07/12. 4pp. 
50579:348-50579:351. 

8907240504 Advises that violation noted in Insp Rept 50-155/88-13 re insp & installa- 
tion activities of on CRD scram valves withdrawn, per licensee 

response.NRC has .-c that util will revis-o tra'''i.'*.o crcgrarr for personnel. 

GREENMAN,E.G. R-sZor j C'c'of the Director. 8.9 07. 'B HOrFfVl..iN.D ?, Consum- 
ers Power Co. 2pp. 50641:025-50641:026, 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907140055 Monthly operating rept for June 1989 for Big Rock Point Nuclear Plant. W/ 
890701 Itr. 

BIELINSKI.M.J,, ELWARD.TW. Consumers Power Co. 89/06/30. 5pp. 50541:045- 
50541:049. 


S. Reportable occurrences, LERs & related correspondence 

8907180275 LER 89-005-00:on 890222, resident inspector observed some degradation 
on rubber seal of containment vent valve.Shift supervisor conducted l0CFR5O,App J 
Type B leak rate test & found unacceptable '•.■cWsg.:. C-r-uscd by agi-c'.V'SBO'’'* 1 I*- 
ALEXANDER, R.J., EDDY.J.D. Consumers Pcwc' "Cr, 89 7' ' ' ’ 3pp ’.''-yc!: 35.';- 
50563:361. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


F. Security, medical, emergency & fire protection plans 

8907110254 Forwards "Emergency Plan for TRIGA Reactor Facility" & current inservice 
support agreement 

IRv'ING.G'.V A-rrcd Forces Radiobiological Research Institute. 89/06/30. Document 
Control Branch (Document Control Desk). 11pp. 50552:040-50552:177. 

“8907110257 “Emergency Plan for AFFRI TRIGA Reactor Facility." 

• Defense, Dept, of, Defense Nuclear Agency. 85/10/31. 145pp. 50552:051- 
50552:177. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907180205 Provides response to request for info re 870304 license amend 
application. Cathodic protection sys continues to provide protection current to concrete 
reinforcing bars & containment liner shell. 

HELWIG.D.R. Philadelphia Electric Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50579:357-50579:360. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

RQSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

89071 10441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S360W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

RQSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 87041 1). 89/07/20. 
Consolidated Edison Co, of New York. Inc. 113pp. 50630:001-50630:114. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 87041 1). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


F. Security, medical, emergency & fire protection plans 


8907120090 Advises that 890614 changes to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable, 

GREGER.L.R, Region 3, Ofc of the Director. 89/06/28, HULTSCH.R.A. Missouri, Univ. 
of. Columbia. MO. 2pp. 50513:313-50513:314. 

8907200057 Forwards revised pages to physical security plan, Pages withheld (ref 
10CFR2.790(d) & 73.21). 

HULTSCH.R.A. Missouri, Univ. of, Columbia, MO. 89/07/12. CARLSON, D.M. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 50614:159-50614:159. 


P. Operating license stage documents & correspondence 


8902010175 Informs of approval of 880728 request re route for transport of spent reac- 
tor fuel. 

MACDONALD, C.E. Transportation Branch. 89/01/23. HULTSCH.R.A. Missouri, Univ. 
of. Columbia, MO. 19pp. 50377:250-50377:268. 


S. Reportable occurrences, LERs & related correspondence 

8907060151 RO:on 890603, discovered that drive chain had fallen off drive gear for reg- 
ulating blade rotary limit switch. Reactor shutdown initiated. Chain for rotary limit switch 
assembly returned to drive gear & tension adjusted. 

MEYER, W.A., MCKIBBEN.J.C. Missouri, Univ. of. Columbia, MO. 89/06/15. Office of 
Nuclear Reactor Regulation, Director (Post 87041 1). 3pp. 50434:358-50434:360. 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


H. General correspondence 

8906290272 Informs of BW Wehring appointment as director of nuclear engineering 
teac'^ipg 'ab at U"iv of Texas, at Austin, per License R-92,Tech Spec 6.2c3 & 
6 2 l;.c c" Wehring end. 

KLEIN, D.E. Texas, Univ. of, Austin, TX, 89/06/19. Document Control Branch (Docu- 
ment Control Desk). 1 5pp. 50362:292-50362:306. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8907140067 Forwards questions re high enriched U/low enriched U conversion at 
univ.Tech Spec sections, needed to accomodate conversion,should be resubmitted & 
preparation of emergency shutdown rod for use in event of error explained. 
MICHAELS.T.S. Standardization & Non-Power Reactor Project Directorate (Pre 
890730). 89/07/10. BERLIN, R.E. Manhattan College, Riverdale, NY. 5pp. 50541:336- 
50541:340. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8907100025 Requests verification of end evacuation time estimates & population data 
for facility by 890717. 

BOLEY.K. Public Citizen’s Critical Mass Enorpv O'c-ject ■'06/28. TRAMMELL.C. 
NRC - No Detailed Affiliation Given. 5pp. 5:; ; 58 .2;::. 

8907130313 Forwards Rev 24 to physical security plan.Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). 1 p. 50530:249-50530:249. 

8907100083 Forwards environ assessment & finding of no significant impact re 870730 
App R exemption request.Request Involves pipe tunnel not protected by fixed fire sup- 
pression sys. 

TRAMMELL,C.M. Project Directorate V. 89/07/05. BASKIN, K.P. Southern California 
Edison Co. 3pp. 50457:233-50457:239. 

“8907100087 Environ assessment & finding of no significant impact re 870730 App R 
exemption request involving installment of fixed fire suppression sys in area for which 
alternate shutdown capability provided. 

KNIGHTON, G.W. Project Directorate V. 89/07/05. 4pp. 50457:236-50457:239. 

8907130302 Forwards Safeguards l.nso .'=>epts 50-.^06/89-1 7,50-361/89-1 7 & 50-362/ 
89-17 on 890619-23 \c yG.a::-c”s r-.-;-.--:,:. Reels vv:i-.-eld (ref 10CFR73.21). 

PATE,R.J. Region ;3. C-ir; :,f :he -0 r-acicr 3.;/C7.':c BASKIN, K.P. Southern California 
Edison Co. 2pp. 50530:246-50530:247. 
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8907120011 Fifth partial response to FOIA request for records. App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & '■'sccct'vo'v'! 

PHILIPS, J. Division of Freedom of Information & Publicatio*' “'^s: 890205), 
89/07/10, PARRISH. D. Blade-Tribune, Oceanside, CA. 7pp, 50530:137-50530:185. 


8906300121 Forwards Amend 129 to License DPR-13 & safety evaluation. Amend re- 
vises actuation circuitry for auxiliary feedwater to actuate on narrow range steam gen- 
erator level. 

SAMWORTH.R.B. Project Directorate V, 89/06/23. BASKIN, K.P. Southern California 
Edison Co. 3pp. 50385:207-50385:217. 


■8907120015 Forwards Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 on 
85021 1-15 & notice of violation, 

MONTGOMERY.J.L. 0^- c' Drector. 85/03/14. BASKIN.K.B. Southern 

California Edison Co. '45. 

■8907120021 Partially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 85021 1-1 5. Violations noted. Major areas '''sroctod-d'...; a‘‘oqat'ons. 

* Region 5, Cfc of the Director. cc-OS/'.-^: 31 '49. 

■8907120027 Insp Repts 50-206/87-23,50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted, Major areas inspected: substa-.co abuse o-cg'ar- 

* Region 5, Cfc of the Director. 87/08/12. 4pp, u-cjC ‘-I; 0-5'.; 5 3". '53 

■8907120047 Forwards Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 
880104-08.No violations noted. 

MCNTGCMERY.J.L. Region 5. Cfc of the Director. 88/01/22. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50530:154-50530:155. 

■8907120053 Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 880104- 
08. No violations noted. Major areas ''‘sr-:.''tcd-d'jr; hcV'-p Peat oart'al'y withheld. 

* Region 5, Cfc of the Director. 88/'.' ' ■."? Ocp ifDT'?.'. ■.5;: ■5.753-: ■•3:' 


-8906300127 Amend 129 to License DPR-13. amend revises actuation circuitry for auxil- 
iary feedwater to actuate on narrow range steam generator level & deletes high steam 
generator level turbine trip from actuation on wide range level. 

KNIGHTCN.G.W. Project Directorate V. 89/06/23. 4pp. 50385:210-50385:213. 

-8906300131 Safety evaluation supporting Amend 129 to License DPR-13. Amend 
found acceptable. 

TRAMMELL, C. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
23. 4pp. 50385:214-50385:217. 

8907060188 Forwards “Case Study:lnitial Startup W/New Nuclear Instrumentation 
Sys,San Onofre Nuclear Generating Station Unit 1," as result of problems noted in 
response of sys during initial startup following refueling, per NRC request. 

NANDY.F.R. Southern California Edison Co. 89/06/23. Document Control Branch 
(Document Control Desk), ip. 50435:066-50435:084. 

-8907060193 “Case Study:lnitial Startup W/New Nuclear Instrumentation Sys, San 
•Ono'-e Gc-nc-atirc Station Unit 1.” 

SC-JM*- Ci— IR.F. = Southern California Edison Co. 89/06/30. 18pp. 50435:067- 
50435:084. 


-8907120060 Forwards Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 
88051 6-20. No violations noted. 

MONTGOMERY.J.L. 5 O': D^'-rctor. 88/06/06. BASKIN.K.P. Southern 

California Edison Co. 3: 5 "7 '67 

-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20. No violations noted. Major areas inspected:lic€nsee corporate investigation of drug 
prcgr.sm.Root partially withheld. 

' Region 5. Ofc of the Director. 88/06/06. 3pp. 50530:161-50530:163. 

-8907120096 Partially withheld memo documenting 860813 telcon re drug abuse at fa- 
cility. 

NORDERHAUG ! ° 5 of the Director. 86/08/20. Region 5. Ofc of the 

Director. 2pp, 5 7" 77 ' 'i: 

-8907120103 Partially deleted Itr notifying of results of employee medical 
exam. Condition identified that may adversely affect performance of assigned duties as 
licensed operator. 

RAY.H.B. Southern California Edison Co. 87/10/09. MARTIN, J.B. Region 5, Ofc of the 
Director, Ip. 50530:171-50530:171. 

-8907120113 Partially deleted memo on 861023 telcon from contractor employee ex- 
pressing concern that use of drugs is widespread throughout trades. 

JOHNSON, P.H. Region 5, Ofc of the Director. 86/10/23. Region 5, Ofc of the Direc- 
tor. Ip. 50530:172-50530:172. 

-8907120121 Partially deleted memo documenting 871218 courtesy rundown telcon re 
of positive urinalysis test results. 

SC - '.'i 5 Ofc of the Director, 87/12/18. Region 5, Ofc of the Director. 

2pp. 1,; -L '74, 

-8907120124 Partially deleted memo updating rept of alleged forging of positive urinaly- 
sis test results. 

NORDERHAUG. L.R. Region 5, Ofc of the Director. 87/12/21, Region 5. Ofc of the 
Director. 2pp. 50530:175-50530:185. 

8907200425 Forwards exemption to License DPR-13 re 10CFR50.App R, Section 
III. G. 3, per 870730 request. Fire Area 1-AB-1 1-34, pipe tunnel, exempted to extent that 
area not protected by fixed fire suppression sys. 

TRAMMELL, C.M. Project Directorate V. 89/07/13. BASKIN.K.P. Southern California 
Edison Co. 3pp. 50614:1 16-50614:123. 

-8907200436 Exemption from technical requirements of Section III.G.3 of App R to 
10CFR50 re installation of fixed fire suppression sys in pipe tunnel, 

HOLAHAN.G.M, Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 89/07/13. Southern California Edison Co. 5pp. 50614:119-50614:123. 


H, General correspondence 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106, 

8907100071 Forwards application for amend to License DPR-13, consisting of Proposed 
Change 210, revising Tech Specs to include change to overpressure mitigating sys set- 
point to lift PORVs. 

BASKIN.K.P. Southern California Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). Ip. 50459:170-50459:183. 

“8907100073 Application for amend to License DPR-13 consist'nc of Proposed Change 
210, revising Tech Specs to include change to ■o/ero-ossj'o miLgat.ng sys setpoint to 
lift PORVs. 

BASKIN.K.P. Southern California Edison Co. 89/07/03. 11pp. 50459:171-50459:181. 

-8907100092 Proposed Tech Spec 3.20, “Overpressure Protection Sys." 

* Southern California Edison Co. 89/07/03. 2pp. 50459:182-50459:183. 

8907050133 Forwards response to 890405 request for addi info re qualification & test- 
ing of isolation devices for plant ATWS mitigation sys & SPDS. 

NANDY.F.R. Southern California Edison Co. 89/07/05. Document Control Branch 
(Document Control Desk). 5pp. 50400:037-50400:041. 

8907140092 Forwards Rev 0 to Site Support Svcs Procedure S01-XV1I-30, “Cable & 
Electrical Apparatus Monitoring Program." Procedure identifies all circuits to be 
monitored.specifies test frequencies for circuits & contains acceptance criteria. 
NANDY.F.R. Southern California Edison Co, 89/07/12. Document Control Branch 
(Document Control Desk). 2pp. 50531:204-50531:238. 

“8907140094 Rev 0 to Site Support Svcs Procedure S01-XVII-30, “Cable & Electrical 
Apparatus Monitoring Program.” 

* Southern California Edison Co. 89/06/13. 32pp. 50531:207-50531:238. 

8907140096 Comments on util response to Generic Ltr 88-17 w/respect to expeditious 
actions for loss of DHR. Response appears to meet intent of Itr.Pressure of ref leg 
should approximate pressure of void in hot leg. Response will be audited. 
TRAMMELL.C.M. Project Directorate V. 89/07/12. BASKIN.K.P. Southern California 
Edison Co. 5pp. 50541:275-50541:279, 


8907130296 Responds to 890620 request for info re constituent questions on operation 
of facility, specifically bolts in thermal shield. End Amend 127 to License DPR-13 au- 
thorizes plant operation, subj to mid-cycle insp of thermal shield. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
07. CRAVEN, W.A. California, State of. 6pp. 50536:217-50536:239. 


8907170117 Responds to NRC Generic Ltr 89-06 re SPDS.Util will provide detailed 
functional criteria for SPDS Gould computer to NRC 6 months prior to 
implementation. Schedule for future SPDS mods will be provided by 890730. 
NANDY.F.R. Southern California Edison Co. 89/07/12. Document Control Branch 
(Document Control Desk). 2pp. 50554:330-50554:331. 


-8907130303 Forwards constituent 890519 Itr raising concerns that reactor will be start- 
ed in spite of problems w/bolts on thermal shield. Response requested, 

CRAVEN. W.A. California, State of. 89/06/20. 2ECH,L. Commissioners. 2pp. 
50536:238-50536:239. 

8907260041 Informs of effort by “Airport Site Coalition" to nominate potential site(s) for 
major airport to svc future Orange County air traffic. Complete set of background/tech- 
nical matls re adequacy &/or concerns end for review & comment. 

HULSIZER.G.L. San Clemente, CA. 89/07/10. KNIGHTON.G. NRC - No Detailed Af- 
filiation Given. 220pp. 50657:094-50658:158. 


8907200333 Ack receipt of 890505 Itr re environ qualification of Bunker Ramo (Am- 
phenol) electrical penetration assemblies at facility. 

TRAMMELL.C.M. Project Directorate V. 89/07/12. BASTIN.K.P. Southern California 
Edison Co. 3pp. 50614:196-50614:198. 

8907200425 Fonwards exemption to License DPR-13 re 10CFR50,App R, Section 
III.G.3,per 870730 request.Fire Area 1-AB-1 1-34, pipe tunnel, exempted to extent that 
area not protected by fixed fire suppression sys. 

TRAMMELL.C.M. Project Directorate V. 89/07/13. BASKIN.K.P. Southern California 
Edison Co. 3pp. 50614:116-50614:123. 


P. Operating license stage documents & correspondence 

8906290267 Documents info previously provided to NRC.per Apr 1989 telcon re uninter- 
ruptible power supply battery replacement for safety injection Valve MOV-850C. Battery 
replaced w/SONGS 1 battery.Performance & svc tests completed. 

NANDY.F.R. Southern California Edison Co. 89/06/22. Document Control Branch 
(Document Control Desk), 2pp. 50364:165-50364:166. 

8906290472 Confirms 890627 mgt meeting at plant site to discuss issues of recent mgt 
interest. per 890613 & 16 teicons w/NRC. Agenda & notice of meeting end, 
ZIMMERMAN, R.P. Region 5, Ofc of the Director. 89/06/23, BASKIN,K.P. Southern 
California Edison Co. 4pp. 50348:022-50348:025. 


”8907200436 Exemption from technical requirements of Section II1.G.3 of App R to 
10CFR50 re installation of fixed fire suppression sys in pipe tunnel. 

HOLAHAN.G.M, Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/07/13. Southern California Edison Co. 5pp. 50614:119-50614:123. 

8907180227 Forwards Amend 12 to Topical Rept SCE-1-A, "QA Program." 
ROSENBLUM.R.M. Southern California Edison Co. 89/07/14. Document Control 
Branch (Document Control Desk), 3pp. 50558:193-50558:353. 

-8907180234 Amend 12 to Topical Rept SCE-1-A, “QA Program." 

BASKIN.K.P. Southern California Edison Co. SCE-1-A A12. 89/07/31. 157pp. 
50558:196-50558:353. 
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Q. Inspection reports, !E Bulletins & correspondence 


8907050103 Forwards Insp Repts 50-206/89-15.50-361/89-15 & 50-362/89-15 on 
890508-26. No violations noted. 

YUHAS.G.P. Region 5. Ofc of the Director. 89/06/16. BASKiN.K.P. Southern Califor- 
nia Edison Co. 2pp. 50418:070-50418:086. 

-8907050108 Insp Repts 50-206/89-15,50-361 /89-1 5 & 50-362/89-15 on 890508- 
26.Maior areas inspected:licensee events.written repts of nonroutine events, foilowup 
of unresolved & open items, periodic & special repts & occupational exposure. 
RUSSELU., GARCIA.E. Region 5, Ofc of the Director. 89/06/16. 15pp. 50418:072- 
50418:086. 

8906280258 Advises that NRC 890624 Itr to utii should have ref Insp Rept 50-206/89- 
08 instead of 50-206/89-09. 

YUHAS.G.P, Region 5. Ofc of the Director. 89/06/21. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 50330:310-50330:311. 

8906300154 Responds to NRC 890526 Itr re violations noted in Insp Repts 50-206/89- 

11.50- 361/89-11 & 50-362/89-11. Corrective action: special order issued to alert oper- 
ators to potential for failure of flux connectors in post-accident environ. 

BASKIN.K.P, Southern California Edison Co. 89/06/26. Document Control Branch 
(Document Control Desk). 5pp. 50368:166-50368:170. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050142 Notifies that response to Items 1 & 4 of NRC Bulletin 88-010 "Noncon- 
forming Molded Case Circuit Breakers" & followup rept will be submitted by 
890731, per util 890330 response. 

NANDY.F.R. Southern California Edison Co. 89/06/30. Document Control Branch 
(Document Control Desk). 1p. 50399:254-50399:254. 

8907060183 Supp1 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSS!, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907130302 Forwards Safeguards Insp Repts 50-206/89-17,50-361/89-17 & 50-362/ 
89-17 or 9906^9-23 No viclat'C''S noted. Repts withheld (ref 10CFR73.21). 

PATE==.. ^egen 5 Cic; of tre 3irec:or, 89/07/06. BASKIN.K.P. Southern California 
Ediscf Co. 2pr- ii3533:2i6-£0:30 2«7. 

8907120011 Fifth partial response to FOIA request for records. App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R.S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5,respectively). 

PHILIPS.J. Division of Freedom of Information & Pud'cations Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune. Oceanside, C-\ 'pp 5:;530-\'v-50530:185. 

-8907120015 Forwards Insp Repts 50-206/85-06,50-361 /85-06 & 50-362/85-05 on 
850211-15 & notice of violation, 

MONTGOMERY,J.L. Region 5. Ofc of the Director. 85/03/14. BASKIN.K.B. Southern 
California Edison Co. 2pp 50530:144-50530 145. 

-8907120021 oahially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 8502 11 -15. Violations noted, Major areas inspee'ed drue al'egaticns 

* Region 5, Ofc of the Director. 85/03/14. 2pf: 5C52: •■!;c-5C520.|.'.9 

-8907120027 Insp Repts 50-206/87-23,50-361/87-21 & 50-362/87-23 on 870727- 
31 .No violations noted.Major areas inspected: substance abuse program. 

* Region 5, Ofc of the Director. 87/08/12. 4pp. 50530:150-50530:153. 

-8907120047 Forwards Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 
880104-08, No violations noted. 

MONTGOMERY.J L Rogic-n 5. Ofc of the D -ector. 88/01/22. BASKIN.K.P. Southern 
California Edison Co 2pp 5053'.' ■5-'i-5'.530::5i 

-8907120053 Insp Repts 50-206/88-01.50-361 /88-01 & 50-362/88-01 on 880104- 
08. No violations r-.tod Mabr areas inspected:drug testing.Rept partially withheld. 

* Region 5, Otc o' me C.r-sctcr 88/01/22. 3pp. 50530:156-50530:158. 

-8907120060 Forwards Insp Repts 50-206/88-14.50-361/88-12 & 50-362/88-12 on 
88051 6-20. No violations noted. 

MONTGOMERY, J.L. Region 5, Ofc of the Director. 88/06/06. BASKIN.K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 

-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20,No violations noted.Major areas inspected;licensee corporate investigation of drug 
program. Rept partially withheld. 

* Region 5, Ofc of the Director. 88/06/06. 3pp. 50530:161-50530:163. 

8907140069 Ack receipt of 880626 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-206/89-11, 50-361/89-11 & 50-362/89-11. 

MENDONCA.M.M. Region 5, Ofc of the Director. 89/07/10. BASKIN.K.P. Southern 
California Edison Co. 2pp- 50545:058-50545:071. 

8907170035 Responds to NRC 890602 Itr re violations noted in Insp Repts 50-206/89- 

06.50- 361/89-06 & 50-362/89-06.Corrective actions: personnel instructed on need to 
make reportability determinations based on Tech Specs in effect at test times. 
BASKiN.K.P. Southern California Edison Co. 89/07/12. Document Control Branch 
(Document Control Desk). 7pp. 50554:156-50554:162. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Cesig.- ’’ Svc list end. 

ROSSI, C.E. Division of C;;e'aticr!i Ev-i.-.s Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8907180416 "San Onofre Nuclear Generating Station 10CFR50.59 Annual Rept 1988," 
W/890711 Itr. 

NANDY.F.R. Southern California Edison Co, 88/12/31. 98pp. 50560:214-50560:311. 

8907260017 .V-c-‘.hiy '-oof ‘.O' June 1989 for San Onofre Unit 1. W/890714 Itr. 

S.-\CO^,E.R - “. .S, ■If' California Edison Co. 89/06/30. 8pp. 50675:035- 

50675:042. 


S. Reportable occurrences, LERs & related correspondence 

8907050222 Special rept:on 890521, north turbine bldg chemical treatment area fire 
spray sys/sprinkler sys removed from svc & inoperable for more than 14 
davs fire tC'ay svs .■•'sc inoperable since 890528. 

R Sc-therr C 2 i:o"'.-= Edison Co. 89/06/22. Document Control Branch 
(Document Control Desk). 1p. 50408:247-50408:247. 

8907050057 LER 89-01 2-00:on 890525, auxiliary feedwater sys Train A actuation oc- 
curred when wide-range steam generator level signals decreased below actuation 
setpoint.Caused by effects of internal circulation flow.V.'7890628 Itr. 

MORGAN, H.E. Southern California Edison Co. 89/06/28. 14pp. 50385:346-50385:359. 

8907110293 PNO-V-89-040:on 890703,shutdown for greater than 48 h occurred to trou- 
bleshoot reactor coolant pump bearing oil problem. Oil not contaminated w/metal or 
water. 

JOHNSON, P., HON.A. Region 5. Ofc of the Director. 89/07/05. 1p. 50495:222- 
50495:222. 

8907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5, respectively). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune, Oceanside, CA. 7pp. 50530:137-50530:163, 

-8808010313 F.'D^‘;a'd5 saf-ecuards .t.-?-! log for Apr-June 1988. 

MORGAN, H.E. '.Ta *C’r' a Ecson Co. 88/07/22. Document Control Branch 

(Document Control Desk). 5pp. 50530:164-50530:168. 

8907180478 Forwards revs to three LERs as discussed in Insp Repts 50-206/89-06,50- 
361/89-06,& 50-362/89-06. LER procedure used by compliance personnel for prepar- 
ing & processing LERs has been enhanced by adding precautions & independent 
review. 

MORGAN, H.E. Southern California Edison Co. 89/07/12, Document Control Branch 
(Document Control Desk). 2pp. 50580:101-50580:130. 

“8907180481 LER 88-018-01 :on 881 21 2, determined that structural integrity of sleeved 
steam generator tubes may not have been in accordance w/ design 
requirements. Caused by failure to detect potentially missing tube roll expansion. Tubes 
removed. 

MORGAN.H.E. Southern California Edison Co. 89/07/12. 11pp. 50580:103-50580:113. 

“8907180483 LER 88-031-01 :on 88081 5, determined that delay factor of about 400 ms 
was not accounted for during previous time tests of control element assembly.Caused 
by decay of control element drive mechanism coils.Tech Spec amend initiated. 
MORGAN,H,E. Southern California Edison Co. 89/07/12. 9pp. 50580:114-50580:122. 

“8907180484 LER 89-001 -01 :on 8901 06, reactor tripped on low steam generator level 
after partial loss of non-IE uninterruptible power supply power occurred. Caused by 
fault in inverter constant voltage transformer main core.Jumper removed. 
MORGAN.H.E. Southern California Edison Co. 89/07/12. 8pp. 50580:123-50580:130. 


U. Congressional/Executive Correspondence 


8906260042 Forwards detailed responses to addl questions re facility following hearing 
before Subcommitte on Energy & Power, per 89051 1 Itr. 

ZECH.L.W. Commissioners 89/06/16. BATES, J. House of Rep. 3pp. 50377:130- 
50377:212. 

-8906260054 Identifies addl technical issues which NRC must resolve before restart 
from current '■e^ueli^g outage. 

V.A!-^IN._.“ Feco.n 5, Ofc of the Director, 89/02/08. PAPAY.L.T. Southern California 
Eciscr. Cc. 4pp ■=:-377:l33-50377:210. 

“8906260059 Requests written response to listed questions re restart of facility. 

BATES.J. House of Rep. 89/05/11. ZECH.L.W. Commissioners. 2pp. 50377:211- 
50377:212. 

8907110192 Forwards response to 890511 Itr re addl questions on facility following May 
1989 hearing.Reactor restart authorized on 890516 & implementation of power ascen- 
sion program begun bv licensee on 890521. 

ZECH.LW. CcTTtcsicne-s 89/06/16. BATES.J. House of Rep. Ip. 50511:120- 
50511:137. 

—8907110195 Commission response to J Bates Subcommittee on Energy & Power 
Question 1 of 890511 Itr. 

ZECH Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:121-50511:121. 

“8907110197 Commission response to J Bates Subcommittee on Energy & Power 
Question 2 from 890511 itr. 

ZECH.LW. Commissioners, 89/05/11. BATES.J. House of Rep. Ip. 50511:122- 
50511:122. 

-8907110198 Commission response to J Bates Subcommittee on Energy & Power 
Question 3 from 890511 Itr. 

ZECH.LW. Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:123- 
50511:123. 

-8907110206 Commission response to J Bates Subcommittee on Energy & Power 
Question 4 from 890511 Itr. 

ZECH.L.W. Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:124- 
50511:124. 
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--89071 10208 Commission response to J Bates Subcommittee on Energy & Power 
Question 5 from 89051 1 Itr, 

ZECH.L.W. Commissioners, 89/05/11. BATES, J, House of Rep. Ip. 50511:125- 
5051 1:125, 

-8907110212 Commission response to J Bates Subcommittee on Energy & Power 
Question 6 from 89051 1 Itr. 

ZECH.L.W Commissioners. 89/05/11. BATES, J, House of Rep. Ip. 5051V126- 
5051 1:126. 

-8907110215 Commission response to J Bates Subcommittee on Energy & Power 
Question 7 from 89051 1 Itr. 

ZECH.L.W, Commissioners. 89/05/11, BATES, J, House of Rep. 1p. 50511:127- 
50511:127. 

-8907110217 Commission response to J Bates Subcommittee on Energy & Power 
Question 8 from 89051 1 Itr, 

ZECH.L.W. Commissioners. 89/05/11. BATES.J. House of Rep. 1p. 50511:128- 
5051 1:128, 

-8907110220 Commission response to J Bates Subcommittee on Energy & Power 
Question 9 from 89051 1 Itr. 

ZECH.L.W. Commissioners. 89/05/11. BATES.J. House of Rop. 2pp. 50511:129- 
50511:130, 

-8907110223 Commission response to J Bates Subcommittee on Energy & Power 
Question 10 from 89051 1 Itr, 

ZECH.L.W. Commissioners. 89/05/11. BATES.J, House of Rep. Ip. 50511:131- 
5051 1:131. 

-8907110224 Commission response to J Bates Subcommittee on Energy & Power 
Question 11 from 890511 Itr. 

ZECH.L.W, Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:132- 
5051 1:132. 

-8907110225 Commission response to J Bates Subcommittee on Energy & Power 
Question 12 from 89051 1 Itr. 

ZECH.L.W, Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:133- 
5051 1:133. 

-8907110227 Commission response to J Bates Subcommittee on Energy & Power 
Question 13 from 890511 Itr, 

ZECH.L.W. Commissioners. 89/05/11. BATES.J. House of Rep. Ip. 50511:134- 
50511:134, 

-8907110231 Commission response to J Bates Subcommittee on Energy & Power 
Question 14 from 890511 Itr. 

ZECH.L.W, Commissioners. 89/05/11. BATES.J, House of Rep. Ip. 50511:135- 
5051 1:137. 

8906230206 Responds to 890515 Itr requesting info re operation of facility w/cracked 
bolts in reactor vessel thermal shield. Thermal shield absorbs gamma rays emitted by 
reactor to reduce heating & consequent thermal stress in vessel wall. 

ZECH.L.W. Commissioners, 89/06/19, CRANSTON.A. Senate. 3pp. 50377:213- 
50377:231. 

-8906230208 Requests info re operation of facility w/cracked bolts in reactor vessel 
thermal shield. 

CRANSTON.A., WILSON.P, Senate. 89/05/15. ZECH.L.W. Commissioners. Ip. 
50377:231-50377:231. 

8906300050 Responds to 890515 Itr requesting info re operation of facility w/cracked 
bolts in reactor vessel thermal shield. Thermal shield absorbs gamma rays emitted by 
reactor to reduce heating & consequent thermal stress in vessel. 

ZECH.L.W, Commissioners. 89/06/19. WILSON.P. Senate. 3pp. 50370:162- 
50370:180. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
em.‘c' ovcms Svc list end. 

P-'R".. CA... :.i Director for Projects (Post 870411), 89/07/06. Consolidat- 

ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8906280204 Rev 7 to Corporate Organization for Nuclear Incidents Procedure Manual 
Procedure CONI-11.01, “Emergency Preparedness Program Reviews." Rev 50 to 
table of contents also end. 

SIEGRIST.H.W., RODGERS.R.C. Northeast Utilities. 89/06/20. 26pp. 50333:118- 
50333:144. 

8906300217 Revised Plant Procedure Manual EPIP 1.5, Index Pages 1-4. 

• Connecticut Yankee Atomic Power Co. 89/06/20. 5pp. 50379:203-50379:207. 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants, per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co, MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/23. RUSSELL, W.T. Region 1, Ofc of the Director. 3pp. 50388:296-50388:298. 

8907070222 Change 89-10 to Rev 10 to EPIP 1.5-24, “Manager of Communications." 
BROWN,R., WALL,K., CHIARELLA,J. Connecticut Yankee Atomic Power Co. 89/06/ 
29. 13pp. 50443:098-50443:110. 

8907190399 Forwards Insp Rept 50-213/89-07 on 890503-0613 & notice of violation. 
WENZINGER,E.C. Region 1. Ofc of the Director. 89/07/12. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 50594:059-50594:073. 


-8907190403 Insp Rept 50-213/89-07 on 890503-061 3, Violations noted. Major areas 
inspected:plant operations, radiation protection, fire 

protection. security, maint,surveillance testing, licensee events & open items from previ- 
ous insps. 

MCCABE, E.C. Region 1. Ofc of the Director, 89/07/11. 12pp. 50594:062-50594:073. 


H. General correspondence 

8907180185 Comment opposing proposed rule 10CFR60, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures,Sys & Components." 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/05. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50563:001- 
50563:002. 


P. Operating license stage documents & correspondence 

8906280141 Confirms that independent walkthroughs conducted on software of seven 
listed Foxboro Spec 200 micro configurable block types, per recent telcons w/NRC. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/20. Document Control Branch (Document Control Desk). 2pp, 50333:003- 
50333:004. 

8906280154 Informs that util will not be able to implement RCS level indication mod 
until end of second refueling outage, per Generic Ltr 88-17. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/20. Document Control Branch (Document Control Desk). 2pp. 50330:327- 
50330:328. 

8906280220 Forwards environ assessment & finding of no significant impact re 890426 
exemption request from 10CFR50,App J re containment leakage test requirements. 
WANG.A.B. Project Directorate 1-4. 89/06/21. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 50337:052-50337:056. 

-8906280224 Environ assessment & finding of no significant impact re schedular ex- 
emptions from 10CFR50,App J. 

STOLZ.J.F. Project Directorate 1-4. 89/06/23. 3pp. 50337:054-50337:056. 

8907030049 Application for amend to License DPR-61, revising Tech Spec Sections 2.0 
re safety limits & limiting safety sys settings & 3/4.3 re instrumentation. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/23. Document Control Branch (Document Control Desk). 3pp. 50391:006- 
50391:114. 

-8907030057 Proposed Tech Specs Sections 2.0 & 3/4.3 re safety limits & limiting 
safety sys settings & instrumentation. 

* Connecticut Yankee Atomic Power Co. 89/06/23. 104pp. 50391:009-50391:114. 

8907070105 Forwards safety evaluation re combustible gas control evaluation rept sub- 
mitted by 830304 Itr to document compliance w/10CFR50.44(c)(3)(ii).Conclusion that 
plant meets 10CFR50.44 requirements noted. 

WANG.A.B. Project Directorate 1-4. 89/06/23. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 3pp. 50440:355-50441:022. 

-8907070109 Safety evaluation co''cl‘.Jdr.c that large containment at plant results in 
slow hydrogen accumulation 'ale & u-’s-res that sufficient time available to implement 
addi hydrogen control features after accident.Requirements of 10CFR50.44 met. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 3pp. 
50440:358-50440:360. 

-8906050090 Forwards, "Haddam Neck Combustion Gas Control COGAP Analysis." 
GIDO.R.G. Los Alamos National Laboratory. FIN A-7272. 89/01/04. GUO.J.S. NRC - 
No Detailed Affiliation Given. Ip. 50441:001-50441:022. 

-8906050095 “Haddam Neck Combustion Gas Control COGAP Analysis," Itr rept. 
GIDO.R.G. Los Alamos National Laboratory. FIN A-7272. 88/11/30. NRC - No De- 
tailed Affiliation Given. 21pp. 50441:002-50441:022. 

8907070361 Submits addI info re 890425 proposed rev to Tech Specs administrative 
controls section concerning high radiation areas, per NRC 890505 conference call. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/26. Document Control Branch (Document Control Desk). 4pp. 50455:181- 
50455:184. 

8907180373 Forwards Amends 118,33,142 & 36 to Licenses DPR-61, DPR-21, DPR-65 
& NPF-^Q.'espective'y & safety evaluation. Amends revise Tech Specs by removing 
Tech Spec Fqjres 6.2-' & 6 2-2 re organizations functional requirements. 

STOLZ,..F P-o;ec: D.'ocicra:-:; 1-4. 89/06/26. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 50579:003-50579:048. 

-8907180377 Amends 118,33,142 & 36 to Licenses DPR-61 .DPR-21, DPR-65 & NPF- 
49, respectively, deleting Tech Spec Figures 6.2-1 & 6.2-2 by replacing figures w/narra- 
tive description of offsite & onsite organizations functional requirements. 

STOLZ.J.F. Project Directorate 1-4. 89/06/26. 35pp. 50579:009-50579:044. 

-8907180382 Safety evaluation supporting Amends 118,33,142 & 36 to Licenses DPR- 
61. DPR-21, DPR-65 & NPF-49, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 4pp. 
50579:045-50579:048. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050418 Application for amends to Licenses DPR-61 & NPF-49, clarifying Tech 
Specs re steam generator tube insp criteria. Change would add cold leg side as alter- 
nate point of entry. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/29. Document Control Branch (Document Control Desk). 5pp. 50401:076- 
50401:083. 
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-8907050422 Proposed Tech Specs re inservice insp of steam generator tubes & ac- 
ceptance criteria for tubes. 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 89/06/29. 3pp. 50401:081-50401:083. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907120067 Advises that fourth quarterly installment of 1989 annual fees will be wire 
transferred on 890731 in payment of invoices HI 146,H1222,H1 190 & H1 151, per 
10CFR171, 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROC2KA,E.J. Northeast Utilities. 89/ 
07/07. Document Control Branch (Document Control Desk). 2pp. 50512:183- 
50512:184. 

8907140217 Forwards 890307 SER supocrting Amend 1 12 to License DPR-61. for inclu- 
sion w/ Amend 117 to license issued on 6fiC50'. Evaluation not included w/89060l 
evaluation due to administrative error, 

WANG,A,B. Project Directorate 1-4. 89/07/07. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 50542:217-50542:226. 

8907180329 Advises that payment for 10CFR170 fee sent to JM Rodriquez re NRC 
review of Rev 11 to QA topical rept. 

MROCZKA.E.J, Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co, (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/07. Document Control Branch (Document Control Desk). Ip. 50580:010- 
50580:010. 

8907180252 Forwards response to 890501 request for addi info re util const of new 
sy.'tc'^gcn' b'dq at plant, 

CC'l''. '--.E ^ Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/07/10. Document Control Branch (Document Control Desk). 250pp. 
50575:048-50575:332, 

8907180092 Advises that NRC considers USI A-2, "Asymmetric Blowdown Loads on 
Reactor Primary Coolant Sys," resolved for plant, per Generic Ltr 84-04. 

WANG, A. Project Directorate 1-4. 89/07/11. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 4pp. 50578:241-50578:244, 

8907180272 Requests extension of deadline for response to Generic Ltr 89-06. "Task 
Action Plan Item I.D,2-SPDS-10CFR50. 54(f)," to no later than 890721. AddI time 
needed to allow for completion of thorough internal review of response. 

MROCZKA.E.J. Northeast Utilities. MROCZKA.E.J. Connecticut Yankee Atomic Power 
Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/ 
07/12. Document Control Branch (Document Control Desk). 2pp. 50572:169- 
50572:170. 

8907260043 Notification of Significant Licensee Meeting 89-108 w/util on 890721 to dis- 
cuss am, .1.3! s!"::,;-, presentation. 

MCCABF E C ‘ Cfc of the Director. 89/07/12. Region 1, Ofc of the Director. 

2pp. 5C5:; 9 ^965:) 359 

8907180146 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Plants have programs & procedures in place to monitor erosion/corrosion 
for both .^'nglo-phnse & twc -phase flow sys. 

MRCCZk A •: ,. Ccr''.:::t :ji Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co, (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/13. Document Control Branch (Document Control Desk). 3pp. 50572:270- 
50572:272, 


8907190331 Advises that 890525 Rev 12 to QA program description acceptable. 
DURR.J.P, Region 1, Ofc of the Director. 89/07/13. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co, 3pp, 50582:032-50582:035. 

8907250197 Forwards request for addi info re NUSCO-163, "Haddam Neck Plant Small 
Break LOCA Analysis Zircaloy Clad Fuel." 

WANG.A.B. Project Directorate 1-4. 89/07/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co, 5pp. 50644:280-50644:284. 

8907260254 Forwards Amend 119 to License DPR-61 & safety evaluation. Amend splits 
& revises existing Tech Spec Section 3.3.1. 5 re isolated loop. 

WANG.A.B. Project Directorate 1-4. 89/07/18. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co, 3pp. 50658:296-50658:313. 

“8907260256 Amend 119 to License DPR-61, splitting & revising Tech Spec Section 
3.3.1 .5 re isolated loop. 

STOLZ.J.F. Project Directorate 1-4. 89/07/18. 11pp. 50658:299-50658:309. 

“8907260257 Safety evaluation supporting Amend 119 to License DPR-61. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/18. 4po 
50658:310-50658:313. 

8907260247 Forwards Amend 120 to License DPR-61 & safety evaluation. Amend 
changes Tech Specs 3.17.1, “Axial Offset" & 3.17.2, "LHGR” to allow coastdown op- 
eration of plant at end of Cycle 15. 

WANG.A.B. Project Directorate I-4. 89/07/20. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 50672:340-50672:352. 

“8907260250 Amend 120 to License DPR-61 .changing Tech Specs 3.17.1, "Axial 
Offset" & 3.17.2, "LHGR," to allow coastline operation of plant at end of Cycle 15. 
STOLZ,J.F. Project Directorate I-4. 89/07/20. 7pp. 50672:342-50672:348. 

“8907260252 Safety evaluation supporting Amend 120 to License DPR-61. 

' C:;.::c o‘ Njcioai Reactor Regulation, Director (Post 870411 . 89/07/20. 4dd 
:)0(:"'2:343 ■■:672:i52 \ 


Q. Inspection reports, IE Bulletins & correspondence 


8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants, per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/06/23. RUSSELL, W.T. 
Region 1. Ofc of the Director. 3pp. 50388:296-50388:298. 

8907050418 Application for amends to Licenses DPR-61 & NPF-49, clarifying Tech 
Specs re steam generator tube insp criteria. Change would add cold leg side as alter- 
nate point of entry, 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities), MROCZKA.E.J. Northeast Utilities. 89/ 
06/29. Document Control Branch (Document Control Desk). 5pp. 50401:076- 
50401:083. 

“8907060422 Proposed Tech Specs re inservice insp of steam generator tubes & ac- 
ceptance criteria for tubes. 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 89/06/29. 3pp. 50401:081-50401:083. 

8906280403 NRC Info Notice 89-055. "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York. Inc. 64pp. 50519:019-50519:080. 

8907120328 Responds to SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping 
Connected to RCS." Issue represents no problem at any Millstone unit.Haddam Neck 
valves will be inspected for leakage during upcoming refueling outage. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/30. Document Control Branch (Document Control Desk). 2pp. 50514:333- 
50514:334. 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907170138 Forwards Insp Rept 50-213/89-08 on 890614-16. No violations noted. Goal 
for 1989 appears realistic in view of planned work scope & continues trend toward 
decreasing station exposures. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/07/10. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 50554:186-50554:197. 

“8907170144 Insp Rept 50-213/89-08 on 89061 4-1 6.No violations noted. Major areas 
inspected:radiological controls program on site, including changes in 
orca^izat'cn. personnel c'cceriures & review of preparations 'or 'ofue'ha outage 
S-.ERE \’i.S . -ASCi.AK.W. Reg.or 1 , Ofc of the Director, 83 C7 ’C7. Spp. :;0fj"4 '6D- 
50554:197. 


8907190399 Forwards Insp Rept 50-213/89-07 on 890503-0613 & notice of violation. 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/07/12. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 50594:059-50594:073. 

“8907190400 Notice of violation from insp on 890503-061 3. Violation noted:licensee re- 
placed components of five svc water pumps w/different components, thereby making 
design changes to pumps. 

* Region 1. Ofc of the Director. 89/07/12. Ip. 50594:061-50594:061. 

—8907190403 Insp Rept 50-213/89-07 on 890503-061 3. Violations noted. Major areas 
i''spGctod'p!a''t operst'cns.radiaticn protection, fire 

c'otec: c''.secu'it.-,r.a:.-l.surve!l:a'ic£ :o3ii.ng, i:n'--seo events & open items from previ- 
ous insps. 

MCCABE.E.C. Region 1, Ofc of the Director. 89/07/11. 12pp. 50594:062-50594:073. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Simitar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907180084 Monthly operating rept for June 1989 for Haddam Neck Plant. W/890715 
ltr. 

WALL.K.C., MILLER, D.B. Connecticut Yankee Atomic Power Co. 89/06/30. 10do 
50577:127-50577:136. 


S. Reportable occurrences, LERs & related correspondence 

8907050345 LER 89-01 0-00:on 890530, quarterly functional test required by Tech Spec 
4.2 not met due to lack of consideration of channel alarms on. refueling water storage 
tank.Caused by procedural dovc ency Audit perfc'-med.'vV,' 690627 ltr. ' 
LAPLATNEY.JJ., MILLER, C 3. Conncct.cu*. van-cc Atomic -cwo' Co 89/06/27 4dd 
50407:167-50407:170. ' 


8907260188 Rescnnds to Generic Ltr 89-06, "Task Action Plan Item LD.2 - SPDS - 
10C=n5'.:. SPOS for plants meet applicable requirements of SuppI 1 to NUREG- 
0737 & consistent w/ majority of positions provided in NUREG-1342. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCAKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/21. Document Control Branch (Document Control Desk). 8pp. 50673-055- 

Krifi-ro.neo 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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DOCKET 60-219 OYSTER CREEK NUCLEAR POWER PLANT 


F, Security, medical, emergency & fire protection plans 


8907050212 Forwards Rev 3 to emergency dose calculation manual & revised 
FPiPs Pev 2 to 9-173-IWP-1 300. 10, Pc-v 2 to 9473-IMP-1 300.25, Rev 1 to 

0-': 70- 2,-; & Rev 4 to 9473-IMP-I 300.31. 

BARTON, J.J. General Public Utilities Corp. - GPU Service Corp. 89/06/28. Document 
Control Branch (Document Control Desk). 2pp. 50400:183-50401:045. 

-8907050240 Rev 3 to 9300-ADM-4010.03, “Oyster Creek Emergency Dose Calculation 
Manual." 

WOLF,K.G. General Public Utilities Corp. - GPU Service Corp. 89/06/06. 90pp. 
50400:185-50400:274. 

-8907050245 Revised EPlPs,including Rev 2 to 9473-IMP-I 300.10, Rev 4 9473-IMP- 
1300.25,Rev 1 to 9473-IMP-1300.28 & Rev 3 to 9473-IMP-1300.31. 

SULLIVAN, R.L. General Public Utilities Corp. ■ GPU Service Corp. 89/06/02. 129pp. 
50400:275-50401:045. 

8907240188 Forwards Rev 2 to Emergency Plan 1000-PLN-1 300.01 for TMI Units 1 & 2 
& Oyster Creek Stations.Summary of changes listed. 

HILDEBRAND,J.E. General Public Utilities Corp. - GPU Service Corp. 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50636:209-50636:218. 

”8907240192 Rev 2 to Emergency Plan 1000-PLN-1 300.01, “GPU Nuclear Corp Emer- 
gency Plan for TMI & Oyster Creek Nuclear Stations." 

rUNECLE.S.R , CLARK, P.R. General Public Utilities Corp. - GPU Service Corp. 89/ 
06/07. 8pp. 50636:211-50636:218. 


H. General correspondence 


8906280134 Responds to 890523 request for comments re newspaper article concern- 
ing low ratings in radiation controls & overall operation in recent months. 

STOLZ,J.F. Project Directorate 1-4. 89/06/02. LARSON,J.G. Affiliation Not Assigned. 
4pp. 50330:058-50330:061. 

8907180169 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." Industry on- 
going improvement efforts should be given opportunity to resolve issues. 
SULLIVAN,J.L. General Public Utilities Corp. - GPU Service Corp. 89/07/05. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50562:343-50562:344. 


P. Operating license stage documents & correspondence 

8906290287 Forwards “Summary Technical Rept:Reactor Containment Bldg Integrated 
toak Rato Oysto" Creek," for testing conducted from 890306-08. 

iRLCK,;: Gen-:!':!' Public Utilities Corp. - GPU Service Corp. 89/06/16. Docu- 
ment Control Branch (Document Control Desk). Ip. 50351:058-50351:102. 

-8906290382 “Summary Technical Rept:Reactor Containment Bldg Integrated Leak 
Rate Test.Oyster Creek." 

* General Public Utilities Corp. - GPU Service Corp. 89/03/31. 44pp. 50351:059- 
50351:102. 

8907030135 Summary of 890607 meeting w/util in Forked River, NJ to discuss status of 
plant licensing actions.List of attendees & marked-up copy of Regulatory Info Tracking 
sys dtd 890531 end. 

DROMERICK.A.W. Project Directorate 1-4, 89/06/20. Project Directorate 1-4. 20pp. 
50391:339-50391:358. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28, Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp, 50416:062-50416:106, 

8907130082 Forwards application for amend to License DPR-l6.consistipg of Tech 
Spec Change Request 179, adding limiting conditions for operation & surveillance re- 
quirements for high-range radioactive noble gas effluent monitors per Item II.F.1.1. 
FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/06/30. Docu- 
ment Control Branch (Document Control Desk). Ip. 50679:041-50679:056. 

”8907130084 Application for amend to License DPR-1 6, consisting of Tech Spec 
Change Request 179,adding limiting conditions for operation & surveillance require- 
ments for high-range radioactive noble gas effluent monitors, per Item II.F.1.1. 
FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 89/06/30. 5pp. 
50679:044-50679:048. 

”8907310332 Proposed Tech Specs adding limiting conditions of operation & surveil- 
lance requirements for high-range radioactive noble gas effluent monitors to comply 
w/NUREG-0737.1tem II.F.1.1. 

* General Public Utilities Corp. - GPU Service Corp. 89/06/30. 8pp. 50679:049- 
50679:056. 

8907100093 Informs of withdrawal of 890612 ltr & safety evaluation re Generic Ltr 83- 
28.1tem 4.5.2, "Reactor Trip Sys Reliability- On-Line Testing" for facility. Revised safety 
evaluation addressing subj item will be issued in near future, 

DROMERlCK,A.W. Project Directorate 1-4. 89/07/05. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50508:053-50508:054. 

8907110335 Forwards director of NRR 890605 ltr to Ecology Ctr of Southern CA ack 
receipt of 10CFR2.206 petition. Ltr states that petition being treated under 
10CFR2.206. 

DROMERICK.A.W. Project Directorate 1-4. 89/07/06. FITZPATRICK,E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50499:332-50499:336. 


8907180427 Summary of 890627 meeting w/util in Rockville, MD re combustible gas 
control for plant.List of individuals attending meeting, proposed meeting agenda,matl 
used by util in discussion & condensed history of gas control issue end. 
D°QMER'CK.A w. Prc'ect Directorate 1-4. 89/07/10. Project Directorate 1-4. 30pp. 
325-5057S 3L7 

8907210035 Discusses 890627 meeting w/NRC re compliance W/10CFR50.44 combus- 
tible gas control requirements. Meeting focused on how util could increase reliability of 
plant nitrogen injection capability by upgrading selected areas of sys. 

LONG, R.L. General Public Utilities Corp. - GPU Service Corp. 89/07/17. VARGA,S.A. 
Division of Reactor Projects - I/ll (Post 870411). 5pp. 50615:224-50615:228. 

8907210288 Forwards safety evaluation aoceot'ng licensee response to Generic Ltr 83- 
28,ltem 4.5,2 re reactor trip sys j-di'soi.ity on-hne testing. 

DROMERICK.A.W. Project Directorate 1-4. 89/07/17. FITZPATRICK.E. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50603:103-50603:105. 

”8907210293 Safety evaluation supporting Generic Ltr 83-28, Item 4.5.2 re periodic on- 
line testing of reactor trip sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. Ip. 
50603:105-50603:105. 

8907240376 Notification of 890802 meeting w/util in Rockville,MD to discuss status of 
“censing act'v=ties.i''.clud'''g open issues re full-term OL & SEP. 

DROMLR:CK,A V. Prciec: Directorate 1-4. 89/07/18. STOLZ.J.F. Project Directorate I- 
4. 3pp. 50640:344-50640:346. 

8907260313 Advises that util implemented plan for long-range planning program for 
plant.Semiannual update of project list end. 

LONG, R.L. General Public Utilities Corp. - GPU Service Corp. 89/07/18. Document 
Control Branch (Document Control Desk). 15pp. 50673:358-50674:012. 


Q. Inspection reports, IE Bulletins correspondence 

8907210107 Fonvards Exam Rept 50-21 9/88-340L during wk of 881219. 

GALLO,R.M. Region 1, Ofc of the Director. 89/02/07. FITZPATRICK.E. General 
Public Utilities Corp. - GPU Service Corp, 2pp. 50600:332-50601:056. 

”8907210111 Exam Rept 50-21 9/88-340L on 881 21 9-22. Exam results:all four candi- 
dates passed written exam & operating test. 

WALKER, T., LANGE,D.J. Region 1, Ofc of the Director. 89/02/03. 70pp. 50600:334- 
50601 :043. 

8907100260 Ack receipt of 890206 ltr informing NRC of steps taken to correct violations 
noted during insp of License OP-5451. Term “willful" applies to destruction of records. 
RUSSELL,W.T. Region 1, Ofc of the Director. 89/06/28. GEAUDREAU.A.E. General 
Public Utilities Corp. - GPU Service Corp. 5pp. 50457:281-50457:285. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100062 Responds to NRC 890602 notice of violation & provides payment in 
amount of $50,000 for proposed imposition of civil penalty.Corrective actions:all 16 
NAMCO Model EA 740 limit switches to MSIVs sealed. 

CLARK,P.R. General Public Utilities Corp. ■ GPU Service Corp. 89/06/30. Ofc of En- 
forcement (Post 870413). 6pp. 50459:184-50459:189. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 89/07/06, 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180480 Ack receipt of 890630 ltr forwarding payment of civil penalty in amount of 
$50,000 proposed in NRC 890602 ltr. 

LIEHERMAN.T. Ofc of Enforcement (Post 870413). 89/07/11. CLARK,P.R. General 
Public Utilities Corp. - GPU Service Corp. Ip. 50577:089-50577:089. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc, 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907110327 “1988 Annual Environ Operating Rept." W/890705 ltr. 

FITZPATRICK, E. General Public Utilities Corp. - GPU Service Corp. 88/12/31. 38pp. 
50529:320-50529:357, 

8906280076 Monthly operating rept for May 1989 for Oyster Creek Nuclear Generating 
Station.W/890615 ltr. 

SHARMA,H.S., FITZPATR1CK,E. General Public Utilities Corp. - GPU Service Corp. 
89/05/31. 7pp. 50333:098-50333:104. 

8907140279 Forwards description of changes to facility as authorized by 
10CFR50. 59(a)(2) for CY88,Rept includes mods/changes put into svc before end of 
1988. Safety evaluation concluded that no unreviewed safety question involved. 
FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 89/06/30. 
RUSSELL.W.T. Region 1, Ofc of the Director. 4pp. 50543:169-50543:171. 

8907210371 Monthly operating rept for June 1989 for Oyster Creek Nuclear Generating 
Station.W/89071 7 ltr. 

BARAN.R., SHARMA.H.S., FITZPATRICK.E. General Public Utilities Corp. - GPU Serv- 
ice Corp. 89/06/30. 8pp. 50603:108-50603:1 15. 
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S. Reportable occurrences, LERs & related correspondence 

8907130091 LER 88-022-01:on 881002, power to 4,160 volt bus ID was lost when 
breaker ID tripped & locked out due to ground fault. Caused by isolated defect in 
cable insulation.Cable replaced.W/890703 Ttr. 

FITZPATRICK.E. General Public Utilities Corp. • GPU Service Corp. 89/07/03. 6pp. 
50765:285-50765:290. 

8907180368 PNO-l-89-057:on 890711, plant scram & generator/turbine trip caused by 
fault in one operable main transformer.Other main transformer failed on 890625.Li- 
censee has one replacement transformer onsite & expects installation by 890714. 
COWGILL,C. Region 1, Ofc of the Director. 89/07/12. 2pp. 50592:076-50592:077. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 

8907210107 Forwards Exam Rept 50-21 9/88-340L during wk of 881219. 

GALLO,R.M. Region 1, Ofc of the Director. 89/02/07. FITZPATRICK.E. General 
Public Utilities Corp. * GPU Service Corp. 2pp. 50600:332-50601:056, 

-8907210111 Exam Rept 50-21 9/88-340L on 881 21 9-22. Exam results:all four candi- 
dates passed written exam & operating test. 

WALKER.T,, LANGE.D.J. Region 1. Ofc of the Director. 89/02/03. 70pp. 50600:334- 
50601:043. 

“8907210124 Forwards comments re senior reactor operator written exam administered 
on 881220. 

FITZPATRICK.E. General Public Utilities Corp. - GPU Service Corp. 88/12/27. 
RUSSELL, W.T. Region 1, Ofc of the Director. 13pp. 50601:044-50601:056. 

8907100260 Ack receipt of 890206 ttr informing NRC of steps taken to correct violations 
noted ciu'^ng irsp c' License OP-5451. Term “willful" applies to destruction of records. 
HU3SEL« '.V T Region 1, Ofc of the Director. 89/06/28. GEAUDREAU,A.E. General 
Pud c J!'.:ties Cc/p' - GPU Service Corp. 5pp. 50457:281-50457:285. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907170269 Advises that 890103 Rev 7 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion in plan.Understands that abbrevia- 
tions on Figure 10 will be added to next plan rev. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/06/29. BERATTA.J.P. Niagara 
Mohawk Power Corp. 3pp. 50548:081-50548:083. 

8907200062 Forwards vital area evaluation for plant screenhouse.EncI withheld (ref 
10CFR73.21(b)). 

TERRY.C.D. Niagara Mohawk Power Corp. 89/07/13. Document Control Branch 
(Document Control Desk). 1p. 50597:117-50597:117. 

8907240047 Fonwards Special Team Insp Rept 50-220/89-16 on 890522-26. Non-cited 
violation re lack of proper administrative paperwork to document pressure switch ca- 
librs performed on 850809, noted. 

COLLINS.S.J. Region 1, Ofc of the Director. 89/07/18. BURKHARDT.L, Niagara 
Mohawk Power Corp. 3pp. 50699:032-50700:078. 

8907280285 Final response to FOIA request for records.App A & B records available in 
PDR.App B records encl.App C records withheld in entirety (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/27. CROOK, K.A. Devonrue. Ltd. 5pp. 50775:002-50775:136. 

-8907280289 Incomplete "Nine Mile Point 1 Verification Rept." 

* Gage-Babcock Associates. Inc. 86/02/28. 112pp. 50775:007-50775:136. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907050258 Rev 7 to updated FSAR for Nine Mile Point Unit 1.W/890627 ltr. 
TERRY.C.D. Niagara Mohawk Power Corp. 89/06/30. 66pp. 50447:230-50447:295. 


P. Operating license stage documents & correspondence 

8906280173 Notification of Significant Licensee Meeting 89-095 w/util on 890622 in 
King of Prussia.PA re self assessment process & restart task force. 

JOHNSON, J.R. Region 1, Ofc of the Director. 89/06/15. Region 1, Ofc of the Direc- 
tor. 2pp. 50330:128-50330:129. 

8906280260 Fonvards Amend 106 to License DPR-63 & safety evaluation. Amend re- 
vises Tech Spec 3.4,5a to clarify requirement that control room air treatment sys be 
operable whenever reactor bldg integrity required. 

SLOSSON,M.M. Project Directorate t-1. 89/06/19. BURKHARDT.L Niagara Mohawk 
Power Corp. 2pp. 50330:224-50330:231. 

-8906280261 Amend 106 to License DPR-63,revising Tech Specs 3.4.5a to clarify re- 
quirements that control room air treatment sys be operable whenever reactor bldg in- 
tegrity required. 

CAPRA, R.A. Project Directorate 1-1. 89/06/19. 4pp. 50330:226-50330:229. 

-8906280263 Safety evaluation supporting Amend 1 06 to License DPR-63. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/19. 2pp. 
50330:230-50330:231. 


8906290387 Requests interim approval of inservice testing program as revised to sup- 
port fuel loading currently scheduled on 890726.Final approval requested to support 
plant startup scheduled for 890925. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/06/20. Document Control Branch 
(Document Control Desk). 46pp. 50369:354-50370:039. 

8906280217 Forwards safety evaluation accecting licensee responses to Generic Ltr 
83-28, Items 4.5.3, "Reactor Trip R-siiabii-'.y Sys ibr All Domestic Operating Reactors." 
Contractor rept also end. 

SLOSSON.M.M. Project Directorate 1-1. 89/06/22. BURKHARDT,L. Niagara Mohawk 
Power Corp. 2pp. 50330:251-50330:282. 

--8906280218 Safety evaluation re Generic Ltr 83-28.ltem 4.5.3, “Reactor Trip Sys Reli- 
ability for All Domestic Operating Reactors." Intervals for on-line functional testing 
consistent w/ achieving high reactor trip sys reliability at all reactors. 

* NRC - No Detailed Affiliation Given. 89/06/22. 2pp. 50330:253-50330:282. 

8906290476 Advises that no electrical components or parts procured from Planned 
Maint Sys,lnc from 850701 to present,in response to 890522 ltr. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/06/22. Region 4, Ofc of the Director. 
Ip. 50362:220-50362:220. 

8907030200 Forwards NRR director 890605 ltr to Ecology Ctr of Southern California 
representative acknowledging receipt of petition filed by ctr & advising that petition 
being treated under 10CFR2.206 of Commission regulations. 

SLOSSON.M.M. Project Directorate 1-1. 89/06/23. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 50391:241-50391:245. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907140023 Advises that util 881121 proposed change to bases for Tech Specs 3.3.7 & 
4.3.7, updating method used to verify that drywell & torus nozzles in containment spray 
sys free from obstructions, acceptable.Revised Page 163 end. 

SLOSSON.M.M. Project Directorate 1-1. 89/06/29. BURKHARDT.L. Niagara Mohawk 
Power Corp. 3pp. 50542:260-50542:262. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110350 Forwards response to Generic Ltr 89-08 re implementation of long-term 
erosion/corrosion monitoring program.Unit 2 erosion-corrosion program being formal- 
ized & planned to be issued prior to first refueling outage. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/07/05. Document Control Branch 
(Document Control Desk). 3pp. 50501:338-50501:340. 

8907120315 Notification of 890712 meeting w/util in Rockville.MD to discuss licensing 
action status. 

SLOSSON.M.M. Project Directorate 1-1. 89/07/05. CAPRA.R.A. Project Directorate I- 
1. 3pp. 50510:352-50510:354. 

8907180375 Forwards Amend 107 to License DPR-63 & safety evaluation. Amend re- 
vises Tech Specs 3.2.6 & 4.2.6 & bases to bring Tech Specs into conformance w/ 
NRC positions delineated in Generic Ltr 88-01, “NRC Position on IGSCC in BWR Aus- 
tenitic...." 

SLOSSON.M.M. Project Directorate 1-1. 89/07/07. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 50579:214-50579:222. 

“8907180378 Amend 107 to License DPR-63.revising Tech Specs 3.2.6 & 4.2.6 & 
bases to bring Tech Spec into conformance w/NRC position delineated in Generic Ltr 
88-01, "NRC Position on IGSCC in BWR Austenitic Stainless Steel Piping." 
CAPRA.R.A. Project Directorate 1-1. 89/07/07. 5pp. 50579:216-50579:220. 

“8907180379 Safety evaluation supporting Amend 107 to License DPR-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 2pp. 
50579:221-50579:222. 

8907180448 Forwards Amend 108 to License DPR-63 & safety evaluation. Amend de- 
letes Figures 6.2-1, “Mgt Organizational Chart" & 6.2-2, "Nuclear Site Organization," 
per Generic Ltr 88-06, “Removal of Organization Charts from Tech Specs. 
SLOSSON.M.M. Project Directorate 1-1. 89/07/10. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 50578:296-50578:320. 

“8907180453 Amend 108 to License DPR-63,deleting Figures 6.2-1, “Mgt Organization- 
al Chart" & 6.2-2, “Nuclear Site Organization," per Generic Ltr 88-06, “Removal of 
Organization Charts from Tech Specs." 

CAPRA, R.A. Project Directorate 1-1. 89/07/10. 19pp. 50578:298-50578:316. 

“8907180456 Safety evaluation supporting Amend 108 to License DPR-63. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/10. 4pp. 
50578:317-50578:320. 


8907180072 Provides response to Generic Ltr 89-06, “Task Action Plan Item I.D.2 • 
SPDS." Certification stating plant Unit 1 SPDS sys meets requirements of NUREG- 
0737,Suppl 1 & plant Unit 2 SPDS sys will be modified to meet NUREG-0737,Suppl 1 
end. 

TERRY.C.D. Niagara Mohawk Power Corp, 89/07/11. Document Control Branch 
(Document Control Desk). Bpp. 50579:340-50579:345. 

8907190230 Fowards r^lacement pages to Rev 2 to “Nine Mile Point Unit 1 Restart 
Action Plan," per NRC 890323 ltr. Util pursuing implementation of corrective actions 
identified white also performing critical self-assessment for restart. 

BURKHARDT.L. Niagara Mohawk Power Corp. 89/07/11. Document Control Branch 
(Document Control Desk), 2pp. 50581:084-50581:085. 

“8907190238 Rev 2 to "Nine Mile Point Unit 1 Restart Action Plan." 

‘ Niagara Mohawk Power Corp. 89/07/07. 19pp. 50581:086-50581:120. 
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8907240249 Advises that action plan, provided in 890519 Itr & addressing eight issues re 
Reg Guide 1-97 requiring resolution prior to restart, acceptable for five issues.Addl info 
required re isolation, failure modes & reactor vessel instrumentation. 

BOGER,B.A. Region 1, Ofc of the Director. 89/07/17. BURKHARDT.L Niagara 
Mohawk Power Corp. 3pp. 50640:341-50640:343. 


Q. Inspection reports, IE Bulletins & correspondence 

8907280279 FOIA request for LER 88-09, NRC enforcement conference w/util on 
88071 l.lnsp Rept 50-220/88-15 & NRC notice of violation Itr to util dtd 880919. 
CROOK, K. A. Devonrue, Ltd. 89/05/15. Division of Freedom of Information & Publica- 
tions Services (Post 890205). Ip. 50775:001-50775:001. 

8906290080 FonA/ards Safety Insp Repts 50-220/89-15 & 50-410/89-13 on 890508- 
12.No violations noted. 

DURR.J. Region 1, Ofc of the Director. 89/06/20. BURKHARDT,L. Niagara Mohawk 
Power Corp. 2pp. 50369:116-50369:128. 

“8906290084 Insp Repts 50-220/89-15 & 50-410/89-13 on 890508-12. No violations 
noted. Major areas inspected:licensee implementation of second 10-yr interval inserv- 
ice testing program & inservice testing of diesel generator valves. 

GOLLA,J.A., EAPEN.P.K. Region 1, Ofc of the Director. 89/06/13. 11pp. 50369:118- 
50369:128. 

8906300134 Forwards util response to 890522 SALP.Util agrees w/need to improve sur- 
veillance testing data & upgrading design basis for core spray & HPCI sys. 
BURKHARDT,L. Niagara Mohawk Power Corp. 89/06/23. Document Control Branch 
(Document Control Desk). 13pp. 50379:140-50379:152. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co, Of New York, Inc, 64pp. 50519:019-50519:080, 

8907050384 Forwards current status of efforts to provide traceability for molded-case 
circuit breakers,in response to NRC Bulletin 88-01 0.Total of 32 molded-case circuit 
breakers traced to circuit breaker mfg. Final response will be sent by 890831. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/06/30. Document Control Branch 
(Document Control Desk). 5pp. 50450:294-50450:298. 

8907170049 Responds to NRC 890606 Itr re violations noted in Insp Repts 50-220/89- 
05 & 50-41 0/89-05.Corrective actions:emergency Work Request 160666 generated & 
addi shift mgt individual w/senior reactor operator license included as reviewer. 
BURKHARDT.L. Niagara Mohawk Power Corp. 89/07/05. Document Control Branch 
(Document Control Desk). 4pp. 50554:163-50554:166. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co, of New York, Inc. 60pp. 50449:001-50449:066, 

8907110345 Forwards response to NRC request for addI info re unresolved items from 
SSFI 50-220/88-201. Util considers Unresolved Items 88-201 -2A,2B & 2C sufficiently 
addressed to allow core reload. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/07/06. Document Control Branch 
(Document Control Desk). 25pp. 50499:018-50499:042. 

8907190207 Forwards Safety Insp Rept 50-220/89-11 on 89041 7-051 2.No violations 
noted. Improvements in licensed operator requalification program identified, however re- 
sidual problems exist re operations/training interface. 

GALLO.R.M. Region 1, Ofc of the Director. 89/07/13. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 50585:184-50585:201. 

—8907190210 Safety Insp Rept 50-220/89-11 on 89041 7-051 2. No violations or devi- 
ations noted.Major areas inspected:licensed operator requalification program,licensee 
commitments re operator training improvements & conduct of plant operations. 

HOWE, A.. WALKER, T., FISH,T. Region 1, Ofc of the Director. 89/07/05. 16pp. 
50585:186-50585:201. 

8907240047 Forwards Special Team Insp Rept 50-220/89-16 on 890522-26. Non-cited 
violation re lack of proper administrative paperwork to document pressure switch ca- 
librs performed on 850809, noted. 

COLLINS,S.J. Region 1, Ofc of the Director. 89/07/18. BURKHARDT,L. Niagara 
Mohawk Power Corp. 3pp. 50699:032-50700:078. 

—8907240051 Special Team Insp Rept 50-220/89-16 on '890522-26.Violation 
noted.Major areas inspected:addl allegations from former Unit 1 technician re reliabil- 
ity of HPCI, 1986 drywell fire, 1986 monthly operating repts & 1986 illegal drug use. 
MEYER, G.W., WEN2INGER,E:C. Region 1, Ofc of the Director. 89/07/17. 22pp. 
50630:266-50630:287. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. IIOpp, 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20, 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907050160 Forwards “1988 SPDES Annual Biological Monitoring Rept." 
DAHLBERG.K.A. Niagara Mohawk Power Corp. 89/06/23. COLQUHOUN.J. New 
York, State of. Ip. 50416:312-50415:365. 

-8907050170 "Nine Mile Point Nuclear Station 1988 SPDES Annual Biological Monitor- 
ing Rept." 

JINKS, S.M. EA Engineering, Science & Technology, Inc. 88/12/31. 43pp. 50416:313- 
50415:355. 

8907200325 Monthly operating rept for June 1989 for Nine Mile Point Nuclear 
Statlon,Unit I.W/890713 Itr. 

DAHLBERG.K., WILUS,J.L. Niagara Mohawk Power Corp. 89/06/30. ibpp. 
50614:345-50614:354. 


8907240304 Provides plant status rept for 890603-0711. 

COOK,W.A. Region 1, Ofc of the Director. 89/07/12. WIGG1NS,J.T. Region 1, Ofc of 
the Director. 4pp. 50641:055-50641:058. 


S. Reportable occurrences, LERs & related correspondence 


8907280279 FOIA request for LER 88-09, NRC enforcement conference w/util on 
88071 l.lnsp Rept 50-220/88-15 & NRC notice of violation Itr to util dtd 880919. 
CROOK.K.A. Devonrue. Ltd. 89/05/15. Division of Freedom of Information & Publica- 
tions Services (Post 890205). Ip. 50775:001-50775:001. 

8906300046 LER 89-007-00:on 890526,determined that primary containment vacuum 
relief sys net being tested per Tech Spec surveillance requirements.Caused by proce- 
dural del c'.cncj- S'ur.e i.ance test revised. W/890626 Itr. 

RANDALl.F G . W LL 3,J Niagara Mohawk Power Corp. 89/06/26. 6pp. 50352:31 1- 
50352:316. 


8907110282 Special rept:on 890606,two fire barrier penetrations out of svc for greater 
than 14 days.Fire watch patrol established within 1 hr as required by Tech Specs. 
WILLIS, J.L. Niagara Mohawk Power Corp. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50501:024-50501:025. 

8907180393 LER 89-008-00:on 890609.fire patrol watch not established per plant Tech 
Specs.Caused by inadequate administrative control process governing request & issu- 
ance of fire equipment mark-ups.Fire watch estabi shed.vV.'89C -”C Itr. 
BALDUZZI.M.A., WILLIS.J.L. Niagara Mohawk Power Corp. 89/07/10. 6pp. 
50580:081-50580:086. 

8907200173 Special rept:on 89061 6,discovered fire door D-166 out-of-svc for more than 
14 days.Caused by failed clock spring. Fire watch patrol established.Work Request 
151339 initiated to repair fire door. 

WILLIS, J.L Niagara Mohawk Power Corp. 89/07/12. Document Control Branch (Doc- 
ument Control Desk). 7pp. 50612:346-50612:352. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK,R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907190207 Forwards Safety Insp Rept 50-220/89-11 on 89041 7-051 2.No violations 
noted. Improvements in licensed operator requalification program identified, however re- 
sidual problems exist re operations/training interface. 

GALLO.R.M. Region 1, Ofc of the Director. 89/07/13. BURKHARDT.L. Niagara 
Mohawk Power Corp. 2pp. 50585:184-50585:201. 

“8907190210 Safety Insp Rept 50-220/89-11 on 89041 7-0512.No violations or devi- 
ations noted.Major areas inspected;licensed operator requaiification program, licensee 
commitments re operator training improvements & conduct of plant operations. 
HOWE.A,. WALKER.T., FISH.T. Region 1, Ofc of the Director. 89/07/05. 16pp. 
50585:186-50585:201. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8907190027 Forwards Safeguards & Radiological Protection Insp Rept 50-224/89-01 on 
890701 & 06.No violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director, 89/07/13. PISTER.C.S. California, Univ. of, 
Berkeley, CA. 2pp. 50592:110-50592:111. 


Q. Inspection reports, IE Bulletins & correspondence 


8907190027 Forwards Safeguards & Radiological Protection Insp Rept 50-224/89-01 on 
890701 & 06. No Violations noted.Rept withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5, Ofc of the Director, 89/07/13. PISTER.C.S. California, Univ. of, 
Berkeley, CA. 2pp. 50592:110-50592:111. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


8907060170 Advises that 881017 & 890309 & 0413 changes to physical security plan 
consistent w/10CFR50.54(p) & acceptable. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/27. BLOCK, R.C. Rensselaer 
Polytechnic Institute, Troy, NY. 3pp. 50434:001-50434:003. 

8907240072 Forwards Safety Insp Rept 50-225/89-01 on 89051 8-1 9.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/07/19. BLOCK, R.C. Rensselaer 
Polytechnic Institute, Troy, NY. 2pp. 50621:038-50621:046. 

“8907240081 Insp Rept 50-225/89-01 on 890518-19.No violations noted. Major areas 
inspectedtiicensee emergency preparedness program. 

AMATO, C.G., LAZARUS,W.J. Region 1, Ofc of the Director. 89/07/13, 7pp. 
50621:040-50621:046. 
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Q, Inspection reports, IE Bulletins & correspondence 

8907240072 Forwards Safety Insp Rept 50-225/89-01 on 890518-1 9.No violations 
noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/07/19. BLOCK, R.C. Rensselaer 
Polytechnic Institute. Troy, NY. 2pp. 50621:038-50621:046. 

--8907240081 Insp Rept 50*225/89-01 on 89051 8-1 9.No violations noted. Major areas 
insp€cted:licensee emergency preparedness program. 

AMATO, C.G., LAZARUS, W.J. Region 1, Ofc of the Director. 89/07/13. 7pp. 
50621:040-50621:046. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


V. Operator Examinations 

8907070010 Responds to 890509 Itr requesting explanation of amount billed to compa- 
ny by Invoice H0940 dtd 890427 for Part 55 operator exams svcs for two employees. 
HOLLOWAY, C.J. License Fee Management Branch (Post 890205). 89/06/29. 
SIMENS.H.G. Aerotest Operations, Inc. 2pp. 50443:233-50443:235. 

-8907070015 Requests full accounting of all cost components which make up Invoice 
H0940.Cost covered in invoice incurred in preparation,presentation & grading of re- 
search reactor operator test for two employees. 

SIMENS,H.G. Aerotest Operations. Inc. 89/05/09. RODRIGUEZ Office of Administra- 
tion & Resources Management (870413-890204). 2pp. 50443:235-50443:235. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8907070330 Rev 5b to "Dresden Generating Station Emergency Plan Annex." 

* Commonwealth Edison Co. 89/01/31. 78pp. 50455:020-50455:097. 

8907050021 Discusses revised fire protection procedure for opposite unit safe shutdown 
equipment out of svc.FSAR will be updated to include detailed means of ref key fire 
protection documents. 

SILADY,J.A. Commonwealth Edison Co. 89/06/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 16pp. 50407:343-50407:358. 

8907110159 Forwards Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively 
& safety evaluation.Amends replace existing license conditions on fire protection w/ 
std condition noted in Generic Ltr 86-10. 

SIEGEL,B.L Project Directorate III-2. 89/06/30. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 50501:217-50501:238. 

—8907110165 Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively, replacing 
existing license conditions on fire protection w/std condition noted in Generic Ltr 86- 
10 . 

SHEMANSKI.P.C. Project Directorate III-2. 89/06/30. 14pp. 50501:221-50501:234. 

-8907110167 Safety evaluation supporting Amends 106 & 101 to Licenses DPR-19 & 
DPR-25,respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50501:235-50501:238. 


8907110159 Forwards Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively 
& safety evaluation.Amends replace existing license conditions on fire protection w/ 
std condition noted in Generic Ltr 86-10. 

SIEGEL.B.L. Project Directorate III-2. 89/06/30. KOVACH.T.J. Commonwealth Edison 
Co. 4pp. 50501:217-50501:238. 

—8907110165 Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively, replacing 
existing license conditions on fire protection w/std condition noted in Generic Ltr 86- 
10. 

SHEMANSKI.P.C. Project Directorate III-2. 89/06/30. 14pp. 50501:221-50501:234. 

-8907110167 Safety evaluation supporting Amends 106 & 101 to Licenses DPR-19 & 
DPR-25, respectively. 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 89/06/30. 4pp. 
50501:235-50501:238. 

8907110111 Forwards safety evaluation accepting util 870910,1117 & 

880315,0419,0713 & 0916 submittals deTor.st''a;nG ut. compliance w/10CFR50,App 
R, Items III.G.3 & III.L & exemption 'equos: fo' t'cr shutcoAT' repairs. 

SIEGEL.B.L. Project Directorate III-2. 89/07/06. KOVACH.T.J. Commonwealth Edison 
Co. 3pp. 50552:205-50552:220. 

-8907110116 Safety evaluation accepting util 870910,1117 & 880315,0419, 0713 & 
0916 submittals demonstrating compliance W/10CFR50, App R. Items III.G.3 & III.L & 
exemption request for hot shutdown repairs. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 13pp. 

50552:208-50552:220. \ ; kk 

8907120167 Forwards TE Murley 890605 Itr to Ecology Ctr of California ack receipt of 
petition filed by ctr & advising that petition being treated .-nder ■'QCFR2.206. 
SHEMANSKI.P.C. Project Directorate 111-2. 89/07/06. KOVACH.T.J. Commonwealth 
Edison Co. 5pp. 50512:094-50512:102. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER, M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907140162 Forwards safety evaluation accepting util DCRDR requirements of SuppI 1 
to NUREG-0737. ^ 

SIEGEL.B.L Project Directorate 111-2. 89/07/12. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 50541:287-50541:292. 

—8907140164 Safety evaluation accepting util DCRDR requirements of SuppI 1 to 
NUREG-0737. 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/12. 4pp. 

50541:289-50541:292. v u kk 

-8906280314 "Technical Evaluation Rept of DCRDR for Dresden Station, Units 2 & 3." 

• Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAlC-88/3017. 88/06/07. NRC - No Detailed Affiliation Given, 9pp, 
50541:293-50541:301. 

8907250026 Forwards Rev 3 to "Inservice Testing Program for ASME Class 1,2,3 & 
Safety-Related Pumps & Valves Including Augmented NRC Testing," per commit- 
ments during 890523 & 24 meetings. 

SILADY,J.A. Commonwealth Edison Co. 89/07/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 6pp. 50643:001-50643:180. 


8907130052 Forwards final "Exercise Rept Dresden Nuclear Power Station Comm Ed 
Joint Exercise,” on 870902.Six areas requiring corrective actions identified. 
KWIATKOWSKl.D. Federal Emergency Management Agency. 89/06/30. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2oo 
50520:035-50520:069. a j k / hk- 

-8907130057 "Exercise Rept.Dresden Nuclear Power Station.Comm Ed Co Joint Exer- 
cise" on 870902. 

* Federal Emergency Management Agency. 87/12/15. 33pp. 50520:037-50520:069. 

8907110111 Forwards safety evaluation accepting util 870910,1117 & 

880315,0419,0713 & 0916 submittals demonstrating util compliance w/10CFR50,App 
R, Items III.G.3 & III.L & exemption request for hot shutdown repairs. 

SIEGEL.B.L. Project Directorate III-2. 89/07/06. KOVACH.T.J. Commonwealth Edison 
Co. 3pp. 50552:205-50552:220. 

“8907110116 Safety evaluation accepting util 870910,1117 & 880315,0419 0713 6 
0916 submittals demonstrating compliance w/IOCFRSO, App R, Items U1.G.3 & III.L 6 
exemption request for hot shutdown repairs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 13pp. 

50552:208-50552:220. ^ , kh 


P. Operating license stage documents & correspondence 

8907050021 Discusses revised fire protection procedure for opposite unit safe shutdown 
equipment out of svc.FSAR will be updated to include detailed means of ref key fire 
protection documents. 

SILADY,J,A. Commonwealth Edison Co. 89/06/20, MURLEY.T.E, Office of Nuclear 
Reactor Regulation, Director (Post 870411). 16pp. 60407:343-50407:358. 

89072(K)242 Advises that new pressure-temp curves,per Reg Guide 1.99, Rev 2, will be 
submitted Iw 890930 in response to Generic Ltr 88-11. 

STOLS.R. Commonwealth Edison Co. 89/06/26. MURLEY.T.E Office of Nuclear Re- 
actor Regulation, Director (Post 870411). Ip. 50648:144-50648:144. 

8906290082 Generic Ltr 89-10 to ail licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61 pp, 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106, 


—8907250028 Rev 3 to "Inservice Testing Program for ASME Class 1,2,3 & Safety-Re- 
lated Pumps & Valves Including Augmented NRC Testing." 

* Commonwealth Edison Co. 89/07/01. 186pp. 50643:007-50643:180. 

8907200347 Notification of 890802 meeting w/util in Downers Grove,IL to discuss con- 
trol room habitability issues at facilities. 

SIEGELB.L Project Directorate I1I-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
III-2. 3pp. 50588:354-50588:356. 

8907240281 Notification of 890801 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues re plants. 

SIEGELB.L Project Directorate III-2. 89/07/20. SHEMANSKI.P.C. Project Directorate 
III-2. 5pp. 50641:059-50641:063. 


8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY, T E NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082, 


Q. Inspection reports, iE Bulletins & correspondence 


8907240452 Responds to NRC 890508 Itr re violations noted in Insp Repts 50-237/88- 
25 & 50-249/88-27.Corrective actions: Procedure C3.6.4 revised & approved on 890125 
& Operating Order 21-88 implemented on 881206. 

KOVACH,T.J. Commonwealth Edison Co. 89/06/07. DAVIS,A.B. Region 3, Ofc of the 
Director. 7pp. 50640:317-50640:323. ^ 


®®J7240443 Forwards revised response to violations noted in Insp Repts 50-237/88-25 
& 50-249/88-27, 

KOVACH,T.J. Commonwealth Edison Co. 89/06/09. DAV1S,A.B. Region 3. Ofc of the 
Director. 2pp. 50640:324-50640:332. ^ 


T© violations noted in Insp Repts 50- 
237/88-25 & 50-249/88-27.Corrective actions: extensive operating procedure review 
implemented & engineering given electrical const procedures. 
KOVACH.T.J. Commonwealth Edison Co. 89/06/09. DAVIS.A.B. Region 3 Ofc of the 
Director. 7pp. 50640:326-50640:332. ^ ’ 

supplemental response to violations noted in Insp Repts 50-237/ 
88-25 & 50-249/88-27.Correctlve actions: extensive operating procedure review & uo- 
grade program initiated. ® ^ 

3, Ofc Of the 
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8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008, SuppI 3 re piping subj to unac- 
ceptable thermal stratification.Review indicated that Dresden, Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 

8907190005 Forwards "Dresden Nuclear Power Station Monthly Operating Summary 
Rept" for June 1987.lnfo previously submitted on annua! basis now included In month- 
ly summary rept. 

tENIGENBURG.E. Commonwealth Edison Co. 89/07/01. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 50593:031-50593:058, 

*•8907240252 Monthly operating repts for June 1989 for Dresden Nuclear Power Sta- 
tion. 

PARAMORE.G.M., REID.J. Commonwealth Edison Co. 89/06/30. 27pp. 50593:032- 
50593:058. 


S. Reportable occurrences, LERs & related correspondence 

8907120360 LER 89-01 7-00:on 890608, batch waste release tank composite sample In- 
advertently discarded before sample aliquot could be analyzed.Caused by personnel 
error.New administrative controls implemented.W/890706 ltr. 

REID.J., EENIGENBURG.E. Commonwealth Edison Co. 89/07/06. 5pp. 50512:008- 
50512:012. 

8907250124 LER 89-01 7-01 :on 881029,HPC1 sys intentionally made inoperable to facili- 
tate pre-planned preventive maint test. Caused by station mgt decision to perform tur- 
bine trip sys test.Turbine tripped satisfactorily afterwards.W/890711 ltr. 

GEIGER.J.. EENIGENBURG.E. Commonwealth Edison Co. 89/07/11. 5pp. 
50644:150-50644:154. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of Inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D, Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


P. Operating license stage documents & correspondence 

8907180343 Forwards request for addi info re 890522 request for amend to license.Info 
requested within 60 days of date of ltr. 

ADAMS, A. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/07/13. WALDROP.C.G. South Carolina, State of. DAVIS, J.J, Transportation, Dept, 
of, Maritime Administration (formerly w/Dept. of Commerce), 3pp. 50578:1 18- 
50578:120. 


DOCKET 50*243 OREGON STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8907100165 Advises that 881111 & 21 changes to emergency response plan in compli- 
ance w/l0CFR50.54(q),w/exception of rev that would change line of succession for 
senior health physicist position.Other changes may be incorporated into plan. 

ADAMS, A. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/30. JOHNSON,A.G, Oregon State Univ., Corvallis, OR, 3pp, 50508:060- 
50508:062. 


8907240495 Forwards Insp Rept 50-243/89-01 c': .”D:5Z.?-2n No .iclati^n noted. 
YUHAS,G.P. Region 5, Ofc of the Director. JC--NSCN,.A.3. Oregon State 

Univ., Corvallis, OR. 2pp. 50640:098-50640:105. 

"-8907240501 Insp Rept 50-243/89-01 on 890522-23. No violations or deviations 
noted. Major areas inspected:reactor operations, health ohysins cmo''gc''cy planning & 
preparedness, transportation activities, follow-up items & ex: .r’.tcr.' o-,v 
JOHNSON, A.D., NORTH,H.S., GARCIA.E.M. Region 5, C'c tno Jiroctor. 89/07/06. 
6pp. 50640:100-50640:105. 

8907250019 Forwards changes to emergency response plan in response to 890630 
Itr.Changes listed include addition of ofc of environ health & safety to list of campus 
suopod agencies & new line of succession for senior health physicist. 

JOHNSON. A 3 Oregon State Univ., Corvallis, OR. 89/07/17. Document Control 
Branch ■.Dccurr-.onl Control Desk). 2pp. 50670:331-50670:354. 

“8907250027 "Revs to Oregon State Univ TRIGA Reactor Response Plan & Imple- 
menting Procedures." 

• Oregon State Univ., Corvallis, OR. 89/07/17. 18pp. 50670:333-50670:354. 


P. Operating license stage documents & correspondence 

8906290388 Application for amend to License R-106,revising wording in Tech Specs 
6.7. a.5 & 6.7. C.4 re reporting requirements as recommended by nationally recognized 
nuclear std on research reactor Tech Specs. 

JOHNSON, A.G. Oregon State Univ., Corvallis, OR. 89/06/14. Document Control 
Branch (Document Control Desk). 3pp. 50364:216-50364:218. 


Q. Inspection reports, IE Bulletins & correspondence 


8907240495 Forwards Insp Rept 50-243/89-01 on 890522-23. No violation noted. 
YUHAS,G.P. Region 5, Ofc of theTDirector. 89/07/06. JOHNSON, A.G. Oregon State 
Univ., Corvallis, OR. 2pp. 50640:098-50640:105. 

“8907240501 Insp Rept 50-243/89-01 on 890522-23. No violations or deviations 
noted. Major areas inspected:reactor operations, health physics, emergency planning & 
preparedness, transportation activities, follow-up items & exit interview. 

JOHNSON,A.D.. NORTH.H.S., GARCIA.E.M. Region 5, Ofc of the Director. 89/07/06. 
6pp. 50640:100-50640:105. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907250058 Forwards "Post Exercise Assessment:871 027-29, Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Wayne County & Monroe County...." 
No deficiencies observed. Offsite emergency preparedness considered adequate. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 89/07/14. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50644:303-50645:030. 

“8907250060 "Post Exercise Assessment:87 1027-29, Exercise of Radiological Emergen- 
cy Preparedness Plans of State of NY, Wayne County & Monroe County for RE Ginna 
Nuclear Power Station." 

* Federal Emergency Management Agency. 89/06/30. 87pp. 50644:304-50645:030. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907170031 Informs that response to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - 
SPDS - 10CFR50.54(f)" delayed due to recent refueling outage activities.Response 
will be provided by 890804. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/06. JOHNSON, A.R. Project Di- 
rectorate 1-3. Ip. 50547:167-50547:167. 

8907130363 Forwards safety evaluation re review of flaw indication in reactor vessel 
Inlet nozzle. Augmented inservice insp, required by ASME Code, unwarranted. 
JOHNSON, A.R. Project Directorate I-3. 89/07/07. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 50530:215-50530:220. 

“8907130364 Safety evaluation of flaw indication in reactor vessel inlet nozzle 
N2B. Licensee 1989 insp results & fracture analysis demonstrate structural integrity of 
reactor pressure vessel will be maintained during svc w/flaw indication, 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/07/07. 4pp. 
50530:217-50530:220. 

8907260319 Responds to Generic Ltr 89-08, "Erosiori/Corrosion-Induced Pipe Wall 
Thinning." Revised program, including use of NUMARC program or other equally effec- 
tive program, will be implemented prior to completion of 1990 refueling outage. 
MECR^Y.R.C. Rochester Gas & Electric Corp. 89/07/19. JOHNSON, A.R. Project Di- 
rectorate 1-3. 2pp. 50674:259-50674:260. 


Q. Inspection reports, IE Bulletins & correspondence 

6906290401 Responds to NRC 880205 ltr re violations noted in Insp Rept 50-244/87- 
27.Corrective actions:listed items incorporated into P&ID upgrade effort. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/06/14. RUSSELL, W.T. Region 1, 
Ofc of the Director. 3pp. 50364:186-50364:187. 
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8907050234 Advises that 870901 commitment complete const activities by 1989 refuel- 
ing outage, per dov’stion noted In Ir.sp Rept 5C-244.'£7--*t.ic'a/cd lint;' 3Sl229.Devi- 
ation covered seismic ana.'ysis & s-ppcns 'c- s-.andcy aux.'iary le6c/.-a:-:r SvS. 
MECREDY.R.C Fcones:or Gas & Elecf-ic Ccfp 89. Co/* 9 PJSSEl T. Region 1, 
Ofc of the Director. 2pp. 50418:099-50418:100. 

8906290453 Fon^'erds response to NRC Bulletin 89-001, "Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." All of Westinghouse Alloy 600 mechanical 
plugs present in B steam generator installed in outages betv/een Dec 1979 & Oct 
1982. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/06/21. JOHNSON, A.R. Project Di- 
rectorate 1-3. 4pp. 50351:357-50351:360. 

8906300219 Responds to NRC Bulletin 88-008 re thermal stresses in piping connected 
to RCS.Program to provide continuing assurance that identified unisolable sections of 
piping attached to RCS do not fail initiated. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/06/22. JOHNSON, A.R. Project Di- 
rectorate I-3. 3pp. 50378:334-50378:336. 

8907100196 Responds to NRC 890523 Itr re violations noted in Insp Rept 50-244/88- 
26.Corrective actions:Administrative Procedure A-54.4.1, "Cold Weather Waikdown" 
rewritten to provide better trigger mechanism for initiation. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/06/22. RUSSELL. W.T. Region 1, 
Ofc of the Director. 3pp. 50459:033-50459:035. 

8907110256 Grants util 890526 request for addi 45 days to respond to violations noted 
in Insp Rept 50-244/89-04. 

DURR.J.P. Region 1. Ofc of the Director. 89/06/27. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 50499:045-50499:048. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907170116 Requests approval for extention of time to submit 10-yr inservice insp inter- 
val program.No Tech Specs changes identified.Program will be submitted by util on 
890721. 

MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/05. JOHNSON.A.R. Project Di- 
rectorate 1-3. 1p. 50554:198-50554:198. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130363 Fonvards safety evaluation re review of flaw indication in reactor vessel 
inlet nozzle.Augmented inservice insp, required by ASME Code.unwarranted. 
JOHNSON.A.R. Project Directorate 1-3. 89/07/07. MECREDY.R.C. Rochester Gas & 
Electric Corp. 2pp. 50530:215-50530:220. 

—8907130364 Safety evaluation of flaw indication in reactor vessel inlet nozzle 
N26.Ljcensee 1 969 insp results & fracture analysis demonstrate structural integrity of 
reactor pressure vessel will be maintained during svc w/flaw indication. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 4pp. 
50530:217-50530:220. 

8907240194 Responds to NRC 890428 Itr re violations noted in Insp Rept 50-244/89- 
04.Corrective actions.-existing info assembled & performed confirmatory addI analyses 
to demonstrate that operabiitty of replacement PORV block valves assured. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/12. MARTIN, T.T. Region 1. 
Ofc of the Director, 4pp. 50648:151-50648:154. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 

8907260179 Forwards App B to "Ginna Nuclear Power Station Inservice Insp Program 
for 1990-1999 Interval," & SuppI 1 to App B, "High Energy Piping Outside Contain- 
ment ^8 Pressure Tests Steam Generator Tubing Reactor Coolant..." for approval. 
MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/21. JOHNSON.A.R. Project Di- 
rectorate 1-3. 2pp. 50715:174-50716:141. 

-8907260180 App B to "Ginna Nuclear Power Station Inservice Insp Program for 1990- 
1999 Interval." 

ANDERSON, C.R. Rochester Gas & Electric Corp. 89/07/20. 330pp. 50715:176- 
50716:141. 

—8907260183 SuppI 1 to App B to “Ginna Nuclear Power Station Inservice Insp Pro- 

f ram for 1990-1999 Interval." Vols 1,2 & 3, "High Energy Piping Outside Containment 
ys Pressure Tests Steam Generator Coolant Pump Flywheels & Snubber Program." 
SMITH, J.F. Rochester Gas & Electric Corp. 89/07/16. 1,200pp. 50716:142- 
50719:329, 


S. Reportable occurrences, LERe & related correspondence 

8906280101 RO;on 890619,safety injection pump recirculation valves B & C discovered 
locked full open at approx 99% power. Power reduction commenced to comply w/ 
Tech Spec.Testing & throttling of safety injection pumps B & C accomplished. 
SPECTOR,S.M. Rochester Gas & Electric Corp. 89/06/20. Document Control Branch 
(Document Control Desk). 2pp. 50330:307-50330:308. 

8907110(^4 PNO‘l-89-051:during wk of 89061 6, five of twelve licensed operators failed 
requalification exams.6ased on preliminary results, plant requalification program evalu- 
ated as unsatisfactory.Mgt meeting scheduled for 890630. 

GALLO.R.. BOGER.B. Region 1, Ofc of the Director. 89/06/27. 2pp. 50499:043- 


8907170091 LER 89-004-00:on 890601, turbine trip w/subsequent reactor trip occurred 
due to ATWS mitigation sys actuation circuitry actuation. Caused by procedural 
inadequacy.Procedure changed based on approved info.W/890705 Itr. 

BACKUS,W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/03. 8pp. 
50544:087-50544:094. 

8907170096 LER 89-005-00:on 890529.gas decay tank A release started approx 14 h 
after sampling tank which is outside Tech Spec 12 h requirement. Caused by person- 
nel error.Correspondence sent to all shift supervisors re compliance.W/890705 Itr. 
BACKUS, W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/05. 6pp. 
50544:095-50544:100. 

8907170365 LER 89-006-00:on 89061 6, operators observed that radiation monitoring sys 
R-10A,R-11 & R-12 monitors selected to sample ambient air instead of required con- 
tainment air.Caused by personnel error. Procedures changed. W/89071 4 Itr. 

BACKUS. W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 89/07/14. 9pp. 
50562:326-50562:334. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907240290 Notification of Mgt Meeting 89-111 on 890725 w/util in King of Prussia, PA 
to discuss ooerator licensing issues. 

HAVERKAM=*.C.R. .=5egicr. Cic of the Director. 89/07/14. Region 1, Ofc of the Di- 
rector. 2pp. 50531 0~2-5:S3l 373. 
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F. Security, medical, emergency & fire protection plans 


8906280204 Rev 7 to Corpo.'ate C^gan:zat' 0 ''. * 0 '‘ N.jdear Incidents Procedure Manual 
Procedure CONI-11.01, "E'ner 3 e''cy Preoarerin-ess Program Reviews." Rev 50 to 
table of contents also end. 

SIEGRIST.H.W., RODGERS, R.C. Northeast Utilities. 89/06/20. 26pp. 50333:118- 
50333:144. 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants.per 
NRC Itrs. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/23. RUSSELL, W.T. Region 1 , Ofc of the Director. 3pp. 50388:296-50388:298. 

89070S0093 Informs that annual emergency preparedness exercise at plant scheduled 
for wk of 891001 & submits exercise objectives. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/06/26. LAZARUS,W.J. Region 1. Ofc of the Di- 
rector. 4pp. 50413:110-50413:113. 

8907110008 Forwards Rev 3 to safeguards contingency plan. Rev withheld (ref 
10CFR73.21(b) & 2.790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/07/05. Document Control Branch (Document 
Control Desk). 1p. 50499:337-50499:337. 

8907140091 Forwards Rev 9 to physical security plan. Rev withheld (ref 10CFR2.790(a)). 
MROCZKA.E.J. Northeast Utilities. MROCZKA.E.J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). 89/07/12. Document Control Branch (Document Control 
Desk). Ip. 50541:335-50541:335. 

8907250076 Forwards Insp Rept 50-245/89-12 on 890509-061 5. Insp concluded that ef- 
fective planning & mgt demonstrated throughout 1 989 refueling outage. 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/07/19. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 50654:329-50654:350. 

-8907250079 Insp Rept 50-245/89-12 on 890509-061 5. Major areas inspected: previ- 
ously identified items, outage activities.plant operations.physical security, recirculation 
pump seal failure event, reactor scram on low main condenser vacuum & LERs. 
MCCABE,E. Region 1, Ofc of the Director. 89/07/19. 20pp. 50654:331-50654:350. 


H. General correspondence 


8907120076 Responds to 890526 Itr re constituent GL Johnson safety concerns ex- 
pressed in 890515-17 Itrs to LW Zech.NRC takes nuclear safety very seriously & will 
bring technical & investigative resources to bear in resolving concerns. 

STELLO.V. Ofc of the Executive Director for Operations. 89/06/30. DODD C.J. 
Senate. 2pp. 50576:001-50576:002. 

-8906290238 Responds to 890515 Itr re handling of allegation concerning calibr of 
gauges.calibr procedures & possible employee job discrimination at facility.Special 
Insp will be conducted to address concerns. 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 89/06/07 
JOHNSON.G.L. Affiliation Not Assigned. 3pp. 50576:003-50576:005. 

“8907170469 Forwards 890517 Itr from GL Johnson re dissatisfaction of NRC handling 
of safety concerns at Unit 2. Assistance requested in ensuring NRC receptiveness of 
workers concerns & in strengthening "whistleblower" laws. 

DODO.C.J. Senate. 89/05/26. BRADBURNE.J.C. Congressional Affairs. 2pp. 
50576:006-50576:007. 

-8906290240 Expresses dismay at NRC handling of safety concerns at facility.Author 
suspected procedure for calibr multimeters not being followed after author checked 
multimeter than co-worker calibr. 

JOHNSON.G.L Affiliation Not Assigned. 89/05/15. ZECH.L.W. Commissioners 12 od. 
50576:008-50576:019. 
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8907180185 Comment opposing proposed rule 10CFR50. ‘‘Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/05. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50563:001- 
50563:002. 


P. Operating license stage documents & correspondence 

8907070361 Submits add! info re 890425 proposed rev to Tech Specs administrative 
controls section concerning high radiation areas, per NRC 890505 conference call. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/26. Document Control Branch (Document Control Desk). 4pp. 50455:181- 
50455:184. 

8907180373 Forwards Amends 118.33,142 & 36 to Licenses DPR-61.DPR-21. DPR-65 
& NPF-49, respectively & safety evaluation. Amends revise Tech Specs by removing 
Tech Spec Figures 6.2-1 & 6.2-2 re organizations functional requirements. 

STOLZ.J.F. Project Directorate 1-4. 89/06/26. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 50579:003-50579:048. 

-8907180377 Amends 118,33,142 & 36 to Licenses DPR-61,DPR-21,DPR.65 & NPF- 
49, respectively.deleting Tech Spec Figures 6.2-1 & 6.2-2 by replacing figures w/narra- 
tive description of offsite & onsite organizations functional requirements. 

STOLZ.J.F. Project Directorate 1-4. 89/06/26. 35pp. 50579:009-50579:044. 

-8907180382 Safety evaluation supporting Amends 118,33,142 & 36 to Licenses DPR- 
61. DPR-21, DPR-65 & NPF-49.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 4pp. 
50579:045-50579:048. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070113 Responds to NRC 890519 denial of GE request for withholding from public 
disclosure GE proprietary info presented in util 890501 Itr.Requests that 890501 ltr be 
withheld from disclosure,per 10CFR2.790. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/06/30. Document Control Branch (Document 
Control Desk). 2pp. 50443:096-50443:097. 

8907100228 Forwards NRR director 890605 ltr ack receipt of petition, filed by Ecology 
Ctr of Southern California & stating that petition will be treated per 10CFR2.206. 
BOYLE, M.L Project Directorate 1-4. 89/07/06. MROCZKA.E.J. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). 2pp. 50445:193-50445:197. 

8907120067 Advises that fourth quarterly installment of 1989 annual fees will be wire 
transferred on 890731 in payment of invoices H1146,H1222,H1190 & H1 151, per 
10CFR171. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/07. Document Control Branch (Document Control Desk). 2pp. 50512:183- 
50512:184. 

8907180329 Advises that payment for 10CFR170 fee sent to JM Rodriquez re NRC 
review of Rev 11 to QA topical rept. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/07. Document Control Branch (Document Control Desk). Ip. 50580:010- 
50580:010. 

8907180272 Requests extension of deadline for response to Generic Ltr 89-06, "Task 
Action Plan Item I.D.2-SPDS-10CFR50.54(f),” to no later than 890721. AddI time 
needed to allow for completion of thorough internal review of response. 

MROCZKA.E.J. Northeast Utilities. MROCZKA.E.J. Connecticut Yankee Atomic Power 
Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/ 
07/12. Document Control Branch (Document Control Desk). 2pp. 50572:169- 
50572:170. 

8907180146 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Plants have programs & procedures in place to monitor erosion/corrosion 
for both single-phase & two-phase flow sys. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/13. Document Control Branch (Document Control Desk). 3pp. 50572:270- 
50572:272. 

8907200025 Advises that 890525 Rev 1 2 to QA program topical rept consistent w/pro- 
visions of 10CFR50.54 & acceptable. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/13. MROCZKA.E.J, Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 4pp. 50597:099-50597:102. 

8907260188 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS - 
10CFR50.54(f)." SPDS for plants meet applicable requirements of Supp1 1 to NUREG- 
0737 & consistent w/ majority of positions provided in NUREG-1342. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCAKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/21. Document Control Branch (Document Control Desk). 8pp. 50673:055- 
50673:062. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290053 Ack receipt of 890125,0227 & 0331 Itrs informing NRC of proposed resolu- 
tions & corrective actions re regulatory effectiveness review.Actions will be examined 
during future insp. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/06/22. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 50364:051-50364:055. 


8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants, per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/06/23. RUSSELL.W.T. 
Region 1 , Ofc of the Director. 3pp. 50388:296-50388:298. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100182 Fonvards Enforcement Conference Rept 50-245/89-13 on 890621. Further 
actions to be taken by NRC re apparent violations & programmatic deficiencies will be 
subj to separate correspondence. 

KNAPP.M.R. Region 1, Ofc of the Director. 89/06/30. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 50508:089-50508:132. 

-8907100183 Enforcement Conference Rept 50-245/89-13 on 890621. Major areas 
discussed:shipment of high pressure pump & trailer w/ removable external radioactive 
contamination from licensee reactor site to vendor site in Moorestown.NJ. 
O’CONNELUP.. PASCIAK.W. Region 1, Ofc of the Director. 89/06/29. 40pp. 
50508:093-50508:132. 

8907120328 Responds to SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping 
Connected to RCS." Issue represents no problem at any Millstone unit.Haddam Neck 
valves will be inspected for leakage during upcoming refueling outage. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/30. Document Control Branch (Document Control Desk). 2pp. 50514:333- 
50514:334. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140161 Forwards Safety Insp Repts 50-245/89-15.50-336/89-14 & 50-423/89-10 
on 89061 9-23.No violations or deviations noted, 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/07/07. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 50544:183-50544:192. 

-8907140167 Insp Repts 50-245/89-15,50-336/89-14 & 50-423/89-10 on 890619- 
23.No violations or deviations noted.Major areas inspected:effluent,transportation & 
solid radwaste programs. Including mgt controls, audits.QA & program implementation. 
FURIA.J., JANG.J., BORES.R. Region 1, Ofc of the Director. 89/07/05. 7pp. 
50544:186-50544:192. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational ^ents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907250076 Forwards Insp Rept 50-245/89-12 on 890509-061 S.lnsp concluded that ef- 
fective planning & mgt demonstrated throughout 1989 refueling outage. 
WENZINGER.E.C. Region 1. Ofc of the Director. 89/07/19. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 50654:329-50654:350. 

—8907250079 Insp Rept 50-245/89-12 on 890509-061 5. Major areas inspected: previ- 
ously identified items, outage activities.plant operations.physical security, recirculation 
pumjD seal failure event.reactor scram on low main condenser vacuum & LERs. 
MCC;ABE,E. Region 1 , Ofc of the Director. 89/07/19. 20pp. 50654:331-50654:350. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & reiated correspondence 

8907180514 Monthly operating rept for June 1989 for Millstone Unit 1. W/890710 ltr. 
NEWBURGH, G., SCACE.S.E Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/06/30. 5pp. 50579:181-50579:185. 


S. Reportable occurrences, LERs & related correspondence 

8906280064 Summary of Operating Reactors Events Meeting 89-21 on 890531. List of 
attendees & related info end. 

LANNING.W.D. Events Assessment Branch. 89/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50330:010-50330:021. 

8907070196 LER 89-01 4-00:on 890529,reactor recirculation pump seal A pressure 
became erratic & containment pressure rapidly increased.Caused by seal failure due 
to damage to seal internals.Investigation into causes continuing.W/890529 ltr. 
YAPCHANYK.D.J., SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 89/06/28. 4pp. 50447:330-50447:333. 

8907100267 LER 89-008-01 :on 89041 4, atmospheric control valves failed to meet re- 
quired leakage rate as specified by Tech Spec.Caused by valve disc not seating prop- 
erly & worn valve seat.Seal replaced & actuator setting adjusted.W/890629 ltr. 
GtORGIAN.E.J,, SCACE.S.E, Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/06/29. 4pp. 50450:357-50450:360. 

8907100037 LER 89-01 5-00:on 890602,reactor scram occurred during startup due to 
condenser low vacuum.Caused by personnel error.Operations dept instruction 1-OPS- 
2.01 revised.Event discussed in detail w/operators involved,W/890630 ltr. 
BIGIARELLI.M.J., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/06/30. 3pp, 50451:082-50451:084. 

8907170088 LER 87-029-02:on 870724,standby gas treatment inoperability identified 
during refueling operations.Caused by personnel error.Design change implemented 
during 1 989 refueling outage.W/890705 ltr. 

THUL,T.S., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/07/05. 4pp. 50544:101-50544:104. 
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8907170103 LER 89-Ol2-01:on 890429, loss of normal power occurred when transform- 
er deenergized from 345 kV switchyard dj? -.g ma nt & testing.Ca-sed by interim con- 
dition of station undervoltage/load shed scrcms cjrrg roc..V.-5r>j7C5 Itr. 

BENNETT, E.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/07/05. 4pp. 50544:105-50544:108. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to ail power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 


f. Security, medical, emergency & fire protection plans 

8907030076 Forwards amended SALP Rept 50-247/88-99 for 880208-890228. Prob- 
lems continue to exist in areas of maint backlog, Inadequate or untimely corrective 
actions for safety issues & procedural adherence. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/23. BRAM,S. Consolidated 
Edison Co. of New York, inc. 4pp. 50395:089-50395:136. 

-8907030109 Final SALP Rept 50-247/88-99 for 880208-890228. Increased efforts 
should be directed to reduce maint backlog items, including review of staffing levels & 
work prioritization. 

* Region 1. Ofc of the Director. 89/02/28. 34pp. 50395:093-50395:136. 

8907070273 Rev 1 to EPIP iP-102-1. "Emergencv Classification." W/890623 Itr. 
LIEBLER.G.H., MEILE.M.L, .BRAM.S.3 CorsorJaiod Edison Co. of New York, Inc. 
89/06/23. 23pp. 50454:334-50454:356. 


G. Adjudicatory correspondence 

8907180053 Requests extension of time for submission of comments re request for 
hearing or/& petition to intervene on Commission proposed NSHC determination con- 
cerning license amend request to increase plant allowable power level. 

HOLT.J. Public Interest Research Group, New York. 89/07/06. NRC - No Detailed Af- 
filiation Given. Ip. 50596:179-50596:179. 


H. General correspondence 

8907050047 Comment on proposed rules 10CFR50,72 & 170 re "Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites.” 
BRAM.S.B. Consolidated Edison Co. of New York. Inc. 89/06/16. Docketing & Serv- 
ices Branch. 2pp. 50353:071-50353:072. 

8907200262 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." Significant & 
independent industry efforts already underway to address issue. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/07/07. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 50583:359-50583:360. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8906290442 Rev 7 to updated FSAR for Indian Point Unit 2.W/890629 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/29. 300pp. 50346:101- 
50347:031. 


P. Operating license stage documents & correspondence 

8906300229 Forwards assessment of post-stress relief girth weld indications in steam 
generator 22.Encl withheld (ref 1 0CFR2.790). 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/09. Document Control 
Branch (Document Control Desk). 2pp. 50370:189-50370:192. 

8906270439 Forwards proprietary response to NRC questions re Rev 1 to WCAP-12293 
covering structural analysis models, stress & fatigue results, recommendations for miti- 
gation & feedwater nozzle mail removaI.EncI withheld. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/20. Document Control 
Branch (Document Control Desk). 3pp. 50334:124-50334:126. 

8906300205 Forwards application for amend to License DPR-26,revising Tech Specs to 
modify requirements for spent fuel storage in spent fuel storage pit. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/20. Document Control 
Branch (Document Control Desk). 2pp. 50367:211-50368:100. 

-8906300207 Application for amend to License DPR-26, revising Tech Specs 
3.8.B.4,3.8.C.2,3.8.D.1,3.8.D.2,3.8.D.3.3.8.E,5.4.2.B, 5.4,3 & Table 4.1-2 to accommo- 
date proposed spent fuel storage capacity expansion. 

BRAM.S.B. Consolidated Edison Co. of New York. Inc. 89/06/20. ip. 50367:213- 
50367:213. 

-8906300209 Proposed Tech Specs modifying spent fuel storage requirements. 

• Consolidated Edison Co. of New York, Inc. 89/06/20, 13pp, 50367:214-50367:226. 

-8906300210 "Indian Point Unit 2 Spent Fuel Pool Increased Storage Capacity Licens- 
ing Rept." 

* Consolidated Edison Co. of New York, Inc. 89/06/30. 238pp. 50367:227-50368:100. 

8906280274 Summary of 890613 meeting w/utils In Rockville.MD re proposed license 
amends to increase UHS temp for plant. List of attendees end. 

NEIGHBORS, J.D., BRINKMAN, D.S. Project Directorate 1-1. 89/06/22. NRC - No De- 
tailed Affiliation Given. 6pp. 50330:199-50330:204. 

8907050483 Re^onds to Generic Ltr 83-28, Item 4.5.3. Project will be initiated to devel- 
op proposed Tech Spec amend to reflect surveillance frequencies in VVestinghouse 
Owners Group rept. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc, 89/06/22. Document Control 
Branch (Document Control Desk). 2pp. 50408:315-50408:316. 


8907050073 Forwards mod for plant SPDES permit.issued on 890428 & 0523 by State 
of NY Dept of Environ Cc''se^.'riti.'?-'. C.'-arres permit discharge of boron from conden- 
sate polisher sys efflue!": . '.'3 : 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/23, Document Control 
Branch (Document Control Desk). 6pp. 50418:087-50418:092. 

8907070355 Advises that no items have been purchased directly from Planned Maint 
Sys, Inc from Jul 1985 to present.per BB Hayes 890522 Itr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/26. Document Control 
Branch (Document Control Desk). 1p, 50455:177-50455:177. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
SL'-.e'"a.'’cc Svc list end. 

F-.=T._C-.V.-.3 Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:06 1 . 

8907050016 Requests addi info re 890612 proposed Tech Spec amend to increase al- 
lowable out-of-svc time for inoperable valves in containment spray sys & to add limit- 
ing conditions of operation for spray additive tanks & battery chargers. 

BRINKMAN, D.S. Project Directorate 1-1. 89/06/28. BRAM.S.B, Consolidated Edison 
Co. of New York, Inc. 2pp. 50418:034-50418:035. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end, 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130190 Submits response to NRC 890313 request for addI info re 880930,890110 
& 0414 applications for amend to license, increasing authorized core power level to 
3071.4 MWt, corresponding to original Westinghouse NSSS power level. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/30. Document Control 
Branch (Document Control Desk). 2pp. 50533:356-50533:357. 

8907170417 Withdraws 870612 application for amend to License DPR-26 re fan cooler 
unit filtration sys.Subsequent to certain reanalyses, util will consider resubmittal of part 
• o' acpi'cat'or' in Fall of 1 989. 

B.=fA.M,S.5. Cc''sciic3toa Edison Co. of New York, Inc. 89/07/07. Document Control 
Branch (Document Control Desk). 2pp. 50546:338-50546:339. 

8907180122 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2, SPDS - 
10CFR50.54(f).’’ Conclusions in Rev 1 to SAR re safety assessment/SPDS un- 
changed from conclusions in original SAR dtd 860731. 

MIELE,M.L Consolidated Edison Co. of New York, Inc. 89/07/10. Document Control 
Branch (Document Control Desk). 2pp. 50578:321-50578:322. 

8907180418 Advises that electronic funds transfer in listed amount tendered to NRC on 
890710 for fourth installment of FY89 annual fees for operation of facility, per 
10CFR171 & Invoice H1148.dtd 890701. 

BRAM.S.B. Consolidated Edison Co. of New York. Inc. 89/07/10. RODRIGUEZ, J.M. 
NRC - No Detailed Affiliation Given. 1 p. 50572:273-50572:273. 

8907190119 Clarifies 890612 application for amend to License DPR-26 re containment 
spray & electrical sys.Safety assessment revised & end w/ Itr. Assessment should be 
replaced w/ Attachment II of 890612 submittal. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/07/11. Document Control 
Branch (Document Control Desk). 1 3pp. 50594:285-50594:297. 

8907180435 Forwards application for amend to License DPR-26, revising Tech Specs to 
authorize operation of plant at up to river water max temp of 95 F & w/max contain- 
ment temp of 130 F when reactor or:e'’at’.rg.‘,VCA=’-l2G’‘2 also end. 

BRAM.S.B. Consolidated Edison Co. c- Nov. '^crk, i.-'c. 39/07/13. Document Control 
Branch (Document Control Desk). 3pp. 50571:187-50571:212. 

-8907180440 Application for amend to License DPR-26, revising Tech Spec Sections 
3.3.F & 5.2.C,Basis Pages 3.3-10,3.3-11,3.3-14 & 4.4-6 & Table 4.1-1 to increase UHS 
temp from 85 F to 95 F & w/max containment temp of 130 F. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/07/13, Ip. 50571:190- 
50571:190. 


-8907180446 Proposed Tech Spec Sections 3.3.F & 5.2.C & Basis Pages 3.3-10,3.3- 
1 1,3.3-14,4.4-6 & Table 4.1-1 re UHS temp. 

* Consolidated Edison Co. of New York, Inc. 89/07/31. 22pp. 50571:191-50571:212. 

-8907180454 “Safety Evaluation for UHS Temp Increase to 95 F at Indian Point Unit 
2 ." 

COLVIN.E.R., DURKOSH.D.E.. GRIGSBY.J.M. Westinghouse Electric Corp. WCAP- 
12312. 89/07/31, 275pp. 50571:213-50572:131. 

8907260260 Notification of 890802 meeting w/utils in Rockville.MD to discuss proposed 
license amends authorizing increase in UHS temp for units. 

BRINKMAN, D.S. Project Directorate I-1. 89/07/20. CAPRA, R.A. Project Directorate I- 

1. 4pp. 50673:108-50673:111. 

6907260293 Forwards notice of consideration of issuance of amend to License DPR-26 
re proposal to increase max allowable river water temp at inlet to svc water sys from 
85 F to 95 F & air temp from 120 F to 130 F. 

BRINKMAN, D.S. Project Directorate 1-1. 89/07/21. BRAM.S.B. Consolidated Edison 
Co. of New York. Inc. 2pp. 50673:094-50673:1 05, 

-8907260296 Notice of consideration of issuance of amend to License DPR-26 & pro- 
posed NSHC determination & opportunity for hearing on 890713 request revising Tech 
Specs to increase water temp at inlet to svc water sys from 85 F to 95 F. 
BRINKMAN.D.S. Project Directorate 1-1. 89/07/21. 10pp. 50673:096-50673:105. 


Q. Inspection reports, IE Bulletins & correspondence 

8907060217 Forwards Insp Rept 50-247/89-13 on 890602-05 & notice of 
violation.Violation includes multiple examples of failure to observe procedural require- 
ments during work activities in radiological control areas. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/01. BRAM.S. Consolidated 
Edison Co. of New York. Inc. 2pp. 50432:121-50432:136. 
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--8907060218 Notice of violation from insp on 890424-0505. Violation notedron 
890427, inspector observed operator inside area posted “Dosimetry Required on 
Knee" not wearing required dosimetry on knee. 

* Region 1, Ofc of the Director. 89/06/01. 2pp. 50432:123-50432:124. 

-8907060220 Insp Rept 50-247/89-13 on 890502-05.Violations noted.Major areas 
inspected:safety insp of radiological controls program onsite. 

THOMAS, W., O’CONNELL, P., SHERBINI,S. Region 1, Ofc of the Director. 89/05/30. 
12pp. 50432:125-50432:136. 

8906290247 Submits response to NRC Bulletin 89-001, “Failure of Westinghouse Steam 
Generator Tube Mechanical Plugs.’’ Installation of mechanical plugs from suspect 
heats has been discontinued. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/06/15. Document Control 
Branch (Document Control Desk). 2pp. 50364:171-50364:172. 

8906290256 Responds to NRC 890419 Itr re unresolved item noted in Insp Rept 50- 
247/89-1 0.Corrective actions:valve 855 monitored as part of quarterly safety injection 
sys pump test to ensure that valve does not lift prematurely. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/16. Document Control 
Branch (Document Control Desk). 2pp. 50364:169-50364:170. 

8907030076 Forwards amended SALP Rept 50-247/88-99 for 880208-890228. Prob- 
lems continue to exist in areas of maint backlog, inadequate or untimely corrective 
actions for safety issues & procedural adherence. 

RUSSELL,W.T. Region 1, Ofc of the Director. 89/06/23. BRAM.S. Consolidated 
Edison Co. of New York, Inc. 4pp. 50395:089-50395:136. 

-8907030109 Final SALP Rept 50-247/88-99 for 880208-890228.lncreased efforts 
should be directed to reduce maint backlog items, including review of staffing levels & 
work prioritization. 

Region 1, Ofc of the Director. 89/02/28. 34pp. 50395:093-50395:136. 

8907110088 Forwards Safety Insp Rept 50-247/89-12 on 890501 -05,notice of violation 
& safety evaluation. 

DURR,J.P. Region 1, Ofc of the Director. 89/06/29. BRAM.S. Consolidated Edison 
Co. of New York, Inc. 2pp. 50498:337-50498:358. 

-8907110093 Notice of violation from insp on 890501 -OS.Violation noted: on 890505,no 
procedures for Phase 1 & Phase 2 electrical separation program had been developed 
to control safety-related activities. 

* Region 1, Ofc of the Director. 89/06/29. Ip. 50498:339-50498:339. 

-8907110095 Team Insp Rept 50-247/89-12 on 890501 -OS.Violation noted. Major areas 
inspected:electrical separation program, including review of facility cable routing sur- 
veillance rept & related documents. 

CHEUNG.L.S., ANDERSON,C.J. Region 1, Ofc of the Director. 89/06/14. 15pp. 
50498:340-50498:354. 

-8907110097 Safety evaluation accepting licensee design criteria for electrical cable 
separation w/listed exception re power circuits. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/29. 4pp. 
50498:355-50498:358. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30, 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907130198 Responds to violation noted in Insp Rept 50-247/89-13. Corrective 
actions;individual disciplinary action taken, ranging from withdrawal of site access au- 
thorization to memos of reprimand. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/06/30. Document Control 
Branch (Document Control Desk). 3pp. 50532:207-50532:209. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180224 Responds to NRC 890609 Itr re violations noted in Insp Rept 50-247/89- 
09.Corrective actions:position reconsidered, use of submersible pump terminated & 
jumper to oversee installation of submersible pump issued, 

MIELE.M.L. Consolidated Edison Co. of New York, Inc. 89/07/10. Document Control 
Branch (Document Control Desk). 7pp, 50577:050-50577:056. 

8907160340 Forwards Safety Insp Rept 50-247/89-14 on 890515-19 & 0605- 09.No vio- 
lations noted. 

DURR.J.P. Region 1, Ofc of the Director, 89/07/10. BRAM,S. Consolidated Edison 
Co. of New York, Inc. 2pp. 50572:159-50572:165. 

-8907180342 Insp Rept 50-247/89-14 on 890515-19 & 0605-09.Major areas 
inspected:girth weld crack in steam generator 22,including weld repair, stress 
relief,post-stress relief cracking, grinding repairs & NDE. 

KAPLAN,H.J., STROSNIDER,J. Region 1, Ofc of the Director. 89/07/07. 5pp. 
50572:161-50572:165. 

8907190299 Ack receipt of 890616 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-247/89-1 0.Awaits followup response of evaluations re raising 
setpoint for relief valve 855. 

DURR,J.P. Region 1, Ofc of the Director. 89/07/12, BRAM,S. Consolidated Edison 
Co. of New York, Inc. 2pp. 50594:1 18-50594:121. 

8907260307 Discusses reactor vessel inservice insp & concludes that submission of 
addi fracture mechanics analysis in 1 994 no longer necessary, 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 89/07/12. Document Control 
Branch (Document Control Desk). 2pp. 50673:246-50673:247. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Mail Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 89/07/20. 
Consolidated Edison Co. of New York. Inc. 1 13pp. 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8906300125 Mo''.thly operating rept for May 1989 for Indian Point Unit 2. W/890615 Itr. 
KREIGER.K., BRAV.S.i?. Consolidated Edison Co. of New York, Inc. 89/05/31. 6pp. 
50368:215-50368:220. 


S. Reportable occurrences, LERs & related correspondence 

8906290055 PNS-l-89-010:on 890621, Dept of Investigation in New York City received 
call threatening destruction of plant & ref 1977 incident where damage inflicted on 
plant. Bomb threat contingency procedures implemented & security maintained. 
CAMERON.D.F., KEIMIG.R.R. Region 1. Ofc of the Director. 89/06/21. 2pp. 
50363:340-50363:341 . 

8907060138 PNS-l-89-010B:on 890622,individual who made security threats to facility 
on 890621 & 22 located.FBI interview of individual indicated history of mental disorder 
& individual was not taking prescribed medication when calls made. 

CAMERON.D.F., KEIMIG.R.R. Region 1, Ofc of the Director. 89/06/27. Ip. 
50434:014-50434:014. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8907070330 Rev 5b to “Dresden Generating Station Emergency Plan Annex." 

* Commonwealth Edison Co. 89/01/31. 78pp. 50455:020-50455:097. 

8907050021 Discusses revised fire protection procedure for opposite unit safe shutdown 
equipment out of svc.FSAR will be updated to include detailed means of ref key fire 
protection documents. 

SILADY.J.A. Commonwealth Edison Co. 89/06/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 16pp. 50407:343-50407:358. 

8907110159 Forwards Amends 106 & 101 to Licenses DPR- 19 & DPR-25, respectively 
& safety evaluation.Amends replace existing license conditions on fire protection w/ 
std condition noted in Generic Ltr 86-1 0. 

SIEGEL,B.L. Project Directorate 111-2. 89/06/30. KOVACH, T.J. Commonwealth Edison 
Co. 4pp. 50501:217-50501:238. 

-8907110165 Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively, replacing 
existing license conditions on fire protection w/std condition noted in Generic Ltr 86- 
10 . 

SHEMANSKI.P.C. Project Directorate III-2. 89/06/30. 14pp. 50501:221-50501:234. 

-8907110167 Safety evaluation supporting Amends 106 & 101 to Licenses DPR-19 & 
DPR-25,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50501:235-50501:238. 

8907130052 Forwards final “Exercise Rept Dresden Nuclear Power Station Comm Ed 
Joint Exercise,” on 870902.Six areas requiring corrective actions identified. 
KWIATKOWSKl,D. Federal Emergency Management Agency. 89/06/30. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50520:035-50520:069. 

“8907130057 “Exercise Rept,Dresden Nuclear Power Station,Comm Ed Co Joint Exer- 
cise" on 870902. 

* Federal Emergency Management Agency, 87/12/15. 33pp. 50520:037-50520:069, 

8907110111 Forwards safety evaluation accepting util 870910,1117 & 

880315,0419,0713 & 0916 submittals demonstrating util compliance w/10CFR50,App 
R, Items II1.G.3 & III.L & exemption request for hot shutdown repairs. 

SIEGEL.B.L. Project Directorate 111-2. 89/07/06. KOVACH, T.J. Commonwealth Edison 
Co. 3pp. 50552:205-50552:220. 

“8907110116 Safety evaluation accepting util 870910,1117 & 880315,0419, 0713 & 
0916 submittals demonstrating compliance w/10CFR50, App R,ltems III.G.3 & III.L 8 
exemption request for hot shutdown repairs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 13pp. 
50552:208-50552:220. 


P. Operating license stage documents & correspondence 

8907050021 Discusses revised fire protection procedure for opposite unit safe shutdown 
equipment out of svc.FSAR will be updated to include detailed means of ref key fire 
protection documents. 

SILADY.J.A. Commonwealth Edison Co. 89/06/20. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 16pp. 50407:343-50407:358. 

8907200242 Advises that new pressure-temp curves.per Reg Guide 1.99,Rev 2,will be 
submitted by 890930 in response to Generic Ltr 88-11. 

STOLS.R, Commonwealth Edison Co. 89/06/26. MURLEY.T.E, Office of Nuclear Re- 
actor Regulation, Director (Post. 870411). ip. 50648:144-50648:144. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 
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8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy," Svc list end. 

PARTLOW.J.G. Associate Director for Froiects iPcst S7C411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 5C416:062-5C4 16-106. 

8907110159 Forwards Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively 
& safety evaluation.Amends replace existing license conditions on fire protection w/ 
std condition noted in Generic Ltr 86-10. 

SIEGEL.B.L. Project Directorate 111-2. 89/06/30. KOVACH, T.J. Commonwealth Edison 
Co. 4pp. 50501:217-50501:238. 

-8907110165 Amends 106 & 101 to Licenses DPR-19 & DPR-25, respectively, replacing 
existing license conditions on fire protection w/std condition noted in Generic Ltr 86- 
10 . 

SHEMANSKI.P.C. Project Directorate lil-2. 89/06/30. 14pp. 50501:221-50501:234. 

-8907110167 Safety evaluation supporting Amends 106 & 101 to Licenses DPR-19 & 
DPR-25, respectively. 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50501:235-50501:238. 

8907110111 Forwards safety evaluator accent ng uti’ 870910,1117 & 

aeC'315.C4"9 & C9‘6 s-O'r.-.tals ce~'cns;'-a:.r;g ui.l cc.m.o'-ance w/10CFR50,App 

P.,l:errs 3 2 i i.-. u 8 eifemp; cn 'cgues: -or .no: snu:dowr. reoa-’S 
S.EGLLB _ R'cec: l'..'ec:c.':->.'.e ■'.-2 8S.'37. 05. KC /AC.-;, T.J. Commonwealth Edison 
Co. jou "0£f2 205-5C552 220 

-8907110116 Safety evaluation accepting util 870910.1117 & 880315,0419, 0713 & 
0916 submittals demonstrating compliance w/l0CFR50. App R.Items I1I.G.3 & Ill.L & 
exemption request for .^ot shutdown repal'S. 

* Office of Nuclear Reacicr Re:;uia;!cn. D rector (Post 870411). 89/07/06. 13pp. 
50552:208.50552:220. 

8907120167 Forwards TE Murley 890605 ltr to Ecology Ctr of California ack receipt of 
petition filed by ctr & advising that petition being treated under 10CFR2.206. 
SHEMANSKI.P.C. Project Directorate III-2. 89/07/06, KOVACH, T.J. Commonwealth 
Edison Co. 5pp. 50512:094-50512:102. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item l,D.2 - SPDS. 
RICHTER.M.H. Commonwealth Edison Co. 89/07/11. MURLEY, T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907140162 Forwards safety evaluation accepting util DCRDR requirements of SuppI 1 
to NUREG-0737 

SIEGEL.B L Froject Directorate III-2. 89/07/12. KOVACH.TJ. Commonwealth Edison 
Co. 2pp. 50541:287.50541:292. 

-8907140164 Safety evaluation accepting util DCRDR requirements of SuppI 1 to 
NUREG.0737. a s kh 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/12. 4pd. 
50541:289-50541:292. 

-8906280314 ‘‘Technical Evaluation Rept of DCRDR for Dresden Station. Units 2 & 3." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-88/3017. 88/06/07. NRC - No Detailed Affiliation Given. 9pd. 
50541:293-50541:301. 


8907250026 Forwards Rev 3 to "Inservice Testing Program for ASME Class 1,2,3 & 
Safety-Related Pumps & Valves Including Augmented NRC Testing.” per commit- 
ments during 890523 & 24 meetings. 

SILADY.J.A. Commonwealth Edison Co. 89/07/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 6pp. 50643:001-50643:180. 

-8907250028 Rev 3 to ‘‘Inservice Testing Program for ASME Class 1,2,3 & Safety-Re- 
lated Pumps & Valves Includirq Ajq.mented NRC Testing.” 

* Commonweakh Edison Cc. S3. c;’7oi I66pp 50643:007-50643:180. 

8907200347 Notification of 890802 meeting w/utii in Downers Grove, IL to discuss con- 
trol room habitability issues at facilities. 

SIEGEL.B.L. Project Directorate III-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
111-2. 3pp. 50588:354-50588:356. 

8907240281 Notification of 890801 meeting w/util in Downers Grove.lL to discuss con- 
trol room habitability issues re plants. 

HI I^Ipp^SOe^f 059 50641%63 SHEMANSKI.P.C. Project Directorate 


8907260317 Responds to Generic Ltr 89-08. ‘‘Erosion/Corrosion-Induced Pipe Wall 
Thinning. Efforts being made to develop formalized procedures for insp proorams for 
those stations w/o procedures. r » 

RIC.HTER.f/.H Comrr.cnwealth Edison Co. 89/07/21. MURLEY.T.E NRC - No De- 
tailed Affiliation Given. 2Dp. 50703:081-50703*082. 


Q. Inspection reports, IE Bulletins & correspondence 

890508 ltr re violations noted in Insp Repts 50-237/88- 

3, Ofc Of the 

*^^249/8^27^'^^^ response to violations noted in Insp Repts 50-237/88-25 

A actions: extensive operating procedure review 

Kf® »mplement^& engineering given electrical constVocedures. 

^?®f^nse to violations noted in Insp Repts 50-237/ 
O'ooe'lfre review & up- 

”«9'0" 3' 0*0 Of the 


8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
bv High Enerqy Line Break." Svc list end. 

.RbSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc. 64pp. 50519:019-50519:080. 


8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C^.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 


8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk), 44pp. 50530:063-50530:106. 


8907200365 Forwards response to NRC Bulletin 88-008, SuppI 3 re piping sub] to unac- 
ceptable thermal stratification.Review indicated that Dresden, Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc, 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 

8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
TNpn’nc." Efforts be'rg made to develop formalized procedures for insp programs for 
t.ncsc sta;!ons w c croc£dv.''CS. 

R:C.=-^t-e=..M H Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tai £c AfViaticn Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 


8907190005 Forwards "Dresden Nuclear Power Station Monthly Operating Summary 
Rept” for June l987.lnfo previously submitted on annual basis now included in month- 
ly summary rept. 

EENIGENBURG.E. Commonwealth Edison Co. 89/07/01. Office of Nuclear Reactor 
Regulation. Director (Post 870411). Ip. 50593:031-50593:058. 

-8907240252 Monthly operating repts for June 1989 for Dresden Nuclear Power Sta- 
tion. 

PARAMORE.G.M.. REID.J. Commonwealth Edison Co. 89/06/30. 27pp. 50593:032- 


S. Reportable occurrences, LERs & related correspondence 


8907050308 LER 89-007-00:on 890531 .discovered that personnel access airlock had 
leakage in excess of 3.75% of total allowable primary containment leakage of 821 86 
std cubic feet per hour.Caused by improperly seated gasket.W/890629 ltr, 

LI2ALEK.J., EENIGENBURG.E. Commonwealth Edison Co. 89/06/29. 4pp 


8907250110 LER 89-001 -01 :on 890325.fault occurred within 345 kV switchyard power 
circuit breaker 8-15.Caused by slow transfer of 4 kV bus 32 from TR 32 to TR 
31. Breakers tested, inspected & repaired.W/890710 ltr. 

^ 645 - 070 ^’h Commonwealth Edison Co. 89/07/10. 34pp, 


J * j I ^welal^g caoie & air nose found routed throuqh 

unducted ventilation opening containing fire damper in fire wall.Caused by mat defi- 
ciency in not identifying opening as fire barrier. W/89071 1 ltr. 

Commonwealth Edison Co, 89/07/11. 5pp. 

'^'''''^9 insulation of inner jacket 
upd on General Motors diesel generator sets identified as 999 or MP series End list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY, T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 


vaenenc nr oy-ii; lo ail power reactor licensees i 

arainr li/vein«>inn C. i:..* ......I 


lor UL. re op- 


erator licensing exams.Svc list end. 

Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


. 1 aDTT . t; '. L Jr'' w/»yuD2D ltr. 

5M^li94 & i-igfit Co. 89/06/05. 19pp. 50378:176- 


P'*" PPnsisten. w/provi- 

Sgwia Ipp"l477fi3°!§041?!;i3?"“^^^ P'orida Power S 
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8906290191 Advises that App R insp scheduled for 890710-14 changed to 890821- 
25. Listed addi info requested by 890719. 

REYES.LA. Reccn 2. Ofc o‘ t.ho Director. 89/06/23. WOODY.C.O. Florida Power & 
Light Co. 3pp 5C36S 3^. '-50356. 3*' 3. 

8907130009 Administrative Procedure M 553 32. Heaith Physics Procedure HP-92, 
‘‘Emergency Radiation Team Response - Offsite.' Vv/890707 Itr. 

WOODY.C.O. Florida Power & Light Co. 89/07/07. 12pp. 50536:041-50536:052. 

8907140086 Forwards Rev 6 to security training & qualification plan. Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY.C.O. Florida Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50542:289-50542:290. 

8907140088 Forwards Rev 17 to physical security plan. Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY.C.O. Florida Power & Light Co. 89/07/11, Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:285-50541:286. 

8907170390 Forwards Safeguards Insp Repts 50-250/89-21 & 50-251/89-21 on 
890424-28 & notice of violation. Advises that penalty unwarranted to further emphasize 
need for improvement in security c-caram.Nctice with^'eld (ref 10CFR2.790 & 73.21). 
EBNETFR.SD Region 2, Ofc of t-o D-'octc'. 83.-C7/I2. WOODY.C.O. Florida Power 
& ..-gf-. Co. 3co. 50554:006-50554:010. 

-8907170393 Partially withheld Insp Repts 50-250/89-21 & 50-251/89-21 on 890424-28 
(ref 10CFR2.790 & 73.21). Violations noted, Major areas inspectedimgt support & secu- 
rity program plans & protected & vital area physical barriers. 

TILLMAN, A., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/06/01. 2pp. 
50554:009-50554:010. 


Q. Adjudicatory correspondence 

8907030095 Forwards util 890616 Itr re reactor vessel fracture toughness.for 
info,although subj considered outside scope & irrelevant to proceeding,per Board 
890608 order. 

FRANTZ,S.P. Florida Power & Light Co, FRANT2,S.P. Newman & Holtzinger. #389 

8821. 89/06/21. COTTER,B,P„ BRIGHT,G.O., HARBOUR.J. Atomic Safety and Li- 
censing Board Panel. 10pp. 50311:307-50311:316. 

8907030105 Licensee first set of discovery requests to Ctr for Nuclear Responsibility & 
J Lorion.* W/Certificate of Svc.Related correspondence. 

FRANTZ,S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #389 

8822. 89/06/21. Center for Nuclear Responsibility. lOpp, 50311:317-50311:326. 

8907200126 Documents oral agreement for 30-day extension of time to respond to li- 
censee 890621 first set of discovery requests to Ctr for Nuclear Responsibility & J 
Lorion until 89071 0.W/ Certificate of Svc.Related correspondence. 

FRANTZ,S.P. Florida Power & Light Co. FRANTZ,S.P. Newman & Holtzinger. #389 
8865. 89/07/03. LORION, J, Center for Nuclear Responsibility. 4pp. 50545:342- 
50545:345. 

8907240155 Discusses util 890605 application for amend to licenses re pressure/temp 
limits, Amend would replace entire set of current Tech Specs w/revised specs to con- 
form w/NUREG-0452. Related info encl.W/Certificate of Svc. 

FRANTZ,S.P. Florida Power & Light Co. FRANTZ,S.P. Newman & Holtzinger. #389 
8919. 89/07/14. COTTER.B.P., BRIGHT,G.O., HARBOUR.J. Atomic Safety and Li- 
censing Board Panel. 36pp. 50574:245-50574:280. 

8907260052 Answer to partial director's decision under 10CFR2.206.* NRC must act 
decisively to shut down facility until licensee can demonstrate ability to operate plant 
in safe & reliable manner consistent w/NRC requirements. 

SAPORITO.T.J. Affiliation Not Assigned. #389 8935. 89/07/16. Ofc of the Executive 
Director for Operations. 10pp. 50602:323-50602:332. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907210181 Rev 7 to updated FSAR for Turkey Point Units 3 & 4.W/890717 Itr. 
WOODY.C.O. Florida Power & Light Co. 89/07/31. 300pp. 50597:255-60598:324. 


P. Operating license stage documents & correspondence 

8906280290 Requests analysis of samples for tritium, Fe-55,Sr-89 A,Sr-90 as part of 
NRC Confirmatory Measurements Program as soon as practicable, but no later than 60 
days from receipt of samples. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. WOODY.C.O. Florida Power 
& Light Co. 2pp. 50333:244-50333:245. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 87041 1 ). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130246 Provides status of remaining performiance enhahcernent program 
activities, per NRC 860812 confirmatory order.Comprehensive QA closeout of progrartl 
completed w/one of nine findings open & scheduled for completion by Oct 1990. 
WOODY.C.O. Florida Power & Light Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 50532:176-50532:176. 

8907180239 Notification of mgt meeting w/util on 890719 at plant site to discuss signlfl* 
cant programmatic issues. 

CRLENJAK.R.V. Region 2, Ofc of the Director. 89/07/12. Region 2, Ofc of the Direc- 
tor. 2pp. 50579:101-50579:102. 

8907180249 Forwards marked-up FSAR pages w/changes expected from adoption of 
revised Tech Specs in 890605 license amend requestEncI changes to FSAR would 
facilitate completion of NRC SER. 

WOODY.C.O. Florida Power & Light Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 68pp. 50902:149-50902:206. 


8907190318 Responds to 881221,890113 & 30,0207 & 0425 & 26 requests for action 
by NRC re plant.Forwards partial director's decision denying petitioner request for 
action.under 10CFR2.206, except for remaining two open issues & FR notice. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. SAPOR ITO,T.J. Affiliation Not Assigned. 4pp. 50592:138-50592:159. 

-8907190322 Partial Director's Decision DD-89-05 denying TJ Saporito 881221 
request,under 10CFR2.206,that NRC take certain actions re plants,except for two 
open issues. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. 16pp. 50592:142-50592:157. 

-8907190327 Notice of issuance of partial Director's Decision DD-89-05 denying TJ Sa- 
porito 881205 petition for suspension & to revoke OLs for plant due to discrimination 
& harassment except for two open issues, 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. 2pp. 50592:158-50592:159. 

8907190377 Confirms 890703 telcon re 890719 meeting at plant to discuss significant 
programmatic issues.Propcsed agenda end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/07/12. CONWAY,W.F. Florida 
Power & Light Co. 2pp. 50594:098-50594:099. 

8907210168 Advises that Rev 15 to QA program consistent w/provisions of 
10CFR50,App B & acceptable. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/07/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50615:308-50615:309. 


Q. Inspection reports, IE Bulletins & correspondence 

8906300084 Ack receipt of 890531 response to violations noted in Insp Repts 50-250/ 
89-12 & 50-251/89-12. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/21. WOODY.C.O. Florida Power 
& Light Co. Ip. 50367:210-50367:210. 

8907260207 Further response to violations noted in Insp Repts 50-250/89-02 & 50-251/ 
89-02,per 890418 request.Corrective actions:emergency action level guidance con- 
tained in Procedure EPIP-20101 upgraded to be clearer. 

WOODY.C.O. Florida Power & Light Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:053-50673:054. 

8906290191 Advises that App R insp scheduled for 890710-14 changed to 890821- 
25. Listed addI info requested by 690719. 

REYES, L.A. Region 2, Ofc of the Director. 89/06/23. WOODY.C.O. Florida Power & 
Light Co. 3pp. 50368:347-50368:349. 

8906300216 Respohds to NRC 890626 Itr re violations noted in Insp Repts 50-250/89- 
18 & 50-251 /89-18.Corrective actions:warning signs posted in safeguards racks of 
both units & at power supply breakers to safeguards logic for both trains in both units. 
WOODY.C.O. Florida Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50379:354-50379:356. 

8907120294 Forwards Insp Repts 50-250/89-24 & 50-251/89-24 on 890429-0526 & 
notice of violation.Attention directed to unresolved items. 

REYES.L.A. Region 2, Ofc of the Director. 89/06/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50513:043-50513:065. 

-8907120299 Notice of violation from insp on 890429-0526. Violation noted:personnel 
failed to follow procedure 4-PM 1-028.3 by proceeding to Section 6.4 of procedure w/o 
completing Section 6.3 resulting in inadvertent drop of Rod M-8. 

REYES.L.A. Region 2, Ofc of the Director. 89/06/28. 2pp. 50513:045-50513:046. 

-8907120302 Insp Repts 50-250/89-24 & 50-251/89-24 on 890429-0526. Violations 
noted.Major areas inspected:monthly surveillance observations.maint 
observations, ESF walkdowns.operational safety & plant events. 

BUTCHER, R.C.. MCELHINNEY.T.F., SCHNEBLI.G.A. Region 2, Ofc of the Director. 
89/06/28. 19pp. 50513:047-50513:065. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-046, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907200188 Forwards Insp Repts 50-250/89-29 & 50-251/89-29 on 89061 9-23.No vio- 
lations or deviations noted.Attention invited to unresolved item. 

GlBSON,A.F. Region 2, Ofc of the Director. 89/07/06. WOODY,C.O. Florida Power & 
Light Co. 2pp. 5061 4:268-5061 4:278. 

-8907200193 Insp Repts 50-250/89-29 & 50-251/89-29 on 89061 9-23.No violations or 
deviations identified. Major areas inspected: followup on licensee actions on previous 
insp findihgs. 

KLEINSORGE.W.P., CARRION, R.P., BLAKE,J.J. Region 2, Ofc of the Director. 89/06/ 
30. 9pp. 50614:270-50614:278. 

8907110357 Responds to violations noted in Insp Rept 50-250/89-22. Corrective 
actioh8:Administrative Site Procedure ASP-34, "Preparation of Process Sheets & In- 
stallation Lists,” revised to clarify insp activity definitions, 

WOODY,C.O. Florida Power & Light Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50530:107-50530:109. 

8907180150 Ack receipt of 890612 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-25p/89-14 re program for keeping radiation exposures ALARA. 
STOHR,J.P. Region 2, Ofc of the Director. 89/07/07, WOODY,C.O. Florida Power & 
Light Co. Ip. 50675:358-50575:358. 

8907‘i70390 Forwards Safeguards Insp Repts 50-250/89-21 & 50-251/89-21 on 
890424^28 & notice of violation.Advises that penalty unwarranted to further emphasize 
need for irmJrovement in security program. Notice withheld (ref 10CFR2.790 & 73.21). 
EBNETER.S.D. Region 2, Ofc of the Director. 89/07/12. WOODY.C.O. Florida Power 
& Light Co. 3pp. 50554:006-50554:010. 
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-8907170393 Partially withheld Insp Repts 50-250/89-21 & 50-25i/aQ nn moaoa or 
Io554.W505koi'o.'''' '''' ^PP' 


8906290191 Advises that App R insp scheduled for 890710-14 changed to 890821- 
25. Listed addi info requested by 890719. 

REYES.LA. 2 C‘?. o‘ Director. 89/06/23, WOODY.C.O. Florida Power & 

Light Co. 3pp z:3"ti F'-'-uCjoE 3-;£- 


8907240488 Ack receipt of 890626 Itri.^fr^-'-i-^^ of steps taken to correct violations 
noted in Insp Repts 50-250/89-18 & .-f.. 'fi'.'- 1 .*:. 

SINKULE.M.V. Region 2. Ofc of the Director. 89/07/14. WOODY C O Florida Power 
& Light Co. ip. 50648:155-50648:155. ’ 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swinq 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/07/19 
Consolidated Edison Co. of New York, Inc, 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 89/07/20 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907130009 Administrative Procedure 11550.92/Health Physics Procedure HP-92, 
"Emergency Radiation Team Response - Offsite." W/890707 Itr. 

WOODY.C.O. Florida Power & Light Co. 89/07/07. 12pp. 50536:041-50536:052. 

8907140086 Forwards Rev 6 to security training & qualification plan. Rev withheld (ref 
lOCFR2.790(a)(3)). 

WOODY.C.O. Florida Power & Light Co. 89/07/1 1, Document Control Branch (Docu- 
ment Control Desk). 2pp. 50542:289-50542:290. 

8907140088 Forwards Rev 17 to physical security plan. Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY.C.O, Florida Power & Light Co. 89/07/11, Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:285-50541:286, 

8907170390 Forwards Sa'e-gua'ds 'rro Repts 50-250/89-21 & 50-251/89-21 on 
890424-28 & notice o’ j 0 :e’.-o”i Aov s-:s that penalty unwarranted to further emphasize 
need for improvement in security o-oors'r \'n‘-re withheld (ref 10CFR2.790 & 73.21). 
EBNETER.S.D. Region 2, Ofc of tr.-: .Di-er:).' 8F.:-’'12. WOODY.C.O. Florida Power 
& Light Co. 3pp. 50554:006-50554:010. 


8906300199 Forwards May 1989 progress summary of select sys assessment per 
860812 order. 

WOODY.C.O. Florida Power & Light Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50378:352-50378:354. 


-8907170393 Partially withheld Insp Repts 50-250/89-21 & 50-251/89-21 on 890424-28 
(ref 10CFR2.790 & 73.21 ).Violations noted. Major areas inspected:mgt support & secu- 
rity program plans & protected & vital area physical barriers. 

TILLMAN.A. Region 2. Ofc of the Director. 89/06/01. 2pp. 50554:009-50554:010. 


8907200390 Monthly 'epts for June 1 989 for St Lucie Units 1 & 2 & Turkey 

Point Units 3 & ^ W/.^::-:)-’ ’ :■ ir. 

BONETT.D.M., WOODY.C.O, Florida Power & Light Co. 89/06/30. 18 dd 50589-001- 
50589:018. 

8907130214 Forwards 6-month integrated schedule regulatory rept. Completion of Cate- 
gory A Integrated/Schedule Mod 0068, "Unit 3 ATWS Mods” advanced to Unit 3 
diesel tie-in outage, scheduled to begin in Jan 1991. 

WOODY.C.O. Florida Power & Lignt'Co 80/07/07. Document Control Branch (Docu- 
ment Control Desk). 27pp. 50533:172-50533:198. 

8907240489 Forwards June 1989 select sys assessment progress summary, per NRC 
860812 order. 

WOODY.C.O. Florida Power & Light Co. 89/07/17. Document Control Branch (Docu- 
ment Control Desk). 3pp, 50641:027-50641:029. 


S. Reportable occurrences, LERs & related correspondence 

8906270414 PNO-ll-89-046A:no info developed to indicate either onsite drug use or use 
by facility nuclear personnel. Seven util or contractor employees being interviewed by 
FBI in connection wi'-n-cctics rvost'caficn Dn.in testing program planned. 
CRLENJAK.R.V. R,:.go.- 2, C'o D -(.cior. 89/06/16. ip. 50303:322-50303:322. 

8906300215 PNO-ll-89-046A:on 890622, seven samples from drug test ref to lab for con- 
firmatory testing.One mid-level supervisor refused test & suspended. FBI investigation 
continuing, Local media coverage extensive. 

TOBIN, W.J, Region 2. Ofc of the Director. 89/06/23. Ip. 50372:185-50372:185. 

8907120097 Special rept:on 890505,0607 & 08. fire barriers breached & other fire pro- 
tection sys impairments occurred. Fire Protection Impairment 2477 on alarm point 
taken out of svc for welding in fire zone 054. Work ongoing. 

WOODY.C.O. Florida Power & Light Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50512:199-50512:201. 


G. Adjudicatory correspondence 

8907030095 Forwards uti! 890616 Itr re reactor vessel fracture toughness, for 
info, although sub] considered outside scope & irrelevant to proceeding, per Board 
890608 order. 

FRANTZ, S.P. Florida Power & Light Co. FR”.\TZ.S Newman & Holtzinger. j^389 

8821. 89/06/21. COTTER, B.P.. BRIGHT.G C Atomic Safety and Li- 

censing Board Panel. 10pp. 50311:307-50311:316. 

8907030105 Licensee first set of discovery requests to Ctr for Nuclear Responsibility & 
J Lorion.* W/Certificate of Svc.Related correspondence. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & ‘-'oltzir'ce'’ f^389 

8822. 89/06/21. Center for Nuclear Responsibility. 10pp. 5031i':3''-5:;'; : : ■.';’26 

8907200126 Documents oral agreement for 30-day extension of time to respond to li- 
censee 890621 first set of discovery requests to Ctr for Nuclear Responsibility & J 
Lorion until 89071 0.W/ Certificate of Svc.Related correspondence. 

FRANTZ. S.P F'cnda ^owor & Light Co. FRANTZ, S.P. Newman & Holtzinger. 

8865. 59,'C7 03. _D=CN,w. Center for Nuclear Responsibility. 4pp. 50545:342- 
50545:345. 

8907240155 Discusses util 890605 application for amend to licenses re pressure/temp 
limits. Amend would replace entire set of current Tech Specs w/revised specs to con- 
‘yr. •,v.'\‘..jRrG-0452 Related info encl.W/Certificate of Svc. 

"“ANTZ.Sr. Pords Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. ^389 
8919. 89/07/14. COTTER.B.P., BRIGHT.G.O., HARBOUR.J. Atomic Safety and Li- 
censing Board Panel. 36pp. 50574:245-50574:280. 

8907260052 Answer to partial director’s decision under 10CFR2.206.* NRC must act 
decisively to shut down facility until licensee can demonstrate ability to operate plant 
in safe & reliable manner consistent w/NRC requirements. 

SAPORITO.T.J. Affiliation Not Assigned. 1^389 8935. 89/07/16. Ofc of the Executive 
Director for Operations. 10pp. 50602:323-50602:332. 


8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK,R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411), 7pp. 50644:273-50644:279. 

8907250146 LER 89-01 1-C0:c.n S906l''f’wc r-afeguards actuations occurred. Caused by 
damaged switch conta:.'. b cr.-^s & r:o''s;).'ir)i;l error. Switch contact blocks replaced & 
personnel counseled. .t- 

FORD.B., WOODY.C.C "lorida Pow.,- & Light Co. 89/07/17. 4pp. 50644:167- 
50644:170. 

8907280112 LER 89-01 0-00:on 89061 6, breaker tripped causing power loss to rack 66 & 
automatic isolation of containment & control room ventilation sys. Caused by overload 
of breaker 3P08-19. Clearance tag taped across ac outiet.W/890717 Itr. 

DAY,S.T., WOODY.C.O. Florida Power & Light Co. 89/07/17. 4pp. 50676:195- 
50676:198. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 

8906300197 EPIP 20106. "Natural Emergencies.” W/890626 Itr, 

HAYS.J.K., WOODY.C.O, Florida Power & Light Co. 09/06/05. 19pp. 50378:176- 
50378:194. 

8907050004 Advises that 890327 Rev 16 to physical security plan consistent w/ provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. Region 2 Ofc of the Director. 89/06/16. WOODY.C.O. Florida Power & 
Light Co. 3pp. b 1 7 : : 3 1 -5 34 ■ ■ 3 3 . 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907210181 Rev 7 to updated FSAR for Turkey Point Units 3 & 4.W/890717 Itr. 
WOODY.C.O. Florida Power & Light Co. 89/07/31. 300pp. 50597:255-50598:324. 


P. Operating license stage documents & correspondence 

8906280290 Requests analysis of samples for tritium, Fe-55,Sr-89 & Sr-90 as part of 
NRC Confirmatory Measurements Program as soon as practicable.but no later than 60 
days from receipt of samples, 

COLLINS, D.M. Redcn 2. Ofc o* fhe Director. 89/06/12. WOODY.C.O. Florida Power 
& Light Co. 2pp 50333:244-50333.245. 

8906290082 Generic Ltr 89-10 to all licensees d operafi''g n:.icler;' power plants & hold- 
ers of CPs for nuclear power plants re s.-if-:;:y-'o.s;c::: operator! valve testing & 

surveillance. Svc list end. 

PARTLCVv'.J.G Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
Eoisc-* Cc. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110096 Forwards "Turkey Point Plant Unit 4 Reactor Containment Bldg Integrated 
Leakage Rate Test Types A,B & C Periodic Test," per 10CFR50,App J. 

WOODY.C.O. Florida Power & Light Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 1 p. 50498:266-50498:333. 

--8907110100 "Turkey Point Plant Unit 4 Reactor Containment Bldg Integrated Leakage 
Rate Test Types A,B & C Periodic Test.” 

* Stone & Webster Engineering Corp. 89/03/31. 74pp. 50498:267-50498:333, 

8907130246 Provides status of remaining performance enhancement program 
activities, per NRC 860812 confirmatory order. Comprehensive QA closeout of program 
completed w/one of nine findings open & scheduled for completion by Oct 1990. 
WOODY.C.O. Florida Power & Light Co. 89/07/07, Document Control Branch (Docu- 
ment Control Desk). Ip. 50532:176-50532:176. 
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8907180239 Notification of mgt meeting w/util on 890719 at plant site to discuss signifi- 
Cc-'t .crc-rar’Tstir issues. 

"eoion 2, Ofc of the Director. 89/07/12. Region 2. Ofc of the Direc- 
tor. 2pp. 50579:lGI-o0579:102. 

8907180249 Forwards marked-up FSAR pages w/changes expected from adoption of 
revised Tech Specs in 890605 license amend request.EncI changes to FSAR would 
facilitate completion of NRC SER. 

WOODY, C.O. Florida Power & Light Co. 89/07/12, Document Control Branch (Docu- 
ment Control Desk). 68pp. 50902:149-50902:206. 

8907190318 Responds to 881221,890113 & 30,0207 & 0425 & 26 requests for action 
by NRC re plant.Forwards partial director’s decision denying petitioner request for 
action, under 10CFR2.206, except for ■'emammq two open ‘ssues & FR notice. 
MURLEY,T.E. Office of Nuclear Reac';)" Fecj ai or Oircctor (Post 870411). 89/07/ 
12. SAPORITO,T.J. Affiliation Not Ass.g:’ec. ^:pc 5:r92- -38-50592:159. 

-8907190322 Partial Director’s Decision DD-89-05 denying TJ Saporito 881221 
request, under 10CFR2.206.that NRC take certain actions re plants,except for two 
open issues. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. 16pp. 50592:142-50592:157. 

-8907190327 Notice of issuance of partial Director’s Decision DD-89-05 denying TJ Sa- 
porito 881205 petition for suspension & to revoke OLs for plant due to discrimination 
& harassment except for two open issues. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. 2pp. 50592:158-50592:159. 

8907190377 Confirms 890703 telcon re 890719 meeting at plant to discuss significant 
programmatic issues.Proposed agenda end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/07/12. CONWAY.W.F. Florida 
Power & Light Co. 2pp. 50594:098-50594:099. 

8907210168 Advises that Rev 15 to QA program consistent w/provisions of 
10CFR50,App B & acceptable. 

GIBSON.A.F. Region 2. Ofc of the Director. 89/07/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 53615 3:-8-5C6l5\::9 


Q. Inspection reports, IE Bulletins & correspondence 


8906300084 Ack receipt of 890531 response to violations noted in Insp Repts 50-250/ 
89-12 & 50-251/89-12. 

SINKULE.M.V. Region 2. Ofc of the Director. 89/06/21. WOODY.C.O. Florida Power 
& Light Co, Ip. 50367:210-50367:210. 

8907260207 Further response to violations noted in Insp Repts 50-250/89-02 & 50-251/ 
89-02, per 890418 request.Corrective actions:emergency action level guidance con- 
tained in Procedure EPIP-20101 upgraded to be clearer. 

WODDY.C.O. Florida Power & Light Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:053-50673:054. 

8906290191 Advises that App R insp scheduled for 890710-14 changed to 890821- 
25.Listed addi info requested by 890719. 

REYES, LA. Region 2. Ofc of the Director. 89/06/23. WOODY.C.O. Florida Power & 
Light Co. 3pp. 50368:347-50368:349. 

8906300216 Responds to NRC 890626 Itr re violations noted in Insp Repts 50-250/89- 
18 & 50-251 /89-18.Corrective actions:warning signs posted in safeguards racks of 
both units & at power supply breakers to safeguards logic for both trains in both units. 
WOODY.C.O. Florida Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50379:354-50379:356. 

8907120294 Forwards Insp Repts 50-250/89-24 & 50-251/89-24 on 890429-0526 & 
notice of violation.Attention directed to unresolved items. 

REYES, L.A. Region 2, Ofc of the Director. 89/06/28. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50513:043-50513:065. 

-8907120299 Notice of violation from insp on 890429-0526. Violation notedipersonnel 
failed to follow procedure 4-PM 1-028.3 by proceeding to Section 6.4 of procedure w/o 
completing Section 6.3 resulting in inadvertent drop of Rod M-8. 

REYES.L.A. Region 2. Ofc of the Director. 89/06/28. 2pp. 50513:045-50513:046. 

-8907120302 Insp Repts 50-250/89-24 & 50-251/89-24 on 890429-0526. Violations 
noted. Major areas inspected:monthly surveillance observations, maint 

observations.ESF walkdowns, operational safety & plant events. 

BUTCHER, R.C., MCELHINNEY.T.F., SCHNEBLI.G.A. Region 2, Ofc of the Director. 
89/06/28. 19pp. 50513:047-50513:065. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907200188 Forwards Insp Repts 50-250/89-29 & 50-251/89-29 on 89061 9-23.No vio- 
lations or deviations noted.Attention invited to unresolved item. 

GIBSON.A.F. Region 2. Ofc of the Director. 89/07/06. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50614:268-50614:278. 

-8907200193 Insp Repts 50-250/89-29 & 50-251/89-29 on 890619-23.No violations or 
deviations identified.Major areas inspected: followup on licensee actions on previous 
insp findings. 

KLEINSORGE.W.P., CARRION.R.P., BLAKE.J.J, Region 2, Ofc of the Director. 89/06/ 
30. 9pp. 50614:270-50614:278. 

8907180150 Ack receipt of 890612 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-250/89-14 re program for keeping radiation exposures ALARA. 
STOHR.J.P. Region 2, Ofc of the Director. 89/07/07. WOODY.C.O. Florida PoWer & 
Light Co. Ip. 50575:358-50575:358. 


8907170390 Forwards Safeguards Insp Repts 50-250/89-21 & 50-251/89-21 on 
890424-28 & notice of violation.Advises that penalty unwarranted to further emphasize 
need for improvement in security program.Notice withheld (ref 10CFR2.79O & 73.21). 
EBNETER.S.D. Region 2, Ofc of the Director. 89/07/12. WOODY.C.O. Florida Power 
& Light Co. 3pp. 50554:006-50554:010. 

-8907170393 Partially withheld Insp Repts 50-250/89-21 & 50-251/89-21 on 890424-28 
(ref 10CFR2.790 & 73.21). Violations noted. Major areas inspected:mgt support & secu- 
rity program plans & protected & vital area physical barriers. 

TILLMAN, A., MCGUIRE.D.R. Region 2, Ofc of the Director. 89/06/01. 2pp. 
50554:009-50554:010. 

8907240488 Ack receipt of 890626 Itr NRC of steps taken to correct violations 

noted in Insp Repts 50-250/89-18 & :3:;-25 ;.'S9-'*8 

SINKULE.M.V. Region 2, Ofc of the Director. 89/07/14. WOODY.C.O. Florida Power 
& Light Co. Ip. 50648:155-50648:155. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves Simil?.-- Design. " Svc list end, 

ROSSI.C.E. Division of Cpe'a:.c-a Evonis Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co, of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp, 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8906300199 Forwards May 1989 progress summary of select sys assessment, per 
860812 order. 

WOODY.C.O. Florida Power & LighLCo. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50378:352-50378:354. 

8907200390 Monthly operating repts for June 1989 for St Lucie Units 1 & 2 & Turkey 
Point Units 3 & 4.W/890717 Itr. 

BONETT.D.M., WOODY.C.O. Florida Power & Light Co. 89/06/30. 18pp. 50589:001- 
50589:018. 

8907130214 Forwards 6-month integrated schedule regulatory rept. Completion of Cate- 
gory A Integrated/Schedule Mocl 0068, "Unit 3 ATWS Mods” advanced to Unit 3 
diesel tie-in outage, scheduled to begin in Jan 1991. 

WOODY.C.O. Florida Power & Light Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 27pp. 50533:172-50533:198. 

8907240489 Forwards June 1989 select sys assessment progress summary, per NRC 
860812 order. 

WOODY.C.O. Florida Power & Light Co. 89/07/17. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50641:027-50641:029. 


S. Reportable occurrences, LERs & related correspondence 

8906270414 PNO-ll-89-046A:no info developed to indicate either onsite drug use or use 
by facility nuclear personnel, Seven util or contractor employees being interviewed by 
FBI in connection w/narcotics investigation. Drug testing program planned. 
CRLENJAK.R.V. Region 2, Ofc of the Director. 89/06/16. Ip. 50303:322-50303:322. 

8906280280 LER 89-004-00:on 890523,RHR motor-operated valve MOV.4-751 & RHR 
normal suction isolation valve failed to open w/control switch.Caused by hydraulic 
locking of valve.Valve modified w/equalizing line.W/890622 Itr. 

FORD.B., WOODY.C.O. Florida Power & Light Co. 89/06/22. 4pp. 50337:112- 
50337:115, 

8906300215 PNO-ll-89-046A:on 890622, seven samples from drug test ref to lab for con- 
firmatory testing.One mid-level supervisor refused test & suspended. FBI investigation 
continuing. Local media coverage extensive. 

TOBIN.W.J. Region 2, Ofc of the Director. 89/06/23. Ip. 50372:185-50372:185. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.Encl list 
of owners of units notified. 

KULCHAK,R.D. Morrison-Knudsen Co„ Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc, 57pp. 50519:081-50519:136. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8907110052 Forwards “Unannounced Drill Evacuation of Implementation of State & 
Local Radiological Emergency Response Plans," on 890510. Nine areas requiring cor- 
rective actions identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/06/27. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50501:271-50501:294. 

-8907110054 "Unannounced Drill Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans,” on 890510. 

OVERSTREET,J.D. Federal Emergency Management Agency, 89/06/20. 20pp. 
50501:273-50501:294. 
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8007070147 Revised EPIPs.including Rev 2 to QEP 100-0. "Acting Station Director 
(Shift Engineer)" & Rev 2 to QEP 100-T2. "Predetermined PARs for Control Room. 
BROWN, C. Commonwealth Edison Co. 89/06/30. 4pp. 50442:183-50442:186. 

8907070152 Revised Rev 4 to QEP l50-0.Rev 2 to QEP 150- 

3.Rev 2 to QEP OE" 'SO-TS.Rev 1 to QEP 150-T9 & Rev 1 to QEP 

150-T10. 

* Commonwealth Edison Co. 89/06/30. 12pp. 50443:180-50443:191. 

8907070199 Revised procedures, consisting of Rev 4 to QEP 155-0 & Rev 2 to QEP 
155-T1. 

BROWN, C.. WALSH.R. Commonwealth Edison Co. 89/06/30. 8pp. 50441:044- 
50441:051, 

8907100021 Revised station r:'.;d;-.c Rev 4 to QEP 300-0, “Notification,” 

Rev 2 to QEP 300-S4, "Sta:-.; cf \.jc A;.':cv-. Reporting Sys Form.” Rev 2 to 
QEP 300-S6. “Followup Notification Form” & Rev 2 to QEP 300-T1. 

* Commonwealth Edison Co. 89/06/30. 9pp. 50457:197-50457:205. 

8907240342 Forwards Safety Insp Repts 50-254/89-12 & 50-265/89-12 on 890514- 
0624. Discrepancy identified re functional descriptions of certain drywell valves current- 
ly slated r uodated FS.-R 

G.REEN:VA\'.E.G Pcccr 3 C’c •■".e Director. 89/07/19, REED,C. Commonwealth 
Edison Cc 3pp. 50636 2-t0-53636.:':6;: 

-8907240345 Insp Repts 50-254/89-12 & 50-265/89-12 on 890514-0624.One licensee- 
identified violation & two unresolved items noted. Major areas inspected;licensee ac- 
tions on previous items, p'a^t cpe.''atiens.e."'erce"cv p'eparedness & security. 
HARRISON, J.J. Region 3. Cfc c the D..-e::or.89-D''.' : 23pp. 50636:243-50636:269. 


J. Insurance & indemnity information 

8906290064 Forwards Endorsements 55.28..305.1 "3.55.37. ■17,100.108 & 97 to NELIA 
& MAELU Policies NF-227,MF.1 1/..N---.;3 M.=-22.N-253. MF-104.NF-187,MF-54,NF. 
201 & MF-64. respectively. 

OSIER, J. Commonwealth Edison Co. 89/06/19. DINITZ.I, Office of Nuclear Reactor 
Regulation. Director (Post 870411). lipp. 50363:345-50363:355. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907030211 Forwards Rev 7 to updated FSA° fer Cund Cities Ur ts 1 & 2. 

KOVACH, T.J. Commonwealth Edison Co. 89.'06 /'jC. Cxurcn; Cc'’t.''P. Branch (Docu- 
ment Control Desk). 4pp. 50383:273-50383:353. 

-8907030239 Rev 7 to 1989 FSAR update. 

• Commonwealth Edison Co. 89/06/30. 76pp. 50383:277-50383:353. 


8907260317 Responds to Generic Ltr 89-08, “E'-osior 'Ccro.si.c"-:.-'d..co:.‘ pipe Wall 
Thinning.” Efforts being made to develop formal-roc p-o:;o :;i./os 'cr .- sp programs for 
those stations w/o procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


Q. Inspection reports, IE Bulletins & correspondence 


8907050162 Requests addi info re valves addressed by BWR Owners Group per lEB- 
85-003.lnfo requested within 1 month of ltr date, 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 5041 8:063-50418:069. 

8907030283 Forwards Safety Insp Repts 50-254/89-14 & 50-265/89-14 on 890605- 
09.No violations noted. 

COOPER, R.W. Region 3, Ofc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 50395:084-50395:088. 

—8907030284 Insp Repts 50-254/89-14 & 50-265/89-14 on 890605-09. N-c- violations or 
deviations noted.Major areas inspected; implementation of NRC -fi,. ■■•.n 88-010 re- 
quirements re molded-case circuit breakers. 

NEISLER,J.H., GARDNER, R.N. Region 3, Ofc of the Director. 89/06/27, 3pp 
50395:086-50395:088. 

8907050295 Forwards Requalification Exam Rapt 50-254/OL-89-02 on 890511-13 & 15- 
16 for Units 1 & 2.Programmatic weaknesses identified, 

WRIGHT,G.C. Region 3, Ofc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 50402:254-50402:323. 

-8907050299 Requalification Exam Rept 50-254/OL-89-02 for Units 1 & 2 administered 
on 890511-13,15 & 16.Exam results.-NRC passed all crews & individuals in all portions 
of exam except one reactor operator that failed written exam. 

HARE.E., MCGHEE.J., PARRISH.M. Region 3, Ofc of the Director. 89/06/27. 68pp. 
50402:256-50402:323. 

8907060159 Forwards Safety Insp Repts 50-254/89-15 & 50-265/89-15 on 890619- 
21. No violations noted. 

GREGER.L.R, Region 3, Ofc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 60431:354-50431:360. 

-8907060162 Insp Repts 50-254/89-15 & 50-265/89-15 on 89061 9-21. No violations 
noted.Major areas inspected:radwaste mgt program, including solid.liquid & gaseous 
radwastes.audits & assessments & unplanned liquid radwaste release. 

MILLER.D.E., SCHUMACHER.M. Region 3, Ofc of the Director. 89/06/28. 5pp. 
50431:356-50431:360. 


P. Operating license stage documents & correspondence 

8907050347 Forwards recirculation Pump IB seal Tonitorr-g and action plan, per 
890622 telcon request.Util believes approach cescntec p:ar. to be prudent & re- 
sponsive to staff concerns. 

GALLE.D.P. Commonwealth Edison Co, 89/06/26. OAVIS.A.B. Region 3, Ofc of the 
Director. 3pp. 50415:359-50415:361. 

8907200242 Advises that new pressure-temp curves.per Reg Guide 1.99, Rev 2, will be 
submitted by 890930 in response to Generic Ltr 88-11. 

STOLS.R. Commonwealth Ed'so-' Cc 39/:c.'25 VJR-E^."'.E. Olfice of Nuclear Re- 
actor Regulation. Director .=> 03 : &7C4- v. ip 50648 :.i4.;0646. 144. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs fo' .-'ue'e-a'’ pewer plants re safety-related motor-operated valve testing & 
$ur\'e:llar.:r:. Sve lis; enci 

PAR'LO’.V J.Q Asscciate Director for Projects (Post 87C4M). 89/06/28. Consolidat- 
ed Ecisor Cc. c' New ^or-’., Inc. 61pp. 'JC’-:C4i6;361. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120167 Forwards TE Murley 890605 ltr tc Ecc'cgv Ctr cf Cal'^crnia ack receipt of 
petition filed by ctr & advising that petition be ng treatea under 103PR2.2:6. 
SHEMANSKI.P.C. Project Directorate III-2 3S/C7.'C6 KOVACHTj Commonweaitr. 
Edison Co. 5pp. 50512:094-50512:102. 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

R0S5l,C.E. Division of Operational Events Assessment (Post 37:4'‘-‘L 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 505: 9:0 1 9-5051 D OBO. 

8907100325 Forwards Safety Insp Repts 50-254/89-13 & 50-265/89-13 on 890522- 
0608. No violations noted. 

COOPER.R.W. Region 3, Ofc of the Director. 89/07/05. REED.C. Commonwealth 
Edison Co. 2pp, 50457:006-50457:020. 

-8907100326 Safety Insp Repts 50-254/89-13 & 50-265/89-13 on 890522-0608.No 
violations.deviations or open items noted. Major areas inspected:maint & inservice 
testing of pumps & valves,including actions in response to NRC Bulletin 85-003, 
SMITH, J.R, HUBER,M.P., DANIELSON,D.H. Region 3, Ofc of the Director. 89/06/29. 
13pp. 50457:008-50457:020. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 69/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp, 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Walkdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-60530:106. 


8907200013 Application for amends to Licenses DPR-29 & DPR-30,deleting cycle-spe- 
cific core limit from Tech Specs.per Generic Ltr 88-16. 

SILADY,J.A. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411), 8pp. 50595:217-50595:306. 

-8907200015 Proposed Tech Spec changes re removal of cycle-specific core limits. 

* Commonwealth Edison Co. 89/07/11. 43pp. 50595:225-50595:267. 


“8907250156 “Core Operating Limits Rept for Quad Cities Nuclear Power Station Unit 

1, Reload 9 (Cycle 10).” 

* Commonwealth Edison Co. 89/05/31. 19pp. 50595:268-50595:287. 

-8907250159 “Core Operating Limits Rept for Quad Cities Nuclear Power Station Unit 

2. Reload 9 (Cycle 10).” 

* Commonwealth Edison Co. 89/05/31. 19pp, 50595;288-50595;306. 


Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER.M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De 
tailed Affiliation Given. 3pp. 50595:1 77-50595-1 78 


8907200365 Forwards response to NRC Bulletin 88-008. SuppI 3 ro p.-p'ng subj to unac- 
ceptable thermal stratification. Review indicated that Dresder.Ouaa Cities & LaSalle 
have no lines susceptible to thermal stratification, 

RICHTER.M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Sve list end, 

ROSSLC.E. Division of Operational ^ents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240342 Forwards Safety Insp Repts 50-254/89-12 & 50-265/89-12 on 890514- 
0624, Discrepancy identified re functional descriptions of certain drywell valves current- 
ly stated in updated FSAR. 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/07/19. REED.C. Commonwealth 
Edison Co. 3pp. 50636:240-50636:269. 


8907200347 Notification of 890802 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitab'-iHy 'ssues at facilities. 

G';ccto;aje 111-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
opp. o».»Doo. JoS. 

8907240281 Notification of 890801 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues re plants 

SHEMANSKI.P.C. Proiect Directorate 


-8907240345 Insp Repts 50-254/89-12 & 50-265/89-12 on 89051 4-0624.One licensee- 
identified violation & two unresolved items noted. Major areas inspected: licensee ac- 
tions on previous Items, plant operations, emergency preparedness & security. 
HARRISON.J.J. Region 3. Ofc of the Director. 89/07/17. 23pp. 50636:243-50636:269. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Sve list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 
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8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
these stations w/o procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 

8907190012 Vo.-'!t‘''v ecorati-'g repts for June 1989 for Quad-Cities Units 1 & 2.Rofuei- 
ing info also --"c. A ltr. 

DEELSNYDER,L., ROBEY,R.A. Commonwealth Edison Co. 89/06/30. 26pp. 
50580:187-50580:212, 

8907180209 Forwards listing of changes, tests & experiments completed for June 1989 
for plant & summary of safety evaluations. 

ROBEY, R.A. Commonwealth Edison Co. 89/07/03. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 6pp. 50579:243-50579:248. 


S. Reportable occurrences, LERs & related correspondence 

8907110427 LER 89-008-00:on 890607, during quarterly fail-safe testing, valve 1-1601- 
23 would not fail closed on loss of instrument air.Caused by use of colorflow control 
valve instead of check valve.Valve to be replaced.W/890703 ltr. 

KORNETA.R., BAX.R.L. Commonwealth Edison Co. 89/07/03. 6pp. 50449:067- 
50449:072. 

8907110328 LER 89-006-00:on 890605, recirculation pump tripped due to operation of 
wrong breaker while searching for grounds. Caused by personnel error.Individual 
counseled on need for correctness in executing procedures.W/890705 ltr. 
DOLECHECK.D.D., BAX.R.L Commonwealth Edison Co. 89/07/05. 5pp. 50449:073- 
50449:077. 

8907140154 LER 89-007-00:on 890609.refuel floor 1A radiation monitor spiked high 
causing reactor bldg vents & control room HVAC to isolate & auto-start.Caused by 
faulty Geiger Mueller tube in monitor.Monitor repaired & tested.W/890707 ltr. 

LOPEZ DE VICTOR, BAX.R.L. Commonwealth Edison Co. 89/07/07. 4pp. 50544:141- 
50544:144. 

8907140149 LER 89-009-00:on 890608.discovered that slightly radioactive water from 
laundry drain tank leaked to laundry sample tank transfer line.Caused by use of wrong 
matl for day tank skid drain line piping. Line rcoairc:;./w3907''0 ltr. 

CRAVENS, S.M., BAX.R.L. Commonwealth Ecison Cc. 89/07/10. 4pp. 50544:168- 
50544:171. 


V. Operator Examinations 

8907050295 Forwards Requalification Exam Rept 50-254/OL-89-02 on 890511-13 & 15- 
16 for Units 1 & 2.Programmatic weaknesses identified. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 50402:254-50402:323. 

-8907050299 Requalification Exam Rept 50-254/OL-89-02 for Units 1 & 2 administered 
on 890511-13,15 & 16. Exam results:NRC passed all crews & individuals in all portions 
of exam except one reactor operator that failed written exam. 

HARE.E., MCGHEE, J.. PARRISH, M. Region 3, Ofc of the Director. 89/06/27. 68pp. 
50402:256-50402:323. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8907190131 Rev & approval summary to Rev 8 to EIP El-7.1, ‘‘Post-Accident Sampling - 
PCS Liquid/Gas & Containment Air." 

* Consumers Power Co. 89/05/19. 5pp. 50580:177-50580:181. 

8907190014 Rev & approval summary to TCN-EI-85-006 & TCN-EI-85-007 to Rev 6 to 
El-10, "Accident Environ Assessment." 

BRUNT, J.R. Consumers Power Co. 89/06/19. 6pp. 50592:210-50592:215. 

8907190019 Rev & approval summary to Rev 3 to El-13, ‘‘Evacuation/ Reassembly.” 
BRUNET,J.R., ROGERS,D.W. Consumers Power Co. 89/06/19. 5pp. 50585:090- 
50585:094. 

8907190161 Rev & approval summary to Rev 4 to Section 3, "Site Emergency Plan." 

* Consumers Power Co. 89/06/23. 6pp. 50592:132-50592:137. 

8907030032 Forwards info needed for NRC to design emergency response data sys 
interface & data base for facility,per NRC 890405 survey.Util cannot support emergen- 
cy response data sys program w/o extensive mods. 

FRISCH, R.R. Consumers Power Co. 89/06/27. Document Control Branch (Document 
Control Desk). 58pp. 50395:241-50395:298. 

8907120359 Advises that 890622 Rev 22 to security plan consistent w/ provisions of 
1 0CFR50.54(p) & acceptable. 

GREGER,L.R. Region 3, Ofc of the Director. 89/06/30, JOHNSON, B.D. Consumers 
Power Co. 2pp. 50512:112-50512:113. 

8907120198 Forwards Safety Insp Rept 50-255/89-14 on 890516-18 & 0609 & notice of 
deviation.Response should include description of actions taken or planned to address 
concern re equipment operability problem. 

COOPER, R.W. Region 3. Ofc of the Director. 89/07/06. HOFFMAN,D.P. Consumers 
Power Co. 2pp. 50510:236-50510:248. 

-8907120210 Insp Rept 50-255/89-14 on 890516-18 & 0609, Deviation noted. Major 
areas inspected:implementation of fire protection program,including review of fire pro- 
tection organization, administrative controls & NRCJ info notices. 

ULIE,J.M., GARDNER,R.N. Region 3. Ofc of the Director. 89/07/06. 10pp. 50510:239- 
50510:248. 


8907190144 Rev & approval summary to Rev 5 to EPIP El-4.2, “Operational Support Ctr 
Activation." 

* Consumers Power Co. 89/07/06. 2pp. 50580:242-50580:243. 

8907190100 Forwards correction to Amend 125 to License DPR-20.Tech Specs 4.7.2.C 
& 4.7.2.d added w/change to accompanying basis. 

DE AGAZIO.A.W. Project Directorate III-1. 89/07/13. BERRY,K.W. Consumers Power 
Co. 3pp. 50592:199-50592:202. 

-8907190101 Corrected Tech Spec page to Amend 125 to License DPR-20, correcting 
typo. 

• NRC - No Detailed Affiliation Given. 89/07/13. Ip. 50592:202-50592:202. 


J. Insurance & indemnity information 

8906290278 Forwards Endorsement 106 to NELIA Policy NF-179 & Endorsement 92 to 
MAELU Policy MF-50. 

FROUNFELKER,R. Consumers Power Co. 89/06/20. DiNITZ NRC - No Detailed Affili- 
ation Given. 5pp. 50388:283-50388:287. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907070272 Rev 8 to updated FSAR for Palisades Plant.W/890630 ltr. 
HOFFMAN, D.P. Consumers Power Co. 89/06/30. 400pp. 50428:134-50429:228. 


P. Operating license stage documents & correspondence 

8907030119 Forwards notice of consideration of issuance of amend to Provisional Oper- 
ating License DPR-20 & opportunity for hearing. Amend would add new Table 3,6.1 to 
identify all containment isolation valves needed for automatic isolation. 

DE AGAZIO.A.W. Project Directorate 111-1. 89/06/08. BERRY.K.W. Consumers Power 
Co. 3pp. 50391:262-50391:269. 

-8907030123 Notice of consideration of issuance of amend to License DPR-20 & pro- 
posed NSHC determination & opperturity fc' hearing. A-rond adds new Table 3.6.1 to 
identify all containment isolation valves neeced for autorati: isolation. 

YANDELL.L.A. Project Directorate III-1. 89/06/09. 5pp. 50391:265-50391:269. 

8906280195 Fonvards corrected Tech Specs in support of util 880915 application for 
amend to License DPR-20 re containment isolation sys,per telcon w/NRC project 
manager. 

FRISCH.R.R. Consumers Power Co. 89/06/23. Document Control Branch (Document 
Control Desk). 1p. 50333:228-50333:243. 

-8906280196 Corrected proposed Tech Specs re containment Isolation sys. 

* Consumers Power Co. 89/06/23. 15pp. 50333:229-50333:243. 

8907030032 Forwards info needed for NRC to design emergency response data sys 
Interface & data base for facility.per NRC 890405 survey.Util cannot support emergen- 
cy response data sys program w/o extensive mods. 

FRISCH,R.R. Consumers Power Co. 89/06/27. Document Control Branch (Document 
Control Desk). 58pp. 50395:241-50395:298. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907030277 Forwards application for amend to License DPR-20,adding Tech Specs 
Sections 3.1.9 & 3.7.3 to incorporate new requirements for shutdown cooling sys & 
equipment operation. 

BERRY,K.W. Consumers Power Co. 89/06/28. Document Control Branch (Document 
Control Desk). 2pp. 50384:011-50384:035. 

-8907030279 Application for amend to License DPR-20,adding Tech Spec Sections 
3.1.9 & 3.7.3 & Item 14 to Table 4.2.2 to incorporate new requirements for shutdown 
cooling sys & equipment operation. 

HOFFMAN, D.P. Consumers Power Co. 89/06/28. 3pp. 50384:013-50384:015. 

-8907030280 Proposed Tech Specs Sections 1. 0,2.0 & 3.0, incorporating new require- 
ments for shutdown cooling sys operation. 

* Consumers Power Co. 89/06/28. 20pp. 50384:016-50384:035. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070268 Forwards errata to Amend 122 to License DPR-20 & corrected safety eval- 
uation issued on 89051 9. Amend revises Tech Specs re requirement for alternate shut- 
down sys. 

DE AGAZIO.A.W. Project Directorate III-1. 89/06/30. BERRY.K.W. Consumers Power 
Co. 3pp. 50443:044-50443:058. 

-8907070270 Corrected Amend 122 to License DPR-20,revising plant Tech Specs re 
requirement for aiternate shutdown sys. 

* Project Directorate 111-1. 89/06/30. 10pp. 50443:047-50443:056. 

“8907070271 Corrected safety evaluation supporting Amend 122 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/05/19. 2pp. 
50443:057-50443:058. 

8907100177 Forwards notes of 890330 telcon re compliance w/10CFR50,62 re Class 
IE qualification of equipment proposed for ATWS mitigation/prevention circuits. 

DE AGAZIO.A.W. Project Directorate 111-1. 89/06/30. BERRY.K.W. Consumers Power 
Co. 4pp. 50457:027-60457:030. 

8907170051 Responds to Generic Ltr 89-06 re SPDS.Certifies that SPDS fully meets 
requirements of Supp1 1 to NUREG-0737, taking into account info provided in NUREG- 
1342.Supporting documentation will be maintained for 3 yrs. 

BERRY.K.W. Consumers Power Co. 89/07/10. Document Control Branch (Document 
Control Desk). 2pp. 50641 :093-50641 :094. 
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8907180189 Submits response to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe 
Wall Thinning.” In-place erosion/corrosion program at facility meets &/or exceeds re- 
quirements in App A of NUREG-1344. 

BERRY, K.W. Consumers Power Co. 89/07/10. Document Control Branch (Document 
Control Desk). 2pp. 50557:292-50557:293. 

8907180291 Advises that addi info re NUREG-0737.ltem II.D.I will be submitted by 
890831, per NRC 871020 request. Info involves performance testing of safety & relief 
valves & addI info on results of operational tests performed on new PORV. 
SMEDLEY.R.W. Consumers Power Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 50572:274-50572:274. 

8907180303 Submits interpretation of Tech Spec 3.1.8 to permit PORV setpoint to be 
checked & found acceptable within plus or minus 22 psi range of lift setting. Proposed 
change re min allowable setpoint tolerances will be submitted in 2 months. 

BERRY, K.W. Consumers Power Co. 89/07/12. Document Control Branch (Document 
Control Desk). 2pp. 50557:170-50557:171. 

8907190100 Forwards correction to Amend 125 to License DPR-20.Tech Specs 4.7.2.C 
& 4.7.2.d added w/change to .acccrrca'-yinc tasis 

DE AGAZIO.A.W. Project Direc.c'a;-.: ■ -'.3; BERRY, K.W. Consumers Power 

Co. 3pp. 50592:199-50592:202. 

“8907190101 Corrected Tech Spec page to Amend 125 to License DPR-20, correcting 
typo. 

* NRC - No Detailed Affiliation Given. 89/07/13. 1p. 50592:202-50592:202. 

8907240403 Forwards corrected Amend 126 to License DPR-20,revising Tech Specs re 
leak rate test of containment air lock door seals & associated actions to be taken if 

DE AGA2IO,A.W. Project Directorate III-1. 89/07/18. BERRY, J.W. Consumers Power 
Co. 3pp. 50640:308-50640:316. 

“8907240406 Corrected Amend 126 to License DPR-20.revising Tech Specs re require- 
ments for leak rate testing of containment air lock door seals & associated actions to 
be taken if allowable leak rate exceeded. 

YANDELULA. Project Directorate III-1. 89/07/18. 6pp. 50640:311-50640:316. 

8907240040 Notifical'c-- 9903C1 .-eoting w/util in Rockville,MD to discuss licensee 
plans for srear ge''-3.'D;cr f.=c a:c-me'v. 

DE AGAZIO.A.W. Ft, e:: D.ri:;;:;va:e !-’. 89/07/20. YANDELL.L.A. Project Director- 
ate III-1. 3pp. 50631:096-50631:098. 

8907260005 Documents rationale for 890720 request for enforcement discretion to 
extend 24 h action statement in order to complete surveillance testing of certain con- 
tainment penetrations. 

SORDINE, T.C. Consumers Power Co. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50659:043-50659:048. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290095 Submits response to NRC Bulletin 89-001, “Failure of Westinghouse Steam 
Generator Tube Mechanical Plugs." Info from stated Westinghouse topical repts con- 
sistent w/plant records.Plant does not have plugs from Heat 3513. 

BERRY,K.W. Consumers Power Co. 89/06/19. Document Control Branch (Document 
Control Desk). 5pp. 50363:122-50363:126. 

8907030271 Requests relief from NRC Bulletin 88-010, Actions 4 & 5 re molded-case 
circuit breaker (MCCB) insufficie-t'y t.'aceafc'o tc Tfg.CL-3Stcnatl.e MCCB pulled from 
stock & reviews required by duIIo'. r' pc'”:-rned cc"'.p'.e'.o / & t.me:> 

BERRY, K.W. Consumers Pow-3r Co S9'DC.28. Docjmen; Ccmrc. Branch (Document 
Control Desk). 3pp. 50383:354-50383:356. 

8907050304 Forwards Team Insp Rept 50-255/89-07 on 890403-0505 & notice of 
violation.Both strengths & weaknesses discussed. 

MILLER, H.J. Region 3, Ofc of the Director. 89/06/28. HOFFMAN, D.P. Consumers 
Power Co. 3pp. 50413:157-50413:210. 

“8907050310 Notice of violation from insp on 890403-0505. Violation noted:failure to 
correctly translate design bases into drawings,procedures & instructions, failure to ade- 
quately delineate acceptance criteria & socket welds not verified. 

MILLER.H.J. Region 3, Ofc of the Director. 89/06/28. 4pp. 50413:160-50413:163. 

“8907050314 Insp Rept 50-255/89-07 on 890403-0505. Violations noted. Major areas 
inspected:actions on previously identified item, design control, onsite followup of writ- 
ten repts of nonroutine events & inservice testing of pumps & valves. 

WESTBERG.R.A., GAVULA.J.A., LIU.W.C. Region 3, Ofc of the Director. 89/06/23. 
46pp. 50413:164-50413:210. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. or New York, Inc. 64pp. 50519:019-50519:080. 

8907050211 Summarizes util position re equivalency of seal contact check to between 
seals test,per Insp Rept 50-255/89-09. Util plans to continue usage of present meth- 
ods of testing escape airlock. 

BERRY, K.W. Consumers Power Co. 89/06/30. Document Control Branch (Document 
Control Desk). 3pp. 50399:315-50399:317. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120198 Forwards Safety Insp Rept 50-255/89-14 on 890516-18 & 0609 & notice of 
deviation. Response should include description of actions taken or planned to address 
concern re equipment operability problem. 

COOPER,R.W. Region 3, Ofc of the Director. 89/07/06. HOFFMAN,D.P. Consumers 
Power Co. 2pp. 50510:236-50510:248. 

“8907120206 Notice of deviation from insp on 890516-18 & 0509.Deviation noted:bus 
1C in Switchgear Room 1-C had unsealed opening in top cable penetration. 

COOPER, R.W. Region 3. Ofc of the Director. 89/07/06. 1p. 50510:238-50510:238. 


“8907120210 Insp Rept 50-255/89-14 on 890516-18 & 0609. Deviation noted. Major 
areas inspected:implementation of fire protection D.'ogra'r.Tdjdi''g review of fire pro- 
ted'cr. o*-ga"izsfDr’. ad"“i''istrative controls & NRC -r-'o ''c: cos 
LJ_:E J M.‘ GAF-CNER R Region 3, Ofc of the Director. 89/07/06. 10pp. 50510:239- 
50510:248. 

8907190291 Forwards Safety Insp Rept 50-255/89-17 on 89061 9-22. No violations 
noted.Implementation of Bulletin 88-010 requirements re molded case circuit breakers 
reviewed. 

COOPER, R.W. Region 3, Ofc of the Director. 89/07/14, HOFFMAN, D.P. Consumers 
Power Co. 2pp. 50613:144-50613:149. 

“8907190292 Insp Rept 50-255/89-17 on 890619-22. No violations or deviations 
noted.Major areas inspected:implementation of NRC Bulletin 88-010. 

NEISLER,J.H.. GARDNER,R.N. Region 3, Ofc of the Director. 89/07/07. 4pp. 
50613:146-50613:149. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907130248 Monthly operating rept for June 1989 for Palisades Nuclear Plant.W/ 
890703 ltr. 

MLYNAREK.M.G., GORALSKI,G. Consumers Power Co. 89/06/30. 4pp. 50532:177- 
50532:180. 


S. Reportable occurrences, LERs & related correspondence 

8907030276 LER 89-01 0-00:on 890602,operations personnel identified that HPSI pump 
would not start on demand from control room.Caused by loose olunge'' assembly bolt 
on associated switchgear breaker.Pump returned to operating leve: vV'83C523 ’ 

KOZUP.C.S., JOHNSON,B.D. Consumers Power Co. 89/06/29. 4pp. 50385:342- 
50385:345. 

8907110161 LER 89-01 2-00:on 890607,failed yoke-nut threads results in inoperable 
containment isolation valve.Caused by excessive disc/stem loading. Isolation valve re- 
paired & repacked w/graphite packing during upcoming outage.W/890707 ltr. 
KOZUP.C.S., BORDINE,T.C. Consumers Power Co. 89/07/07. 4pp. 50449:121- 
50449:124. 

8907210010 LER 89-013-00:on 890601, discovered that rght chame! ccrt.-cl circuitry for 
charging pumps P-55A & B & svc water pump P-7A passed firojgn 1C switchgear 
room.Caused by personnel error.Cables will be reroutod.W '89071 'i'. 

KOZUP.C.S., JOHNSON.B.D. Consumers Power Co. 89/07/17. 6pp. 50597:180- 
50597:185. 

8907250134 LER 89-014-00:on 890620, underground diesel fuel oil storage tank T-10 did 
not contain 23,000 gallons required to ensure 7 day fuel supoly.Causod by lack of 
guidance in surveillance procedures.Surveillance procedures rov.sed W.'89C:‘20 ltr. 
KOZUP.C.S., JOHNSON,B.D. Consumers Power Co. 89/07/20. 4pp. 50645:066- 
50645:069. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8906290041 Rev 2 to "TVA Radiological Emergency Plan." W/890623 ltr. 

KINGSLEY, O.D., RAY,M.J,, MARKS, B.K, Tennessee Valley Authority. 89/06/12. 
1 92pp. 50351 :1 63-50351 :356. 

8907120010 Revised emergency plan, App A,W/890707 ltr. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907120046 Advises that 890331 rev to physical security plan consistent w/provisions 
of 10CFR50.54{p) & acceptable, w/one exception. Concerns raised w/new wording 
that states that manager, protective svcs.will ensure annual audit performed. 
CUNE,W.E. Region 2, Ofc of the Director. 89/06/29. KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 50515:034-50515:037. 

8907200127 Rev 3 to radiological emergency plan.W/890712 ltr. 

RAY.MJ. Tennessee Valley Authority. 89/06/30. 14pp. 50597:103-50597:116. 

8907170450 Clarifies response to Question 12 in NRC 860807 ltr re 10CFR50,App 
R. Conservative interpretation of which wires constitute initiating device circuit implies 
that many smoke detectors should be considered Style B instead of Style D. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50576:183-50576:186. 

8907260106 Forwards Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 
890530-0602.No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/18. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50677:031-50677:037. 
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-8907260110 Insp ReptS 50-259/89-25,50-260/89-25 & 50-296/89-25 on 890530- 
0602.Major areas inspectediobservation & evaluation of annual emergency exercise. 
SARTOR.W.M. Region 2, Ofc of the Director. 89/07/13. 5pp. 50677:033-50677:037. 

8907250190 Revised Central Emergency Control Ctr (CECC) EP'Ps, including Rev 3 to 
CECC-EPIP-1, "EDO Notification Checklist" & Rev 4 to CECC-EPiP-2, "Operations 
Duty Specialist Procedure for Notification...." W/890719 Itr. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 


P. Operating license stage documents & correspondence 

8902030171 Forwards Amends 163,160 & 134 to Licenses DPR-33,DPR-52 & DPR- 
68.respectively & safety evaluation.Amends delete seismic restraints & supports from 
Tech Spec Sections 3.6.H & 4.6. H. 

BLACK,S. Assistant Director for Projects. 89/01/19. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 50562:090-50562:142. 

-8902030176 Amends 163,160 & 1634to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, deleting seismic restraints & supports from Tech Spec Sections 3.6.H & 
4.6.H. 

BLACK, S. Assistant Director for Projects. 89/01/19. 47pp. 50562:092-60562:140. 

-8902030177 Safety evaluation supporting Amends 163,160 & 134 to Licenses DPR- 
33,DPR-52 & DPR-68,respectively. 

* NRC - No Detailed Affiliation Given. 89/01/19. 2pp. 50562:141-50562:142. 

8906300201 Forwards addi info re technical resolution of nonseismicatly qualified dis- 
charge piping for emergency equipment cooling water sys.W/51 oversize drawings. 
RAY,M.J. Tennessee Valley Authority. 89/06/05. Document Control Branch (Docu- 
ment Control Desk). 70pp. 50352:352-50353:062. 

8906280289 Requests analyses of samples for tritium, Fe-55,Sr-89 & Sr-90 no later than 
60 days from receipt of samples as part of NRC Confirmatory Measurements Pro- 
gram. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/15. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50333:008-50333:009, 

8906280099 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Spec Sections 1.0.S,3.10.B & 3.1 0.C to correct identified deficiencies re core al- 
terations/source range monitors. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50330:159-50330:187. 

-8906280103 Proposed Tech Specs changing Sections 1.0.S,3.10.B & 3.10.C. 

* Tennessee Valley Authority. 89/06/20. 26pp. 50330:162-50330:187. 

8907050086 Summary of 890615 meeting w/util in Rockville, MD re proposed Tech 
Spec Change 251 dealing w/Table 3.7.A. "Primary Containment Isolation Valves.” 
FIELDS, M.B. TVA Projects Division. 89/06/22. TVA Projects Division. 40pp. 
50399:335-50400:014. 

8906300024 Discusses integration of engineering assurance functions into nuclear QA & 
nuclear engineering.Concludes that process described in 890609 meeting provides 
adequate basis that quality of engineering will be appropriately monitored. 

LIAW,B.D. TVA Projects Division. 89/06/23. KINGSLEY,O.D. Tennessee Valley Au- 
thority. 5pp. 50379:001-50379:005. 

8907030170 Fonwards FSAR,Apps J,K & L, describing reactor pressure vessel design 
bases,for Units 1,2 & 3, respectively, per NRC request. 

RAY,M,L. Tennessee Valley Authority. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 319pp. 50389:031-50389:354. 

8907050124 Forwards,for info, 890605 Itr ack receipt of petition filed by Ecology Ctr of 
Southern CA & states that petition is being treated under 10CFR2.206. 

BLACK,S.C. Assistant Director for Projects. 89/06/23. KINGSLEY,O.D. Tennessee 
Valley Authority. 3pp. 50399:318-50399:323. 

8907030171 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption to 10CFR50.71(e) concerning annual update to FSAR. 

BLACK,S.C. Assistant Director for Projects. 89/06/26. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50390:353-50390:358. 

-8907030172 Environ assessment & finding of no significant impact re temporary ex- 
emption to 10CFR50.71(e) concerning annual update of FSAR. 

BLACK,S.C. Assistant Director for Projects, 89/06/26. 4pp. 50390:355-50390:358. 

8907030192 Notification of 890710-12 meeting w/util in Decatur,AL to discuss interlocks 
& interconnection between ac/dc distribution sys. 

DANIELS, T. Assistant Director for Projects. 89/06/26, BLACK,S. Assistant Director for 
Projects. 3pp. 50383:357-50383:359. 

8906300126 Forwards response to TMl Action Item II.D.3.4, "Control Room Habitability - 
Hazardous Chemicals." Rate of vaporization of diesel fuel oil not sufficiently high to 
produce toxic concentrations in main control room, 

RAY,M.J. Tennessee Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50378:250-50378:257. 

8906290082 Generic Ltr 89-10 to alt licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
sun/eillanqe. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411), 89/06/28, Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061, 

8907060088 Advises that TVA considers Employee Concern Task Group Rept 40700 
final resolution of heat code traceability issue. 

RAY,M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50433:175-60433:176. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, "NRC Position of Radiation Embrittlement of Reactor Vessel 
Matls & Impact on Plant Operations." 

BLACK,S.C. TVA Projects Division. 89/06/29. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


8907070189 Forwards supplemental response to Generic Ltr 88-01 re rept of 
exam, repair & mitigation plans for facilities & IGSCC susceptible piping. 

RAY,M. Tennessee Valley Authority. 89/06/30. Document Control Branch (Document 
Control Desk). 16pp. 50455:335-50455:350. 

8907180002 Responds to 890617 Itr re potential industrial safety hazard resulting from 
inclusion of glass rotameter in RWCU sample line at plant.NRC will continue monitor- 
ing util implementation of corrective action. 

LIAW.B.D. TVA Projects Division. 89/07/03. BUGGS,E.D. Affiliation Not Assigned. 
4pp. 50577:120-50577:126. 

-8907180003 Expresses concern re potential industrial safety hazard resulting from in- 
clusion of glass rotameter in RWCU sample line at plant. 

BUGGS,E.D. Affiliation Not Assigned. 89/06/17. 2ECH,L. Commissioners. 1p. 
50577:124-50577:126. 

8907130116 Advises that 890601 clarification to 890214 Itr granting relief Request H-3 
re changing pressure boundary for HPCl sys from valve 73-646 to valve 73-645 does 
not affect request acceptability. 

BLACK,S. TVA Projects Division. 89/07/06. KlNGSLEY,O.D. Tennessee Valley Au- 
thority. 5pp. 50537:066-50537:070. 

8907140036 Fonvards temporary exemption from 10CFR50.71(e) for annual update of 
updated FSAR for plant,per 890523 request. 

BLACK,S. Assistant Director for Projects. 89/07/07. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50541:097-50541:102. 

-8907140039 Exemption from 10CFR50. 71(e) requiring annual update of updated 
FSAR.W/design mods currenting underway to support Unit 2 restart, update in Jul 
1989 would not reflect Unit 2 configuration at projected time of startup. 

LIAW,B.D. TVA Projects Division. 89/07/07. Tennessee Valley Authority. 4pp. 
50541:099-50541:102. 

8907140261 Requests addI info re nuclear QA plan within 60 days of receipt of Itr. 
BLACK,S.C. TVA Projects Division. 89/07/10. KINGSLEY,O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907140281 Provides addi NRC audit insights re plant risk review for info helpful in re- 
finement of response to Generic Ltr 88-19. NRC recommends that util re-examine 
plant emergency operating procedures used in recovery from transient. 

BLACK,S. Assistant Director for Projects. 89/07/10. KINGSLEY,O.D. Tennessee 
Valley Authority. 10pp. 50541:304-50541:313. 

8907140269 Responds to Generic Ltr 89-06, "SPDS." Util fully meets requirements of 
NUREG-0737,Suppl 1. 

RAY,M.J, Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907180281 Provides addi documentation for Tech Spec Table 3.7.A, "Containment Iso- 
lation Valves” requested by NRC in 890615 meeting & 890622 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 72pp. 50561:032-50561:103. 

8907180207 Provides addi info as discussed in 890628 telcon w/NRC re 890214 Tech 
Spec Change 265T concerning control room habitability.Accidents considered in TVA 
Calculation ND-Q0090-88-1 1 bounded by LOCA for control room operator. 

RAY.M.J. Tennessee Valley Authority. 89/07/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 60572:171-50572:173. 

8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY,T.E., SNIE2EK,J.. 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907250163 Ack understanding of conditions of acceptance for relief requests granted 
conditionally or partially denied in 890519 SER on inservice test program for pumps & 
valves. Few minor discrepancies discovered in SER.W/list of discrepancies. 

RAY.M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50654:203-50654:205. 

8907250169 Discusses resolution of Employee Concern 21800 discrepancy re low temp 
thermal analysis originally identified during 890217 meeting w/NRC concerning seis- 
mic issues at plant.Rev 3 of Design Criteria BFN-50-C-7103 issued in 890301, 

RAY,M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50654:212-50654:213. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290102 Ack receipt of 880115 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-37. 50-260/87-37 & 50-296/87-37. 

WILSON.B.A. Assistant Director for Inspection Programs, 89/06/09. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50364:137-50364:138. 

8906300243 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Util identified 185 QA Level I & II molded-case circuit breakers in ware- 
house stock & 361 breakers purchased for planned mods but not installed. 

RAY.M.J. Tennessee Valley Authority. 89/06/23. Document CJontrol Branch (Docu- 
ment Control Desk). 9pp. 50380:001-50380:009. 

8907100009 Summary of 890606 meeting w/util in Rockville, MD re handling of clay pipe 
issue & condition adverse to quality program, per findings in Insp Repts 50-259/89- 
10,50-260/89-10 & 50-296/89-1 0.List of attendees & presentation slides end. 
GEARS.G.E. TVA Projects Division. 89/06/29. TVA Projects Division. 25pp. 
50459:145-50459:169. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 
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8907110291 Responds to NRC 890522 Itr re violations noted in Insp Repts 50'259/89* 

11.50- 260/89-11 & 50-296/89-11. Corrective actions: Site Director Std Practice 7.9 will 
be revised by 890801 to provide appropriate advisor & supervisor signature & ack. 
RAY.M.J. Tennessee Valley Authority. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50499:011-50499:017. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120172 Responds to NRC 890508 Itr re violations noted in Insp Repts 50-259/89- 

06.50- 260/89-06 & 50-296/89-06.Corrective actions: surveillance instruction revised 
to inform operator of pending half scrams & steps for clearing half scrams. 

RAY,M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 18pp. 50512:118-50512:135. 

8907170176 Responds to NRC 890522 Itr re violations noted in Insp Repts 50-259/89- 

11.50- 260/89-11 & 50-296/89-11. Corrective actions: reactor bldg isolated & standby 
gas treatment & control room emergency ventilation sys actuated. List of commitments 
end. 

MEDFORD,M.O. Tennessee Valley Authority. 99/07/10. Document Control Branch 
(Document Control Desk). 7pp. ■30548:175-5054.? '-jt. 

8907260280 Forwards Reactive Team Insp Repts 50-259/89-18,50-260/89-18 & 50- 
296/89-18 on 890210-0522 & 0612-14 & notice of violation.Concerns noted re initiat- 
ing Cycle 6 reload w/o adequate mcr.itc-lnc & radsquate procedures. 

WTLS0N.B.A. Assistant Director for hspec'.icn ^.mg.'ams. 89/07/13. KINGSLEY,O.D. 
Tennessee Valley Authority. 3pp. 5C558 3i-i-5Ce5e.33i. 

-8907260285 Notice of violation from insp on 890210-0522 & 0612-14. Violations 
notedxore loading procedures did not contain provisions to ensure continuous moni- 
toring of neutron flux throughout core loading & scheme for reload not identified. 
WILSON, B. A. Assistant Director for Inspection Programs. 89/07/13. 2pp. 50658:317- 
50658:318. 

-8907260288 Insp Repts 50-259/89-18,50-260/89-18 & 50-296/89-18 on 890210-0522 
& 0612-14.Violations noted.Major areas inspect€d:follow up on findings identified in 
Insp Repts 50-259/89-04.50-260/89-04 & 50-296/89-04. 

CARPENTER.D.R., LITTLE.W.S. Region 2. Ofc of the Director. 89/07/13. 13pp. 
50658:319-50658:331. 

8907260106 Forwards Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 
890530-0602.No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/18. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50677:031-50677:037. 

-8907260110 Insp Repts 50-259/89-25.50-260/89-25 & 50-296/89-25 on 890530- 
0602.Major areas inspected:observation & evaluation of annual emergency exercise. 
SARTOR.W.M., RANKIN.W.H. Region 2, Ofc of the Director. 89/07/13. 5pp. 
50677:033-50677:037. 

8907110441 NRC Bulletin 89-002. “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S360W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co, of New York. Inc. 110pp. 50878:046-50878:159, 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning," Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19, Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907100191 "Discharge Monitoring Rept" for May 1989. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/05/31. 12pp. 50458-166- 
50458:177. 

8907190015 Monthly operating repts for June 1989 for Browns Ferry Units 1.2 & 3 W/ 
890714 Itr. 

RATLIFF.S.A., RAY.M.J. Tennessee Valley Authority. 89/06/30. 12pp. 50597:136- 


S. Reportable occurrences, LERs & related correspondence 

8907060202 LER 89-01 2-01 :on 890505, fault occurred in isolated phase bus duct on 
secondary side of Unit 1 main transformer 1 A.Caused by lack of administrative control 
on operation.Proper operational controls developed & implemented.W/890630 Itr. 
WILLARD,S.C.. BYNUM.J.R. Tennessee Valley Authority. 89/06/30. 7pp. 50414:346* 
50414:352. 

8907070179 LER 89-01 4-00:on 890606, diesel generators IB & ID auto- started during 
performance of 0-Sl-4.9.A.3.a.Caused by personnel error. Procedure immediately re- 
vised to include precautionary note re insulation of terminais.W/890630 Itr. 

CRABB,J.L., BYNUM.J.R. Tennessee Valley Authority. 89/06/30. 4dd, 50447:318- 


8907070261 LER 89-003-01:on 890 131, determined that original design of suppression 
pool vacuum relief sys does not meet single failure,double isolation design 
criteria,Caused by design error.Design will be modified.W/890630 Itr. 

WILLARD, S.C., BYNUM.J.R. Tennessee Valley Authority. 89/06/30. 4pp. 50447:300- 


8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279 


8907180431 LER 89-006-01 :on 890228, discovered that secondary containment ventila- 
tion exhaust radiation monitor repaired on 890225 w/c bo-'-c tested following 
maint.Caused by personnel error.Plan; procedures revsec.v\ 'fi.5C7r3 Itr. 

WILLARD, S.C., BYNUM,J.R. Tennessee Valley Authority. 89/07/13. 5pp. 50580:087- 
50580:091. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 


8906290041 Rev 2 to "TVA Radiological Emergency Plan." W/890623 Itr. 

KINGSLEY, O.D., RAY.M.J,, MARKS.B.K. Tennessee Valley Authority. 89/06/12. 
192pp. 50351:163-50351:356. 

8907120010 Revised emergency plan.App A.W/890707 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907120046 Advises that 890331 rev to physical security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable, w/one exception. Concerns raised w/new wording 
that states that manager, protective svcs.will ensure annual audit performed. 
CLINE.W.E. Region 2, Ofc of the Director. 89/06/29. KINGSLEY, O.D. Tennessee 
Valley Authority. 4pp. 50515:034-50515:037. 

8907200127 Rev 3 to radiological emergency plan.W/890712 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/06/30. 14pp. 50597:103-50597:116. 

8907170450 Clarifies response to Question 12 in NRC 860807 Itr re 10CFR50,App 
R. Conservative interpretation of which wires constitute initiating device circuit implies 
that many smoke detectors should be considered Style B instead of Style D. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50576:183-50576:186. 

8907260106 Forwards Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 
890530-0602. No violations or deviations noted. 

WILSON, B.A, Assistant Director for Inspection Programs. 89/07/18. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50677:031-50677:037. 

-8907260110 Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 890530- 
0602.Major areas inspected:observation & evaluation of annual emergency exercise. 
SARTOR.W.M. Region 2, Ofc of the Director. 89/07/13. 5pp. 50677:033-50677:037. 

8907250190 Revised Central Emergency Control Ctr (CECC) EPlPs. inc'udinc Rev 3 tc 
CECC-EPIP-1, "EDO Notification Checklist" & Rev 4 to CECC bP'P-2 "tco'-a/ions 
Duty Specialist Procedure for Notification...." W/890719 Itr. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 


P. Operating license stage documents & correspondence 

8902030171 Forwards Amends 163,160 & 134 to Licenses DPR-33,DPR-52 & DPR- 
68, respectively & safety evaluation.Amends delete seismic restraints & supports from 
Tech Spec Sections 3.6.H & 4.6.H. 

BLACK.S. Assistant Director for Projects. 89/01/19. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 50562:090-50562:142. 

-8902030176 Amends 163,160 & 1634to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, deleting seismic restraints & supports from Tech Spec Sections 3.6.H & 
4.6.H. 

BLACK.S. Assistant Director for Projects. 89/01/19. 47pp. 50562:092-50562:140. 

-8902030177 Safety evaluation supporting Amends 163,160 & 134 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* NRC - No Detailed Affiliation Given. 89/01/19. 2pp. 50562:141-50562:142. 

8906300201 Forwards addi info re technical resolution of nonseismically qualified dis- 
charge piping for emergency equipment cooling water sys.W/51 oversize drawings. 
RAY.M.J. Tennessee valley Authority. 89/06/05. Document Control Branch (Docu- 
ment Control Desk). 70pp. 50352:352-50353:062. 

8906280289 Requests analyses of samples for tritium, Fe-55,Sr-89 & Sr-90 no later than 
60 days from receipt of samples as part of NRC Confirmatory Measurements Pro- 
gram. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/15. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50333:008-50333:009, 

8906290007 Forwards '‘Operational Readiness Review Interim Rept, Browns Ferry Unit 
2." Objective of review team was to review qualification & motivation of personnel & 
availability of supporting resources. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/06/16. CRUTCHFIELD D TVA 
Projects Division. 2pp. 50348:084-50348:161. 

-8906290010 "Operational Readiness Review Interim Rept.Browns Ferry Unit 2 " 

* Tennessee Valley Authority. 89/06/09. 74pp. 50348:086-50348:161. 

8906280075 Application for amend to License DPR-52, adding Section 3.5/4.5-M & re- 
vising Section 3,6.f to Tech Specs to provide limiting conditions for operation & sur- 
veillance requirements for reactor core thermal-hydraulic stability. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50330:036-50330:057. 

-6906280080 Proposed Tech Specs.adding Section 3.5/4.5-M & revising Section 3.6.f 
to provide limiting conditions for operation & surveillance requirements for reactor 
core thermal-hydraulic stability. 

* Tennessee Valley Authority. 89/06/20. 20pp. 50330:038-50330:057. 
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8906280099 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising 
Tech Spec Sections 1.0.S,3.10.B & 3.1 0.C to correct identified deficiencies re core al- 
tr-'rtt'c''s's:u'cc 'a^ce monitors. 

•"A - Mj ■'c-r;-'KSse:c Valley Authority. 89/06/20, Document Control Branch (Docu- 
ment Control Desk). 3pp. 50330:159-50330:187. 

-8906280103 Proposed Tech Specs changing Sections 1.0.S.3.10.B & 3.10.C. 

* Tennessee Valley Authority. 89/06/20. 26pp. 50330:162-50330:187. 

8907050086 Summary of 890615 meeting w/util in Rockville, MD re proposed Tech 
Spec Change 251 dealing w/Table 3.7.A, “Primary Containment Isolation Valves." 
FIELDS, M.B. TVA Projects Division. 89/06/22. TVA Projects Division. 40pp. 
50399:335-50400:014. 

8906300024 Discusses integration of engineering assurance functions into nuclear QA & 
nuclear e"ginee.''ipg Concludes that process described in 890609 meeting provides 
adequate c.ass \r,a\ o.ja ny c e"g'nee'-ing will be appropriately monitored. 

LIAW.B.C "VA P'ojoc'.s Di'. sci 39. 06,' 23 KINGSLEY, O.D. Tennessee Valley Au- 
thority. 5pp. 50379:001-50379:005. 

8907030170 Forwards FSAR.Apps J,K & L,describing reactor pressure vessel design 
bases,for Units 1,2 & 3,respectively,per NRC request. 

RAY,M.L Tennessee Valley Authority. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 319pp. 50389:031-50389:354. 

8907050124 Forwards,for info.890605 Itr ack receipt of petition filed by Ecology Ctr of 
Southern CA & states that petition is being treated under 10CFR2.206. 

BLACK, S.C. Assistant Director for Projects. 89/06/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50399:318-50399:323. 

8907030171 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption to 10CFR50. 71(e) concerning annual update to FSAR. 

BLACK.S.C. Assistant Director for Projects. 89/06/26. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50390:353-50390:358. 

-8907030172 Environ assessment & finding of no significant impact re temporary ex- 
emption to 10CFR50.71(e) concerning annual update of FSAR, 

BLACK.S.C. Assistant Director for Projects. 89/06/26. 4pp. 50390:355-50390:358. 

8907030192 Notification of 890710-12 meeting w/util in Decatur.AL to discuss interlocks 
& interconnection between ac/dc distribution sys. 

DANIELS,T. Assistant Director for Projects. 89/06/26. BLACK.S. Assistant Director for 
Projects. 3pp. 50383:357-50383:359. 

8906300126 Forwards response to TMl Action Item II.D.3.4, “Control Room Habitability - 
Hazardous Chemicals," Rate of vaporization of diesel fuel oil not sufficiently high to 
produce toxic concentrations in main control room. 

RAY.M.J. Tennessee Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50378:250-50378:257. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28, Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907070158 Forwards list of submittals required of util to support NRC decisions re 
restart.Util will be apprised of need for addi info to resolve technical issues if submit- 
tals incomplete. 

BLACK.S. Assistant Director for Projects, 89/06/28. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50455:172-50455:174. 

8907060088 Advises that TVA considers Employee Concern Task Group Rept 40700 
final resolution of heat code traceability issue. 

RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50433:175-50433:176. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, "NRC Position of Radiation Embrittlement of Reactor Vessel 
Matls & Impact on Plant Operations." 

BLACK.S.C. TVA Projects Division. 89/06/29. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907070189 Forwards supplemental response to Generic Ltr 88-01 re rept of 
exam, repair & mitigation plans for facilities & IGSCC susceptible piping. 

RAY.M. Tennessee Valley Authority. 89/06/30. Document Control Branch (Document 
Control Desk). 16pp. 50455:335-50455:360. 

8907100257 Forwards clarification & update to program for qualifying seismic qualifica- 
tion of small bore piping.List of commitments also end. 

RAY.M.J. Tennessee Valley Authority. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50457:274-50457:278. 

8907110013 Notification of 890707 meeting w/util in Rockville, MD to discuss control rod 
piping seismic analysis. 

GEARS, G.E. TVA Projects Division. 89/06/30. BLACK.S. Assistant Director for 
Projects. 3pp. 50529:358-50529:360. 

8907180002 Responds to 890617 Itr re potential industrial safety hazard resulting from 
inclusion of glass rotameter in RWCU sample line at plantNRC wjll continue monitor- 
ing util implementation of corrective action. 

LIAW.B.D. TVA Projects Division. 89/07/03. BUGGS.E.D. Affiliation Not Assigned. 
4pp. 50577:120-50577:126. 

-8907180003 Expresses concern re potential industrial safety hazard resulting from in- 
clusion of glass rotameter in RWCU sample line at plant, 

BUGGS.E.D. Affiliation Not Assigned. 89/06/17. ZECH.L Commissioners. 1p. 
50577:124-50577:126. 

8907130116 Advises that 890601 clarification to 890214 Itr granting relief Request H-3 
re changing pressure boundary for HPCI sys from valve 73-646 to valve 73-645 does 
not affect request acceptability. 

BLACK.S. TVA Projects Division. 89/07/06. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 5pp. 50537:066-50537:070. 


8907120083 Responds to NRC 890511 Itr which provided clarification on util use of Div 
of Operating Reactors guidelines re electrical cable ampacity.Util does not intend 
qualifying cables to guidelines required to operate under criteria b. 

RAY.M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50512:159-50512:160. 

8907130145 Forwards Amend 167 to License DPR-52 & safety evaluation. Amend 
changes calibr frequencies for instrument lines containing transmitters mfg by 
Tobar.Inc to more conservative intervals. 

BLACK.S. Assistant Director for Projects. 89/07/07. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50536:332-50536:351. 

-8907130147 Amend 167 to License DPR-52, changing calibr frequencies for instrument 
lines containing transmitters mfg by Tobar.Inc to more conservative intervals & making 
administrative changes to instrument numbers. 

BLACK.S. Assistant Director for Projects. 89/07/07. 15pp. 50536:334-50536:348. 

-8907130148 Safety evaluation supporting Amend 167 to License DPR-52. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 3pp. 
50536:349-50536:351. 

8907140036 Forwards temporary exemption from 10CFR50. 71(e) for annual update of 
updated FSAR for plant.per 890523 request. 

BLACK.S. Assistant Director for Projects. 89/07/07. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50541:097-50541:102. 

-8907140039 Exemption from 10CFR50. 71(e) requiring annual update of updated 
FSAR.W/design mods currenting underway to support Unit 2 restart.update in Jul 
1989 would not reflect Unit 2 configuration at projected time of startup. 

LIAW.B.D. TVA Projects Division. 89/07/07. Tennessee Valley Authority. 4pp. 
50541:099-50541:102. 

8907140261 Requests addI info re nuclear QA plan within 60 days of receipt of Itr. 
BLACK.S.C. TVA Projects Division. 89/07/10. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907140281 Provides addi NRC audit insights re plant risk review for info helpful in re- 
finement of response to Generic Ltr 88-19. NRC recommends that util re-examine 
plant emergency operating procedures used in recovery from transient. 

BLACK.S. Assistant Director for Projects. 89/07/10. KINGSLEY.O.D. Tennessee 
Valley Authority. 10pp. 50541:304-50541:313. 

8907140269 Responds to Generic Ltr 89-06, "SPDS." Util fully meets requirements of 
NUREG-0737,Suppl 1. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907180281 Provides addi documentation for Tech Spec Table 3.7.A, "Containment Iso- 
lation Valves" requested by NRC in 890615 meeting & 890622 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 72pp. 50561:032-50561:103. 

8907180207 Provides addi info as discussed in 890628 telcon w/NRC re 890214 Tech 
Spec Change 265T concerning control room habitability.Accidents considered in TVA 
Calculation ND-Q0090-88-11 bounded by LOCA for control room operator. 

RAY.M.J. Tennessee Valley Authority. 89/07/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50572:171-50572:173. 

8907250021 Notification of 890721 meeting w/util in Rockville.MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY.T.E., SNIEZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19, Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907250163 Ack understanding of conditions of acceptance for relief requests granted 
conditionally or partially denied in 890519 SER on inservice test program for pumps & 
valves.Few minor discrepancies discovered in SER.W/list of discrepancies. 

RAY,M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk), 3pp, 50654:203-50654:205. 

8907250169 Discusses resolution of Employee Concern 21800 discrepancy re low temp 
thermal analysis originally identified during 890217 meeting w/NRC concerning seis- 
mic issues at plant.Rev 3 of Design Criteria BFN-50-C-7103 issued in 890301. 
RAY.M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50654:212-50654:213. 


Q. inspection reports, IE Bulletins & correspondence 


8906290102 Ack receipt of 880115 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-37, 50-260/87-37 & 50-296/87-37. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/06/09. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50364:137-50364:138. 

8906300243 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Util identified 185 QA Level I & II molded-case circuit breakers in ware- 
house stock & 361 breakers purchased for planned mods but not installed, 

RAY.M.J. Tennessee Valley Authority. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 9pp. 50380:001-50380:009. 

8907100009 Summary of 890606 meeting w/util in Rockville.MD re handling of clay pipe 
issue & condition adverse to quality program, per findings in Insp Repts 50-259/89- 
10,50-260/89-10 & 50-296/89-10.List of attendees & presentation slides end. 

GEARS, G.E. TVA Projects Division. 89/06/29. TVA Projects Division. 25pp. 
50459:145-50459:169. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp, 50519:019-50519:080. 



38 DOCKETED ITEMS 


8907110291 Responds to NRC 890522 Itr re violations noted in Insp Repts 50-259/89- 

11.50- 260/89-11 & 50-296/89-1 1 .Corrective actions: Site Director Std Practice 7.9 will 
be revised by 890801 to provide appropriate advisor & supervisor signature & ack. 
RAY.M.J. Tennessee Val'-ov .-uthcrtv 89.'0'^.'05. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50 ‘.9;:- O' ■ -CjO-'-C-S C ' .' 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc, 60pp. 50449:001-50449:066. 

8907120172 Responds to NRC 890508 Itr re violations noted in Insp Repts 50-259/89- 

06.50- 260/89-06 & 50-296/89-06. Corrective actions: surveillance instruction revised 
to inform operator of pending half scrams & steps for clearing half scrams. 

RAY,M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 18pp. 50512:118-50512:135. 

8907170176 Responds to NRC 890522 Itr re violations noted in Insp Repts 50-259/89- 

11.50- 260/89-11 & 50-296/89-1 1 .Corrective actions: reactor bldg isolated & standby 
gas treatment & control room emergency ventilation sys actuated. List of commitments 
end. 

MEDFORD, M.O. Tennessee Valley Au^hc'^tv 99 '07/10. Document Control Branch 
(Document Control Desk). 7pp. 5054& ' '5 = j-;4f; '9- 

8907140244 Forwards current status of readiness of plant for restart insps.Electrical 
issues insp to be confirmed on 890712. Startup work complete on power ascension 
test program insp. 

RAY,M.L. Tennessee Valley Ajthodv. S9'C'^'12. Document Control Branch (Docu- 
ment Control Desk). 3pp. fC'54:V:)72-::7r.-r.5 O"--: 

8907260280 Forwards Reactive Team Insp Repts 50-259/89-18,50-260/89-18 & 50- 
296/89-18 on 890210-0522 & 0612-14 & notice of violation.Concerns noted re initiat- 
ing Cycle 6 reload w/o adequate monitoring & inadequate procedures. 

WILSON. B. A. Assistant Director for Inspection Programs. 89/07/13. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50658:314-50658:331. 

-8907260285 Notice of violation from insp on 890210-0522 & 0612-14. Violations 
noted:core loading procedures did not contain provisions to ensure continuous moni- 
toring of neutron flux throughout core loading & scheme for reload not identified. 
WILSON.B.A. Assistant Director for Inspection Programs. 89/07/13. 2pp. 50658:317- 
50658:318. 

-8907260288 Insp Repts 50-259/89-18,50-260/89-18 & 50-296/89-18 on 890210-0522 
& 061 2-1 4. Violations noted. Major areas inspected:follow up on findings identified in 
Insp Repts 50-259/89-04.50-260/89-04 & 50-296/89-04. 

CARPENTER. D.R., LITTLE.W.S. Region 2, Ofc of the Director. 89/07/13. 13pp. 
50658:319-50658:331. 

8907260106 Forwards Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 
890530-0602. No violations or deviations noted. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/07/18. KINGSLEY.O.D. 
Tennessee Valley Authority, 2pp. 50677:031-50677:037. 

-8907260110 Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 890530- 
0602.Major areas inspected:observation & evaluation of annual emergency exercise. 
SARTOR.W.M., RANKIN.W.H. Region 2, Ofc of the Director. 89/07/13. 5pp. 
50677:033-50677:037. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907200300 Advises that proprietary version of summary rept of facility fuel insp & re- 
constitution program not needed, per NRC review of nonproprietary TVA-BCD-906N. 
BLACK.S.C. Assistant Director for Projects. 89/07/19. KINGSLEY.O.D. Tennessee 
Valley Authority, 2pp. 50614:020-50614:021. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907100191 "Discharge Monitoring Rept" for May 1989. 

SCHMIERBACH.M. Tennessee Valley Authority. 89/05/31. 12pp. 50458:166- 
50458:177. 

8907190015 Monthly operating repts for June 1989 for Browns Ferry Units 1,2 & 3.W/ 
890714 Itr. 

RATLIFF.S.A., RAY,M.J. Tennessee Valley Authority. 89/06/30. 12pp. 50597:136- 
50597:147. 


S. Reportable occurrences, LERs & related correspondence 

8907070151 LER 89-007-00:on 89031 7, wiring in unit neutron monitoring sys intermedi- 
ate range monitor & source range monitor found to be brittle & cracked.Caused by 
use of inappropriate wire. Wiring replaced.W/890414 Itr. 

JONES.S.B., CAMPBELL.G.G. Tennessee Valley Authority. 89/04/14. 4pp. 
50448:279-50448:282. 

8906290414 LER 88-01 9-01 :on 881214 & 27, discovered that neutron source movement 
performed w/o min required trains of stand-by gas treatment sys.Caused by failure to 
track status of subj sys train following performance of surveillance. W/890621 Itr. 
AUSTIN, S.W., BYNUM, J.R. Tennessee Valley Authority. 89/05/16. 4pp. 50366:042- 
50366:045. 


8906290435 LER 89-01 5-00:on 890523, discovered no air flow in RHR 2C pump room 
cooler fan duct.Caused by personnel error.Proper fan rotation established & 
verified.Min qualification for personnel pe'-'c'-;'-" cc.^st test initiated. W/890621 Itr. 
AUSTIN,S.W., BYNUM,J.R. Tennessee va.-v.' 89/06/21. 5pp. 50366:051- 

50366:055. 

8907060070 LER 89-01 6-00:on 890530, determined that 480 volt shutdown board 2A not 
maintained ir se sm'ca”-. ::..a'/ed or Caused by personnel error.Conduct of 

operations rs-.'uc: o'- -o. sed.A '.SL-Oor:- !:' 

AUSTIN,S.W., BYNUM,J.R. Tennessee Valley Authority. 89/06/23. 4pp. 50415:158- 
50415:161. 

8907060095 LER 89-002-01 :on 8901 20, determined that existing support design for auto- 
matic depressurization sys air accumulator pressure switches not seismically 
qualified. Desion practices has changed since const of plant.W/890630 Itr, 
WILuARD.S.C", BYNUM, J.R. Tennessee Valley Authority. 89/06/28. 4pp. 50415:154- 
50415:157. 

8907060102 LER 89-013-01 :on 890409, discovered that manway covers in RHR svc 
water pump room A & D not bolted down. Caused by inadequate identification of flood 
barriers in plant procedures.Required list put in procedures.W/890630 Itr. 

JONES.S.B., BYNUM.J.R. Tennessee Valley Authority. 89/06/30. 4pp. 50415:162- 
50415:165. 

8907070085 LER 89-01 7-00:on 890607, intermediate range monitors C,G & H of neutron 
monitoring sys received hi-hi signal. Caused by failure to implement action to disable 
tungsten inert gas auto start function, Memo issued to "'a^age-s W ''890630 ltr. 
BAXTER, J.R., BYNUM.J.R. Tennessee Valley Author::. 88.'C5 2Z -'-pp 50447:349- 
50447:352. 

8907100147 LER 89-01 8-00:on 890606, diesel generator A declared inoperable resulting 
in inoperability of RHR 2A pump & failure to comply w/Tech Specs.Caused by failure 
tc detect damage f'crr co.'rosion debris.W/890630 Itr. 

CH.^NGCK. 3'‘'N..fw'‘ J P Tennessee Valley Authority. 89/06/30. 5pp. 50451:070- 
50451:074. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MR series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907180444 LER 89-006-01 :on 890331, unplanned ESF actuations occurred due to loss 
of reactor protection sys motor/generator output.Caused by personnel standing on 
breaker cabinet. Scaffold const procedure revised. W/89071 3 Itr. 

WILLARD.S.C., BYNUM.J.R. Tennessee Valley Authority. 89/07/13. 5pp. 50580:092- 
50580:096. 

8907270059 LER 89-01 9-00:890623.loop II of RHR sys toc‘'-'L';3’lv inocerable when 
operability required by Tech Specs.Caused by inadocuaio t’acki.nq A d.socsit'on'ng of 
test deficiency. Signature requirements added to :es; oackacos A. 89-:7.3-.' 'tr 
WILLARD.S.C., BYNUM.J.R. Tennessee Valley A,-thcmy. 89/:-7,-2C. 50677:213- 

50677:217. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8906280307 Discusses violation re discrimination against employee for engaging in pro- 
tected activity.W/o stated notice of violation. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/06/15. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50333:005-50333:007. 


P. Operating license stage documents & correspondence 

8907030141 Forwards notice of environ assessment & finding of no significant impact re 
881130 application for amend to License NPF-23.Amend revises Tech Specs re min 
inventory of diesel generator fuel oil to be stored onsite. 

LO.R.H. Project Directorate 11-2. 89/06/21. EURY.L.W. Carolina Power & Light Co. 
2pp. 50395:078-50395:083. 

“8907030145 Notice of issuance of environ assessment & finding of no significant 
impact re amend to License NPF-23,changing Tech Specs concerning min inventory 
of diesel generator fuel oil to be stored onsite. 

ADENSAM.E.G. Project Directorate II-1. 89/06/21. 4pp. 50395:080-50395:083. 

8907050202 Advises that util did not purchase electrical components &/or parts from 
Planned Maint Sys, Inc, in response to NRC 890522 Itr. 

LOFLIN.LI. Carolina Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:064-50418:067. 

“8907050210 Requests that util review records to verify whether electrical components 
or &/or parts procured from Planned Maint Sys.Inc.Response requested within 30 
days of Itr receipt. 

HAYES.B.B. Office of Investigations (Pre 880201). 89/05/22. LOFLIN.L., 

STARKEY.R.B. Carolina Power & Light Co. 3pp. 50418:065-50418:067. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 
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8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907170282 Confirms 890626 telcon w/R Lo re Generic Ltr 89-06 concerning SPDS 
certification response schedule. 

LOFLIN.L.I. Carolina Power & Light Co. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 50555:150-50555:150. 

8907200090 Summary of 890524 meeting w/util re application of PRA to design basis 
documentation program that util conducting for facility.List of attendees & viewgraphs 
end. 

LO,R. Project Directorate 11-1. 89/07/11. Project Directorate 11-1. 31pp. 50606:306- 
50606:334. 

8907260096 Responds to Generic Ltr 89-08, “Erosion/Corrosion-lnduced Pipe Wall 
Thinning." Program provides controls & assurances that structural integrity of high- 
energy carbon steel sys maintained as required by Generic Ltr 89-08. 

CUTTER, A.B. Carolina Power & Light Co. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:063-50673:064. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280222 Ack receipt of 890508 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-261/88-36 & 50-261/88-38. 

REYES, L.A. Region 2, Ofc of the Director. 89/06/14, EURY,L.W. Carolina Power & 
Light Co. Ip, 50333:145-50333:145, 

8906280307 Discusses violation re discrimination against employee for engaging in pro- 
tected activity.W/o stated notice of violation. 

EBNETER,S.D. Region 2 O'c of Director. 89/06/15. EURY,LW. Carolina Power & 
Light Co. 3pp. 50533 005-50333:007. 

8907100029 Forwards Insp Rept 50-261/89-09 on 890418-0510 & notice of violation. 
REYES.LA. Region 2, Ofc of the Director. 89/06/26. EURY,L.W. Carolina Power & 
Light Co. 2pp. 50457:241-50457:260. 

-8907100032 Notice of violation from insp on 89041 8-0510. Violations noted:measures 
inadequate to ensure that RHR design basis translated into specs, drawings & proce- 
dures. 

REYES.L.A. Region 2. Ofc of the Director, 89/06/26. 2pp. 50457:243-50457:244. 

-8907100036 Insp Rept 50-261/89-09 on 89041 8-05 10. Violation noted. Major areas 
inspected:operational safety verification, surveillance observation, maint 
observation. onsite followup of events & onsite review committee activities. 
GARNER.LW., JURY.K.R.. DANCE.H.C. Region 2. Ofc of the Director. 89/06/08. 
16pp. 50457:245-50457:260. 

8907120357 Ack receipt of 890616 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-261/89-08. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/06/29. EURY,L.W. Carolina Power 
& Light Co. 1p. 50514:351-50514:351. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907130129 Revised response to violations noted in Insp Rept 50-261 /88-28.Corrective 
actions:wiring of high & low level control probes corrected, probes cleaned & new 
probes purchased for installation if corrosion buildup continues. 

MORGAN.R.E. Carolina Power & Light Co. 89/07/03. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50532:169-50532:173. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180380 Forwards Insp Rept 50-261/89-10 on 890511-0613 & notice of violation. 
REYES,L.A. Region 2, Ofc of the Director. 89/07/07, EURV.L.W. Carolina Power & 
Light Co. 2pp. 50592:082-50592:093. 

-8907180381 Notice of violation from insp on 89051 1-061 3. Violation noted:measures in- 
adequate in assuring prompt identification & correction of component cooling sys leak 
& failure of valve to fully close on 880202. 

REYES,L.A. Region 2. Ofc of the Director. 89/07/07. 2pp. 50592:084-50592:085. 

-8907180383 Insp Rept 50-261/89-10 on 89051 1-061 3,Violation noted. Major areas 
inspected:maint observation, ESF sys.waikdown & emergency diesel generator fuel oil 
quality. 

GARNER.L.W., JURY.K.R., DANCE.H.C. Region 2, Ofc of the Director. 89/07/07. 8pp. 
50592:086-50592:093. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907170396 Monthly operating rept for June 1989 for HB Robinson.Unit 2. W/890706 
ltr. 

HAYNESWORTH.V,, MORGAN.R.E. Carolina Power & Light Co. 89/06/30. 3pp. 
50554:206-50554:208. 

8907250085 Forwards summary of changes to facility as described in Amend 7 to up- 
dated FSAR, 

MORGAN.R.E. Carolina Power & Light Co, 89/07/21. Document Control Branch (Doc- 
ument Control Desk). 23pp. 50655:123-50655:145. 


S. Reportable occurrences, LERs & related correspondence 

8906300093 LER 89-009-00:on 890525,relative humidity exceeded Tech Spec limits w/ 
containment purge ir o'^ogress Caused by degradation tc accu'acy of 
instrument.Annual calibr <-c-.':uorT';\, /.-i te ncreased to semiannual irto-.-a:./. ■650623 
ltr. 

BAUCOM.C.T.. MORGAN.R.E. Carolina Power & Light Co. 89/06/23. 5pp. 50365:351- 
50365:355. 

8907260070 Info Rept:on 89071 7-0804,fire penetration seals will be removed from svc 
to allow access for ventilation sys mod. AddI fire barrier penetrations will be made in 
wall between RHR pump pit & fuel handling bldg.per Tech Spec 3.14.7.2. 
MORGAN.R.E. Carolina Power & Light Co. 89/07/20. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50676:243-50676:245. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136, 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8907250161 Forwards Amend 8 to License SNM-2502 & FR notice.Amend changes 
frequency.from annually to semiannually,of reporting effluent releases to environ from 
ISFSl. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/07/20. EURY,L.W. Carolina Power & Light 
Co. 3pp. 50646:083-50646:085. 

“8907250162 Amend 8 to License SNM-2502,changing frequency of reporting effluent 
releases to environ from ISFSLfronrr annually to semiannually. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/07/20. 4pp. 50646:086-50646:089. 

“8907250166 Advises that neither environ assessment nor EIS warranted for amend to 
License SNM-2502,increasing frequency from annually to semiannually of reporting ef- 
fluent releases to environ from ISFSl. 

ROUSE,L.C. Fuel Cycle Safety Branch. 89/07/20. Fuel Cycle Safety Branch. Ip. 
50646:090-50646:090. 

“8907250168 Notice of issuance of Amend 8 to License SNM-2502,changing 
frequency,from annually to semiannually .for reporting effluent releases to environ from 
ISFSl. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/07/20. 2pp. 50646:091-50646:092. 


DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8907070227 Forwards rewritten Tech Specs for application for possession only license. 
JACKSON, E.F. Brigham Young Univ., Provo, UT. 88/03/17. ADAMS.A. Standardiza- 
tion & Non-Power Reactor Project Directorate (Pre 890730). Ip. 50442:053- 

50442:064. 

“8907070232 Rewritten Tech Specs re application for possession only license. 

* Brigham Young Univ., Provo, UT. 88/03/17. 11pp. 50442:054-50442:064. 

8907070364 Fonwards Tech Specs w/alterations per 880901 telcon. Ltr to D Chaney re 
insp & response encl.W/o ltr. 

JACKSON, E.F. Brigham Young Univ., Provo. UT. 89/04/24. ADAMS.A, Standardiza- 
tion & Non-Power Reactor Project Directorate (Pre 890730). Ip. 50455:324- 

50455:331. 

“8907070365 Proposed Tech Specs re alteration of listed items. 

* Brigham Young Univ., Provo. UT. 89/04/24. 7pp. 50455:325-50455:331. 


Q. Inspection reports, IE Bulletins & correspondence 

8907070364 Forwards Tech Specs w/alterations per 880901 telcon. Ltr to D Chaney re 
insp & response end.W/o ltr. 

JACKSON.E.F. Brigham Young Univ., Provo, UT. 89/04/24. ADAMS.A. Standardiza- 
tion & Non-Power Reactor Project Directorate (Pre 890730). Ip. 50455:324- 
50455:331. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 

8907060032 Responds to NRC 890321 ltr re violations noted in Insp Rept 50-263/89- 
03.Corrective actions:personnel involved in preparation of work procedure counseled 
on controlling work activities around sensitive equipment & logs revised. 

LARSON.C.E. Northern States Power Co. 89/04/19. AXELSON.W.L. Region 3, Ofc of 
the Director. 3pp. 50434:008-50434:010. 

8906290480 Forwards SALP Board Rept 50-263/89-01 for Dec 1987 - Feb 1989. 

DAVIS, A.B. Region 3. Ofc of the Director. 89/06/26. LARSON.C.E. Northern States 
Power Co. 2pp. 50362: 1 99-50362:2 11. 

..8906290492 Comments on SALP 8 Insp Rept 50-263/89-01 for Dec 1987 - Feb 
1989.Section IV.G.1 re safety assessment/quality verification should be corrected re 
util adherence to Safety Audit Committee membership requirements. 

LARSON.C.E. Northern States Power Co. 89/06/13, DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 50362:211-50362:211. 

8907120058 Forwards Safeguards Insp Rept 50-263/89-16 on 890605-09. Violations 
observed. Notice of violation withheld (ref 10CFR73.21). 

NORELIUS.C.E. Region 3. Ofc of the Director. 89/07/06. LARSON.C.E. Northern 
States Power Co. 2pp. 50512:192-50512:195. 
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■8907120062 withheld Insp Rept 50-263/89-16 on 890605-09 (ref 

10CF-' 2:, .■oo';:" noted.Major areas inspected:mct s'-iodc-I oxtected & vital area 

physical barriers, detection & assessment aids & alarm's-.a: cns a co'r-nj-'.icatios. 
MADEDA.T.J.. BELANGERJ.L., KNICELEY.J.R. Region 3. Ofc of the Director. 89/07/ 
05. 2pp. 50512:194-50512:195. 


H. General correspondence 

8907050372 Informs of TM Parker authorization to sign applicable NRC items. 

PARKER, T.M. Northern States Power Co. 89/06/26. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). Ip. 50403:112-50403:112. 

8907100211 Informs of organizational changes made within nuclear generation organi- 
zation in order to "esoond "^ore ef^ect‘ve>y to cu'-rent requirements re review, mgt & 
completion of site Tocs.O.'ca'iza: c'l d:£:;rsn or: 

LARSON, C.E. Norf-jrr 3;a/.es =>ow5' Co £9. 06. 27. Region 3. Ofc of the Director. 
2pp. 50459:108-50459:109. 

8907120013 Comment supporting proposed rule 10CFR50. "Acceptance of Products 
Purchased for Use in Nuclear Power Plant St'jctur-cs Sys & Ccrroonents." 
PARKER,T.M. Northern States Power Co. £9 C3. 30. Ooc-.e; ng & Services Branch. 
Ip. 50496:059-50496:059. 


P. Operating license stage documents & correspondence 

8906290179 Submits status rept on meeting requirements of 10CFR50.63 re station 
blackout.Util selected HPCI, instead of RCIC sys.to provide coolant inventory 
cc.n'.'c' Rc-'. ssd static" t'ackc Jt subr ttnl will be sent by 891017, 

PARKER “ V No';he'" 5:a:£5 "cao.' Cc. 89/06/16. Office of Nuclear Reactor Regu- 
lation. Director (Post 870411). Ip. 50363:178-50363:178. 

8906290096 Forwards Amend 67 to License DPR-22, safety evaluation & notice of 
iss.jS":o.A'r!-';rd revises Tech Specs.extending MAPLHGR exposure limit of 40,000 to 
45.::: VAo'VTJ ::r Fuel Types P8DRB265L & BP8DRB265L. 

STEFANO.J.J. Project Directorate III-1. 89/06/19. MUSOLF.D.M. Northern States 
Power Co. 3pp. 50368:243-50368:255. 

-8906290100 Amend 67 to License DPR-22, extending MAPLHGR exposure limit of 
40,000 to 45,000 MWd/MTU for Fuel Types P8DRB265L & BP8DRB265L. 

YANDELL.L. Project Directorate III-1. 89/06/19. 4pp. 50368:246-50368:249. 

-8906290109 Safety evaluat'on supporting Amaz'd 6'' to License DPR-22. 

* Office of Nuclear Rea.iio' Rc-cj alien. Drecio- (Post 870411). 89/06/19. 2pp. 
50368:250-50368:251. 

"8906290114 Notice of issuance of amend to License DPR-67.Amend changed Table 
3.11.1 of Tech Specs to add 45,000 MWD/MTU MAPLHGR for Fuel Types 
P8DRB265L & BP8DRB265L in order to extend length of current operating cycle 
through to Aug 1989. 

STEFANO.J.J Project Directorate III-1. 89/06/19. 4pp. 50368:252-50368:255. 

8907070243 Errata to application for amend to License DPR-22.deIeting Notes 1 & 7 
from Tech Spec Table 4.2.1, "Min Test & Calibr Frequency for Core Cooling Rod 
Block & Isolation Instrumentation." 

PARKER.T.M, Northern States Power Co. 89/06/23. Office of Nuclear Reactor Regu- 
lation. Director (Post 870411). Ip. 50455:169-50455:171. 

-8907070244 Proposed Tech Spec Table 4.2.1, "Min Test & Calibr Frequency for Core 
Cooling Rod Block & Isolation Instrumentation." 

* Northern States Power Co. 89/06/23. 2pp. 50455:170-50455:171. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PAR”LO‘.V.JG Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ec [J.:-son Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907100167 Summary of 890629 meeting w/util in Rockville, MD re acceptability of util 
890601 proposed design mod to correct single failure vulnerability of LPCI sys swing- 
bus design configuration currently installed in plant. 

STEFANO.J.J. Project Directorate III-1. 89/06/29. YANDELL.L.A. Project Directorate 
111-1. 4pp. 50507:175-50507:178. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101 , "BWR Water Level Redundancy." Sve list end. 

?A.R'"LDV;.J G Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
OG Egto-i Co of New York. Inc. 54pp. 50416:062-50416:106. 

8907140120 Forwards director of NRR 890602 ltr to Ecology Ctr of Southern California 
ack receipt of petition & stating that petition being treated under 10CFR2.206 of Com- 
mission regulations.for info. 

STEFANO.J. Project Directorate 111-1. 89/07/11. PARKER.T.M. Northern States Power 
Co. 3pp. 50542:210-50542:216. 

8907170354 Responds to Generic Ltr 89-06, "SPDS." SPDS implemented at plant 
meets requirements of NUREG-0737.Suppl 1. Completed checklist for SPDS imple- 
mentation end. 

PARKER.T.M. Northern States Power Co. 89/07/11. Document Control Branch (Doc- 
ument Control Desk). 22pp. 50555:053-50555:074. 

8907210199 Forwards Rev 1 to description & evaluation of mod to 480 V bus supplying 
LPCI valves, per NRC request at 890621 meeting. Since mod to be installed during 
Atug 1 989 refueling outage, comments on proposed design requested as soon as pos- 
sible. 

PARKER.T.M. Northern States Power Co. 89/07/14. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 13pp. 50629:346-50629:358. 

8907260267 Forwards errata to Amend 61 to License DPR-22,correcting unintentional 
omission from Tech Specs pages issued by Amend 61 of changes previously imple- 
mented by Amends 59 & 46. a r j- k 

STEFANO.J.J. Project Directorate III-1. 89/07/14. PARKER.T.M. Northern States 
Power Co. 3pp. 50673:009-50673:025. 

-8907260268 Errata to Amend 61 to License DPR-22. 

* NRC - No Detailed Affiliation Given. 89/07/14. 14pp. 50673:012-50673:025. 


8907210360 Forwards addi info re util response to Generic Ltr 88-01, per JJ Stefano 
890501 request.lsometric drawings for affected welds & historical insp summary for 
SVC sensitive welds also end. 

PARKER.T.M. Northern States Power Co. 89/07/17. Office of Nuclear Reactor Regu- 
lation. Director (Post 870411). 51pp. 50616:224-50616:274. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290522 Responds to NRC 890210 ltr re violations noted in Insp Rept 50-263/88- 
27.Corrective action:all torque multipliers sent offsite for calibr. 

LARSON.C.E. Northern States Power Co. 89/03/10. AXELSON.W.L. Region 3, Ofc of 
the Director. 2pp. 50363:001-50363:002. 

8907060032 Responds to NRC 890321 ltr re violations noted in Insp Rept 50-263/89- 
03.Corrective actions:personnel involved in preparation of work procedure counseled 
on controlling work activities around sensitive equipment & logs revised. 

LARSON.C.E. Northern States Power Co. 89/04/19. AXELSON.W.L. Region 3, Ofc of 
the Director. 3pp. 50434:008-50434:010. 

8906290480 Forwards SALP Board Rept 50-263/89-01 for Dec 1987 - Feb 1989. 
DAVIS.A.B. Region 3, Ofc of the Director. 89/06/26. LARSON.C.E. Northern States 
Power Co. 2pp. 50362:199-50362:21 1 . 

-8906290492 Comments on SALP 8 Insp Rept 50-263/89-01 for Dec 1987 - Feb 
1989.Section IV.G.1 re safety assessment/quality verification should be corrected re 
util adherence to Safety Audit Committee membership requirements. 

LARSON.C.E. Northern States Power Co. 89/06/13. DAVIS.A.B. Region 3, Ofc of the 
Director. Ip. 50362:211-50362:211. 

8907060030 Responds to NRC 890526 ltr re violations noted in insp of License DPR-22 
re RCIC inoperability.Corrective actions:test Procedure 7140 revised to perform sys 
operability test after completion of level switch test. 

LARSON.C.E. Northern States Power Co. 89/06/26. GREENMAN.E.G. Region 3. Ofc 
of the Director. 3pp. 50432:006-50432:008. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Ene'gy Li"e Break." Sve list end. 

POSSl.CE. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120058 Forwards Safeguards Insp Rept 50-263/89-16 on 890605-09. Violations 
observed. Notice of violation withheld (ref 10CFR73.21). 

NORELIUS.C.E. Region 3. Ofc the Director. 89/07/06. LARSON.C.E. Northern 
States Power Co. 2pp 5C5 1 2- ' 92-:30:5 : 2 - 1 95 

-8907120062 Partially withheld Insp Rept 50-263/89-16 on 890605-09 (ref 
10CFR73.21).Violation noted.Major areas inspected:mgt support.protected & vital area 
physical barriers, detection & assessment aids & alarm stations & communicatios, 
MADEDA.T.J., BELANGER, J.L, KNICELEY.J.R. Region 3, Ofc of the Director. 89/07/ 
05. 2pp. 50512:194-50512:195. 

8907140308 Requests addI info re second 10-yr interval inservice insp program for plant 
within 30 days of receipt of ltr. 

STEFANO.J.J. Project Directorate III-1. 89/07/12. PARKER.T.M. Northern States 
Power Co. 9pp. 50542:280-50542:288. 

8907180124 Forwards response to NRC 890210 ltr re design basis & criteria used for 
reactor bldg closed cooling water sys & isolation provisions.Current sys configuration 
& isolation provisions meet BWR Owners Group criteria. 

PARKER.T.M. Northern States Power Co. 89/07/14. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 9pp. 50557:172-50557:180. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907180512 Monthly operating rept for June 1989 for Monticello Nuclear Generating 
Plant.W/890713 ltr. 

PAUSTIAN.H.H., PARKER.T.M. Northern States Power Co. 89/06/30. 5pp. 
50580:013-50580:017. 


S. Reportable occurrences, LERs & related correspondence 


8907120087 LER 89-005-01:on 890403, HPCI steam isolation valves MO-2034 & MO- 
2035 closed upon receiving primary containment Group IV isolation from ESF actu- 
ation signal.Caused by improper actuation of delay relays.W/890703 ltr. 

LINDE, B., PARKER.T.M. Northern States Power Co. 89/07/03. 5pp. 50510:335- 
50510:339. 

8907170233 LER 89-008-00:on 890611, ESF actuation occurred as result of chlorine de- 
tector switch mispositioning.Caused by personnel error.Operations personnel 
counseled.Caution tags describing status of cabinet placed on switch.W/89071 1 ltr. 
KAMPPINEN,L., PARKER.T.M. Northern States Power Co. 89/07/11, 4pp. 50544:122- 
50544:125. 
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8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907260021 LER 89-009-00:on 89061 9, discharge check valve failed to seat & reactor 
water level decreased to scran setpoint. Caused by inadequate acceptance criteria 
for valve insp. Check valve parts replaced or rebuilt.W/890719 Itr. 

LOBERG,D.R., PARKER.T.M. Northern States Power Co. 89/07/19. 9pp. 50648:087- 
50648:095. 

8907240223 LER 89-01 0-00:on 890620, RHR LPCI inboard injection valve closed due to 
de-enerpization of primaiy containment isolation sys Group II relay 16A-K17.Caused 
by drawing misinterpretation. Operator training planned.W/890720 Itr. 

SOPKIN.E.C., PARKER.T.M. Northern States Power Co. 89/07/20. 8pp. 50644:072- 
50644:079. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907110052 Forwards “Unannounced Drill Evacuation of Implementation of State & 
Local Radiological Emergency Response Plans,” on 890510. Nine areas requiring cor- 
roct'vo actions' idorr.if ec. 

KVv .ATKO’ASKLD. Fc-defa! Emergency Management Agency. 89/06/27. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50501:271-50501:294. 

“8907110054 “Unannounced Drill Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans," on 890510. 

OVERSTREET.J.D. Federal Emergency Management Agency. 89/06/20. 20pp. 
50501:273-50501:294. 

8907070147 Revised EPIPs.including Rev 2 to QEP 100-0, “Acting Station Director 
(Shift Engineer)" & Rev 2 to QEP 100-T2, “Predetermined PARs for Control Room." 
BROWN, C. Commonwealth Edison Co. 89/06/30. 4pp. 50442:183-50442:186. 

8907070152 Revised procedures, including Rev 4 to QEP 150-0, Rev 2 to QEP 150- 
3,Rev 2 to QEP 150-T5,Rev 1 to QEP 150-T8,Rev 1 to QEP 150-T9 & Rev 1 to QEP 
150-T10. 

* Commonwealth Edison Co. 89/06/30. 12pp. 50443:180-50443:191. 

8907070199 Revised procedures, consisting of Rev 4 to QEP 155-0 & Rev 2 to QEP 
155-T1. 

BROWN, C., WALSH,R. Commonwealth Edison Co. 89/06/30. 8pp. 50441:044- 
50441:051. 

8907100021 Revised station procedures, including Rev 4 to QEP 300-0, “Notification," 
Rev 2 to QEP 300-S4, “State of IL Nuclear Accident R^orting Sys Form." Rev 2 to 
QEP 300-S6, "Followup Notification Form" & Rev 2 to QEP 300-T1. 

* Commonwealth Edison Co. 89/06/30. 9pp. 50457:197-50457:205. 

8907240342 Forwards Safety Insp Repts 50-254/89-12 & 50-265/89-12 on 890514- 
0624. Discrepancy identified re functional descriptions of certain drywell valves current- 
ly stated in updated FSAR. 

GREENMAN.E.G. Region 3, Qfc of the Director. 89/07/19. REED,C. Commonwealth 
Edison Co. 3pp. 50636:240-50636:269. 

“8907240345 Insp Repts 50-254/89-12 & 50-265/89-12 on 89051 4-0624.0ne licensee- 
identified violation & two unresolved items noted. Major areas inspected:licensee ac- 
tions on previous items, plant operations, emergency preparedness & security. 
HARRISON. J.J. Region 3. Qfc of the Director. 89/07/17. 23pp. 50636:243-50636:269. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907030211 Forwards Rev 7 to i^dated FSAR for Quad Cities Units 1 & 2. 

KOVACH.T.J. Commonwealth Edison Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50383:273-50383:353. 


P. Operating license stage documents & correspondence 

8907200242 Advises that new pressure-temp curves.per Reg Guide 1.99, Rev 2, will be 
submitted by 890930 in response to Generic Ltr 88-11. 

STQLS.R. Commonwealth Edison Co. 89/06/26. MURLEY,T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). Ip. 50648:144-50648:144. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120167 Forwards TE Murley 890605 Itr to Ecology Ctr of California ack receipt of 
petition filed by ctr & advising that petition being treated under 1 0CFR2.206. 
SHEMANSKI.P.C. Project Directorate III-2. 89/07/06. KOVACH.T.J. Commonwealth 
Edison Co. 5pp. 50512:094-50512:102. 

8907200013 Application for amends to Licenses DPR-29 & DPR-30, deleting cycle-spe- 
cific core limit from Tech Specs, per Generic Ltr 88-16. 

SILADY.J.A. Commonwealth Edison Co. 89/07/11. MURLEY, T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 8pp. 50595:217-50595:306. 


—8907200015 Proposed Tech Spec changes re removal of cycle-specific core limits. 

* Commonwealth Edison Co. 89/07/11. 43pp. 50595:225-50595:267. 

—8907250159 "Core Qperating Limits Rept for Quad Cities Nuclear Power Station Unit 
2.Reload 9 (Cycle 10)." 

* Commonwealth Edison Co. 89/05/31. 19pp. 50595:288-50595:306. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER.M.H. Commonwealth Edison Co. 89/07/11. MURLEY, T.E. NRC - No De- 
tailed Affiliation Given, 3pp. 50595:177-50595:178. 

8907200347 Notification of 890802 meeting w/util in Downers Grove,IL to discuss con- 
trol room habitability issues at facilities. 

SIEGEL,B,L Project Directorate III-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
III-2. 3pp. 50588:354-50588:356. 

8907240281 Notification of 890801 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues re plants. 

SIEGEUB.L Project Directorate III-.2. 89/07/20. SHEMANSKI.P.C. Project Directorate 
III-2. 5pp. 50641:059-50641:063. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER,M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


Q. Inspection reports, IE Bulletins & correspondence 

8907050162 Requests addi info re valves addressed by BWR Owners Group per lEB- 
85-003. Info requested within 1 month of ltr date. 

GREENMAN,E.G. Region 3, Qfc of the Director. 89/06/23. REED,C. Commonwealth 
Edison Co. 2pp. 50418:068-50418:069. 

8907030283 Forwards Safety Insp Repts 50-254/89-14 & 50-265/89-14 on 890605- 
09.No violations noted. 

CQOPER.R.W. Region 3, Qfc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 50395:084-50395:088. 

-8907030284 Insp Repts 50-254/89-14 & 50-265/89-14 on 890605-09.No violations or 
deviations noted. Major areas inspected: implementation of NRC Bulletin 88-010 re- 
quirements re molded-case circuit breakers. 

NEISLER.J.H., GARDNER, R.N. Region 3, Qfc of the Director. 89/06/27. 3pp. 
50395:086-50395:088. 

8907050295 Forwards Requalification Exam Rept 50-254/OL-89-02 on 890511-13 & 15- 
16 for Units 1 & 2. Programmatic weaknesses identified. 

WRIGHT,G.C. Region 3, Qfc of the Director. 89/06/28. REED,C. Commonwealth 
Edison Co. 2pp. 50402:254-50402:323. 

“8907050299 Requalification Exam Rept 50-254/OL-89-02 for Units 1 & 2 administered 
on 890511-13,15 & 16.Exam results:NRC passed all crews & individuals in all portions 
of exam except one reactor operator that failed written exam. 

HARE,E., SPENCER,M., BJORGEN,J. Region 3, Qfc of the Director. 89/06/27. 68pp. 
50402:256-50402:323. 

8907060159 Forwards Safety Insp Repts 50-254/89-15 & 50-265/89-15 on 890619- 
21. No violations noted. 

GREGER,L.R. Region 3, Qfc of the Director. 89/06/28. REED.C. Commonwealth 
Edison Co. 2pp. 50431:354-50431:360. 

“8907060162 Insp Repts 50-254/89-15 & 50-265/89-15 on 89061 9-21 .No violations 
noted. Major areas inspected:radwaste mgt program, including solid, liquid & gaseous 
radwastes.aud’fs & assessments & unplanned liquid radwaste release. 
m:llER,D.E , SCHJMACHE.^^V Region 3, Qfc of the Director. 89/06/28. 5pp. 
50431:356-50431:360. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc. 64pp. 50519:019-50519:080. 

8907100325 Forwards Safety Insp Repts 50-254/89-13 & 50-265/89-13 on 890522- 
0608.No violations noted. 

COOPER,R.W. Region 3, Qfc of the Director. 89/07/05. REED.C. Commonwealth 
Edison Co. 2pp. 50457:006-50457:020. 

“8907100326 Safety Insp Repts 50-254/89-13 & 50-265/89-13 on 890522-0608.No 
violations.deviations or open items noted. Major areas inspected:maint & inservice 
testing of pumps & valves.including actions in response to NRC Bulletin 85-003. 
SMITH.J.F., HUBER.M.P., DANIELSQN.D.H. Region 3, Qfc of the Director. 89/06/29. 
13pp. 50457:008-50457:020. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list enci. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers." Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008.Suppl 3 re piping subj to unac- 
ceptable thermal stratification. Review indicated that Dresden.Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/17, Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C,E. Division of Operational ^ents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 
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8907240342 Foiwards Safe;/ Insp Bepfe 50-254;SS-12 a 50-265/69-12 on 890514- 

0624. Discrepancy identified re functional descriptions of certain drywell valves current- 
ly stated in updated F5AR, 

GREENMAN,E.G- Region 3. Ofc of the Director. 89/07/19. REED.C, Commonwealth 
Edison Co. 3pp. 50636:240-50636:269. 

-8907240345 insp Repts 50-25.1 '89-12 & 50-265/89-12 on 890514-0624.One licensee- 
identified violation & two unresolved items noted. Major areas inspectedilicensee ac- 
tions on previous items, r'a-t .:r,:-'at;cr.s e-c-c'.rcv preparedness & security, 
HARRISON.J.J. Region c; :■ ;D 37 '17. 23pp. 50636:243-50636:269. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20, 
Consolidated Edison Co, of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER, M,H, Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 

8907190012 -yRg repts for June 1989 for Quad-Cities Units 1 & 2. Refuel- 
ing :nR. r:i;so ■.:n': . ■■ ■! ■ ltr. 

DEELSNYDER.L., ROBEY.R.A. Commonwealth Edison Co. 89/06/30, 26pp. 
50580:187-50580:212. 

8907180209 Forwards listing of changes, tests & experiments completed for June 1989 
for plant & summary of safety evaluations. 

ROBEY.R.A. Commonwealth Edison Co. 89/07/03. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 6pp, 50579:243-50579:248. 


S. Reportable occurrences, LERs & related correspondence 

8906280111 LER 89-002-00:on 890524.unusual event declared due to reactor coolant 
leakage into primary containment in excess of Tech Spec limit of 5 gpm.Caused by 
leakage from ROIC steam supc'v •sc'ht'o.n valve 2-1301-16.W/890622 ltr. 

HANNO.W.E.. BAX.R.L. Dc rc' Ai-a.;'- Edison Co. 89/06/21. 5pp. 50337:126- 

50337:130. 

8907110017 LER 89-003-00:on 890529, loss of secondary containment occurred during 
search for grounds on 125 volt dc.Caused by inadecuate desig.”. cf 647 ft elevation 
interlock doors. Interlock doors closed. Procedures rev-sed W/89G628 ltr. 

KORNETA.R., BAX.R.L. Commonwealth Edison Co. 89/06/28. 5pp. 50448:324- 
50448:328, 


V. Operator Examinations 


8907050295 Forwards Requalification Exam Rept 50-254/CL-89-02 on 890511-13 & IS- 
IS for Units 1 & 2. Programmatic weaknesses identified. 

WRIGHT, G.C. Reoion 3, Cfc of the Director. 89/06/28, REED.C. Commonwealth 
Edison Co. 2pp. 50402:.';'5^‘.-50402:323. 

--8907050299 Requalification Exam Rept 50-254/CL-89-02 for Units 1 & 2 administered 
on 890511-13,15 & 16. Exam results;NRC passed all crews & individuals in all portions 
of exam except one reactor operator that failed written exam. 

HARE.E., MCGHEE, J.. PARRISH.M. Region 3. Cfc of the Director. 89/06/27. 68pp. 
50402:256-50402:323. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLCW.J.G. Associate Director for Projects (Post 870411), 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906300202 Forwards public version of revised EPIPs, including EPIP-6.6c,EPIP-22 & 
EP1P-23.W/890627 release memo. 

FAY.C.W. Wisconsin Electric Power Co. 89/06/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50368:130-50368:157. 

-8906300252 Public version of EPIPs.induding EPIP-6.6c,EPIP-22 & EPIP-23. 

STEVENS, D.R. Wisconsin Electric Power Co. 89/06/13. 26pp. 50368:133-50368:157. 

8906290251 Forwards Safety Insp Repts 50-266/89-15 & 50-301/89-14 on 890401- 
053^ A "ot'ce v'c'aticn. 

■KNOF.R.Q 3 Q:c or the- D.rector. 89/06/21. FAY.C.W, Wisconsin Electric 

Fewer Do. 2pp. 5C363:295-r:C35.=.3‘2 

-8906290264 Insp Repts 50-266/89*15 & 50-301/89-14 on 890401-0531. Violation 
noted. Major areas inspected:previous insp findings, operational safety 
verification, radiological controls, maint & surveillance & emergency preparedness. 
DEFAYETTE.R.W. Region 3, Cfc of the Director. 89/06/21. 15pp. 50369:298- 
50369:312. 

8906290314 Forwards Safety Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 
& 0614.No violations noted.Concerns raised re exercise weaknesses from 890315 ex- 
ercise & training orc-g'-am. Cor'oet ve .actions requested within 45 days. 

GREGER.LR. Regior 3. Ofc c* tno Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 5:363:1 '3-53363: 185. 

-8906290319 Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 & 0614. No vio- 
lations noted.Major areas inspected:emergency preparedness program, actions on pre- 
vious open items, activations of emergency plan & training. 

SHEAR, G., SNELL, W. Region 3, Cfc of the Director. 89/06/20. 8pp. 50363:181- 


8907030230 Forwards response to violations nct-?d Insp Repts 50-266/ 

89-17 & 50-301/89-16. Response withheld (ref ' 

ZACH.J.J. Wisconsin Electric Power Co. 89/06/27, Document Control Branch (Docu- 
ment Control Desk). Ip. 50549:234-50549:234, 

8907180132 Clarifies 890627 response to violations noted in Insp Repts 50-266/89-17 
& 50-301 /89-16.Second sentence of Item 1 re elements of security awareness pro- 
gram being presented to plant employees should be revised to read as listed. 
ZACH.J.J. Wisconsin Electric Power Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50578:239-50578:240. 


P, Operating license stage documents & correspondence 

8906300052 Discusses actions taken to implement insp/maint requirements & 
procedures.per TMI Item 1I.D.1, "Performance Testing of Relief & Safety Valves." Rev 
to alarm response book initiated for lift indicating switch assembly. 

FAY.C.W. Wisconsin Electric Power Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50370:256-50370:257. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLCW.J.G. Associate Director for Projects (Post 870411), 89/06/28, Consolidat- 
ed Edison Co. of New York, Inc, 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLCW.J.G. Associate Director for Projects. (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106, 

8907110307 Forwards C.-- p'or'am description changes, per 10CFR50. 54(a)(3). 

FAY.C.W. Wisconsin E -cv,c'- Co, 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 35pp. 50501:182-50501:216. 

8907130359 Requests extension of deadline for response to Generic Ltr 89-04 until 
901003 in order to submit new 120-month insp program. Use of O&M Stds also re- 
quested. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/05. SWENSON, W. Project Directorate 
III-3. 2pp. 50532:205-50532:206. 

8907180222 Provides comments on util response to Generic Ltr 88-17 w/ respect to 
expeditious actions for loss of DHR for plants. Response appears to meet intent of 
vg-:".o'ic IT hc.vever.util should consider observations to assure actions adequate. 
Sv.FNSC's.V. ~l. Project Directorate III-3. 89/07/12. FAY.C.W. Wisconsin Electric 
Power Co. 4pp. 50578:075-50578:078. 

8907180489 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D,2 - SPDS - 
10CFR50.54(f)." Util in process of upgrading meter faces, control board labels &. an- 
nunciator tiles to ensure consistency in naming conventions. 

PORTER, D.K. Wisconsin Electric Power Co. 89/07/12, Document Control Branch 
(Document Control Desk). 2pp. 50577:066-50577:067. 

8907260027 Responds to Generic Ltr 89-08 re erosion/corrosion-induced pipe wall 
implemented program as stated in util 870910 response to IE Bulle- 
57-:0' Er-:.-- lescription of program end. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50677:010-50677:023. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290251 Forwards Safety Insp Repts 50-266/89-15 & 50-301/89-14 on 890401- 
0531 & notice of violation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50369:295-50369:312. 

-8906290259 Notice of violation from insp on 890301 -0531. Violation noted:on 
890505,technician failed to install analog simulator for 1A steam generator scheduled 
to be drained below low level setpoint to facilitate maint. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/21. Ip. 50369:297-50369:297. 

-8906290264 Insp Repts 50-266/89-15 & 50-301/89-14 on 890401-0531. Violation 
noted.Major areas inspected:previous insp findings, operational safety 
verification, radiological controls, maint & surveillance & emergency preparedness. • 
DEFAYETTE.R.W. Region 3. Ofc of the Director. 89/06/21. 15pp. 50369:298- 
50369:312. 

8906290314 Forwards Safety Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 
& 061 4. No violations noted.Concerns raised re exercise weaknesses from 890315 ex- 
ercise & training program. Corrective actions requested within 45 days. 

GREGER.L.R. Region 3, Ofc of the Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50363:179-50363:188. 

-8906290319 Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 & 0614. No vio- 
lations noted.Major areas inspected:emergency preparedness program, actions on pre- 
vious open items, activations of emergency plan & training. 

SHEAR, G., SNELL, W. Region 3. Ofc of the Director. 89/06/20. 8pp. 50363:181- 
50363:188. 

8906300052 Discusses actions taken to implement insp/maint requirements & 
procedures.per TMI Item II.D.1, "Performance Testing of Relief & Safety Vaives." Rev 
to alarm response book initiated for lift indicating switch assembly. 

FAY.C.W. Wisconsin Electric Power Co, 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50370:256-50370:257. 

8907030230 Forwards response to violations noted in Safeguards Insp Repts 50-266/ 
89-17 & 50-301 /89-16.Response withheld (ref 10CFR.73.21 (c)(2)). 

ZACH.J.J. Wisconsin Electric Power Co. 89/06/27, Document Control Branch (Docu- 
ment Control Desk). Ip. 50549:234-50549:234. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Enemy Line Break." Svc list end. 

RQSS.CE. Dvison of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 
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8907130359 Requests extension of deadline for response to Generic Ltr 89-04 until 
901003 in order to submit new 120-month insp program. Use of O&M Stds also re- 
quested. 

FAYpC.W. Wisconsin Electric Power Co. 89/07/05. SWENSON, W. Project Directorate 
III-3. 2pp. 50532:205-50532:206. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140283 Forwards Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered 
during wk of 890626.Operator may be returned to licensed duties. 

WRIGHT,G.C. Region 3. Ofc of the Director. 89/07/07. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 50530:359-50531:117. 

-8907140289 Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered on 
890626-28.Exam results:senior reactor operator passed exam. Copy of exam end. 
DAMON,D., BURDICK,T.M. Region 3, Ofc of the Director. 89/07/07. 117pp. 
50531:001-50531:117. 

8907180132 Clarifies 890627 response to violations noted in Insp Repts 50-266/89-17 
& 50-301 /89-16.Second sentence of Item 1 re elements of security awareness pro- 
ram being presented to plant employees should be revised to read as listed. 

ACH,J.J. Wisconsin Electric Power Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50578:239-50578:240. 

8907190261 Forwards Exam Rept 50-266/OL-89-03 of exam administered during wk of 
890626. 

WRIGHT, G.C. Peoic" 3. O^c of the Director. 89/07/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. ::C593:C94-5359::-3'!3 

-8907190264 Exam Rept 50-266/OL-89-03 on 890626-28.Exam results:reactor operator 
candidate failed exam. 

DAMON.D., BURDICK, T. Region 3, Ofc of the Director. 89/07/12. 216pp. 50593:096- 
50593:313. 

8907110441 NRC Bulletin 89-002. "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 

8907260027 Responds to Generic Ltr 89-08 re erosion/corrosion-induced pipe wall 
thinning l.icensoe implemented program as stated in util 870910 response to IE Bulle- 
::n a7->::i Bnof oescription of program end. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50677:010-50677:023. 


R. Periodic operating reports & related correspondence 

8907180335 Monthly operating repts for June 1989 for Point Beach Nuclear Plant, Units 
1 & 2.W/890710 ltr. 

KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 89/06/30. 9pp. 50572:132- 
50572:140. 


S. Reportable occurrences, LERs & related correspondence 

8907180232 Part 21 rept re defects discovered in NBFD & BF-type relays ordered from 
Westinghouse.Relays returned to mfg to perform extensive functional testing of relays 
installed & QA audit of vendor to evaluate relay dedication process scheduled, 
FAY.C.W. Wisconsin Electric Power Co. 89/05/30. DAVIS, A.B. Region 3, Ofc of the 
Director. 4pp. 50579:063-50579:066,, 

8907070197 LER 89-003-00:on 890601, injection of high artificial high radiation signal 
failed to close containment isolation valve.Defective solenoid valve controlling air to 
isolation valve air operator replaced.W/890630 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 89/06/30. 4pp. 50447:314-50447:317. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907280218 LER 89”007-00:on 890625, "loss of feedwater turbine trip blocked" status 
light illuminated on control board 1-C03. Cause unknown.P-20 bistable alarm module 
replaced.W/890725 ltr. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/25. 5pp. 50684:070-50684:074. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907140283 Forwards Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered 
during wk of 890626.Operator may be returned to licensed duties. 

WRIGHT, G.C. Region 3, Ofc of tne Director. 89/07/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50530:359-50531:117. 

-8907140289 Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered on 
890626-28.Exam results:senior reactor operator passed exam. Copy of exam end. 
DAMON.D., BURDICK.T.M. Region 3. Ofc of the Director. 89/07/07. 117pp. 
50531:001-50531:117. 

8907190261 Forwards Exam Rept 50-266/OL*-89-03 of exam administered during wk of 
890626. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50593:094-50593:313. 


■8907190264 Exam Rept 50-266/OL-89-03 on 890626-28.Exam results:reactor operator 
candidate failed exam. 

DAMON.D., BURDICK.T. Region 3, Ofc of the Director. 89/07/12. 216pp. 50593:096- 
50593:313. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8906300266 Forwards Engineering Evaluation EE-FP-0015B & safety evaluation re use 
of bearing water pump not previously qualified for use in fire protection shutdown/ 
cooldown train A per fire protection operability requirement FPOR-16. 
CRAWFORD.A.C. Public Service Co. of Colorado. 89/06/15. Document Control 
Branch (Document Control Desk). 3pp. 50366:072-50366:103. 

-8906300268 Rev B to “Evaluation of Cable/Equipment Separation for Bearing Water 
Pumps P-2101-S,P-2102 (Train B),P-2102-S (Train B) & P-2107 (Train B) for App R 
Requirements." 

BONADIES.D.J., SCHMALZ.G.D. Public Service Co. of Colorado. EE-FP-0015 R B. 
89/06/14. 21pp. 50366:083-50366:103. 

8907050063 Issue 54 to Emergency Procedure EP-K-2, “Environ Disturbances - Torna- 
do." W/890623 Itr.Plan as changed meets intent of 10CFR50.47(B) & App E. 
DENISTON.M.E., FULLER.C.H. Public Service Co. of Colorado. 89/06/23. 9pp. 
50401:180-50401:188. 

8907170242 Forwards revs to radiological emergency response plan, including Issue 14 
to RERP-ECP, Issue 13 to RERP Section 5 & Issue 14 to RERP Section 6. 
FULLER.C.H. Public Service Co. of Colorado, 89/07/05. Document Control Branch 
(Document Control Desk). 3pp. 50554:262-50554:264. 

-8907170247 Issue 14 to RERP-Executive Command Post, “RERP Implementing Pro- 
cedure, "Activation of Executive Command Post." 

* Public Service Co. of Colorado. 89/06/23. 10pp. 50554:265-50554:274, 

-8907170257 Issue 13 of RERP Section 5, “Radiological Emergency Response 
Plan:Section 5, Emergency Organization." 

* Public Service Co. of Colorado. 89/06/23. 29pp. 50554:275-50554:303. 

-8907170262 Issue 14 of RERP,Section 6, “Radiological Emergency Response 
Plan.Section 6.” 

* Public Service Co. of Colorado. 89/06/23. 26pp. 50554:304-50554:329. 

8907130269 Discusses util 890615 ltr re alternative compensatory measures 
instituted, per fire protection Operability Requirement-1 6.Proposed guidance adequate. 
HEITNER,K.L. Project Directorate IV. 89/07/10. WILLIAMS, R.O. Public Service Co. of 
Colorado. 3pp. 50532:121-50532:123. 

8907260097 Forwards Rev 2 to fire protection program plan for Fort St Vrain Unit 1. 
CRAWFORD.A.C. Public Service Co. of Colorado. 89/07/21. Document Control 
Branch (Document Control Desk). 6pp. 50671:136-50672:222. 

“8907260118 Rev 2 to fire protection program plan for Fort St Vrain Unit 1. 

* Public Service Co. of Colorado. 89/07/21. 343pp. 50671:142-50672:222. 


H. General correspondence 

8907170159 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." 
CRAWFORD.A.C. Public Service Co. of Colorado. 89/07/05. CHILK.S.J. Office of the 
Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. Ip. 
50537:202-50537:202. 

8907170250 Advises that AC Crawford appointed vice president of nuclear 
operations.effective 890530.Encl statement of Crawford credentials & current util nu- 
clear operations organization chart withheld. 

HOCK.D.D. Public Sen/ice Co. of Colorado, 89/07/07. HEBDON.F.J. Project Director- 
ate IV. Ip. 50555:090-50555:090. 


I. Financial information 


8907120019 Summarizes understanding of discussions w/NRC at 890517 meeting re 
decommissioning financial plan for facility HTGR. Util intends to submit preliminary 
plan, including financial plan, to NRC by 890630. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 89/06/29. HEBDON.F.J. 
Project Directorate IV, 7pp. 50514:335-50514:341, 


K. Utility Finai Safety Analysis Report (FSAR) & amends 

8907260120 Forwards Rev 7 to updated FSAR for Fort St Vrain Unit 1. 
CRAWFORD.A.C. Public Service Co. of Colorado. 89/07/21. Document Control 
Branch (Document Control Desk). 23pp. 50679:063-50683:219, 

-8907260121 Amend 7 to updated FSAR for Fort St Vrain Unit 1. 

• Public Service Co. of Colorado. 89/07/21. 1.250pp, 50679:086-50683:219. 


P. Operating license stage documents & correspondence 

8906280249 Proposes meeting in Region IV to discuss SALP process in Region 
iV.improving communication w/licensee mgt.Region IV enforcement philosophy.how to 
improve safety performance & topics util wishes to discuss. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/06/20. WILLIAMS, R.O. Public Service 
Co. of Colorado. 2pp. 50337:059-50337:060. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 
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8907050027 Partial response to FOIA request.App H records end & available in 
PDR.App K records provided to requestor & not available in PDR.Apps I.J & K records 
withheld (ref FOIA Exemption 7). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/06/29. BAUMAN. L. Government Accountability Project, 6pp. 50353:102- 
50353:113. 

—8907050032 Discusses 860926 telcon w/J Sutton re operation of plant. Sutton report- 
ed receiving info which indicated facility not able to achieve safe shutdown because of 
inability of steam generators to handle flow of water needed to cool reactor. 
MULLEY.G.A. Office of Inspector & Auditor (Pre 890417). 86/10/09. CONNELLY, S.R. 
Office of Inspector & Auditor (Pre 890417). 4pp. 50353:110-50353:113. 

8907100033 Forwards safety evaluation accepting licensee 831104 & 850612 re- 
sponses to Generic Ltr 83-28, Item 4.5.3, “Reactor Trip Sys Reliability." Contractor 
Rept EG&G-NTA-8341 end. 

HEITNER.K.L. Project Directorate IV. 89/06/29. WILLIAMS, R.O. Public Service Co. of 
Colorado. 3pp. 50457:146-50457:177. 

-8907100035 Safety evaluation supporting licensee 831104 & 850612 responses to Ge- 
neric Ltr 83-28, Item 4.5.3, "Reactor Trip Sys Reliability." 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/29. 2pp. 
50457:149-50457:177. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907130163 Forwards “Preliminary Decommissioning Plan for Fort St Vrain Nuclear 
Generating Station." Application for license amend submitted to include license condi- 
tion on early shutdown so reactor will not operate above 2% power after 900630. 
CRAWFORD, A.C. Public Service Co. of Colorado. 89/06/30. Document Control 
Branch (Document Control Desk). 5pp. 50533:199-50533:305. 

-8907130170 “Preliminary Decommissioning Plan for Fort St Vrain Nuclear Generating 
Station." 

• Public Service Co. of Colorado. 89/06/30. 103pp. 50533:204-50533:305. 

8907170328 Forwards safety evaluation concluding that operators role in mitigating high 
energy line break at facility acceptable. Technical evaluation rept also end. 
HEITNER.K.L. Project Directorate IV. 89/07/07. WILLIAMS.R.O. Public Service Co. of 
Colorado, 3pp. 50562:258-50562:279. 

-8907170333 Safety evaluation concluding that operators role in mitigating high energy 
line break at facility acceptable. 

WEST.G.W. Project Directorate IV. 89/07/07. 3pp. 50562:261-50562:263. 

-8907170335 "Evaluation of Operator Roles in Mitigating High Energy Line Break at 
Fort St Vrain Nuclear Generating Station." 

BAXTER.D.E., BRUSKE.S.J., VALENTI.L.N. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 
FIN D-6037. EGG-NTA-7794. 87/07/31. NRC - No Detailed Affiliation Given. 16pp. 
50562:264-50562:279. 

8907180062 Forwards "PCRV Tendon Surveillance Rept" for Jul 1989. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 89/07/07. Document Control 
Branch (Document Control Desk). 2pp. 50577:327-50577:358. 

-8907180065 "PCRV Tendon Surveillance Rept" for Jul 1989.W/four oversize draw- 
ings. 

• Public Service Co. of Colorado. 89/07/31. 29pp. 50577:329-50577:358. 

8907190193 Forwards agenda for 890808 meeting of senior util executives sponsored 
by Region IV at Univ of Texas.Map to facilitate access to meeting room also end. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/07/11. CRAWFORD.K. Public Service 
Co. of Colorado. 4pp. 50592:123-50592:126. 

8907180414 Notification of 890803 meeting w/util & State of CO in Rockville,MD to dis- 
cuss preliminary decommissioning plan. 

HEITNER.K.L. Project Directorate IV. 89/07/12. HEBDON.F.J. Project Directorate IV. 
3pp. 50578:358-50578:360. 

8907180315 Application for amend to License DPR-34,changing Tech Specs to docu* 
ment improvements to battery surveillance procedures. 

CRAWFORD, A.C. Public Service Co. of Colorado. 89/07/14. HEBDON.F.J. Project Di- 
rectorate IV. 9pp. 50579:282-50579:302. 

-8907180316 Proposed Tech Specs documenting improvements to battery surveillance 
procedures. 

• Public Service Co. of Colorado. 89/07/14. 12pp. 50579:291-50579:302. - 

8907180325 Application for amend to License DPR-34, rewording basis for Limiting Con- 
dition for Operation 4.2.2 re operation of plant backup bearing water sys from requir- 
ing automatic operation to permitting either automatic or manual operation. 
CRAWFORD.A.C. Public Service Co. of Colorado. 89/07/14. HEBDON.F.J. Standardi- 
zation & Non-Power Reactor Project Directorate (Pre 890730). 4pp. 50579:249- 
50579:278. 

-8907180326 Proposed Tech Specs, rewording basis for Limiting Condition for Oper- 
ation 4.2.2 re operable circulator. 

• Public Service Co. of Colorado. 89/07/14. 26pp. 50579:253-50579:278. 

8907210087 Forwards status of Reg Guide 1 .97 re emergency response capabilities. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 89/07/14, Document Control 
Branch (Document Control Desk), 21pp. 50615:187-50615:207, 

8907190002 Submits daily highlight.Notifies of of 890718 meeting w/util in RockvIlle.MD 
to discuss defueling of plant & Tech Spec upgrade program, 

HEITNER.K.L. Project Directorate IV. 89/07/17. MURLEY.T., SNIEZEK.J. NRC - No 
Detailed Affiliation Given. MIRAGLIA.F. Associate Director for Inspection & Technical 
Assessment (Post 870411). 4pp. 50593:059-50593:062, 

8907270074 Partial response to FOIA request for records.App L record available in 
PDR.App M records partially withheld ref (FOIA Exemption 7).App N record provided 
to requestor but not made publicly available at this time. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sevices (Post 
890205). 89/07/25. BAUMAN, L Government Accountability Project. 5pp. 50663:245- 
50663:282. 


•8907270079 Advises Commission of allegation that NRC staff allowed facility to oper- 
ate w/o requiring licensee to submit justification for continued operation when submis- 
sion was required.Partially deleted case summary end. 

CONNELLY.S.R. Office of Inspector & Auditor (Pre 890417). 86/10/15. ZECH, ROB- 
ERTS. ASSELSTINE Commissioners. 4pp. 50663:252-50663:255. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280249 Proposes meeting in Region IV to discuss SALP process in Region 
IV, improving communication w/licensee mgt.Region IV enforcement philosophy.how to 
improve safety performance & topics util wishes to discuss. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/06/20. WILLIAMS.R.O. Public Service 
Co. of Colorado. 2pp. 50337:059-50337:060. 

8906290152 Ack receipt of 890606 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/89-06. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/06/20. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 50364:180-50364:183. 

8906290142 Forwards Exam Rept 50-267/OL-89-01 administe-ed during wk of 890523, 
MILHOAN.J.L Region 4, Ofc of the Director. 89/06/22. V.:'__iAr.'S,R C. Public Serv- 
ice Co. of Colorado, 2pp. 50339:099-50339:202. 

-8906290149 Exam Rept 50-267/OL-9-01 on 890523-25. Exam results:two senior reac- 
tor operator & three reactor operator candidates passed all portions of exams & 
issued appropriate licenses. One reactor operator failed written exam. 
WHITTEMORE.J.E., PELLET.J.L Region 4, Ofc of the Director. 89/06/22. 102pp. 
50339:101-50339:202. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co, of New York, Inc, 60pp. 50449:001-50449:066. 

8907210183 Responds to violations noted in Insp Rept 50-267/89-07 on 890319- 
0430.Corrective actions:daily repts provided by surveillance technician revised to im- 
prove readability & eliminate unnecessary info. 

CRAWFORD.A.C. Public Service Co. of Colorado. 89/07/14. Document Control 
Branch (Document Control Desk). 7pp. 50629:253-50629:259. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907210030 Monthly operating rept for June 1989 for Fort St Vrain Unit 1.W/890715 ltr. 
BLOCK,M.L., FULLER,C.H. Public Service Co. of Colorado. 89/06/30. 16pp. 
50616:199-50616:214. 

8907250098 Provides annual rept of actions taken to mitigate moisture ingress into pri- 
mary coolant sys & effectiveness of CRD mechanism moisture control measures.EncIs 
include discussion of moisture ingress history & summary of CRD mechanism mods, 
CRAWFORD,A.C. Public Service Co. of Colorado. 89/07/18. Document Control 
Branch (Document Control Desk). 11pp. 50655:209-50655:219. 


S. Reportable occurrences, LERs & related correspondence 

8907070062 PNO-IV-89-040;from 890622-23, power exceeded 82% & secondary heat 
balance indication in control room read approx 79. 2%. On 890623, discovered incorrect 
input into secondary heat balance calculation.Power reduced to 65% pending evalua- 
tion. 

WESTER MAN, T.F. Region 4, Ofc of the Director. 89/06/23. 2pp, 50440:189- 
50440:190. 

8907070277 PNO-IV-89-044:on 890628, pressure in waste gas receiver A decreased 
from 250 psig & pressure in receiver A decreased from 60 to 50 psig.Caused by erro- 
neous valve lineup.Plant stack monitors did not alarm. 

WESTERMAN.T. Region 4, Ofc of the Director. 89/06/28. 2pp. 50443:224-50443:225. 

8907140205 LER 89-01 0-00:on 890607,automatic shutdown of Loop I RCS initiated by 
plant protective sys.Caused by degradation of Module FM-2205-8 resulting in exces- 
sive amperage through power supply circuit.Blown fuse replaced.W/890707 ltr. 
CHESNUTT,S.W.. FULLER,C.H. Public Service Co. of Colorado. 89/07/04. 5pp. 
50544:131-50544:135. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors dfesel generator sets identified as 999 or MP series.Encl list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


U. Congressional/Executive Correspondence 


8905220053 Forwards responses to Congressman Markey questions from 89031 5 hear- 
ing Oh advanced reactors, in response to 890407 ltr. 

ZECH.L.W. Commissioners, 89/05/02. SHARP, P.R. House of Rep., Energy & Com- 
merce. 1p. 50551:304-50551:304. 
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-8907110380 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 2 fc' B9C3^ 5 

ZECH.L.W. Comr" ss!C”.c.'s. 3;:'33 “b. SHARP, P.R. House of Rep., Energy & Com- 
merce. 2pp. 50551:308-50551:309. 


V. Operator Examinations 

8906290142 Forwards Exam Rept 50-267/OL-89-01 administered during wk of 890523. 
MlLHOAN,J L Region 4 . Qfc of the Director. 89/06/22. WILLIAMS,R.O. Public Serv- 
ice Co. of Cc';yacc 2pc. 50339:099-50339:202. 

-8906290149 Exam Rept 50-267/OL-9-01 on 890523-25.Exam results:two senior reac- 
tor operator & three reactor operator candidates passed all portions of exams & 
issued appropriate licenses. One reactor operator failed written exam. 
WHITTEMORE,J.E., PELLET,J.L. Region 4, Ofc of the Director, 89/06/22. 102pp. 
50339:101-50339:202. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J,G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


docket 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907130143 Forwards public version of Rev 30 to "Crisis Mgt Plan for Nuclear Sta- 
tions." W/DH Grimsiey 890706 release memo. 

TUCKER, H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341. 

-8907130146 Rev 30 to "Crisis Mgt Plan for Nuclear Stations." 

* Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907180099 Forwards public version of revised crisis mgt implementing procedures.W/ 
890711 release memo. 

TUCKER, H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50555:157-50556:342, 

-8907180105 Public version of crisis mgt implementing procedures, including Rev 29 to 
CMIP-1,Rev 20 to CMIp.1,Rev 24 to CMIP-1,Rev 22 to CMIP-2,Rev 34 to CMIP.7,Rev 
24 to CPIP-8 & Rev to CMIP-9. 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01.50-270/89-01 & 50-287/89-01 for Aug 1987 to Jan l989.Decline apparent 
in effectiveness of security & safeguards programs.No change made to SALP rating. 
EBNETER.S.D. Region 2. Ofc of the Director. 89/06/29. TUCKER.H.B. Duke Power 
Co. 37pp. 50514:027-50514:111. 

-8907120139 Final SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. 

* Region 2. Ofc of the Director. 89/06/29. 36pp. 60514:065-50514:111. 

8907140144 Discusses problems w/emergency notification sys at new emergency oper- 
ations facility.NRC emergency notification sys not yet installed.Emergencies handled 
over commercial telephone lines. 

TUCKER.H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). Ip. 50544:216-50544:216. 

8907260010 Advises that severity level for violation noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02 reduced from Level III to Level IV based on clarifi- 
cations in util 880420 Itr.lnsp reviewed fire protection of shutdown capability. 
EBNETER.S.D. Region 2, Ofc of the Director. 89/07/17. TUCKER.H.B. Duke Power 
Co. 2pp. 50675:029-50675:030. 


i. Financial information 

8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed operating reactor as evidence of guarantee of payment of deferred 
premiums, per 10CFR140.21. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 

“8907130186 "Duke Power,1988 Annual Rept." 

* Duke Power Co. 88/12/31. 68pp. 50576:111-50576:182. 


P. Operating license stage documents & correspondence 

8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
documentation.List of attendees & handout end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/15. TUCKER.H.B. Duke Power 
Co. 26pp. 50357:328-50357:353. 

8906290145 Responds to NRC 890613 telcon request for addi info to clarify intended 
applications & other technical details re VIPRE-01 models for plant submitted in DPC- 
NE-3000,Rev 1 & DPC-NE-2003. 

TUCKER.H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 50369:237-50369:239. 

8907110365 Withdraws 881216 application for amends to Licenses DPR-38, DPR-47 & 
DPR-55, revising Tech Specs re Lee gas turbine due to implementation of hardware 
mod giving Lee ability to support loads following all DBA scenarios. 

TUCKER.H.B. Duke Power Co. 89/06/21. Document Control Branch (Document Con- 
trol Desk). Ip. 50501 :1 73-50501 :1 73. 

8906300204 Requests add! info re 86-1106952-00, "Rept of Evaluation of Effects of 
Steam Line Break on Standby Shutdown Facility Capabilities." Response requested 
within 30 days of ltr date. ^ 

WIENS.L.A. Project Directorate 11-3. 89/06/26. TUCKER.H.B. Duke Power Co. 4pp. 
50366:003-50366:006. 


8906290082 Generic Ltr 89-10 to all licensees cpe'-ating Tjclea- power plants & hold- 
ers of CPs for nuclear power plants re salciy-reiri:-:-:-: rnc:o’’-Dperatc-c valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907120336 Forwards info as followup to 890616 telcon request for discretionary en- 
forcement relief from Tech Spec 4.8.2. Relief requested to avoid performing unneces- 
sary test of main steam stop va'ves duri-'g eac*' refueling outage. 

TUCKER.H.B. Duke Power Cc 59.05 ?.'6 DccLTierv. Cor'.rc. Branch (Document Con- 
trol Desk). 7pp. 50512:105-50512:111. 

8907100077 Forwards safety eva'u.aticr accept^-'g licensee submittal of Topical Rept 
BAW-1976,in response to '\URFG-Cv 3'.',i:om !i <.3 3*, “Plant Specific Calculations to 
Show Compliance w/10CFR50.46." TACs 48184,48158 & 48186 efforts completed. 
WIENS.L.A. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 4pp. 
50457:287-50457:290. 


8907100145 Summary of 890622 meeting w/util re issues associated w/ plant electrical 
distribution sys 

vViENS.L.A. "pi-ce-ci Directorate 11-3. 89/06/29. Project Directorate 11-3. 35pp. 
, . 5C45P: ' 21 -5G-i58- 1 56 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130366 Discusses plans for installation of cavitating venturi in emergency feed- 
water lines.Util intends to continue studying design of emergency feedwater sys to de- 
termine if cost effective mods can be made w/o increasing sys complexity. 
TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 50536:110-50536:112. 

8907100297 Notification of 890713 meeting w/util in Rockville, MD to review scope of 
self initiated technical audit of electrical distribution sys for plant. 

WIENS.L.A. Project Directorate 11-3. 89/07/03. MATTHEWS, D.B. Project Directorate 
11-3. 3pp. 50458:302-50458:304. 

8907120154 Notification of 890719-21 meetings w/util in Seneca, SC to review electrical 
deficiencies in detail, observe plant sys & hear presentations by util personnel re elec- 
trical sys & components. 

WIENS.L.A. Project Directorate 11-3. 89/07/05. MATTHEWS.D.B. Project Directorate 
11-3. 3pp. 50513:101-50513:103. 

8907180259 Ack receipt of 890628 ltr requesting relief from Tech Spec Surveillance Re- 
quirement 4.8.2.Understands that util currently anticipating submittal of Tech Spec 
amend request for NRC review & approval no later than 890714. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/07/10. TUCKER.H.B. Duke Power 
Co. Ip. 50579:187-50579:188. 

8907210347 Forwards Rev 4 to "Process Control Program." 

TUCKER.H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

-8907240028 Rev 4 to "Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 

8907200220 Application for amends to Licenses DPR-38,DPR-47 & DPR-55, deleting re- 
quirements for leak testing of main steam stop valves in Tech Spec 4.8. 

TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 50614:093-50614:104. 

-8907200222 Proposed Tech Spec 4.8-1, "Main Steam Stop Valves." 

* Duke Power Co. 89/07/14. 9pp. 50614:096-50614:104. 

8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS.L.A. Project Directorate 11-3. 89/07/19. MATTHEWS.D.B. Project Directorate 
11-3. 5pp. 50615:352-50615:356. 

8907240019 Forwards EGG-NTA-8227, "TMl Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Oconee Units 1,2 & 3," technical evaluation rept.Implementation 
date for open items in rept should be submitted. 

WIENS.LA. Project Directorate 11-3, 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50636:109-50636:138. 

-8902020192 “Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Oconee Units 1,2 & 3." 

FINEMAN.C.P., NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6492. 
EGG-NTA-8227. 88/08/31. NRC - No Detailed Affiliation Given. 28pp. 50636:111- 
50636:138. 

8907240074 Forwards topical rept evaluation of DPC-NE-2003, “Core Thermal-Hydraulic 
Methodology Using VIPRE-01." Rept acceptable for ref in core thermal-hydraulic anal- 
yses for plant w/ listed limitations. 

WIENS.LA. Project Directorate 11-3. 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50631:099-50631:116. 

-8907240079 Topical rept evaluation of DPC-NE-2003, “Core Thermal-Hydraulic Meth- 
odology Using VIPRE-01 .Rept acceptable for ref in core thermal-hydraulic analyses for 
plant w/llstecT limitations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/19. I6pp, 
50631:101-60631:116. 

8907240368 Informs of 890801 & 02 audit of plant program for prevention of boric acid 
corrosion.Audit will consist of verifying implementation of program util submitted in re- 
sponse to Generic Ltr 88-05.Escorted access to plant will be required. 

WIENS.LA. Project Directorate lt-3. 09/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50640:027-50640:028. 
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Q. Inspection reports, IE Bulletins & correspondence 

8906290470 Provides response to NRC Bulletin 89-001. “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER, H.8. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8906290525 Advises that response to violation noted in Insp Repts 50-269/89-10,50- 
270/89-10 & 50-287/89-10 will be submitted no later than 8907 10. Repts not received 
until 890613. 

TUCKER, H.B. Duke Power Co. 89/06/21. Document Control Branch (Document Con- 
trol Desk). Ip. 50362:213-50362:213. 

8907130159 Forwards Request for Relief 89-05 from requirements of Section XI of 
ASME Boiler & Pressure Vessel Code re inservice insp at Unit 2 being performed 
during second 10-yr interval.W/one oversize drawing. 

TUCKER, H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 5pp. 50576:090-50576:095. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01,50-270/89-01 & 50-287/89-01 for Aug 1987 tc Jan l989.Decline apparent 
in effectiveness of security & safeguards programs. No change made to SALP rating. 
EBNETER.S.D. Region 2. Ofc of the Director. 89/06/29. TUCKER, H.B. Duke Power 
Co. 37pp. 50514:027-50514:111. 

-8907120135 Errata to SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for 
Aug 1987 - Jan 1989, revised to correct previous SALP ratings & amount of civil penal- 
ty. 

* Region 2, Ofc of the Director. 89/06/29. Ip. 50514:064-50514:064. 

-8907120139 Final SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for Aug 
1987- Jan 1989. 

* Region 2, Ofc of the Director. 89/06/29. 36pp. 50514:065-50514:111. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss.Continued operation of Ingersoll-Rand LPI pumps justified since 
pumps do not interact during multiple pump operation. 

TUCKER, H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001, "Failure of Westing- 
house Steam Generator Tube Mechanical Plugs" acceptable.Util indicated that no me- 
chanical plugs, w/ suspect heat numbers,installed at facilities. 

HOOD,D.S„ JABBOUR.K.N., WIENS.LA. Proiftct DTectc^ate 11-3. 89/07/06. 

MATTHEWS, D.B. Project Directorate 11-3. 2pp. 5054 ’.C1 •'•■5 05*5 '.n 5 

8907180313 Submits results of insps during EOC-10 refueling outage as partial re- 
sponse to Item 2 of NRC Bulletin 88-008, "Thermal Stresses in Piping Connected to 
RCS." Exam of 8 welds completed during outage & no reportable conditions found. 
TUCKER, H.B. Duke Power Co. 89/07/07. Document Control Branch (Document Con- 
trol Desk). 2pp. 50578:106-50578:107. 

8907210024 Forwards Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 
890530-0602.No violations or deviations noted. 

JULIAN.C.A. Region 2. Ofc of the Director. 89/07/13. TUCKER.H.B. Duke Power Co. 
2pp. 50629:218-50629:228. 

-8907210028 Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 890530- 
0602.No violations or deviations noted. Major areas inspected:containment local leak 
rate testing, verification of containment integrity & action on previous insp findings. 
WHITENER.H., ZEILER.J.. BELISLE.G.A. Region 2, Ofc of the Director. 89/07/10. 
9pp. 50629:220-50629:228. 

8907200263 Advises that insp of Unit 3 return bends for reactor bldg cooling unit 
deemed unnecessary & wilt not be performed. Coils have been thoroughly cleaned on 
airside & tests show heat transfer capacities commensurate w/Units 1 & 2. 
TUCKER.H.B. Duke Power Co, 89/07/14, Document Control Branch (Document Con- 
trol Desk). Ip. 50613:344-50613:344. 

8907250140 Forwards Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 
89061 2-1 6.No violations or deviations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/07/14. TUCKER.H.B. Duke Power 
Co. 2pp. 50655:016-50655:024. 

-8907250143 Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 890612- 
16.No violations or deviations noted.Major areas inspected:radiation protection 
program, including review of occupational exDosurfi.shicoi'’g & transportation. 
SH5rTRIDGE,R.B., COLLINS, T.R., POTTER. J.P. Peg on 2, Qfc of the Director. 89/ 
07/12. 7pp. 50655:018-50655:024. 

8907260010 Advises that severity level for violation noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02 reduced from Level III to Level IV based on clarifi- 
cations in util 880420 Itr.lnsp reviewed protection of si'utdowr capability. 
EBNETER.S.D, Region 2. Ofc of the Director. 83.-':7/i7. TijCKER.H.B. Duke Power 
Co. 2pp. 50675:029-50675:030. 

8907260284 Submits supplemental response to NRC Bulletin 88-010, "Nonconforming 
Molded-Case Circuit Breakers." Util plans to inspect safety-related circuit breakers re- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292, 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001 -50630;11 4, 


R. Periodic operating reports & related correspondence 

8907100118 “Summary of Nuclear Station Mods & Exempt Changes Variation Notices 
Completed Under 10CFR50.59 for 1988.” W/890630 Itr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 09pp. 50456:198-50456:293. 


S. Reportable occurrences, LERs & related correspondence 

8906290207 Summary of Operating Reactors Events Meeting 89-23 on 89061 4. On 
890607.multiple electrical distribution sys problems occurred at Oconee, Units 1,2 & 
3.0n 890610, unit power signal caused scram. 

LANNING.W.D. Events Assessment Branch. 89/06/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50377:325-50377:336. 

8906290418 LER 89-008-00:on 890523.identified that sprinkler sys for cable & equip- 
ment rooms not adecuately designed to operate, per current operational guidance of 
high pressure svc .svs Ceusco :;v design dcf‘c‘e-r,' Itr. 

LOWERY.H.R., V 5 C.,ke Powo- Cc 50.C5.22 7pp. 50395:059- 

50395:065. 

8907120259 LER 89-009-00:on SSOSO’’ du'^-'c des'C" encmeen^g reviews. Tech Spec 
3.7.1. b.1 allowed unrestricted pla.n: cD-ra: C". m g..,',-;!cn :c'allow single failure of 
standby breaker. Caused by mgt do: cio.-'cy.V. i:.- 

LOWERY.H.R., TUCKMAN.M.S. D.;kG- •■’owe.- Cc 59,C~-C7 7pp. 50511:347- 
50511:353. 

8907180408 LER 89-01 0-00:on 890608, central switchyard found unusable as offsite 
power source per NRC requirements for degraded grid protection. Caused by mgt 
’ de*ic-e''.cv.‘^'aln'nq ccckaqos issued to all operations personnel.W/890710 Itr. 
..0/.'="Y,i-.. TLCKMAN.V S Duke Power Co. 89/07/10. 8pp. 50580:053-50580:060. 

8907280177 LER 89-01 1-00:on 890618,Tech Spec 3.7 violated as result of defective 
procedure re emergerev bqi: Caused by use of erroneous info. Defective proce- 
dure corrected & test con;:ic:zo.A Itr. 

LOWERY, H., TUCKMAN.M.S. Duke Power Co. 89/07/24. 10pp. 50689:151- 

50689:160. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8907130299 Confirms that all mods & existing Part 50 activities re ISFSI fuel bldgs eval- 
uated via 10CFR50.59 program.Util awaiting completion of addi steps in fabrication of 
transfer trailer to obtain more precise weight range for trailer. 

TUCKER.H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 50536:240-50536:242. 

8907050014 Forwards addI info re 880331 application for amend, revising Tech Specs to 
accommodate use of multi-element spent fuel dry storage canisters inside onsite 
transfer cask for ISFSI as sltor-'adve storage bc.atLon.per 890522 telcon. 

TwCKER.H ■= Cuke Power Cc 89 '06/ 27. Docjmon: Control Branch (Document Con- 
t'cl Dosk). r5pp. 50399:238-50399:252. 

8907190335 Forwards revised response to NRC 890522 request for add! info re ISFSI & 
effects of cask drop accident in cask handling area of fuel pool structure. Max poten- 
tial spent fuel pool water leakage rate 21.3 gallons per day. 

TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 5pp. 50592:127.50592:131. 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8907130143 Forwards public version of Rev 30 to "Crisis Mgt Plan for Nuclear Sta- 
tions." W/DH Grimsley 890706 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341. 

”8907130146 Rev 30 to "Crisis Mgt Plan for Nuclear Stations." 

* Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907180099 Forwards public version of revised crisis mgt implementing procedures.W/ 
89071 1 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50555:157-50556:342. 

”8907180105 Public version of crisis mgt implementing procedures, including Rev 29 to 
CMIP-I.Rev 20 to CMIP-I.Rev 24 to CMlP-I.Rev 22 to CMIP-2,Rev 34 to CMIP-7,Rev 
24 to CPI P-8 & Rev to CM I P-9. 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01,50-270/89-01 & 50-287/89-01 for Aug 1987 to Jan 1989.Decline apparent 
in effectiveness of security & safeguards programs. No change made to SALP rating. 
EBNETER.S.D. Region 2, Ofc of the Director. 89/06/29. TUCKER.H.B. Duke Power 
Co. 37pp. 50514:027-50514:111. 
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-8907120139 Final SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. 

* Region 2. Ofc of the Director. 89/06/29. 36pp. 50514:065-50514:111. 

8907140144 Discusses problems w/emergency notification sys at new emergency oper- 
ations facility.NRC c~Tmer.cy notification sys not yet installed. Emergencies handled 
cvor comme''c:a! to •.■p-onc . nos 

T'-jD-'lER.-.i!:. ."'uke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). Ip. 50544:216-50544:216. 

8907260010 Advises that scvonty level for violation noted in Insp Repts 50-269/87- 
0? 5:-2’C '87-:? & c57-;:2 reduced from Level III to Level IV based on clarifi- 

ca: cns r u:!i 5r;C-’.2'j :r. -sc reviewed fire protection of shutdown capability. 

S.C. "oc c:". .2. Cfc Of the Director. 89/07/17. TUCKER.H.B. Duke Power 
C:. 2pp. 5067C.C29-5-;c75.:30 


1. Financial information 

8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed operating reactor as evidence of guarantee of payment of deferred 
Dor 10CFR140.21. 

Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 

-8907130186 “Duke Power, 1988 Annual Rept." 

• Duke Power Co. 88/12/31. 68pp. 50576:111-50576:182. 


P. Operating license stage documents & correspondence 

8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
documentat'on List of atte.ndees & handout end. 

F::M"~ER,S .C Reg on 2. Oi.': of the Director. 89/06/15. TUCKER.H.B. Duke Power 
Co. 26pc 51*557 32fj-5235'’:355. 

8906290145 Responds to NRC 890613 telcon request for addi info to clarify intended 
applications & other technical details re VIPRE-01 models for plant submitted in DPC- 
NE-3000,Rev 1 & DPC-NE-2003. 

TUCKER, H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 50369:237-50369:239. 

8907110365 Withdraws 881215 application for amends to Licenses DPR-38, DPR-47 & 
DPR-55,revising Tech Specs re Lee gas turbine due to implementation of hardware 
nrod civ'rq Loe ability to support loads following all DBA scenarios. 

'jCKivF.H.B Duke Power Co. 89/06/21. Document Control Branch (Document Con- 
trol Desk). 1p. 50501:173-50501:173. 

8906300204 Requests addl info re 86-1106952-00, “Rept of Evaluation of Effects of 
Steam Line Break on Standby Shutdown Facility Capabilities." Response requested 
within 30 days of Itr date. 

WENS.LA. P.^';’cct Directorate 11-3. 89/06/26. TUCKER.H.B. Duke Power Co. 4pp. 
5C566:0(:3-5C::6'5:C:)c. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8907120336 Forwards info as followup to 890616 telcon request for discretionary en- 
forcement relief from Tech Spec 4.8.2. Relief requested to avoid performing unneces- 
sary test of main steam stop valves during each refueling outage. 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 7pp. 50512:105-50512:111. 

8907100077 Forwards safety evaluation accepting licensee submittal of Topical Rept 
BAW-1976,in response to N'JREG-0737,item i.k 3.3i. “Plant Specific Calculations to 
Show Compliance w/10CFR50.46.“ TACs 48184,48158 & 48186 efforts completed. 
WIENS, LA. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 4pp. 
50457:287-50457:290. 

8907100145 Summary of 890622 meeting w/util re issues associated w/ plant electrical 
distribution sys. 

WIENS.LA. Project Directorate 11-3, 89/06/29. Project Directorate 11-3. 35pp. 
50458:121-50458:156. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Sve list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130366 Discusses plans for installation of cavitating venturi in emergency feed- 
water lines.Util intends to continue studying design of emergency feedwater sys to de- 
termine if cost effective mods can be made w/o increasing sys complexity. 
TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 50536: 1 1 0-50536; 112. 

8907100297 Notification of 890713 meeting w/util In Rockville, MD to review scope of 
self initiated technical audit of electrical distribution sys for plant. 

WIENS, L.A. Project Directorate 11-3. 89/07/03. MATTHEWS,D.B. Project Directorate 
11-3. 3pp. 50458:302-50458:304. 

8907120154 Notification of 890719-21 meetings w/util In Seneca,SC to review electrical 
deficiencies in detail, observe plant sys & hear presentations by util personnel re elec- 
trical sys & components. 

WIENS,L.A. Project Directorate 11-3. 89/07/05. MATTHEWS, D.B. Project Directorate 
11-3. 3pp. 50513:101-50513:103. 

8907180259 Ack receipt of 890628 ltr requesting relief from Tech Spec Surveillance Re- 
quirement 4.8.2.Llnderstands that util currently anticipating submittal of Tech Spec 
amend request for NRC review & approval no later than 890714. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/07/10. TUCKER.H.B. Duke Power 
Co. Ip. 50579:187-50579:188. 


8907200249 Forwards Request for Relief 89-06 from requirement of Section of XI of 
ASME Boiler & Pressure Code re second 10-yr interval inservice insp.W/three over- 
size drawings. 

TUCKER.H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). 5pp. 50586:207-50586:212. 

8907210347 Forwards Rev 4 to “Process Control Program." 

TUCKER.H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

-8907240028 Rev 4 to “Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 

8907200220 Application for amends to Licenses DPR-38,DPR-47 & DPR-55, deleting re- 
quirements for leak testing of main steam stop valves in Tech Spec 4.8. 

TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 50614:093-50614:104. 

-8907200222 Proposed Tech Spec 4.8-1, “Main Steam Stop Valves." 

* Duke Power Co. 89/07/14. 9pp. 50614:096-50614:104. 

8907200238 Informs that steam generator plugging & repair for current unit outage com- 
pleted on 890614.per Tech Spec 4.17.6(a). 

TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). Ip. 50614:186-50614:186. 

8907210304 Notification of 890728 meeting w/util in Rockville. MD to discuss design 
basis documentation programs. 

WIENS.LA. Project Directorate 11-3. 89/07/19. MATTHEWS, D.B. Project Directorate 
11-3. 5pp. 50615:352-50615:356. 

8907240019 Forwards EGG-NTA-8227 “TMI Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Oconee Units 1,2 & 3," technical evaluation rept.Implementation 
date for open items in rept should be submitted. 

WIENS.LA. Project Directorate II-3. 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50636:109-50636:138. 

-8902020192 “Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Oconee Units 1,2 & 3.” 

FINEMAN.C.P., NALEZNY.C.L. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6492. 
EGG-NTA-8227. 88/08/31. NRC - No Detailed Affiliation Given. 28pp. 50636:111- 
50636:138. 

8907240074 Forwards topical rept evaluation of DPC-NE-2003, “Core Thermal-Hydraulic 
Methodology Using VIPRE-01." Rept acceptable for ref in core thermal-hydraulic anal- 
yses for plant w/ listed limitations. 

WIENS.L.A. Project Directorate 11-3. 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50631:099-50631:116. 

-8907240079 Topical rept evaluation of DPC-NE-2003, “Core Thermal-Hydraulic Meth- 
odology Using VIPRE-01. Rept acceptable for ref in core thermal-hydraulic analyses for 
plant w/ listed limitations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/19. 16pp. 
50631:101-50631:116. 

8907240368 Informs of 890801 & 02 audit of plant program for prevention of boric acid 
corrosion.Audit will consist of verifying implementation of program util submitted in re- 
sponse to Generic Ltr 88-05. Escorted access to plant will be required. 

WIENS.LA. Project Directorate 11-3. 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50640:027-50640:028. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290470 Provides response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8906290525 Advises that response to violation noted in Insp Repts 50-269/89-10,50- 
270/89-10 & 50-287/89-10 will be submitted no later than 89071 0.Repts not received 
until 890613. 

TUCKER.H.B. Duke Power Co. 89/06/21. Document Control Branch (Document Con- 
trol Desk). Ip. 50362:213-50362:213. 

8907050360 Submits insp results of facility surge line, per request of Action Item l.a of 
NRC Bulletin 88-011, “Pressurizier Surge Line Thermal Stratification.” No damage to 
surge line piping, pipe supports.whip restraints or anchor bolts found. 

TUCKER.H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 50450:290-50450:291. 

8907130159 Fonvards Request for Relief 89-05 from requirements of Section XI of 
ASME Boiler & Pressure Vessel Code re inservice insp at Unit 2 being performed 
during second 10-yr interval.W/one oversize drawing. 

TUCKER.H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 5pp. 50576:090-50576:095. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01,50-270/89-01 & 50-287/89-01 for Aug 1987 to Jan 1989.Decline apparent 
in effectiveness of security & safeguards programs.No change made to SALP rating. 
EBNETER.S.D, Region 2. Ofc of the Director. 89/06/29. TUCKER.H.B. Duke Power 
Co. 37pp. 50514:027-50514:111. 

-8907120135 Errata to SALP Repts 50-269/89-01.50-270/89-01 & 50-287/89-01 for 
Aug 1987 - Jan 1989,revised to correct previous SALP ratings & amount of civil penal- 
ty* 

• Region 2. Ofc of the Director. 89/06/29. 1p. 50514:064-50514:064. 

-8907120139 Final SALP Repts 50-269/89.01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. 

* Region 2, Ofc of the Director. 89/06/29. 36pp. 50514:065-50514:111. 
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8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss.Continued operation of Ingersoll-Rand LPI pumps justified since 
pumps do not interact during multiple pump operation. 

TUCKER, H. 3. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890520 response to NRC Bu' e: n 89-001. "Farure of Westing- 
house Steam Geno'a;:).' Tube .Vecnan.ca! .= ucs ' acccptao!=:.w;il inocaied that no me- 
chanica' plugs, w.'sjspec: nea: ■■.umoers,ins;arco a; faciktes. 

HOCD.C.S., JABBOUR.K.N.. WIENS, L.A. Project Directorate II-3. 89/07/06. 
MATTHEWS, D.B. Project Directorate II-3. 2pp. 50541:014-50541:015. 

8907180313 Submits results of insps du'ing ECC-10 refueling outage as partial re- 
sponse to Item 2 of NRC Bulletin ES-OCO, "The'rnal Stresses in Piping Connected to 
RCS.” Exam of 8 welds completed during outage & no reportable conditions found. 
TUCKER, H.B. Duke Power Co. 89/07/07. Document Control Branch (Document Con- 
trol Desk). 2pp. 50578:106-50578:107. 

8907200249 Forwards Request for Relief 89-06 from requirement of Section of XI of 
ASME Boiler & Pressure Code re second 10-yr interval inservice insp.W/three over- 
size drawings. 

TUCKER, H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). 5pp. 50586:207-50586:212. 

8907210024 Forwards Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 
890530-0602.No violations or deviations noted. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/07/13. TUCKER.H.B. Duke Power Co. 
2pp. 50629:218-50629:228. 

“8907210028 Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 890530- 
0602.No violations or deviations noted. Major areas inspected:containment local leak 
rate testing, verification of containment integrity & action on previous insp findings. 
WHITENER.H., 2EILER.J., BELISLE.G.A. Region 2. Ofc of the Director. 89/07/10. 
9pp. 50629:220-50629:228. 

8907200263 Advises that insp of Unit 3 return bends for reactor bldg cooling unit 
deemed unnecessary & will not be performed. Coils have been thoroughly cleaned on 
airside & tests show heat transfer capacities commensurate w/Units 1 & 2. 
TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). Ip. 50613:344-50613:344. 

8907250140 Forwards Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 
890612-16.No violations or deviations noted. 

COLLI NS.D.M. Region 2. Ofc of the Director. 89/07/14. TUCKER.H.B. Duke Power 
Co. 2pp. 50655:016-50655:024. 

“8907250143 Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 890612- 
16.No violations or deviations noted.Major areas inspected:radiation protection 
program,including review of occupational exposure, shipping & transportation. 
SHORTRIDGE.R.B., COLLINS, T.R., POTTER, J.P, Region 2, Ofc of the Director, 89/ 
07/12. 7pp. 50655:018-50655:024. 

8907260010 Advises that severity level for violation noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02 reduced from Level ill to Level IV based on clarifi- 
cations in util 880420 Itr.lnsp reviewed fire protection of shutdown capability. 
EBNETER.S.D. Region 2, Ofc of the Director. 89/07/17. TUCKER.H.B. Duke Power 
Co. 2pp. 50675:029-50675:030. 

8907260284 Submits supplemental response to NRC Bulletin 88-010, "Nonconforming 
Molded-Case Circuit Breakers." Util plans to inspect safety-related circuit breakers re- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co, 89/07/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers," Svc list encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc, 113pp. 50630:001-50630:114. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list encl. 

PARTLOW,J.G. Associate Director for P'cjocts '°cst STC-'t'l). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. SO-: ■ ‘Eo 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8907130299 Confirms that all mods & existing Part 50 activities re ISFSI fuel bldgs eval- 
uated via 10CFR50.59 program. Util awaiting completion of addi steps in fabrication of 
transfer trailer to obtain more precise weight ranee for trailer. 

TUCKER.H.B. Duke Power Co. Ev '.'io '2.V Ccc-..:'rK;n: Control Branch (Document Con- 
trol Desk). 3pp. 50536:240-50536:242. 

8907050014 Forwards addI info re 880331 application for amend, revising Tech Specs to 
accommodate use of multi-element spent fuel dry storage canisters inside onsite 
transfer cask for ISFSI as alternative storage location, per 890522 telcon. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 15pp. 50399:238-50399:252. 

8907190335 Forwards revised response to NRC 890522 request for addi info re ISFSI & 
effects of cask drop accident in cask handling area of fuel pool structure. Max poten- 
tial spent fuel pool water leakage rate 21.3 gallons per day. 

TUCKER.H.B. Duke Power Co. 39/07/17. Document Control Branch (Document Con- 
trol Desk). 5pp. 50592:127-50592:131. 
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F. Security, medical, emergency & fire protection plans 


8907070140 Forwards exemption from 10CFR50,App R, Section III.J & Section III.G.2.a 
re emergency lighting & separation. -esnect'vely.Exe’^ot'on covers emergency lighting 
in northeast corner catwalk area & po'-elffr.o.-' qi.a. fi.c.?.! .?n 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 89/06/26. 
CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 5pp. 50441:023-50441:033. 

“8907070144 Exemption from 10CFR50,App R, Section III.J re emergency lighting & 
Section III.G.2.a re unqualified penetration seal for four main steam lines & two feed- 
water lines through reactor bldg west wall into turbine bldg. 

VARGA.S.A. Division of Reactor P-o'oets - L'M f^ost 870411). 89/06/26. Vermont 
Yankee Nuclear Power Corp, 6pp. !:033. 

8907110065 Forwards "Final Exercise Assessment Joint State & Local Radiological 
E"'erger'cv Pesoense .'=xercise for Vermont Yankee Nuclear Power Station." Finding 
cf reascnao.e assu'arcc withheld because two deficiencies remain incomplete. 
KWIATKOWSKI.D. Federal Emergency Man.aqo'^ort Ane-:v 89/06/29. CONGEL.F.J. 
Division of Radiation Protection & Erncr::o"''cv Prccaroo.ness (Post 870411). 2oo. 
50499:065-50499:329. 


“8907110238 “Final Exercise Assessment Joint State & Local Radiological Emergency 
Response Exercise for Vermont Yankee Nuclear Power Station." 

* Federal Emergency Management Agency. 89/06/23, 263pp. 50499:067-50499:329. 

8907170474 Rev 1 to EPIP OP 3531, "Emergency Call-In Method." 

* Vermont Yankee Nuclear Power Corp. 89/07/05. 21 pp, 50554:332-50554:352. 

8907190305 Forwards Safeguards Insp Rept 50-271/89-08 on 890515-19 & notice of 
violation. 

KNAPP.M.R. Region 1, Ofc of the Director. 89/07/12. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 3pp. 50594:037-50594:058. 

“8907190308 Partially withheld notice of violation from insp on 890515- 19 (ref 
10CFR73.21). 

’ Region 1. Ofc of the Director. 89/07/12, 2pp. 50594:040-50594:041. 

“8907190309 Partially withheld Physical Security Insp Rept 50-271/89-08 on 890515-19 
(ref 10CFR73.21). Violations noted.Major areas inspected:security program plans & 
audit,protected area, detection & assessment aids. 

LANCASTER,W.K., SYLVESTER,E.D., DEXTER,T.W. Region 1, Ofc of the Director. 
89/06/28. 17pp. 50594:042-50594:058. 


8907210265 Revised EPIPs including Rev 8 to AP 3125 & Rev 22 to OP 3506. 

* Vermont Yankee Nuclear Power Corp. 89/07/17. 39pp. 50615:018-50615:056. 


R. Periodic operating reports & related correspondence 


G. Adjudicatory correspondence 


8907100118 "Summary of Nuclear Station Mods & Exempt Changes Variation Notices 
Completed Under 10CFR50.59 for 1988," W/890630 ltr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 89pp. 50456:198-50456:293. 


S. Reportable occurrences, LERs & related correspondence 


8907030126 Provides corrections to NECNP 890619 reply to licensee & NRC motions 
to strike licensee testimony & to dismiss Environ Contention 3. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon, Curran 
& Tousley. #389 8835. 89/06/20. BECHHOEFER.C., LINENBERGER.G., 

CARPENTER,J,H. Atomic Safety and Licensing Board Panel. 3pp. 50311:341- 
50311:343. 


8906290207 Summary of Operating Reactors Events Meeting 89-23 on 89061 4.0n 
890607, multiple electrical distribution sys problems occurred at Oconee, Units 1,2 & 
3.0n 890610, unit power signal caused scram, 

LANNING.W.D. Events Assessment Branch. 89/06/15. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50377:325-50377:336. 


8907240220 LER 89-005-00:on 890605, ^potential leak point found during maint on valve 
2RC-ip between electrical fitting & point cable potted.Caused by inappropriate 
action/mgt deficiency. Both electrical entrance sealings corrected W/890719 ltr 
LOWERY.H.R.. TUCKMAN.M.S. Duke Power Co 89/07/19 lipp 50644:099- 
50644:109. 


8907030110 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding on behalf of State of VT.W/ Certificate of Svc. 

FARRELL.F. Vermont, State of. #389 8823, 89/06/23. 4pp. 50311:335-50311:338. 

8907240131 NECNP motion for leave to amend Environ Contentions 1 & 3,* Amended 
basis of contentions should be admitted & held in abeyance until ASLAB 
ruling.Certificate of Svc encl. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon, Curran 
& Tousley. #389 8923. 89/07/19. Atomic Safety and Licensing Board Panel. 9pp. 
50575:018-50575:026. 
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P. Operating license stage documents & correspondence 

8907180442 ‘‘Vermont Yankee Primary Containment Leak Rate Test 1989." W/890707 
ttr. 

DEVINCENTIS.J., MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 89/04/30. 
45pp. 50578:192-50578:236. 

8906290326 Forwards Amend 113 to License DPR-28 & safety evaluation. Amend adds 
operability & post-accident monitoring instrumentation installed to satisfy Reg Guide 
1.97. 

FAIRTILE.M.B. Project Directorate I-3. 89/06/22. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 6pp. 50352:220-50352:235. 

-8906290334 Amend 1 13 to License DPR-28, modifying Tech Specs to add operability & 
post-acc'dcnt r^.or'tz' r.c instrumentation installed to satisfy Reg Guide 1.97. 
'.■.FSSVAN.F..- r" 0 ;ecr Directorate 1-3. 89/06/22. 7pp. 50352:226-50352:232. 

“8906290336 Safety evaluation supporting Amend 1 13 to License DPR-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 2pp. 
50352:233-50352:235. 

8907070209 Forwards TE Murley 890605 Itr acknowledging receipt of Ecology Ctr of 
Southern CA petition, for info. 

FAIRTILE,M.B. Project Directorate 1-3. 89/06/22. CAPSTICK,R.W. Vermont Yankee 
Nuclear Power Corp. 3pp. 50455:318-50455:323. 

8906290519 Revises license expiration date specified in 890427 proposed license 
amend from 130228 to 120321. Revised Page 7a of license reflecting new expiration 
date end. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 89/06/23. Document Control 
Branch (Document Control Desk). 3pp. 50363:003-50363:005. 

8907070093 Advises that employee agreements contain no restrictive clauses prohibit- 
ing emplovees from notifying NRC of potential safety issues,in response to V Stello 
'ociuest. 

REID,D.A. Vermont Yankee Nuclear Power Corp. 89/06/23. FAIRTILE,M. Document 
Control Branch (Document Control Desk). Ip. 50442:052-50442:052. 

8907070140 Forwards exemption from lOCFRSO.App R,Section Ill.J & Section III.G.2.a 
re emergency lighting & separation, respectively.Exemption covers emergency lighting 
in northeast corner catwalk area & penetration qualification. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/06/26. 
CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 5pp. 50441:023-50441:033. 

-8907070144 Exemption from 10CFR50,App R, Section Ill.J re emergency lighting & 
Section III.G.2.a re unqualified penetration seal for four main steam lines & two feed- 
water lines through reactor bldg west wall into turbine bldg. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 89/06/26. Vermont 
Yankee Nuclear Power Corp. 6pp. 50441:028-50441:033. 

8907130130 Fonwards safety evaluation accepting SPDS isolation devices employed at 
facility,per SuppI 1 to NUREG-0737 & Generic Ltr 82-33.Energy,lnc isolation devices 
acceptable for use in SPDS. 

FAIRTILE.M.B. Project Directorate 1-3. 89/06/26. CAPSTICK,R.W. Vermont Yankee 
Nuclear Power Corp. 3pp. 50537:055-50537:059. 

-8907130158 Safety evaluation supporting util actions to comply w/SPDS, per Generic 
Ltr 82-33 & SuppI 1 to NUREG-0737. 

* NRC - No Detailed Affiliation Given. 89/06/26. 2pp. 50537:058-50537:059. 

8907140012 Ack receipt of 890607 ltr commenting on util Proposed Change 147 to Li- 
cense DPR-28, revising standby liquid control requirements, per ATWS rule 
10CFR50.62 .fr notice scheduled to be published on 890628. 

FAIRTILE.M.B. Project Directorate 1-3. 89/06/26. STERZINGER.G. Vermont, State of. 
3pp. 50542:198-50542:200. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050464 Forwards application for disposal of very low level radwaste matls.Review 
& approval of proposed disposal method requested by end of First Quarter 1990.Radi- 
ological assessment also end. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 89/06/28. Document Control 
Branch (Document Control Desk). 130pp. 50412:278-50413:042. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907050390 Forwards YAEC-1693, “Application of One-Dimensional Kinetics to Ver- 
mont Yankee Transient Analysis Methods" & YAEC-1694, "Method for Generation of 
One-Dimensional Kinetics Data for RETRAN-02," per util 881013 Itr. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 89/06/30. Document Control 
Branch (Document Control Desk). 2pp. 50403:113-50403:236. 

-8907050393 "Application of One-Dimensional Kinetics to Vermont Yankee Transient 
Anaiysis Methods," 

CHANDOLA.V.. LEFRANCOIS.M.P., ROBICHAUD.J.D. Vermont Yankee Nuclear 
Power Corp. YAEC-1693. 89/06/30. 60pp. 50403:115-50403:173. 

-8907050397 “Method for Generation of One-Dimensional Kinetics Data for RETRAN- 
02 ." 

CRONIN, J.T., CACCIAPOUTI.R., SLIFER,B.C. Vermont Yankee Nuclear Power Corp. 
YAEC-1694. 89/06/30. 64pp. 50403:174-50403:236. 

8907240023 Responds to Generic Ltr 89-06, “SPDS." Facility design fully meets re- 
quirements of NUREG-0737, SuppI 1. Photos & completed check list end. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/07/07. Document Control 
Branch (Document Control Desk). 41pp. 50621:103-50621:143. 

8907180403 Submits response to NRC Generic Ltr 89-08, “Erosion/ Corrosion-Induced 
Pipe Wall Thinning." Facility-specific monitoring programs of steam & two-phase 
piping sys for pipe wall thinning performed since 1978. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/07/14. Document Control 
Branch (Document Control Desk). 3pp. 50577:033-50577:035. 


8907180421 Forwards proprietary response to NRC request for addi info on FROS- 
STEY-2 fuel performance code.EncI provides addI info in response to questions for- 
warded by NRC 890502 ltr as supplemented by 890524 ltr. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 89/07/14. Document Control 
Branch (Document Control Desk). 2pp. 50613:142-50613:143. 

8907210005 Clarifies 890512 Proposed Change 150 to License DPR-28 by removing 
fuel clad integrity safety limit parameter sections from consideration.per 890522 
telcon.Revised Tech Spec pages inccrpcratirg roc jested changes end. 

MURPHY.W.P. Vermont Yankee Nuc'.ear ='cwe' Corp 89/07/14. Document Control 
Branch (Document Control Desk). 2pp. 50615:249-50615:286. 

—8907210008 Revised Tech Specs.eliminating cycle-specific parameter limits. 

• Vermont Yankee Nuclear Power Corp. 89/07/14. 21pp. 50615:251-50615:286. 

8907240157 Notification of 890808 meeting w/util in Rockville, MD to discuss MK-1 con- 
tainment improvement schedule & routine scheduling matters. 

FAIRTILE V. Project Dirocto-ate 1-3. 89/07/14. WESSMAN.R.H. Project Directorate I- 
3. 4pp. 5:52t;099-:-.jC2- ’C2. 


Q. Inspection reports, IE Bulletins & correspondence 


8907050428 Forwards “1989 Inservice Insp Summary Rept,890201-0407." 
PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 89/06/09. Office of Nuclear 
Reactor Regulation, Director (Post 870411). ip. 50399:197-50399:237. 

-8907050431 "1989 Inservice Insp Summary Rept,890201-0407." Exams performed 
were exams of last outage of second period of second 10-yr interval. 

GINOIR,D.C., METELL,A.M. Vermont Yankee Nuclear Power Corp. 89/06/09. 40pp. 
50399:198-50399:237. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050090 Responds to NRC 890602 Itr re violations noted in Insp Rept 50-271/89- 
80.Corrective actions:draft rev to Procedure AP 0201 now includes clear statement of 
importance for measuring & test equipment sIgn-off sheet. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 89/06/30, Document Control 
Branch (Document Control Desk). 3pp. 50418:036-50418:038. 

8907050096 Summarizes status of ongoing items re util response to NRC Bulletin 88- 
010, “Molded Case Circuit Breakers." Only molded case breakers that meet Item 7 
criteria of action request maintained for future use in safety-related applications. 
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/06/30. Document Control 
Branch (Document Control Desk). 11pp. 50408:236-50408:246. 

8907110202 Forwards response to NRC request for info re condition of drywell paint.per 
Insp Rept 50-271/89-80. 

PELLETIER.J.P. Vermont Yankee Nuclear Power Corp. 89/07/01. Document Control 
Branch (Document Control Desk). 16pp. 50495:054-50495:069. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190305 Forwards Safeguards Insp Rept 50-271/89-08 on 890515-19 & notice of 
violation. 

KNAPP.M.R. Region 1, Ofc of the Director. 89/07/12. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 3pp. 50594:037-50594:058. 

-8907190308 Partially withheld notice of violation from insp on 890515- 19 (ref 
10CFR73.21). 

* Region 1, Ofc of the Director. 89/07/12. 2pp. 50594:040-50594:041. 

“8907190309 Partially withheld Physical Security Insp Rept 50-271/89-08 on 890515-19 
(ref 10CFR73.21).Violations noted.Major areas inspected:S6curity program plans & 
audit.protected area, detection & assessment aids. 

LANCASTER.W.K.. SVLVESTER.E.D.. DEXTER.T.W. Region 1. Ofc of the Director. 
89.-C6/28. 1 7pp. 50594.042-50:194:058. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907170292 Monthly operating rept for June 1989 for Vermont Yankee Nuclear Power 
Station. W/890710 Itr. 

WALLIN.G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 89/06/30. 6pp. 
50547:161-50547:166. 


T. Hearing transcripts on non-antItrust matters 


8907030126 Provides corrections to NECNP 890619 reply to licensee & NRC motions 
to strike licensee testimony & to dismiss Environ Contention 3. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon, Curran 
& Tousley. #389 8835. 89/06/20. BECHHOEFER.C,, LINENBERGER.Q., 

CARPENTER.J.H. Atomic Safety and Licensing Board Panel. 3pp. 50311:341- 
50311:343. 
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8907200069 Memorandum & order (Environ Contention 3).* Environ Contention 3(A) 
dismissed pe-- 390621 oral a-o-jmc"'* cyiront io' parts of bases necessary to properly 
.lent portion of cciv.or i:o'- ’A ' of Svc.Served on 890630. 

L-i EC: Atomic Safetv a-^d Uce'^sirc Board Panel. i^f389 8845. 89/06/30. 

Office of the General Counsel i:'=os'. i-'::;:: 50545:330-50545:340. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director (or Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907180384 Documents results of Meeting 89-074 w/util on 890510 in King of 
Prussia, PA re various operator licensing topics, including training program 
status, related mods & requaiification program/exam. 

GALLO, R.M. Region 1. Ofc of the Director. 89/07/10. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 10pp. 50577:164-50577:175. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906290023 Forwards scope & objectives for 891025 annual emergency preparedness 
exercise, for review, 

MILTENEERGRP.S. Public Service Electric & Gas Co. of New Jersey. 89/06/21. Doc- 
urner: Contrci B.-cn-.:'-. (Document Control Desk). 7pp. 50363:159-50363:165. 

8907100138 Forwards final exercise rept of 881129 exercise of offsite radiological emer- 
gency preparedness plans site-specific to Artificial Island generating station.No defi- 
ciencies noted. 

KW1ATKOWSK1.D. Federal Emergency Veranc-'-rt /\g3-.cv 89/06/26. CONGEL.F.J. 
Division of Radiation Protection & Eru'ccrcv- r''-:;C 2 rc: 0 '.i-ss (Post 870411). Ip. 
50508:004-50508:044. 

-8907100144 “Radiological Emergency Preparedness Exercise Evaluation Rept." 

* Federal Emergency Management Agency, 89/06/13. 40pp. 50508:005-50508:044. 

8907110314 Forwards environ assessment & findings of nc siedfea-t i'^'.cact ro pm- 
posed exemptions from requirements in 10CFR50, App f-.Sect cf ll G Exempf-ens 
allow use of alternate means of meeting intent of l0CFR50.App R. 

STONE.J.C. Project Directorate I-2. 89/07/06. M1LTEN3ERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 50500:351-50500:357, 

-8907110321 Environ assessment & finding of no significant impact re proposed ex- 
emptions from requirements of App R to l6C"'R50. 

BUTLER, W. Project Directorate I-2. 89/07/06. 4pp. 50500:354-50500:357. 

8907170405 Forwards Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 
890501-0605 & notice of violation.AddI mgt attention necessary to Improve licensee 
performance re weaknesses in station procedures & implementation, 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/07/06. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey, 2pp. 50559:001-50559:050. 

-8907170412 Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 890501- 
oeoS.Violation noted, Major areas inspected; operations, radiological 

controls, surveillance testing, maint, emergency preparedness,secunty & revievv of 
LERs. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/07/05. 47pp. 50559:004- 
50559:050. 

8907250034 Provides schedule that emergency exercise objective & scenario info 
shOLi'ri be subm-tted fo- emergency exercise scheduled for wk of 891023.Schedule re- 
V sed to re' ';Ct m losio'ics in FEMA Guidance Memo EX-3, dtd 880226. 

LA2APUS.A'.„. Rec.or !. Ofc Of the Director. 89/07/14. MILTENBERGER,S. Public 
Serveo Filoc'.nc & Das Co of New Jersey. 3pp. 50655:188-50655:190. 


i. Financial information 


8907170468 Forwards “Public Sve Enterprise Group lnc,1988 Annual Rept," “Atlantic 
Energy Annual Rept 1988," “Philadelphia Electric Co Annual Rept 1988" & “Delmar- 
va Power 1988 Annual Rept." 

FRYLING,R. Public Service Electric & Gas Co. of New Jersey. 89/07/10. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 50553:144-50553:357. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240231 Rev 9 to updated FSAR for Salem Generating Station Units 1 & 2. 

* Public Service Electric & Gas Co. of New Jersey. 89/07/22. I.OOOpp, 50700:081- 
50702:109. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120110 Forwards corrected Page V-4, “Gas Chromatography/ Mass Spectrometry 
Fraction-Volatile Compounds" for Discharge Outfall DSN 461C.Missing lab analyses 
results for bis ether & dischlorodifluoromethane not reported due to lab error. 
PRESTON, B.A. Public Service Electric & Gas Co. of New Jersey. 89/07/05. 
CAPORALE.G. New Jersey, State of. 3pp. 50513:275-50513:277. 


8907130375 Discusses util 8901006 response to Generic Ltr 88-17 re expeditious ac- 
tions for loss of DHR. Response acceptable but lacks some of details requested in 
End 2 of generic ltr. Util may wish to consider “sf'-d cbs-:-'.'r.t-cn“- 
STONE.J.C. Project Directorate 1-2. 89/07/05. V ■..~.~''.RERDE'',S Public Service 
Electric & Gas Co. of New Jersey. 5pp. 50537:036-50537:040. 

8907170050 Application for amends to Licenses DPR-70 & DPR-75. consisting of Rev 2 
to License Change Request 84-01, revising rGpcrt:.ng requirements per Generic Ltrs 83- 
43 & 85-19 & schedular requirements re radia. ceak '-.c factor limit rept. 
MILTENBERGER.S, Public Service Electric & Gas C;:'’of New Jersey. 89/07/07. Doc- 
ument Control Branch (Document Control Desk). 18pp. 50559:111-50560:006. 

-8907170055 Proposed Tech Specs revising reporting requirements per Generic Ltrs 
83-43 & 85-19 & schedular requirements for submitting radial peaking factor limit 
rept.Fee paid. 

* Public Service Electric & Gas Co. of New Jersey. 89/07/07. 202pp. 50559:114- 
50560:006. 

8907170179 Fon^rards response to questions 11,12,14,15 & 16 of 890104 request for 
addi info re NUREG-0737,ltem II. D.1. Answers to remaining questions will be provided 
by weSO'* vV/'cL' oversize drawings. 

r.VL ENiEERGE--,S Public Service Electric & Gas Co. of New Jersey, 89/07/07. Doc- 
ument Control Branch (Document Control Desk). 62pp. 50543:227-50543:289. 

8907170225 Responds to Generic Ltr 89-06 re evaluation of SPDS agamst requ'’'enr’e"ts 
of NUREG-0737,Suppl 1.SPDS does not fully meet requirements o'; N w‘FE;o-::737.F'., ; 
compliance expected by 900331. SPDS checklist end. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/07/10. Document 
Control Branch (Document Control Desk). 22pp. 50554:093-50554:114. 

8907180328 Forwards “Assessment of Impacts of Salem & Hope Creek Generating Sta- 
tions on Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Caretta) Sea Tur- 
tles." Rept incorporates items outlined in 881214 ltr & NRC suggest'er's 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jo'sey 39/07 12. Doc- 
ument Control Branch (Document Control Desk). 3pp. 50572:174-50572:269. 

“8907180405 “Assessment of Impacts of Salem & Hope Creek Generating Stat-ons on 
Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Care:;a! Soa '■..rrles." 

* Public Service Electric & Gas Co. of New Jersey. 89/06/30, 93pp. 50572:177- 
50572:269. 

8907210073 Requests agreement w/interpretation of Tech Spec 3.4,10.3, “Overpres- 
sure Protection Sys." Util believes that issuance of special rept of preplanned se- 
quence during testing or operation need not be reported per App C to NUREG-1022. 
MITENBERGER.S. Public Service Electric & Gas Co. of New Jersev 89^07/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. f3J637:255-5C53D.256. 

8907260291 Discusses allowable boron concentration in boron injection tank in re- 
sponse to 890711 telcon re inconsistency in 890616 SER end w/ Amends 78 & 
52.Boron concentration can be reduced to zero ppm. 

STONE.J.C. Project Directorate I-2. 89/07/20. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 50658:293-50658:295. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300020 Rewards response to NRC Bulletin 88-003 re potential inadequate latch en- 
g-Mement in GE HFA latching-type relays. Until alternative-type relays available, spare 
GE HFA relays ordered for replacement in-kind applications. 

BRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/06/16. Document 
Control Branch (Document Control Desk). 3pp. 50378:343-50378:345. 

8906290510 Responds to NRC Bulletin 89-001. “Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Info provided in WCAP-1 2244/1 2245 for Salem 
incorrect.Corrected installation data end. 

LABRUNA.S, Public Service Electric & Gas Co. of New Jersey. 89/06/21. Document 
Control Branch (Document Control Desk). 6pp. 50362:214-50362:219. 

8906290304 Responds to NRC 890522 ltr re violations noted in Insp Repts 50-272/89- 
10 & 50-31 1 /89-09.Corrective actions:Procedure GM8-DE-AP.ZZ-0016(Q) revised to 
provide clarification for procurement classification of items & svcs.per 10CFR71. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/06/22. Doc- 
ument Control Branch (Document Control Desk). 5pp. 50364:1 73-50364:1 77. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907110235 Forwards Safety Insp Rept 50-272/89-17 on 890522-26 & notice of 
violation.lnsp conducted to review loss of RHR sys event on 890520 due to inadvert- 
ent injection of nitrogen from one accumulator. 

BOGER.B.A. Region 1, Ofc of the Director. 89/07/03. MILTENBERGER.S, Public 
Service Electric & Gas Co. of New Jersey. 2pp. 50501:306-50501:326. 

-8907110237 Notice of violation on 890522-26. Violations noted:failure to notify NRC 
within 4 h as result of RHR capability lost on 890520. 

* Region 1, Ofc of the Director. 89/07/03. 1p. 50501:308-50501:308. 

-8907110242 Insp Rept 50-272/89-17 on 890522-26. Violations noted. Major areas 
inspected: loss of RHR pump event on 890520 due to inadvertent nitrogen injection 
from accumulator & licensee action associated w/event. 

EAPEN.P.K. Region 1, Ofc of the Director. 89/06/16. 18pp. 50501:309-50501:326. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170405 Forwards Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 
890501-0605 & notice of violation.AddI mgt attention necessary to improve licensee 
performance re weaknesses in station procedures & implementation. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/07/06. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 50559:001-50559:050, 



DOCKETED ITEMS 51 


-8907170409 Notice of violation from insp on 890501 -0605.Violation noted:no safety 
evaluation existed documenting why no unreviewed safety question involved re 
890510 addition of reactivity computer to both control units. 

• Region 1, Ofc of the Director. 89/07/06. Ip. 50559:003-50559:003. 

-8907170412 Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 890501- 
0605.Violation noted. Major areas inspected: operations, radiological 

controls.surveillance testing, maint, emergency preparedness, security & review of 
LERs. 

SWETLAND.P.D. Region 1. Ofc of the Director. 89/07/05. 47pp. 50559:004- 
50559:050. 

8907200231 Forwards Insp Repts 50-272/89-16 & 50-311/89-15 on 890527- 0710.En- 
forcement conference scheduled for 890726 to discuss inadequate response time 
testing of isolation function of main & bypass feedwater control valves. 

KANCw.F. Region 1, Ofc of the Director. 89/07/14. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 50614:105-50614:115. 

-8907200233 Insp Repts 50-272/89-16 & 50-311/89-15 on 890527-0614. Violations 
noted.Major areas inspected:licensee response to identification of inadequate re- 
sponse time testing of main & bypass feedwater regulating valves & unacceptables 
results. 

SWETLAND,P.D. Region 1, Ofc of the Director. 89/07/12. lOpp, 50614:107- 
50614:115. 

8907250335 Notification of Significant Licensee Meeting 89-113/ enforcement confer- 
ence on 890726 w/util in Region I ofc to discuss util failure to test feedwater isolation 
sys. 

SWETLAND,P.D. Region 1, Ofc of the Director. 89/07/14. Region 1, Ofc of the Direc- 
tor. 2pp. 50655:1 46-50655:1 47. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8906300155 “Discharge Monitoring Rept for May 1989." 

HURKA.D.K. Public Service Electric & Gas Co. of New Jersey. 89/05/31. 25pp. 
50370:057-50370:081. 

8907070297 Forwards revised “Operating Data Rept” pages for Salem Unit 1 for re- 
placement in monthly operating repts for months of Feb, Mar & Apr,1989. 

MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/19. Document 
Control Branch (Document Control Desk). Ip. 50443:279-50443:282. 

-8907070299 Revised operating data rept to monthly operating rept for Salem Unit 1 for 
Feb 1989. 

WH1TE,P. Public Service Electric & Gas Co. of New Jersey. 89/02/28. Ip. 50443:280- 
50443:280. 

-8907070302 Revised operating data rept to monthly operating rept for Salem Unit 1 for 
Mar 1989. 

WHITE, P. Public Service Electric & Gas Co. of New Jersey. 89/03/31. Ip. 50443:281- 
50443:281. 

-8907070305 Revised operating data rept to monthly operating rept for Salem Unit 1 for 
Apr 1989. 

WH1TE,P. Public Service Electric & Gas Co. of New Jersey. 89/04/30. Ip. 50443:282- 
50443:282. 

8907200308 Monthly operating rept for June 1989 for Salem Unit 1. W/890712 Itr. 
WHITE.P., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/30. 
10pp. 50589:019-50589:028. 


S. Reportable occurrences, LERs & related correspondence 

8906280045 LER 89-021 -00:on 890523,discovered that high radiation area not ade- 
quately controlled as required by Tech Spec 6.12.2. Caused by personnel 
error.Disciplinary action has been taken.W/890621 Itr. 

POLLACK, M.J., MILLER,L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/ 
21. 4pp. 50337:089-50337:092. 

8907100192 RO:on 890622, automatic actuation feature for fire pumps found 
deactivated. Caused by sensing line between fire pump cross IFPIO & 2FP10 being 
isolated & precluding automatic initiation.Jockey pump & isolation valves replaced. 
MILLER,L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/22. 
RUSSELL,W.T. Region 1, Ofc of the Director. 2pp. 50459:190-50459:190. 

8907120260 LER 89-022-00:on 890603.control rod shutdown banks B & C withdrawn 
together contrary to Tech Spec 3.1.3.2.2a.Caused by personnel error.Process by 
which Tech Spec amends are promulgated under review. W/890630 Itr. 

POLLACK,M.J., MILLER,L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/ 
30. 5pp. 50512:018-50512:023. 

8907130178 LER 89-023-00:on 890603, unit entered operational condition having one in- 
stead of two source-range channels operable. Caused by personnel error.Event re- 
viewed w/licensed operators to comply w/procedural requirements.W/890630 Itr. 
POLLACK,M.J., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/ 
30. 6pp. 50512:037-50512:042. 

8907110080 Special Rept 88-3-1 1:on 880720-890607,fire barrier penetration seal impair- 
ments not restored within 7 days, Cause undetermined. Penetrations sealed.fire watch 
continues & repair work initiatea. 

MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/07/05. Document 
Control Branch (Document Control Desk). 9pp. 50501:295-50501:303. 


8907120169 Special Rept 89-4:on 890622,automatic actuation feature for fire pumps de- 
activated & sensing line for pressure transmitter isolated.Caused by inadequate ad- 
ministrative control. Second pressure sensing tap to be installed. 

MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/07/05. Document 
Control Branch (Document Control Desk). 4pp. 50512:114-50512:117. 

8907140316 LER 89-024-00:on 890609,safety injection concurrent w/ reactor trip signal 
occurred.Caused by inadequate drainage of main steamlines.Event reviewed w/maint 
personnel & procedures modified.W/890707 Itr. 

POLLACK.M.J., MILLER, LK. Public Service Electric & Gas Co. of New Jersey. 89/07/ 
07. 7pp. 50544:155-50544:161. 

8907170494 LER 89-025-00:on 890609,discovered that radiation monitoring sys main 
steamline monitor channels drain line isolated due to closure of valve.Caused by inad- 
equate administrative control. Design change program revised.W/890710 Itr. 
POLLACK.M.J., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/07/ 
10. 5pp. 50552:353-50552:357. 

8907210308 LER-89-027-00:on 89061 9,reactor trip on steam generator 13 lo-lo level oc- 
curred due to closing of valve 13MS167.Caused by inadequate design of continuity 
check circuitry for MSI 67 valves.Design change implemented.W/89071 7 Itr. 
POLLACK.M.J., MILLER.L.K. Public Service Electric & Gas Co. of New Jersey. 89/07/ 
17. 6pp. 50597:191-50597:196. 

8907210376 LER 89-026-00:on 89061 8, controlled shutdown per Tech Spec 3.3.2. 1 oc- 
curred due to inoperable SEC.Caused by equipment failure.Failed PC boards replaced 
& sequence timing switch reset.W/890717 Itr. 

POLLACK.M.J., MILLER, LK. Public Service Electric & Gas Co. of New Jersey. 89/07/ 
17. 5pp. 50597:208-50597:212. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8907130309 Forwards proposed Rev V to security plan for TRIGA reactor facility.Rev 
withheld. 

DEBEY.T. Interior, Dept, of. Geological Survey. 89/07/10. Document Control Branch 
(Document Control Desk). 1 p. 50530:248-50530:248. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8907110031 Forwards Rev 17 to physical security plan.Rev withheld (ref 10CFR73.21). 
SHIPPER, J.D. Pacific Gas & Electric Co. 89/07/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50530:110-50530:111. 


G. Adjudicatory correspondence 


8907030053 Notice of appearance.* Author will enter appearance in proceeding on 
behalf of NRC.W/Certificate of svc. 

RUTBERG,J. Assistant General Counsel for Hearings & Enforcement. #389 8840. 89/ 
06/27. 3pp. 50311:204-50311:206. 

8907240031 Notice of withdrawal of counsel.* Advises that author has withdrawn as 
counsel for Sierra Club in proceeding. R Ferguson will appear as lead representative 
for club.W/ Certificate of Svc. 

GRUENEICH,D.M. Sierra Club Legal Defense Fund, Inc. GRUENEICH.D.M. Grueneich, 
D.M. (formerly Grueneich & Lowry). #389 8926. 89/06/28. 3pp. 50574:235- 
50574:237. 


8907200134 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding on behalf of licensee.W/Certificate of Svc. 

LOCKCR.F. Pacific Gas & Electric Co. #389 8856. 89/06/30. 4pp. 50545:305- 
50545:308. 


8907200149 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding on behalf of licensee.W/Certificate of Svc. 

NORTON, B. Pacific Gas & Electric Co. #389 8857. 89/06/30. 4pp. 50545:266- 
50545:269. 


H. General correspondence 


8907050112 Comment supporting proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SHIFFER,J.D. Pacific Gas & Electric Co. 89/06/19. CHILK,S.J. Office of the Secretary 
of the Commission. 1 p, 50353:065-50353:065. 

8907180140 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components.” Existing 
regulations.codes & stds along w/industry activities considered adequate. 

SNIFFER, J.D. Pacific Gas & Electric Co. 89/07/05. CHILK.S.J. Office of the Secretary 
of the Commission. 1 p. 50562:346-50562:346. 
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P. Operating license stage documents & correspondency 

8906280254 Forwards Amends 41 & 40 to Licenses DPR-80 & DPR>82, respectively & 
safety evaluation.Amends revise Tech Spec Section 6, “Administrative Controls" to 
change description of plant staff review committee membership, quorum & tests. 
ROOD.H, Project Directorate V. 89/06/22. Pacific Gas & Electric Co. 3pp. 50330:205- 
50330:223. 

-8906280255 Amends 41 & 40 to Licenses DPR-80 & DPR-82, respectively, revising 
Tech Spec Section 6, "Administrative Controls" to change description of plant staff 
review committee membership, quorum, qualifications & tests & experiments. 
KNIGHTON, G.W. Project Directorate V. 89/06/22. 13pp. 50330:208-50330:220. 

-8906280256 Safety evaluation supporting Amends 41 & 40 to Licenses DPR-80 & 
DPR-82, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 3pp. 
50330:221-50330:223. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050235 Submits addi info re License Amend Request 89-02 on administrative 
controls,committee membership,working hours & limits & plant staff 

qualifications,training & repts.Title changed to manager - station & hyd'c const 
SHIFFER,J.D. Pacific Gas & Electric Co. 89/06/29. Document Cc-v.'ol B'anch (Docu- 
ment Control Desk). 2pp. 50418:093-50418:095. 

-8907050237 Proposed Tech Specs re composition of GONPRAC. 

* Pacific Gas & Electric Co. 89/06/29. 2pp. 50418:094-50418:095. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110019 Application for amends to Licenses DPR-80 & DPR-82.revising Tech Spec 
Table 3.6-1. 

SHIFFER.J.D, Pacific Gas & Electric Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50501:099-50501:104. 

-8907110021 Proposed Tech Spec Table 3.6-1 re charging injection valves. 

* Pacific Gas & Electric Co. 89/07/03. 3pp. 50501:101-50501:104. 

8907110059 Forwards addI info re License Amend Request 89-05, revising Tech Spec 
3.8.1, "Electrical Power Sys," per NRC request. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50501:107-50501:1 18. 

“8907110067 Proposed Tech Spec 3.8.1 re electrical power sys. 

* Pacific Gas & Electric Co. 89/07/03. 9pp. 50501:110-50501:118. 

8907130036 Forwards application for amends to Licenses DPR-80 & DPR-82. consisting 
of License Amend Request 89-08.reducing boron concentration in boric acid sys from 
12 to 4 weight percent, per Generic Ltr 85-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50519:205-50519:226. 

-8907130038 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 89-08, reducing boron concentration in boric acid sys from 12 
to 4 weight percent. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/05. 8pp. 50519:207-50519:214. 

-8907130039 Proposed Tech Specs re reactivity control sys for borated water sources 
& refueling water storage tank. 

* Pacific (jas & Electric Co. 89/07/05. 12pp. 50519:215-50519:226. 

8907110410 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 89-07,revising Tech Spec 3/4.4.9 & associated bases re pressure/ 
temp limits.per Generic Ltr 88-11. 

WALLACE.W.H. Pacific Gas & Electric Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50501:036-50501:059. 

-8907110412 Application for amends to Licenses DPR-80 & DPR-82. consisting of 
Amend Request 89-07,revising Tech Specs Figures 3.4-2 & 3.4-3 & associated bases 
& deleting Tech Spec 4.4.9. 1.2 & surveillance capsule withdrawal schedule. 
WALLACE.W.H. Pacific Gas & Electric Co. 89/07/07. 8pp. 50585:010-50585:033. 

-8907110413 Proposed Tech Specs re heatup & cooldown curves, associated bases & 
surveillance capsule withdrawal schedule. 

* Pacific Gas & Electric Co. 89/07/07. 15pp. 50501:045-50501:059. 

8907180298 Fonwards Amends 42 & 41 to Licenses DPR-80 & DPR-82, 
respectively. Amends revise Tech Spec 3/4.3.4, "Turbine Overspeed Protection," to 
change frequency of stroke testing & direct observation of valve movement. 

ROOD.H. Project Directorate V. 89/07/10. SHIFFER.J.D. Pacific Gas & Electric Co. 
4pp. 50578:245-50578:262. 

—8907180304 Amends 42 & 41 to Licenses DPR-80 & DPR-82,respectively, revising 
Tech Spec 3/4.3.4, "Turbine Overspeed Protection," to change frequency of stroke 
testing of main turbine valves & direct observation of valve movement. 

KNIGHTON, G.W. Project Directorate V. 89/07/10. 8pp. 50578:249-50578:254. 

-8907180306 Safety evaluation supporting Amends 42 & 41 to License DPR-80 & DPR- 
82, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/10. 4pp. 
50578:255-50578:258. 

-8907180308 Errata to Amends 37 & 36 to Licenses DPR-80 & DPR-82, 
respectively. consisting of corrected Tech Spec Pages xxi & xxii. 

* Project Directorate V. 89/07/10. 2pp. 50578:259-50578:260. 

-8907180350 Notice of issuance of Amends 42 & 41 to Licenses DPR-80 & DPR- 
82, respectively.Amends change Tech Specs by revising surveillance test frequency of 
turbine stop valves, governor valves & intercept valves re turbine overspeed protec- 
tion. 

''OOD.H. Project Directorate V. 89/07/10. 2pp. 50578:261-50578:262. 


8907190104 Forwards completed Ltr DCL-89-1 85, including previouly omitted oath & af- 
firmation pages.Ltr requested amend to DPR-80 & DPR-82 re surveillance capsule 
withdrawal schedule. 

' Pacific Gas & Electric Co. 89/07/10. Document Control Branch (Document Control 
Desk). Ip. 50585:007-50585:009. 

8907240114 Forwards original oath & affirmation page for licensee 890705 application 
for amends to Licenses DPR-80 & DPR-82. 

• Pacific Gas & Electric Co. 89/07/10. NRC - No Detailed Affiliation Given. Ip. 
50641:069-50641:092. 

“8907270056 Corrected application for amends to Licenses DPR-80 & DPR-82, consist- 
ing of original oath & affirmation page & License Amend Request 89-08, reducing 
borer conc-3nt.'at‘cn boric acid sys. 

Sh -'Er,jD =ac:*-: Gas & Electric Co. 89/07/05. Ip. 50641:070-50641:092. 

8907170139 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS." Util 
determined that SPDS cannot be certified fully to meet all of NUREG-1342 
guidance.Supporting documentation will be maintained for 3 yrs as required by generic 
ltr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50559:104-50559:110. 

8907180190 Notification of 890720 meeting w/util in Rockville, MD to discuss qualifica- 
tion of new Alco diesel & operation w/one safoty/.'Gl'of va'vo gagged 
ROOD.H °rQiect D'rectcrate V. 89/07/14, KNiGHTCN.G A. F'ojoc: Directorate V. 
4pp. 505 C.1 26-50578: -23. 

8907250083 Forwards addi info re PRA for maint duration used in diesel generator al- 
lowed outage time study.App F.5, "Other External Events” & App H.2, "Data Analysis 
Approach," per 890613-14 meeting request. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 184pp. 50645:111-50645:298. 

8907260230 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Procedure including erosion/corrosion monitoring program & administrative 
& mgt organizational interface will be implemented prior to Feb 1 990 outage. 
WALLACE.W.H. Pacific Gas & Electric CJo. 89/07/19. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50673:112-50673:116. 


Q. Inspection reports, IE Bulletins & correspondence 


8907070247 Forwards Insp Repts 50-275/89-14 & 50-323/89-14 on 890423-0603.No 
violations noted. 

MENDONCA.M.M. Region 5. Ofc of the Director. 89/06/19. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 50455:296-50455:317. 

-8907070249 Insp Repts 50-275/89-14 & 50-323/89-14 on 890423-0603.No violations 
or deviations noted. Major areas inspected:plant operations.maint & surveillance 
activities.followup of onsite events.open items & LERs & selected insp activities. 
MENDONCA.M.M. Region 5, Ofc of the Director. 89/06/19. 20pp. 50455:298- 
50455:317. 

8906280166 Fonvards Revs 4 & 7 to "Inservice Insp & Testing Program Plan 1st 10-Yr 
Insp Interval Diablo Canyon Units 1 & 2." Requests that util grant unconditional 
approval.prior to next refueling outage.of Unit 1 & 2 inservice insp relief. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 13pp. 50321:001-50322:256. 

-8906280175 Revs 4 & 7 to "Inservice Insp & Testing Program Plan 1st 10-Yr Insp In- 
terval Diablo Canyon Units 1 & 2.” 

HILL.J.E., PELLISERO.T.W., FRANKS.O.K. Pacific Gas & Electric Co. 89/05/31. 
602pp. 50321:014-50322:256. 

8907070231 EN-89-066:on 890705.notice of violation & proposed imposition of civil pen- 
alty in amount of $75,000 will be issued for licenses.Action based on violations involv- 
ing engineering & design control re auxiliary feedwater pumps. 

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/06/29. Ip. 
50455:293-50455:293. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050241 Forwards supplemental response to NRC Bulletin 88-010, "Nonconforming 
Molded-Case Circuit Breakers.” All molded-case circuit breakers maintained in ware- 
house stock segregated & placed in QC hold status. 

BRAND.D.A. Pacific Gas & Electric Co, 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 16pp. 50418:039-50418:054. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8906280035 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of May 1989.” W/890620 ltr. 

TOWNSEND,J.D. Pacific Gas & Electric Co. 89/05/31. LEONARD,W. California, State 
of. 14pp. 50333:147-50333:160. 
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8907180331 Monthly operating repts for June 1989 for Diablo Canyon Units 1 & 2.W/ 
890710 Itr. 

BEDESEM.P., TOWNSEND. J.D. Pacific Gas & Electric Co. 89/06/30. lOpp. 
50578:108-50578:117. 


S. Reportable occurrences, LERs & related correspondence 

8907030282 LER 88-01 8-01 :on 880217 & 0915-1 S.number of steam line code safety 
valves found outside of required Tech Spec tolerance band.Cause undetermined. All 
valves readjusted & retested to confirm that valves witnin acceptance criteria.W/ 
890627 Itr. 

WILSON, S.D., SHIFFER.J.D. Pacific Gas & Electric Co. 89/06/27. 13pp. 50385:329- 
50385:341. 

8907100227 LER 88-034-00:on 880309-10 & 890602 & 09.audit discovered that surveil- 
lances not performed on RCS.pressurizer heatup & cooldown.Caused by personnel 
error.Applicable operating procedures revised.W/890703 Itr. 

SISK.D.P., SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/03. 6pp. 50552:225- 
50552:230. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136, 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8907070242 Rev 16 to EPIP OP-351 0, "Offsite & Site Boundary Monitoring." 

* Yankee Atomic Electric Co. 89/06/23. 17pp. 50442:071-50442:087. 

8907060104 Forwards Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 
890507-0617 & notice of violation. 

KANE.W.F. Region 1. Ofc of the Director. 89/06/26. MCNEILL, C.A. Philadelphia Elec- 
tric Co. 2pp. 50435:023-50435:065. 

“8907060110 Notice of violation from insp on 890507-061 7.Violation noted:on 
890505, Mod 5061 for installation of analog isolator on HPCI sys flow controller not 
installed per Const Installation Procedure CD 5,3 & error not detected. 

* Region 1. Ofc of the Director. 89/06/26. Ip. 50435:025-50435:025. 

“8907060115 Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 890507- 
0617.Major areas inspected:Unit 2 power ascension transient testing & steady-state 
operation at 35% power plateau, radiation protection & physical security. 

WILLAMS.J.H.. KENNY.T. Region 1, Ofc of the Director. 89/06/22. 40pp. 50435:026- 
50435:065. 

8907070267 Forwards revs to physical security & security personnel training & qualifica- 
tion plans.Revs withheld (ref 10CFR2.790 & 73.21). 

SMITH, D.M. Philadelphia Electric Co, 89/06/28. Document Control Branch (Document 
Control Desk). Ip. 50443:165-50443:165. 

8907100189 Forwards Annual Emergency Preparedness Exercise Safety Insp Repts 50- 
277/89-17 & 50-278/89-17 on 89061 4.No violations noted. 

BELLAMY,R.R. Region 1. Ofc of the Director. 89/06/28. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 50459:025-50459:032. 

“8907100190 Insp Repts 50-277/89-17 & 50-278/89-17 on 89061 3-1 5.No violations 
noted.Major areas inspected:licensee partial participation in annual emergency pre- 
paredness exercise on 890614. 

GORDON, C.2., LA2ARUS.W.J. Region 1, Ofc of the Director. 89/06/27. 6pp. 
50459:027-50459:032. 

8907240272 Forwards Rev 2 to "Fire Protection Program." 

HELWIG.D.R. Philadelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50651:001-50653:079. 

“8907240274 Rev 2 to "Fire Protection Program.” 

* Philadelphia Electric Co. 89/01/31. 66pp. 50653:003-50653:079. 


G. Adjudicatory correspondence 

8907200155 Notice of withdrawal & motion to terminate proceeding.* Withdraws 880122 
petition to intervene & requests termination of proceeding, per agreement between 
parties re licensee commitment to take actions.W/Certificate of Svc. 

MATHER, R.P, Pennsylvania, Commonwealth of. #389 8858. 89/06/29. Atomic Safety 
and Licensing Board Panel. 8pp. 50545:258-50545:265. 

8907200046 NRC Staff fourth status rept re settlement agreement.* NRC responded to 
agreement,per end 890627 ltr,advising licensee that NRC has no objection to agree- 
ment between licensee & Commonwealth of PA.W/Certificate of Svc. 

RUTBERG.J. Assistant General Counsel for Hearings & Enforcement. #389 8853. 89/ 
06/30. 6pp. 50545:210-50545:215. 

8907240077 Forwards settlement agreement under which licensee has committed to 
take various actions re plant, confirmatory action Itr re commitments & agreement per- 
mitting Commonwealth access to plant operations info, for info. 

BEISNER,J.H. Pennsylvania, Commonwealth of. BEISNER.J.H. O’Melveny & Myers. 
IRWIN,D.P. Philadelphia Electric Co. #389 8888. 89/07/06. FRYE.J.H., BRIGHT, G.O., 
COLE,R.F. Atomic Safety and Licensing Board Panel. 49pp. 50574:284-50574:332. 

8907240162 Memorandum & order.* Grants Commonwealth of PA motion requesting 
order confirming Commonwealth withdrawal of petition to intervene & proposed con- 
tentions & terminating proceeding. W/ Certificate of Svc.Served on 890720. 

COLE,R.F., FRYE,J.H. Atomic Safety and Licensing Board Panel. #389 8929. 89/07/ 
19. Pennsylvania, Commonwealth of. 6pp. 50574:090-50574:095. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8907240272 Forwards Rev 7 to updated FSAR for Peach Bottom Atomic Power Station 
Units 2 & 3 (filed in PDR Category K) & Rev 2 to "Fire Protection Program" (filed in 
PDR Category F). 

HELWIG,D.R. Philadelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50651:001-50653:079. 

“8907240273 Rev 7 to updated FSAR for Peach Bottom Atomic Power Station Units 2 
& 3 

* Philadelphia Electric Co. 89/01/31. 900pp. 50651:005-50653:002. 


P. Operating license stage documents & correspondence 


8906280041 Forwards SER accepting util DCRDR at plant conducted in response to 
NUREG-0737,Suppl 1. 

MARTIN, R.E. Project Directorate 1-2, 89/06/16. HUNGER, G.A. Philadelphia Electric 
Co. 4pp, 50329:322-50330:009. 

“8906280047 SER accepting util DCRDR at plant. 

* NRC - No Detailed Affiliation Given. 89/06/16. 7pp. 50329:326-50329:332. 

“8809230090 "DCRDR Preimplementation Audit Rept for Philadelphia Electric Co 
Peach Bottom Station,Units 2 & 3." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAlC-88/1816. 88/09/14. NRC - No Detailed Affiliation Given. 14pp. 
50329:333-50329:346. 


“8607010434 Submits list of needed util preparation & arrangements for DCRDR preim- 
plementation & SPDS audits on 86071 4-1 S.Tentative agenda end. 

LA1NAS,G.C. Assistant Director for Technical Support (BWR). 86/06/24. 
MULLER,D.R. BWR Project Directorate 2. 9pp. 50329:347-50329:355. 

“8810070154 "DCRDR Onsite Meeting Rept for Philadephia Electric Co Peach Bottom 
Atomic Power Stations, Unit 2 & 3.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-88/1818. 88/09/30. NRC - No Detailed Affiliation iSiven. 14pp. 
50329:356-50330:009. 


8907050088 Advises that util verified that plant issued no quality assured purchase 
orders to Planned Maint Sys,lnc.per Ofc of Investigations 890522 request. 

SMITH,D.M. Philadelphia Electric Co. 89/06/26. Document Control Branch (Document 
Control Desk). 2pp. 50415:236-50415:237. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907100172 Advises that requirements of 870331 order relaxed to permit Unit 2 oper- 
ation not to exceed 70% full power,in accordance w/ Section VE of order. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/28. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 50508:055-50508:056. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100330 Forwards safety evaluation supporting 871019 response to Generic Ltr 83- 
28, Item 4.5.3, "Reactor Trip Sys Reliability, On-Line Testing of Reactor Trip Sys." Ex- 
istir^ test intervals consistent w/high reactor trip sys availability. 

MARTIN,R.E. Project Directorate I-2. 89/06/30. HUNGER, G.A. Philadelphia Electric 
Co. 3pp. 50445:216-50445:272. 

“8907100331 SER supporting util response to Generic Ltr 83-28, Item 4.5.3 re reactor 
trip sys reliability for all domestic operating reactors. 

* NRC - No Detailed Affiliation Given. 89/06/30. 2pp. 50445:219-50445:272. 

8907130150 Fonvards progress rept on implementation of control room enhancements 
as of end of 7th refueling outage for Unit 2. 

FOGARTY, E.P. Philadelphia Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 23pp. 50532:018-50532:040. 

8907130321 Forwards NRR 890605 Itr to Ecology Ctr of Southern California re petition 
to fix or close all nuclear power reactors designed by GE.Petition being treated under 
10CFR2.206. 

MARTIN, R.E. Project Directorate 1-2. 89/07/06. HUNGER,G.A. Philadelphia Electric 
Co. 3pp. 50537:048-50537:054. 

8907180492 Notification of Significant Licensee Meeting 89-101 w/util on 890718 in 
King of Prussia, PA to discuss util engineering reorganization. 

DOERFLEIN,L.T. Region 1, Ofc of the Director. 89/07/10. Region 1, Ofc of the Direc- 
tor. 2pp. 50580:011-50580:012. 

8907190030 Forwards application for amends to Licenses DPR-44 & DPR-56, consisting 
of Tech Specs Change Reguest 88-06,removing organization charts from Tech Specs 
as recommended by Generic Ltr 88-06. 

HUNGER.G,A. Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk), 3pp. 50594:298-50594:332. 

“8907190037 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 88-06,removing organization charts from Tech Specs as rec- 
ommended by Generic Ltr 88-06. 

* Philadelphia Electric Co. 89/07/11. 19pp. 50594:301-50594:319. 

“8907190038 Proposed Tech Specs, removing organization charts as recommended by 
Generic Ltr 88-06. 

* Philadelphia Electric Co. 89/07/11. 13pp. 50594:320-50594:332. 
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8907190046 Submits response to Generic Ltr 89-06, “Task Action Plan Item I.D.2- 
SPDS," concerning implementation status of SPDS at facilities.SPDS at Limerick Unit 
1 meets requirements of NUREG-0737,Suppl 1 & Unit 2 in startup testing program. 
HELWIG.D.R. Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50585:266-50585:268. 

8907190392 Forwards Tech Spec Change Request 89-04 per 10CFR50.90. requesting 
amends to Licenses DPR-44 & DPR-56 re feedwater sys reactor water level & reactor 
pressure instruments & accident monitoring instruments. 

HUNGER, G.A. Philadelphia Electric Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50641:254-50641:268. 

“8907190003 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 89-04 re reactor water level & reactor pressure surveillance 
instrumentation calibr frequency change. 

HUNGER, G.A. Philadelphia Electric Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 9pp. 50641:257-50641:265. 

"890719000$ Proposed Tech Specs re min test & calibr frequency for surveillance in- 
strumentation. 

* Philadelphia Electric Co. 89/07/12. 3pp. 50641:266-50641:268. 

8907240288 Forwards response to NRC request for addl info on util rept PECo-FMS- 
0005, “Methods for Performing BWR Steady-State Reactor Physics Analyses," as part 
of in-house reload licensing. 

HELWIG.D.R. Philadelphia Electric Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 44pp. 50636:148-50636:191. 

8907260144 Requests that changes to plant Tech Spec Change Request 85-04 be ap- 
proved on exigent basis in order to reduce unnecessary testing & potential degrada- 
tion of safety- related equipment. 

HUNGER, G.A. Philadelphia Electric Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50659:068-50659:070. 

8907260132 Relaxes requirements of Section V.A of 870331 order to permit operation 
of Unit 2 to full power. 

RUSSELL,W.T. Region 1, Ofc of the Director. 89/07/21. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 50673:074-50673:075, 


Q. Inspection reports, IE Bulletins & correspondence 

8907060104 Forwards Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 
890507-0617 & notice of violation. 

KANE.W.F. Region 1. Ofc of the Director. 89/06/26. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 2pp. 50435:023-50435:065. 

“8907060110 Notice of violation from insp on 890507-061 7.Violation noted:on 
890505, Mod 5061 for installation of analog isolator on HPCI sys flow controller not 
installed per Const Installation Procedure CD 5.3 & error not detected. 

* Region 1, Ofc of the Director. 89/06/26. Ip. 50435:025-50435:025. 

“8907060115 Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 890507- 
0617.Major areas inspected:Unit 2 power ascension transient testing & steady-state 
operation at 35% power plateau, radiation protection & physical security. 

WILLAMS.J.H., KENNY.T. Region 1. Ofc of the Director. 89/06/22. 40pp. 50435:026- 
50435:065. 

8907100189 Forwards Annual Emergency Preparedness Exercise Safety Insp Repts 50- 
277/89-17 & 50-278/89-17 on 89061 4.No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/06/28. MCNEiLL,C,A. Philadelphia 
Electric Co. 2pp. 50459:025-50459:032. 

“8907100190 Insp Repts 50-277/89-17 & 50-278/89-17 on 890613-1 5.No violations 
noted.Major areas inspected:licensee partial participation in annual emergency pre- 
paredness exercise on 890614. 

GORDON, C.Z., LAZARUS, W.J. Region 1, Ofc of the Director. 89/06/27. 6pp. 
50459:027-50459:032. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isoiation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240482 Fonwards plant status rept for 890628-0719 from NRC Restart Inspectors. 
DOERFLEIN,L.T. Region 1. Ofc of the Director. 89/07/19. KANE.W.F. Region 1. Ofc 
of the Director. 4pp. 50636:270-50636:273. 

8907250072 Forwards response to NRC 890626 ltr re violations noted in Insp Repts 50- 
277/89-16 & 50-278/89-1 6.Correctlve action: personnel performing wiring checks In- 
structed in use of proper communication practices. 

SMITH, D.M. Philadelphia Electric Co. 89/07/19. Document Control Branch (Document 
Control Desk). 4pp. 50654:276-50654:279. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

6907250173 "1988 Annual 10CFR50.59 Rept." W/890717 ltr. 

HUNGER, G.A, Philadelphia Electric Co. 88/12/31. 144pp. 50645:299-50646:081. 


8907130125 Forwards periodic status rept from NRC restart staff for 890607-28.On 
89061 8, control room operators noted main generator load oscillating at Unit 2. Unit 3 
continues in seventh refueling outage that begun on 871001. 

KENNY, T.J. Rc-cior 1. Cf: .V the Director. 89/06/30. KANE.W.F. Region 1, Ofc of the 
Director. 4pp 5C£3/ j3?-.bC53.':C35 

8907200305 Monthly operating repts for June 1989 for Peach Bottom Atomic Power 
Station Units 2 & 3.W/890714 ltr. 

BARON, M.J., SMITH, D.M. Philadelphia Electric Co. 89/06/30. 14pp. 50615:001- 
50615:014. 

8907240482 Forwards plant status rept for 890628-0719 from NRC Restart Inspectors. 
DOERFLEIN.L.T. Region 1. Ofc of the Director. 89/07/19. KANE.W.F. Region 1, Ofc 
of the Director. 4pp. 50636:270-50636:273. 


S. Reportable occurrences, LERs & related correspondence 

8907060215 PNO-l-89-050:on 890627, confirmatory action ltr issued on util & Common- 
wealth of PA agreement to satisfy concerns re restart plan. Agreement should form 
basis for concluding hearing on util '•eo'’oani 2 ation 

KENNY.T. Region 1, Ofc of the Direc:c'' SO.- 05 '26 Ip. 50431:333-50431:333. 

8907060181 PNO-l-89-052;facility authorized to proceed to 70% power. Insp on site will 
continue during power ascension from 35% to 70% power & subsequent transient 
testing. 

KENNY.T. Region 1, Ofc of the Director. 89/06/28. 1p. 50432:001-50432:001. 

8907250195 PNS-l-89-013:on 89071 1 .trespasser arrested by Commonwealth of PA at 
plant & while arrested made ref to large amounts of weapons & explosives stored at 
residence in Edgewood.MD.Explosives & detonators removed from residence. 
LANCASTER.W.K., KE1MIG,R.R. Region 1, Ofc of the Director. 89/07/19. 2pp. 
50644:285-50644:287. 

8907260310 LER 89-01 4-00:on 89051 7, noted that required surveillance test for Rad- 
•waste Bldg 116 ft elevation chemical addition & laundry room smoke detectors "over- 
due." Caused by procedural deficiency.W/890720 ltr. 

CRIBBE.T.E., SMITH, D.M. Philadelphia Electric Co. 89/07/20. 5pp. 50672:229- 
50672:233. 

8907260156 PNO-l-89-060:facility authorized to proceed to 100% power. Evaluation by 
NRC determined to be satisfactory. Insp on site will continue w/around-clock cover- 
age. 

LINVILLE.J. Region 1, Ofc of the Director. 89/07/21. Ip. 50673:169-50673:169. 


V. Operator Examinations 


8906280015 Responds to 890601 ltr re adequacy of licensee resources to operate plant 
w/o undue reliance on overtime during operator licensing exam. 

MARTIN, R.E. Project Directorate 1-2. 89/06/20. RISACHER.B.A. Harford County,MD. 
2pp. 50330:083-50330:084. 

8906300124 Requests termination of Senior Reactor Operator License SOP-1 0501 for 
JG Hufnagel. 

SMITH.D.M. Philadelphia Electric Co. 89/06/21. Document Control Branch (Document 
Control Desk). 2pp. 50368:300-50368:301. 

8907070167 Advises that SM Hess has been permanently reassigned & no longer main- 
tains need to hold Senior Reactor Operator License SOP-10506. 

SMITH, D.M. Philadelphia Electric Co. 89/06/30. Document Control Branch (Document 
Control Desk). 2pp. 50443:177-50443:178. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for CL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8907060104 Forwards Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 
890507-0617 & notice of violation. 

KANE,W.F. Region 1, Ofc of the Director. 89/06/26. MCNEILL,C.A. Philadelphia Elec- 
tric Co. 2pp. 50435:023-50435:065. 

“8907060110 Notice of violation from insp on 890507-061 7. Violation noted:on 
890505, Mod 5061 for installation of analog isolator on HPCI sys flow controller not 
Installed per Const Installation Procedure CD 5.3 & error not detected. 

* Region 1 . Cfc of the Director. 89/06/26. 1 p. 50435:025-50435:025. 

“8907060115 Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 890507- 
0617.Major areas inspected:Unit 2 power ascension transient testing & steady-state 
operation at 35% power plateau, radiation protection & physical security. 

WILLAMS.J.H. Region 1, Ofc of the Director. 89/06/22. 40pp. 50435:026-50435:065. 

8907070267 Fonvards revs to physical security & security personnel training & qualifica- 
tion plans.Revs withheld (ref 10CFR2.790 & 73.21). 

SMITH,D.M. Philadelphia Electric Co. 89/06/28. Document Control Branch (Document 
Control Desk). Ip. 50443:165-50443:165. 

8907100189 Forwards Annual Emergency Preparedness Exercise Safety Insp Repts 50- 
277/89-17 & 50-278/89-17 on 890614.No violations noted. 

BELUMY,R.R. Region 1, Ofc of the Director. 89/06/28. MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 50459:025-50459:032. 

“8907100190 Insp Repts 50-277/89-17 & 50-278/89-17 on 89061 3-1 5.No violations 
noted.Major areas inspected;licensee partial participation in annual emergency pre- 
paredness exercise on 890614. 

GORDON, C.Z, Region 1, Ofc of the Director. 89/06/27. 6pp. 50459:027-50459:032. 
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8907240272 Forwards Rev 2 to “Fire Protection Program." 

HELWIG.D.R. Philadelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50651:001-50653:079. 

-8907240274 Rev 2 to “Fire Protection Prog^'an." 

* Philadelphia Electric Co. 89/01/31. 56pp. 50653.0:3-50653.079 


G. Adjudicatory correspondence 

8907200155 Notice of withdrawal & motion to terminate proceeding.* Withdraws 880122 
petition to intervene & requests termination of proceeding, per agreement between 
parties re licensee commitment to take actions.W/Certificate of Svc. 

MATHER, R.P. Pennsylvania, Commonwealth of. #389 8858. 89/06/29. Atomic Safety 
and Licensing Board Panel. 8pp. 50545:258-50545:265. 

8907200046 NRC Staff fourth status rept re settlement agreement.* NRC responded to 
agreement, per end 890627 ltr,advising licensee that NRC has no objection to agree- 
ment between licensee & Commonwealth of PA.W/Certificate of Svc. 

RUTBERG.J. Assistant General Counsel for Hearings & Enforcement. #389 8853. 89/ 
06/30. 6pp. 50545:210-50545:215. 

8907240077 Forwards settlement agreement under which licensee has committed to 
take various actions re plant,confirmatory action Itr re commitments & agreement per- 
mitting Commonwealth access to plant operations info,for info. 

BEISNER.J.H. Pennsylvania, Commonwealth of. BEISNER,J.H. O’Melveny & Myers. 
IRWIN,D.P. Philadelphia Electric Co. #389 8888. 89/07/06. FRYE,J.H., BRIGHT, G.O.. 
COLE.R.F. Atomic Safety and Licensing Board Panel. 49pp. 50574:284-50574:332. 

8907240162 Memorandum & order.* Grants Commonwealth of PA motion requesting 
order confirming Commonwealth withdrawal of petition to intervene & proposed con- 
tentions & terminating proceeding.W/Certificate of Svc.Served on 890720. 

COLE,R.F., FRYE,J.H. Atomic Safety and Licensing Board Panel. #389 8929. 89/07/ 
19. Pennsylvania, Commonwealth of. 6pp. 50574:090-50574:095. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240272 Forwards Rev 7 to updated FSAR for Peach Bottom Atomic Power Station 
Units 2 & 3 (filed in PDR Category K) & Rev 2 to “Fire Protection Program" (filed in 
PDR Category F). 

HELWIG.D.R. Philadelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50651:001-50653:079. 

-8907240273 Rev 7 to updated FSAR for Peach Bottom Atomic Power Station Units 2 

* Philadelphia Electric Co. 89/01/31. 900pp. 50651:006-50653:002. 


P. Operating license stage documents & correspondence 

8906280041 Forwards SER accepting util DCRDR at plant conducted in response to 
NUREG-0737,Suppl 1. 

MART1N,R.E. Project Directorate 1-2. 89/06/16. HUNGER,G.A. Philadelphia Electric 
Co. 4pp. 50329:322-50330:009. 

-8906280047 SER accepting util DCRDR at plant. 

* NRC - No Detailed Affiliation Given. 89/06/16. 7pp. 50329:326-50329:332. 

-8809230090 “DCRDR Preimplementation Audit Rept for Philadelphia Electric Co 
Peach Bottom Station, Units 2 & 3." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-88/1816. 88/09/14. NRC - No Detailed Affiliation Given. 14pp. 
50329:333-50329:346. 

-8607010434 Submits list of needed util preparation & arrangements for DCRDR preim- 
plementation & SPDS audits on 860714-1 S.Tentative agenda end. 

LAINAS.G.C. Assistant Director for Technical Support (BWR). 86/06/24. 
MULLER, D.R. BWR Project Directorate 2. 9pp. 50329:347-50329:355. 

“8810070154 “DCRDR Onsite Meeting Rept for Philadephia Electric Co Peach Bottom 
Atomic Power Stations,Unit 2 & 3.” 

* Science Applications International Corp, (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-88/1818. 88/09/30. NRC - No Detailed Affiliation Given. 14pp. 
50329:356-50330:009. 

8906300021 Requests that 870331 shutdown order be modified to release plant from 
35% power plateau & permit operation at nominal 70% full power,per approved re- 
start power testing program. 

MCNEILL, C.A. Philadelphia Electric Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk), 4pp. 50379:165-50379:168. 

8907050088 Advises that util verified that plant issued no quality assured purchase 
orders to Planned Maint %s,lnc.per Ofc of Investigations 890522 request. 

SMITH,D.M. Philadelphia Electric Co. 89/06/26. Document Control Branch (Document 
Control Desk). 2pp. 50415:236-50415:237. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G, Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907100172 Advises that requirements of 870331 order relaxed to permit Unit 2 oper- 
ation not to exceed 70% full power,in accordance w/ Section VE of order, 
RUSSELL,W.T. Region 1. Ofc of the Director. 89/06/28. MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 50508:055-50508:056, 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/06/30, Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100330 Forwards safety evaluation supporting 871019 response to Generic Ltr 83- 
28,ltem 4.5.3, "Reactor Trip Sys Reliability, On-Line Testing of Reactor Trip Sys." Ex- 
isting test intervals consistent w/ high reactor trip sys availability. 

MART1N,R.E, Project Directorate 1-2. 89/06/30, HUNGER,G.A. Philadelphia Electric 
Co. 3pp. 50445:216-50445:272. 


“8907100331 SER supporting util response to Generic Ltr 83-28, Item 4.5.3 re reactor 
trip sys reliability for all dor^estic ooe'-ati'^c reactors. 

* NRC - No Detailed Af' :iaiiCn Given. 59 Co "JC 2pp. 50445:219-50445:272. 

8907130321 Forwards NRR 890605 Itr to Ecology Ctr of Southern California re petition 
to fix or close ail nuclear power reactors designed by GE. Petition being treated under 
10CFR2.206. 

MARTIN, P E Project Directorate I-2. 89/07/06. HUNGER,G.A. Philadelphia Electric 
Co. 3pp. 50537:045-50:':97;:-5/.. 

8907180492 Notification of Significant Licensee Meeting 89-101 w/util on 890718 in 
King of Prussia, PA to discuss util engineering reorganization. 

DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/10. Region 1, Ofc of the Direc- 
tor. 2pp. 50580:011-50580:012. 

8907190030 Forwards application for amends to Licenses DPR-44 & DPR-56, consisting 
of Tech Specs Change Request 88-06, removing organization charts from Tech Specs 
as recommended by Generic Ltr 88-06. 

HUNGER,G.A. Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50594:298-50594:332, 

“8907190037 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 88-06,removing organization charts from Tech Specs as rec- 
ommended by Generic Ltr 88-06. 

* Philadelphia Electric Co. 89/07/11. 19pp. 50594:301-50594:319. 

-8907190038 Proposed Tech Specs,removing organization charts as recommended by 
CBeneric Ltr 88-06, 

* Philadelphia Electric Co. 89/07/11. 13pp. 50594:320-50594:332. 

8907190046 Submits response to Generic Ltr 89-06, “Task Action Plan Item I.D.2- 
SPDS," concerning implementation status of SPDS at facilities.SPDS at Limerick Unit 
1 meets requirements of NUREG-0737,Suppl 1 & Unit 2 in startup testing program. 
HELW1G,D.R. Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp, 50585:266-50585:268. 

8907190392 Fonwards Tech Spec Change Request 89-04 per 10CFR50.90, requesting 
amends to Licenses DPR-44 & DPR-56 re feedwater sys reactor water level & reactor 
pressure instrurre.^ts & accident moritcrinq instruments. 

HUNGER, G.A. Ph.’adeipha Elecr.c Co. 89'0‘’/!2. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50641:254-50641:268. 

-8907190003 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 89-04 re reactor water level & reactor pressure surveillance 
instrumentation calibr frequency change, 

HUNGER.G.A. Philadelphia Electric Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 9pp. 50641:257-50641:265. 

-8907190006 Proposed Tech Specs re min test & calibr frequency for surveillance in- 
strumentation. 

* Philadelphia Electric Co. 89/07/12. 3pp. 50641:266-50641:268. 

8907240288 Forwards response to NRC request for addi info on util rept PECo-FMS- 
0005, “Methods for Performing BWR Steady-State Reactor Physics Analyses," as part 
of in-house reload licensing. 

HELWIG.D.R. Philadelphia Electric Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk), 44pp. 50636:148-50636:191, 

8907260144 Requests that changes to plant Tech Spec Change Request 85-04 be ap- 
proved on exigent basis in order to reduce unnecessary testing & potential degrada- 
tion of safety- related equipment. 

HUNGER.G.A. Philadelphia Electric Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50659:068-50659:070. 

8907260132 Relaxes requirements of Section V.A of 870331 order to permit operation 
of Unit 2 to full power. 

RUSSELL.W.T. Region 1, Ofc of the Director. 89/07/21. MCNEILL, C.A. Philadelphia 
Electric Co. 2pp. 50673:074-50673:075. 


Q. inspection reports, IE Bulletins 8i correspondence 


8907060104 Forwards Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 
890507-0617 & notice of violation. 

KANE.W.F. Region 1, Ofc of the Director. 89/06/26. MCNEILL,C.A. Philadelphia Elec- 
tric Co. 2pp. 50435:023-50435:065. 

“8907060110 Notice Of violation from insp on 890507-061 7.Violation noted:on 
890505, Mod 5061 for installation of analog isolator on HPCI sys flow controller not 
installed per Const Installation Procedure CD 5.3 & error not detected. 

* Region 1, Ofc of the Director. 89/06/26. ip. 50435:025-50435:025. 

-8907060115 Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 890507- 
0617.Major areas inspected:Unit 2 power ascension transient testing & steady-state 
operation at 35% power plat€au,radiation protection & physical security. 
WILLAMS.J.H., KENNY,T Region 1. Ofc of the Director. 89/06/22. 40pp. 50435:026- 
50435:065. 

8907100189 Forwards Annual Emergency Preparedness Exercise Safety Insp Repts 50- 
277/89*17 & 50-278/89-17 on 89061 4.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/28, MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 50459:025-50459:032. 

-8907100190 Insp Repts 50-277/89-17 & 50-270/89-17 on 890613-1 5.No violations 
noted. Major areas inspected:licensee partial participation in annual emergency pre- 
paredness exercise on 890614. 

GORDON, C.Z., LAZARUS.W.J. Region 1, Ofc of the Director. 89/06/27. 6pp. 
50459:027-50459:032. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by Hiah Energy Line Break," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc, 64pp. 50519:019-50519:080. 
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8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240482 Forwards plant status rept for 890628-0719 from NRC Restart Inspectors. 
DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/19. KANE.W.F. Region 1. Ofc 
of the Director. 4pp. 50636:270-50636:273. 

8907250072 Forwards response to NRC 890626 Itr re violations noted in Insp Repts 50- 
277/89-16 & 50-278/89-1 e.Corrective action: personnel performing wiring checks in- 
structed in use of proper communication practices. 

SMITH, D.M. Philadelphia Electric Co. 89/07/19. Document Control Branch (Document 
Control Desk). 4pp. 50654:276-50654:279. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907250173 “1988 Annual 10CFR50.59 Rept." W/890717 Itr. 

HUNGER.G.A. Philadelphia Electric Co. 88/12/31. 144pp. 50645:299-50646:081. 

8907130125 Forwards periodic status rept from NRC restart staff for 890607-28.On 
89061 8, control room operators noted main generator load oscillating at Unit 2.Unit 3 
continues in seventh refueling outage that begun on 871001. 

KENNY,T.J. Region 1, Ofc of the Director. 89/06/30. KANE.W.F. Region 1, Ofc of the 
Director. 4pp. 50537:032-50537:035. 

8907200305 Monthly operating repts for June 1989 for Peach Bottom Atomic Power 
Station Units 2 & 3.W/890714 Itr. 

BARON, M.J., SMITH.D.M. Philadelphia Electric Co. 89/06/30. 14pp. 50615:001- 
50615:014. 

8907240482 Fonivards plant status rept for 890628-0719 from NRC Restart Inspectors. 
DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/19. KANE.W.F. Region 1. Ofc 
of the Director. 4pp. 50636:270-50636:273. 


S. Reportable occurrences, LERs & related correspondence 

8907060215 PNO-l-89-050:on 890627, confirmatory action Itr issued on util & Common- 
wealth of PA agreement to satisfy concerns re restart plan.Agreement should form 
basis for concluding hearing on util reorganization. 

KENNY.T. Region 1, Ofc of the Director. 89/06/26. Ip. 50431:333-50431:333. 

8907250195 PNS-l-89-013:on 890711, trespasser arrested by Commonwealth of PA at 
plant & while arrested made ref to large amounts of weapons & explosives stored at 
residence in Edgewood.MD.Explosives & detonators removed from residence. 
LANCASTER.W.K., KEIMIG.R.R. Region 1, Ofc of the Director. 89/07/19. 2pp. 
50644:285-50644:287. 


V. Operator Examinations 


8906280015 Responds to 890601 Itr re adequacy of licensee resources to operate plant 
w/o undue reliance on overtime during operator licensing exam. 

MARTIN.R.E. Project Directorate 1-2. 89/06/20. RISACHER.B.A. Harford County.MD. 
2pp. 50330:083-50330:084. 

8906300124 Requests termination of Senior Reactor Operator License SOP-10501 for 
JG Hufnagel. 

SMITH.D.M. Philadelphia Electric Co. 89/06/21. Document Control Branch (Document 
Control Desk). 2pp. 50368:300-50368:301. 

8907070167 Advises that SM Hess has been permanently reassigned & no longer main- 
tains need to hold Senior Reactor Operator License SOP-1 0506. 

SMITH.D.M. Philadelphia Electric Co. 89/06/30. Document Control Branch (Document 
Control Desk). 2pp. 50443:177-50443:178. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907110419 Rev 5 to EPIP-3.03, “Activation of Operational Support Ctr." W/890609 Itr. 
STEWART, W.L. Philadelphia Electric Co. 89/06/09. 9pp. 50500:010-50500:018. 

8907070148 Forwards proposed revs to plant emergency plan for NRC 
approvaLProposed revs meet intent of NUREG-0737, SuppI 1 re min staffing require- 
ments for emergencies. Justification for proposed revs also end. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 89/06/30. Document 
Control Branch (Document Control Desk). 10pp. 50455:187-50455:196. 

8907130045 Responds to NRC 890607 Itr re violations noted in Insp Repts 50-280/89- 
12 & 50-281 /89-12.Corrective actions:cable trays will be marked to indicate whether 
covers required & new drawings developed to show each cable tray. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.)., 89/07/06. Document 
Control Branch (Document Control Desk). 4pp. 50519:201-50519:204. 


8907180276 Ack receipt of 890612 Itr i-.fc.'rrir.g .NPC stc-cs t.aken to correct violations 
noted in insp Repts 50-280/89-09 & -C-PC' S 9-09. Cor z:.'s w/actions to formalize 
periodic call out drill for augmentation staffing re notifications. 

COLLINS D.M. Degion 2, Ofc of the Director. 89/07/11. CARTWRIGHT, W.R. Virginia 
Power (Vrc-n a = eci'ir. & Power Co.). Ip. 50557:188-50557:188. 


P. Operating license stage documents & correspondence 

8906290085 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclide within 60 days of Itr receipt. Samples to be analyzed for tritium, Fe- 
55,Sr-89 & Sr-90 in accordance w/util approved procedures. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/13. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50363:151-50363:152. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100318 Summary of 890612 meeting w/util in Rockville, MD re plant configuration 
mgt program.Informs that goal of program is to confirm that as-built plants in conform- 
ance w/licensing design basis as described in FSAR. 

BUCKLEY,B. Project Directorate 11-2. 89/07/06. Project Directorate 11-2. 20pp. 
50459:041-50459:060. 

8907180175 Discusses 890309 confirmation of action Itr re completion of items prior to 
plant restart.Util commitments satisfactory, per 890630 telcon. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/07/07. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 1 p. 50580:035-50580:035. 

8907180265 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning.” Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907140106 Notification of 890717 meeting w/util in Rockville, MD to discuss svc water 
piping mods to chiller condensers. 

BUCKLEY.B.C. Project Directorate 11-2. 89/07/12. MURLEY,T.E., SNIE2EK,J., 
M1RAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 50541:042-50541:044. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280118 Forwards Insp Repts 50-280/89-11 & 50-281/89-11 on 890515- 19.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/12. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50333:179-50333:193. 

-8906280121 Insp Repts 50-280/89-11 & 50-281/89-11 on 89051 5-1 9.No violations or 
deviations noted. Major areas inspected:plant chemistry, radwaste, effluent 

monitoring,environ monitoring & review of semiannual annual release & 1 988 environ 
repts. 

STODDART.P.G., COLLI NS,D.M. Region 2, Ofc of the Director. 89/06/09. 12pp. 
50333:181-50333:193. 

8906300085 Forwards supplemental response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers." Procurement engineering group established to review 
each purchase requisition for traceability & testing. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/06/22. Document 
Control Branch (Document Control Desk). 1 1pp. 50370:082-50370:092. 

8906300102 Ack receipt of 890608 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/89-08 & 50-281 /89-08. 

SINKULE,M.V. Region 2, Ofc of the Director. 89/06/22. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50378:104-50378:104. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120123 Forwards Insp Repts 50-280/89-17 & 50-281/89-17 on 890430-0603.Viola- 
tion noted.Concern over results of insp re offsite independent review group stressed. 
REYES.LA Region 2, Ofc of the Director. 89/06/30. CARTWRIGHT,W.R, Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50512:202-50512:227. 

-8907120136 Insp Repts 50-280/89-17 & 50-281/89-17 on 890430-0603. Violation 
noted.Major areas inspected:plant operations, maint & surveillance,LER review & fol- 
lowup on inspector identified items. 

HOLLAND.W.E., YORK,J.W., NICHOLSON,L.E. Region 2, Ofc of the Director. 89/06/ 
30. 24pp. 50512:204-50512:227. 

8907140176 Forwards Insp Repts 50-280/89-18 & 50-281/89-18 on 890523-26.No vio- 
lations or deviations noted. NRC should be informed if understanding of oral commit- 
ment discussed in rept differs from rept statements. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/07/05. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50542:334-50542:343. 

-8907140179 Insp Repts 50-280/89-19 & 50-281/89-19 on 890523-26.No violations or 
deviations noted.Major areas inspected:safety sys functional insp findings,licensee 
action re component cooling water issues & actions on previous insp findings. 
BELISLE,G.A., JULIAN,C.A. Region 2, Ofc of the Director. 89/06/28. 8pp. 50542:336- 
50642:343. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end, 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 
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8907130045 Responds to NRC 890607 Itr re violations noted in Insp Repts 50-280/89- 
12 & 50-281 /89-1 2. Corrective actions:cable trays will be marked to indicate whether 
covers required & new drawings developed to show each cable tray. 

STEWART.VV.L. Virginia Power (Virginia Electric & Power Co.), 89/07/06. Document 
Control Branch (Document Control Desk). 4pp. 50519:201-50519:204. 

8907180265 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning." Secondary piping insp prcg'srr ccrsist-rri of systematic & formalized ero- 
sion/corrosion monitoring program 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907180276 Ack receipt of 890612 Itr i-'^c'rrirc NRC of steos taken to correct violations 
noted in Insp Repts 50-280/89-09 & i:0-2i:' 89-0" Cc'^urs w/actions to formalize 
periodic call out drill for augmentation staffing re notifications. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/07/11. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 1p. 50557:188-50557:188. 

8907200419 Forwards Insp Repts 50-280/89-19 & 50-281/89-19 on 890605- 09.No vio- 
lations or deviations noted. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/07/13. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50597:073-50597:083. 

-8907200422 Insp Repts 50-280/89-19 & 50-281/89-19 on 890605-09.No violations or 
deviations noted.Major areas inspected: followup on previous insp findings re motor- 
operated valve deficiencies,SSFI findings & cooling water piping mods. 

TINGEN.S., JACOBSON, J.. BELISLE,G. Region 2, Ofc of the Director. 89/07/06. 9pp. 
50597:075-50597:083. 

8907190277 Responds to NRC 890518 Itr re violations noted in listed insp 
repts.Corrective actions:several organizational changes have been 
completed, including addition of senior mgt personnel w/industry experience. Detailed 
response end. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Ofc of En- 
forcement (Post 870413). 42pp. 50588:209-50588:250. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & reiated correspondence 


8907200397 Monthly operating repts for June 1989 for Surry Units 1 & 2. W/890714 Itr. 
WARREN, L.A., STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/06/ 
30. 32pp. 50612:271-50612:302. 


S. Reportable occurrences, LERs & related correspondence 

8907110236 LER 89-022-00:on 890605, unplanned initiation of ESF occurred during 
preparations to commence special test.Caused by personnel error.Testing suspended 
& simulated 50% level signals removed from Channel III.W/890703 Itr. 

KANSLER,M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/03. 5pp. 

50448:342-50448:346. 

8907110283 LER 89-021 -00:on 890603, one of three control room/relay room chillers 
tripped on high condenser discharge pressure.Caused by insufficient flow to condens- 
er due to clogged Y type suction strainer for condenser A.W/890703 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/03. 5pp. 

50448:347-50448:351 . 

8907180165 PNO-ll-89-053:on 890707, zero power physics & turbine-driven auxiliary 
feedwater pump tests satisfactorily completed & unit connected to grid.Current reactor 
power level approx 30%. Unit 2 currently scheduled for restart on 890811. 
FREDRICKSON, P. Region 2, Ofc of the Director. 89/07/07. 2pp. 50557:290- 
50557:291. 

8907180457 LER 89-023-00:on 89061 3, main control room /emergency switchgear room 
chiller found inoperable due to degraded performance.Caused by low refrigerant 
charge.Chiller B recharged & administrative control established.W/890712 Itr 
KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/12. 4pp. 

50578:011-50578:014. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907190320 LER 89-01 9-00:on 89061 5,six auxiliary bldg ventilation fans tripped when 
two ventilation exhaust air operated dampers opened.Caused by inadequately de- 
signed test rig instaiied for special test.Test rig removed.W/890713 Itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/13. 5pp. 

50583:091-50583:095. 

8907280209 LER 89-025-00;on 890622,fault occurred on 120 volt vital bus 1-1 .circuit 19 
during performance of special test.Caused by personnel error.tndividual reminded of 
need to exercise caution when installing jumpers.W/890720 Itr, 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/20. 4pp. 

50684:078-50684:081. 

8907280213 LER 89-024-00:on 890624,one of three control room/relay room chillers,1- 
VS-E-1 C.tripped on high discharge pressure.Caused by inadequate supply of svc 
water.Chiller B stopped.svc water supply unisolated & pumps vented.W/890720 itr. 

KANSLER.M.R. Virginia Power (Virginia Electric & Power Co.). 89/07/20. 4pp. 

50705:358-50705:361. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907180268 Informs of cancellation of operator license for TA Kendzia. 

STEVv'ART v;.;. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Cor:rc: Branc.f' (Document Control Desk). Ip. 50580:009-50580:009. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8907260248 Informs of 890713 plant visit re movement of loaded CASTOR V/21 spent 
fuel storage cask to ISFSI. Purpose of visit to become more familiar w/cask handling & 
movement operations.List of NRC personnel visiting site end. 

ROBERTS,J.P. Fuel Cycle Safety Branch. 89/07/07. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 50673:117-50673:118. 

8907200064 Trip rept of 890713 visit to plant re transfer & emplacement of dry storage 
cask at ISFSI 

ROBERTS,J.P. Fuel Cycle Safety Branch. 89/07/17. ROUSE,L.C. Fuel Cycle Safety 
Branch. Ip. 50612:236-50612:236. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8907110419 Rev 5 to EPIP-3.03, “Activation of Operational Support Ctr." W/890609 Itr. 
STEWART,W.L. Philadelphia Electric Co. 89/06/09. 9pp. 50500:010-50500:018. 

8907070148 Forwards proposed revs to plant emergency plan for NRC 
approval. Proposed revs meet intent of NUREG-0737,Suppl 1 re min staffing require- 
ments for emergencies.Justification for proposed revs also end. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 89/06/30. Document 
Control Branch (Document Control Desk). 10pp. 50455:187-50455:196. 

8907130045 Responds to NRC 890607 Itr re violations noted in insp Repts 50-280/89- 
12 & 50-281 /89-12.Corrective actions:cable trays will be marked to indicate whether 
covers required & new drawings developed to show each cable tray. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/06. Document 
Control Branch (Document Control Desk). 4pp. 50519:201-50519:204. 

8907180276 Ack receipt of 890612 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/89-09 & 50-281 /89-09.Concurs w/actions to formalize 
periodic call out drill for augmentation staffing re notifications. 

COLLINS, D.M. Region 2, Ofc of the D:roctor. 89/07/1 1. CARn\RlGHT,A/.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50557:188-50557:188. 


P. Operating license stage documents & correspondence 

8906290085 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionudide within 60 days of Itr receipt. Samples to be analyzed for tritium,Fe- 
55,Sr-89 & Sr-90 in accordance w/util approved procedures. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/06/13. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50363:151-50363:152. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100318 Summary of 890612 meeting w/util in Rockville, MD re plant configuration 
mgt program.Informs that goal of program is to confirm that as-built plants in conform- 
ance w/licensing design basis as described in FSAR. 

BUCKLEY, B, Project Directorate 11-2. 89/07/06. Project Directorate 11-2. 20pp. 
50459:041-50459:060. 

8907180265 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning." Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907140106 Notification of 890717 meeting w/util in Rockville,MD to discuss svc water 
piping mods to chiller condensers. 

BUCKLEY,B.C. Project Directorate 11-2. 89/07/12. MURLEY.T.E., SNIEZEK,J., 
MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 50541:042-50541:044. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280118 Forwards Insp Repts 50-280/89-11 & 50-281/89-11 on 890515- 19.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. CARTWR1GHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50333:179-50333:193. 

-8906280121 Insp Repts 50-280/89-11 & 50-281/89-11 on 890515-19.No violations or 
deviations noted.Major areas inspected:plant chemistry,radwaste, effluent 
monitoring,environ monitoring & review of semiannual annual release & 1 988 environ 
repts. 

STODDART,P.G., COLLINS,D.M. Region 2, Ofc of the Director. 89/06/09. 12pp. 
50333:181-50333:193. 
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8906300085 Forwards supplemental response to NRC Bulletin SS-C-.O “No''Ccrfc'"'i-o 
Molded-Case Circuit Breakers." Procurement engineering group -“S-.ac.isr.oj :c 'o.-c-.i. 
each purchase requisition for traceability & testing. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 89/06/22. Document 
Control Branch (Document Control Desk). 11pp. 50370:082-50370:092. 

8906300102 Ack receipt of 890608 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/89-08 & 50-281/89-08. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/22. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50378:104-50378:104. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120123 Forwards Insp Repts 50-280/89-17 & 50-281/89-17 on 890430-0603.Viola- 
tion noted. Concern over results of insp re offsite indeperdont 'ev'c-w g.-c.jp stressed. 
REYES, LA. Region 2. Ofc of the Director. 89/06/30. C.4='’w= R. Virginia 

Power (Virginia Electric & Power Co.). 2pp. 50512:202-50512:227. 

-8907120136 Insp Repts 50-280/89-17 & 50-281/89-17 on 890430-0603. Violation 
noted.Major areas inspected:plant operations, maint & surveillance, LER review & fol- 
lowup on inspector identified items. 

HOLLAND.W.E.. YORK.J.W., NICHOLSON, LE. Region 2, Ofc of the Director. 89/06/ 
30. 24pp. 50512:204-50512:227. 

8907140176 Forwards Insp Repts 50-280/89-18 & 50-281/89-18 on 890523-26.No vio- 
lations or deviations noted, NRC should be informed if understanding of oral commit- 
ment discussed in rept differs from rept statements. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/07/05. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50542:334-50542:343. 

-8907140179 Insp Repts 50-280/89-19 & 50-281/89-19 on 890523-26.No violations or 
deviations noted.Major areas inspected:safety sys functional insp findings, licensee 
action re component cooling water issues & actions on previous insp findings. 
BELISLE.G.A.. JULIAN, C.A. Region 2. Ofc of the Director. 89/06/28. 8pp. 50542:336- 
50542:343. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130045 Responds to NRC 890607 Itr re violations noted in Insp Repts 50-280/89- 
12 & 50-281/89-1 2. Corrective actions'.cable trays will be marked to indicate whether 
covers required & new drawings developed to show each cable tray. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/06. Document 
Control Branch (Document Control Desk). 4pp. 50519:201-50519:204. 

8907180265 Responds to Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe Wall 
Thinning." Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907180276 Ack receipt of 890612 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/89-09 & 50-281 /89-09.Concurs w/actions to formalize 
periodic call out drill for augmentation staffing re notifications. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/07/11. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50557:188-50557:188. 

8907200419 Forwards Insp Repts 50-280/89-19 & 50-281/89-19 on 890605- 09.No vio- 
lations or deviations noted. 

GIBSON.A.F. Region 2, Ofc of the Director. 89/07/13. CARTWRIGHT, W.R. Virginia 
Power (Virginia Efectric & Power Co.). 2pp, 50597:073-50597:083. 

-8907200422 Insp Repts 50-280/89-19 & 50-281/89-19 on 890605-09.No violations or 
deviations noted.Major areas inspected: followup on previous insp findings re motor- 
operated valve deficiencies, SSFI findings & cooling water piping mods. 

TINGEN.S., JACOBSON, J., BELISLE,G. Region 2, Ofc of the Director. 89/07/06. 9pp. 
50597:075-50597:083. 

8907190277 Responds to NRC 890518 Itr re violations noted in listed insp 
repts.Corrective actions:several organizational changes have been 
completed, including addition of senior mgt personnel w/industry experience.Detailed 
response end. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Ofc of En- 
forcement (Post 870413), 42pp. 50588:209-50588:250. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. IIOpp, 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114, 


R. Periodic operating reports & related correspondence 

8907200397 Monthly operating repts for June 1989 for Surry Units 1 & 2. W/890714 Itr. 
WARREN,L.A., STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 89/06/ 
30. 32pp. 50612:271-50612:302. 


S. Reportable occurrences, LERs & related correspondence 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907180268 Informs of cancellation of operator license for TA Kendzia. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). Ip. 50580:009-50580:009. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8907260248 Informs of 890713 plant visit re movement of loaded CASTOR V/21 spent 
fuel storage cask to ISFSl. Purpose of visit to become more familiar w/cask handling & 
movement operations.List of NRC personnel visiting site end. 

ROBERTS.J.P. Fuel Cycle Safety Branch. 89/07/07. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 50673:117-50673:118. 

8907200064 Trip rept of 890713 visit to plant re transfer & emplacement of dry storage 
cask at ISPS!. 

ROBERTS, J = -.-£■■ Cy:‘-n Safer, Branch, 89/07/17. ROUSE, LC, Fuel Cycle Safety 
Branch. Ip. 5Cc'2 236-";)6l2.235. 
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F. Security, medical, emergency & fire protection plans 

8906280040 Forwards Insp Repts 50-282/89-17 & 50-306/89-17 on 890416- 0526 & 
notice of violation. 

AXELSON.W.L. 3 Cfc o' *hc- C^'ector. 89/06/20. LARSON, C.E. Northern 

• States Power Co 2pp 53333 C:32-;)C:;33-Cr:3 

-8906280044 Insp Repts 50-282/89-17 & 50-306/89-17 on 890416-0526. Violations 
noted.Major areas inspected.-previous insp findings, plant operational 

safety.maint, surveillances, ESF sys, security, QA programs & followup of LERs & gener- 
ic Itrs. 

BURGESS, B. Region 3, Ofc of the Director. 89/06/20. 12pp. 50333:055-50333:066. 

8906290275 Forwards Safety Insp Repts 50-282/89-04 & 50-306/89-04 on 890606.No 
violations noted. 

GREGER.LR. Pec=on 3 Cfc o' Drector. 89/06/21. LARSON, C.E. Northern States 
Power Co. 2pp 503-39 3' 3-5036.0 3/: 7. 

-8906290282 Insp Repts 50-282/89-04 & 50-306/89-04 on 890604-08. No 

violations, deviations, deficiencies or open items noted.Major areas 

inspected:emergency preparedness exercise & followup on previously identified items. 
SMITH,M.J.. PlOSKI.T., SNELL, W.G. Region 3, Ofc of the Director. 89/06/21. 33pp. 
50369:315-50369:347. 

8907050405 Forwards SALP 8 Board Repts 50-282/89-01 & 50-306/89-01 for Dec 
1987 - Apr 1989. Improvements needed in areas of security, surveillance & engineer- 
ing/technical support. 

DAVIS, A.B. Region 3. 0*c o' the Director. 89/06/29. LARSON,C.E. Northern States 
Power Co. 3pp. 5C- : 5 2"l--::C4 ■ 5 3 ! 1 . 

8907190371 Forwards Safety Insp Repts 50-282/89-18 & 50-306/89-18 on 890528- 
0701 & notice of violation. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/07/13. LARSON, C.E. Northern 
States Power Co. 2pp. 50580:244-50580:255. 

-8907190374 insp Repts 50-282/89-18 & 50-306/89-18 on 890528-0701. Violations 
noted.Major areas inspected-.previous insp findings, plant operational 
safety.maint, surveillances, ESF sys.security.QA programs, & followup of LERs & generic 
Itrs. 

BURGESS.B. Region 3, Ofc of the Director. 89/07/13. 9pp. 50580:247-50580:255. 


H. General correspondence 


8907050372 Informs of TM Parker authorization to sign applicable NRC items. 

PARKER, T.M. Northern States Power Co. 89/06/26. Office of Nuclear Reactor Regu- 
lation. Director (Post 870411). Ip, 50403:112-50403:1 12. 

8907100211 Informs of organizational changes made within nuclear generation organi- 
zation in order to respond more effectively to current requirements re review.mgt & 
completion of site mods. Organization diagram end. 

LARSON.C.E. Northern States Power Co. 89/06/27. Region 3, Ofc of the Director. 
2pp, 50459:108-50459:109. 

8907120013 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant StructLJ''es,Sys & Comoonents." 

PARKER, T.M. Northern States Power Co. 33 Cti-. 30. Doc'^ei.'-tj & Services Branch. 
Ip. 50496:059-50496:059. 


P. Operating license stage documents & correspondence 

8907030177 Forwards notice of consideration of issuance of amends to Licenses DPR- 
42 & DPR-60 re 890406 application for amends to revise fuel enrichment limits permit- 
ted in storage pool. 

DIIANNI.D.C. Project Directorate III-1. 89/06/05. MUSOLF.D.M. Northern States 
Power Co. 3pp. 50396:165-50396:171. 

-8907030182 Notice of consideration of issuance of amends to Licenses DPR-42 & 
DPR-60 & proposed NSHC determination & opportunity for hearing on 890406 request 
to revise Tech Spec fuel enrichment limits permitted in storage pool. 

DE AGAZIO.A. Project Directorate 111-1. 89/06/05. 4pp. 50396:168-50396:171. 
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8906280132 Forwards environ assessment & finding of no significant impact re 881024 
application for amend to License DPR-41 & DPR-60. 

DIIANNI.D.C. Project Directorate III-1. 89/06/23. PARKER, T.M. Northern States 
Power Co. 4pp. 50330:076-50330:082. 

-8906280137 Environ assessment & finding of no significant impact re8810 24 applica- 
tion for amend to License DPR-41. 

YANDELL.L.A. Project Directorate III-1. 89/06/23. 3pp. 50330:080-50330:082. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, !nc. 54pp. 50416:062-50416:106. 

8907170112 Provides response to NRC Generic Ltr 89-06 re SPDS. Activities performed 
& functions of operational SPDS listed. 

PARKER,T.M. Northern States Power Co. 89/07/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 21pp. 50555:129-50555:149. 


Q. Inspection reports, IE Bulletins & correspondence 

8907210270 Responds to NRC 890504 ltr re violations noted in Insp Repts 50-282/89- 
14 & 50-306/89-1 S.Corrective actions:procedures governing local leakage rate testing 
changed to require retention of as-found & as-left data for airlocks. 

LARSON,C.E. Northern States Power Co. 89/06/05. WR1GHT,G.C. Region 3. Ofc of 
the Director, 3pp. 50614:356-50614:358. 

8906280040 Forwards Insp Repts 50-282/89-17 & 50-306/89-17 on 890416- 0526 & 
notice of violation. 

AXELSON,W.L. Region 3, Ofc of the Director. 89/06/20. LARSON, C.E. Northern 
States Power Co. 2pp. 50333:052-50333:066. 

-8906280043 Notice of violation from insp on 89041 6-0526.Violations noted:licensee 
has not sampled fuel storage tanks on monthly basis & from approx 890413 to 
20,opening in auxiliary bldg special vent zone boundary not under control. 
AXELSON,W.L. Region 3, Ofc of the Director. 89/06/20. Ip. 50333:054-50333:054. 

-8906280044 Insp Repts 50-282/89-17 & 50-306/89-17 on 890416-0526. Violations 
noted. Major areas inspected:previous insp findings,plant operational 
safety,maint,surveillances,ESF sys, security, QA programs & followup of LERs & gener- 
ic Itrs. 

BURGESS,B. Region 3, Ofc of the Director. 89/06/20. 12pp. 50333:055-50333:066. 

8906290242 Submits proposed actions & status of items of concern stemming from Oct- 
Nov 1988 audit re molded-case circuit breakers.Safety Evaluations 265,252 & Adden- 
dum 1 to 252 end (ref 50-282/88-201 & 50-306/88-201). 

LARSON,C.E. Northern States Power Co. 89/06/20. MILLER, H.J. Region 3, Ofc of 
the Director. 3pp. 50361:266-50362:009. 

-8906290258 "Untraceable Molded Case Circuit Breakers Installed in Safety-Related 
Application,” Safety Evaluation 265. 

MCCLOSKEY.S.K., SILVERBERG.T.C., MENDELE.D.J. Northern States Power Co. 
265. 89/04/28. 10pp. 50361:269-50361:278. 

-8907050425 "Used Molded Case Circuit Breakers Installed in Safety- Related Applica- 
tions,” Safety Evaluation 252. 

SILVERBERG,T.C. Northern States Power Co. 252. 88/11/11. 63pp. 50361:279- 
50361:341. 

-8907050432 “Used Molded Case Circuit Breakers Installed in Safety- Related Applica- 
tions," Addendum 1 to Safety Evaluation 252. 

MCCLOSKEY.S.K. Northern States Power Co. 252 ADD 01. 89/05/25. 29pp. 
50361:342-50362:009. 

8906290275 Forwards Safety Insp Repts 50-282/89-04 & 50-306/89-04 on 890606.No 
violations noted. 

GREGER,L.R. Region 3, Ofc of the Director. 89/06/21. LARSON, C.E. Northern States 
Power Co. 2pp. 50369:313-50369:347. 

-8906290282 Insp Repts 50-282/89-04 & 50-306/89-04 on 890604-08. No 
violations.deviations, deficiencies or open items noted.Major areas 

inspected:emergency preparedness exercise & followup on previously identified items. 
SMITH.M.J., PLOSKI.T., SNELL. W.G. Region 3. Ofc of the Director. 89/06/21. 33pp. 
50369:315-50369:347. 

8907050301 Confirms arrangements for 890727 meeting at plant site to discuss SALP 8 
rept. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/06/27. LARSON.C.E. Northern 
States Power Co. 2pp. 50412:157-50412:158. 

8907050405 Forwards SALP 8 Board Repts 50-282/89-01 & 50-306/89-01 for Dec 
1987 - Apr 1989. Improvements needed in areas of security, surveillance & engineer- 
ing/technical support. 

DAVIS,A.B. Region 3, Ofc of the Director. 89/06/29. LARSON.C.E. Northern States 
Power Co. 3pp. 50415:279-50415:311. 

-8907050408 SALP Repts 50-282/89-01 & 50-306/89-01 for Dec 1987- Apr 1989.Cate- 
gory 1 rating assigned in areas of plant operations, radiological controls & maint/sur- 
veillance. 

• Region 3, Ofc of the Director. 89/06/29. 30pp. 50415:282-50415:311. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110157 Submits info in response to 890620 commitments re molded case circuit 
breaker,per Insp Repts 50-282/88-201 & 50-306/88-201. Replacement of feedwater 
isolation valve motor breakers no longer necessary as stated. 

LARSON.C.E. Northern States Power Co. 89/06/30. MILLER, H.J. Region 3, Ofc of 
the Director. 2pp. 50501 -.304-50501 :305. 


8907060183 Suppl 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120217 Forwards Enforcement Conference Insp Repts 50-282/89-19 & 50-306/89- 
1 9 on 890608. Violations discussed. 

MILLER.H.J. Region 3. Ofc of the Director. 89/07/06. LARSON.C.E. Northern States 
Power Co. 3pp. 50512:228-50512:235. 

-8907120223 Enforcement Conference Insp Repts 50-282/89-19 & 50-306/89-19 on 
890608. Major areas discussed:actions taken to determine that commercial grade com- 
ponents discussed on Pages 4-6 of Vendor Branch Insp Rept 50-282/88-200. 
PHILLIPS.M.P., WRIGHT.G.C. Region 3. Ofc of the Director. 89/07/06. 5pp. 
50512:231-50512:235. 

8907250073 Provides addi info re molded case circuit breaker replacement.per Insp 
Repts 50-282/88-201 & 50-306/88-201. Util has concluded that replacement breakers 
from Bud Ferguson Co suitable for safety-related purposes. 

LARSON.C.E. Northern States Power Co. 89/07/12. MILLER.H.J. Region 3, Ofc of 
the Director, 2pp. 50655:160-50655:161. 

8907190371 Forwards Safety Insp Repts 50-282/89-18 & 50-306/89-18 on 890528- 
0701 & notice of violation. 

AXELSON.W.L. Region 3, Ofc of the Director. 89/07/13. LARSON.C.E. Northern 
States Power Co. 2pp. 50580:244-50580:255. 

-8907190372 Notice of violation from insp on 890528-0701 .Violation noted:on 
890627,480 volt breaker for 1 1 inverter instrument bus II deenergized & removed from 
motor control ctr 1AC1, instead of 480 volt breaker for 11 battery charger. 
AXELSON.W.L. Region 3, Ofc of the Director. 89/07/13. Ip. 50580:246-50580:246. 

-8907190374 Insp Repts 50-282/89-^18 & 50-306/89-18 on 890528-0701. Violations 
noted.Major areas inspected:previous insp findings.plant operational 
safety.maint.surveillances.ESF sys, security, Q A programs,& followup of LERs & generic 
Itrs. 

BURGESS.B. Region 3, Ofc of the Director. 89/07/13. 9pp. 50580:247-50580:255. 

8907240038 Forwards Exam Repts 50-282/OL.89-01 & 50-306/OL-89-01 on 890613- 
15. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/17. LARSON.C.E. Northern States 
Power Co. 2pp. 50622:334-50623:150. 

-8907240041 Exam Repts 50-282/OL-89-01 & 50-306/OL-89.01 on 890613-15. Exam 
results:all five reactor operators & one senior reactor operator passed written &/or op- 
erating exams. 

REIDINQER.T., SHEMBARGER.K., BURDICK, T.M. Region 3. Ofc of the Director. 89/ 
07/17. 175pp, 50622:336-50623:150. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907190045 Monthly operating repts for June 1989 for Prairie Island Units 1 & 2.W/ 
890711 ltr, 

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 89/06/30. 9pp. 50592:181- 
50592:189. 


S. Reportable occurrences, LERs & related correspondence 

8907050388 LER 89-006-00:on 890526,alarm indicating chlorine gas present in control 
room ventilation intake duct received & control Room 122 cleanup fan automatically 
started.Caused by jamming of paper tape in monitor.W/890626 ltr. 

HUNSTAD.A.. PARKER.T.M. Northern States Power Co. 89/06/26. 4pp. 50415:119- 
50415:122. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907210368 LER 89-008-00:on 89061 8, control room received Train A high radiation 
alarm which initiated automatic start of auxiliary bldg special ventilation sys.Caused by 
spike on radiation monitor 1R-37. Monitor upgrade initlated.W/890717 ltr. 
HUNSTAD.A.A., PARKER.T.M. Northern States Power Co. 89/07/17. 4pp. 50597:197- 
50597:200. 


U. Congressionat/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

IZECH.LW. Commissioners. 89/05/19. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 ltr, (Question 1 1 5. 

ZECH.LW: Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 5051 9: 1 57-5051 9: 1 62. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907240038 Forwards Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613- 
15. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/17. LARSON, C.E. Northern States 
Power Co. 2pp. 50622:334-50623:150. 

-8907240041 Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613-15. Exam 
results:all five reactor operators & one senior reactor operator passed written &/or op- 
erating exams. 

REiDINGER.T., SHEMBARGER.K., BURDICK.T.M. Region 3, Ofc of the Director. 89/ 
07/17. 175pp. 50622:336-50623:150. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8907200372 Advises that 890502 proposed emergency plan changes consistent w/ 
10CFR50.54(q) & 10CFR50.App E & may be incorporated into current plan. 
MICHAELS, T.S. Standardization & Non-Power Reactor Project Directorate (Pre 
890730). 89/07/17. HUTCHINSON.J.M. Idaho State Univ., Pocatello. ID. 3pp. 
50588:359-50588:361. 


Q. Inspection reports, IE Bulletins & correspondence 

8907070031 Ack receipt of 890424 & 0524 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-284/89-01. 

MURRAY.B. Region 4. Ofc of the Director. 89/06/23. HUTCHINSON.J.M. Idaho State 
Univ., Pocatello, ID. 2pp. 50440:213-50440:221. 


S. Reportable occurrences, LERs & related correspondence 

8907110228 PNO-IV-89-045:on 890703, earthquake near Tremonton.UT 

occurred. Earthquake safety interlocks did not trip & rc damage occ.,med 
MURRAY.B. Region 4. Ofc of the Director. 89/07/05. lc. 50^.95.?: 5-50^35 2' 5. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907050517 Forwards Insp Rept 50-285/89-23 on 890508-1 0.No violations or devi- 
ations noted. 

MILHOAN.J.L Rector -l Cf: of the Director. 89/06/21. MORRIS.K.J. Omaha Public 
Power District. 2pp 50^. IB-Cse-SC-^tc 'J9= 

-8907050518 Partially withheld Insp Rept 50-285/89-23 on 890508-10 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security 
program.including mgt support, security c'ogram audits & vital area barriers. 

EARNEST, A.B.. EVERETT.R.J. Region Cjc O' the Director. 89/06/16. Ip. 
50418:098-50418:098. 

8906290291 Responds to NRC 890523 ltr re violation noted in Insp Rept 50-285/89- 
04.Corrective actions;event discussed w/radiation protection technician involved & 
personnel provided w/ radiation protection manual Section 3.2. 

MORRIS.K.J. Omaha Public Power District. 89/06/22. Document Control Branch 
(Document Control Desk). 8pp. 50369:227-50369:234. 

8907050508 Ack receipt of 890512 ltr explaining proposed mod to protected area fence 
while security upgrade const activity performed.Temporary mod adequate. 
MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/29. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50416:211-50416:213. 

8907050523 Forwards SALP Board Rept 50-285/89-19 for May 1988 - Apr 1989.Specif- 
ic areas meriting highlighting listed, including security functional area & licensed opera- 
tor number. 

MARTIN, R.D. Region 4. Ofc cf the Director. 89/06/29. MORRIS.K.J. Omaha Public 
Power District. 3pp. 50403:001-50403:032. 

-8907050527 SALP Rept 50-285/89-19 for May 1 988 - Apr 1 989. 

* Region 4, Ofc of the Director. 89/06/29. 29pp. 50403:004-50403:032. 

8907100305 Forwards public & Central Files versions of revised EPIPs, including Revs 3 
to EPIP-OSC-17 & EPIP-OSC-19,Rev 7 to EPIP-EOF-lO.Rev 8 to EPIP-EOF-II.Revs 
11 to EPlP-TSC-1 & EPIP-RR-1 & Revs 8 to EPIP-RR-11 & EPIP-RR-17. 

MORRIS.K.J. Omaha Public Power District. 89/07/03. Document Control Branch 
(Document Control Desk). 1p. 50447:091-50447:154. 

-8907100307 Public version of revised EPIPs.including Revs 3 to EPIP-OSC-17 & EPIP- 
OSC-19,Rev 7 to EPIP-EOF-IO.Rev 8 to EPIP-EOF-II.Revs 11 to EPIP-TSC-1 & 
EPIP-RR-1 & Revs 8 to EPIP-RR-1 1, EPIP-RR-1 7 & EPIP-RR-1 8. 

* Omaha Public Power District. 89/07/03. 63pp. 50447:092-50447:154. 

8907110268 Notification of 890706 significant licensee meeting w/util in Arlington, TX to 
discuss 10CFR50.54(p) security plan revs. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/07/06. Region 4, Ofc of the Director. 
Ip. 50495:214-50495:214. 

8907190368 Forwards FEMA exercise evaluation of licensee alert & notification 
sys.FEMA finds sys adequate.W/o end. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/07. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50593:325-50593:326. 

8907260098 Responds to NRC 890620 ltr re violations noted in Insp Rept 50-285/89- 
22.Corrective actions:fire watch patrol established.Technical evaluation performed to 
determine adequacy of fire resistance of 23 doors in existing state. 

MORRIS.K.J. Omaha Public Power District. 89/07/20. Document Control Branch 
(Document Control Desk). 3pp. 50673:182-60673:184. 


H- General correspondence 

8907180112 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." Enactment of 
Generic Ltr 89-02 requirements & info sharing would ach-cve desired results. 
MORRIS,K.J. Omaha Public Power District. 89/07/05 CHLK S..;. 0*'=cc- of the Secre- 
tary of the Commission, ip. 50562:349-50562:349. 


I. Financial information 

8907130019 Submits Central Files 1989/1990 statement of cash flow from operations 
as guarantee for payment of deferred retrospective premiums for June 1989 - June 
l990.Statement deviates somewhat from Reg Guide 9.4. 

MORRIS.K.J. Omaha Public Power District. 89/07/07. Document Control Branch 
(Document Control Desk). Ip. 50532:350-50532:350. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240254 Forwards 1989 rev to USAR for Fort Calhoun Station Unit 1. Advises that 
clarification on identification of engineered safeguards sys & components will be sub- 
mitted by 891 031, per util 880422 commitment. 

MORRIS, K.J. Omaha Public Power District. 89/07/22. Document Control Branch 
(Document Control Desk). 5pp. 50627:110-50628:080. 

-8907240262 Revised USAR for Fort Calhoun Unit 1 for 1989. 

• Omaha Public Power District. 89/07/31. 300pp. 50627:115-50628:080. 


P. Operating license stage documents & correspondence 

8907030186 Proposes 890808,15 or 16 meeting to discuss variety of regulatory 
issues.including SALP process in Region IV, improving communciation w/licensee mgt 
& Region IV enforcement phllososphy. 

MARTIN, R.D. Region 4. Ofc of the Director. 89/06/20. JONES.W.C. Omaha Public 
Power District. 2pp. 50384:009-50384:010. 

8906300255 Submits completion status on SPDS & plant mods, per 890621 telcon.Mod 
FC 85-148, "Relocation of Containment Isolation Switches,” formally completed & ap- 
proved on 881223. 

MORRIS.K.J. Omaha Public Power District. 89/06/22. Document Control Branch 
(Document Control Desk). 3pp. 50378:355-50378:356. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907100078 Forwards SSERs concluding that licensee has met eight out of nine re- 
quirements re DCRDR & all requirements for SPDS, per NUREG-0737,Suppl 1.SAIC- 
87/3091 & SAlC-87/3902 also end. 

BOURNIA.A, Project Directorate IV. 89/06/29. MORRIS.K.J. Omaha Public Power Dis- 
trict. 4pp. 50508:133-50508:232. 

-8907100080 SSER concluding that licensee has met eight out of nine requirements for 
DCRDR.per NUREG-0737,Suppl 1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/29. 8pp. 
50500:137-50508:144. 

-8801270403 "Technical Evaluation Rept of DCRDR for Fort Calhoun Nuclear Station." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-87/3091. 88/01/06. NRC - No Detailed Affiliation Given. 30pp. 
50508:145-50508:174. 

-8907100082 Second SSER concluding that facility satisfied or will satisfy all of 8 SPDS 
requirements of SuppI 1 to NUREG-0737 when committed items completed. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/06/29. 6pp. 
50508:175-50508:180. 

-8801270042 Final "Post-Implementation Audit Rept for Omaha Public Power District 
Fort Calhoun Station SPDS," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-87/3092. 88/01/06. NRC - No Detailed Affiliation Given. 52pp. 
50508:181-50508:232. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy,” Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100022 Forwards response to questions on SER for Rev 3 to inservice testing 
program,as requested in 890524 telcon w/NRC, Proposed schedule of activities also 
end Procedures will be written to support testing to establish baseline data. 
MORRIS.K.J. Omaha Public Power District. 89/07/03. Document Control Branch 
(Document Control Desk). 19pp. 50458:309-50458:327. 

89071 10362 Advises that design review on failure of position of air operated safety-re- 
lated valves now estimated to be completed by 891 1 30,per telcon w/A Bournia re util 
890221 commitment. 

MORRIS, K.J. Omaha Public Power District. 89/07/05. Document Control Branch 
(Document Control Desk). 1p. 50501:030-50501:030. 

8907180388 Discusses certification of facility SPDS to requirements of NUREG- 
0737.Suppl 1. Facility meets requirements of NUREG-0737,Suppl 1 w/exception of 
listed deficiency on continous display of info. 

MORRIS.K.J. Omaha Public Power District. 89/07/11. Document Control Branch 
(Document Control Desk). 2pp. 50579:001-50579:002. 

8907190155 Provides agenda for 090808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas (Arlington).Sub]s to be discussed include, improving com- 
munications & safety performance & SALP process in Region IV. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/07/11. JONES,W.C. Omaha Public 
Power District. 4pp. 50580:159-50580:162. 
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8907200339 Net ' cat::'. 3* s g''.'fi3c?.''t licensee meeting w/util on 890728 to discuss 
conc<;'".s re ;> ies::'in i ries.n; of turbine driven auxiliary feedwater pump. 

JAUCC\..- -■ "oc.cri C*c o‘ t'.c- rector. 89/07/11. Region 4, Ofc of the Director. 
2pp. *iVr.-5r,53e : B5 

8907260111 Describes changes to plant inservice testing & insp program for instrument 
air accumulator check valve for spent fuel pool charcoal filter bypass valve & refueling 
water tank recirculation isolation val’.os.por Generic Ltr 89*04. 

MORRIS, K.J. Omaha Public =’oao: Dis’.rct 89/07/19. Document Control Branch 
(Document Control Desk). 4pp. 50675:047-50675:050. 

8907260095 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Current & future erosion/corrosion control programs described.Ultrasonic 
equipment capable of more accurately indicating min wall thickness will be used. 
MORRIS, K.J. Omaha Public Power District. 89/07/20. Document Control Branch 
(Document Control Desk). 4pp. 50675:031-50675:034. 

8907260102 Advises that due to delay of final resolution of USI A-46 until end of 
1989,anticipated waikdown associated w/item will be deferred until 3 months after 
completion of first refueling outage. 

MORRIS, K.J. Omaha Public Power District. 89/07/20. Document Control Branch 
(Document Control Desk). 2pp. 50677:029-50677:030. 


Q. inspection reports, IE Bulletins & correspondence 

8907030186 Proposes 890808,15 or 16 meeting to discuss variety of regulatory 
issues. i'"c!udi''g SALP process in Region IV, improving communciation w/licensee mgt 
& -es'cr iv enfo’-cement philcsoso.^v 

MARTIN, P.D. Region Cfc .:f the D-rector. 89/06/20. JONES,W.C. Omaha Public 
Power District. 2pp. 5C36^-:003-b0o84 0i3. 

8907050517 Forwards Insp Rept 50-285/89-23 on 890508-1 0.No violations or devi- 
ations noted. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/21. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50418:096-50418:098. 

-8907050518 Partially withheld Insp Rept 50-285/89-23 on 890508-10 (ref 
10CFR73.21).No violations or deviations noted. Major areas inspected:physical security 
C'^ograrr. including mgt succort, security program audits & vital area barriers. 

EARNEST A.3. ' EVERE"' R.J. Region 4, Ofc of the Director. 89/06/16. Ip. 
50418:098-50418:098. 

8906290291 Responds to NRC 890523 ltr re violation noted in Insp Rept 50-285/89- 
04.Corrective actions:event discussed w/radiation protection technician involved & 
personnel provided w/ radiation protection manual Section 3.2. 

MOPR'.S.KJ. Omaha Public Power District. 89/06/22. Document Control Branch 
^■OccJ■Tent Control Desk). 8pp. 50369:227-50369:234. 

8907060131 Ack receipt of 890519 ltr providing addi info re procedural changes & sub- 
mission of changes to NRC.Issue raised in Insp Rept 50-285/89-24 on 890508-12 & 
subsequently discussed during 890515 telcon between N Terc & F Franco. 
MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/23. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50433:170-50433:174. 

8907050466 Notification of significant licensee meeting on 890713 in North Omaha, NB 
for SALP presentation. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/29. Region 4, Ofc of the Director. 
2pp. 50412:269-50412:270. 

8907050523 Forwards SALP Board Rept 50-285/89-19 for May 1988 - Apr 1989.Specif- 
ic areas meriting highlighting listed, including security functional area & licensed opera- 
tor number. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/06/29. MORRIS.K.J. Omaha Public 
Power District. 3pp. 50403:001-50403:032. 

-8907050527 SALP Rept 50-285/89-19 for May 1988 - Apr 1989. 

* Region 4, Ofc of the Director. 89/06/29. 29pp. 50403:004-50403:032. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907070112 Ack receipt of 890601 ltr informing NRC of steps taken to correct violations 
& deviations noted in Insp Rept 50-285/89-09.Agrees w/exception to Item 1 of devi- 
ation. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/30. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50443:217-50443:223. 

8907070124 Forwards Insp Rept 50-285/89-25 on 890605-09.No violations or devi- 
ations noted. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/06/30. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50440:234-50440:261. 

-8907070127 Insp Rept 50-285/89-25 on 890605-09.No violations or deviations 
noted.Major areas inspected:licensee chemlstry/radiochemistry program & water 
chemistry & radiochemistry confirmatory measurements. 

NICHOLAS.J.B., WILBORN.L, BAER.R.E. Region 4, Ofc of the Director. 89/06/26. 
26pp. 50440:236-50440:261. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190155 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas (Arlington).Sub]s to be discussed include, improving com- 
munications & safety performance & SALP process in Region IV. 

MARTIN.R.D. Region 4. Ofc of the Director, 89/07/11. JONES, W,C. Omaha Public 
Power District. 4pp. 50580:159-50580:162. 

8907190198 Ack receipt of 890622 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/89-12. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50585:034-50585:043. 


8907190235 Ack receipt of 890615 addI info clarifying util response to violations noted 
in Insp Rept 50-285/88-37. Info provided will be factored into review of util actions 
during future insp. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50585:044-50585:049. 

8907190330 Ack receipt of 890430 & 0615 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 50-285/88-201 . 

MILHOAN.J.L Region 4, Ofc of the Director. 89/07/12. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50594:189-50594:228. 

8907200003 Ack receipt of 890619 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/89-13. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/12. MORRIS.K.J. Omaha Public 
Power District. Ip. 50614:187-50614:193. 

8907180394 Responds to NRC 890519 ltr re violations noted in Insp Rept 50-285/89- 
13.Corrective actions:screens reinstalled on component cooling water pump motors 
for qood housekeeping practices. 

MORRIS.K.J. Omaha Public Power District. 89/07/13. Document Control Branch 
(Document Control Desk). Ip. 50580:033-50580:033. 

8907200306 Forwards Insp Rept 50-285/89-27 on 890622-23. Enforcement conference 
scheduled on 890728 in Region IV ofc to discuss apparent violations. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/13. MORRIS.K.J. Omaha Public 
Power District. 2pp. 50614:124-50614:129. 

-8907200312 Insp Rept 50-285/89-27 on 890622-23. Violations noted.Major areas 
in^ected:testing of turbine driven auxiliary feedwater pump. 

VICKERY.R.B.. GAGLIARDO.J.E. Region 4, Ofc of the Director. 89/07/10. 4pp. 
50614:126-50614:129. 

8907190283 Forwards Insp Rept 50-285/89-01 on 890313-31 & 0417-21 & notice of 
violation.Util attention directed to safety- related cable tray & control room panel con- 
ditions described in Section 3.0 of end rept. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/14. MORRIS.K.J. Omaha Public 
Power District. 3pp. 50588:133-50588:190. 

-8907190287 Notice of violation from insp on 890313-31 & 0417-21. Violation 
noted;spray shield installed in switchgear room over Load Ctr 1B46. Diesel generator 
exciter brush housing insp covers replaced w/plexiglass covers. 

* Region 4, Ofc of the Director. 89/07/14. 2pp. 50588:136-50588:137. 

-8907190289 Insp Rept 50-285/89-01 on 890313-31 & 041 7-21. Violations noted.Major 
areas inspected:exams of work control procedures & representative records.interviews 
& observations of work in progress by NRC inspectors. 

GAGLIARDO.J.E. Region 4, Ofc of the Director. 89/07/06. 52pp. 50588:138- 
50588:190. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907260111 Describes changes to plant inservice testing & insp program for instrument 
air accumulator check valve for spent fuel pool charcoal filter bypass valve & refueling 
water tank recirculation isolation valves, per Generic Ltr 89-04. 

MORRIS,K.J. Omaha Public Power District. 89/07/19. Document Control Branch 
(Document Control Desk). 4pp. 50675:047-50675:050. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 

8907260098 Responds to NRC 890620 ltr re violations noted in Insp Rept 50-285/89- 
22.Corrective actions;fire watch patrol established.Technical evaluation performed to 
determine adequacy of fire resistance of 23 doors in existing state. 

MORRIS.K.J. Omaha Public Power District. 89/07/20. Document Control Branch 
(Document Control Desk). 3pp. 50673:182-50673:184. 


R. Periodic operating reports & related correspondence 

8907070003 Forwards "Fort Calhoun... Performance Indicators,” monthly rept. 
MORRIS.K.J. Omaha Public Power District. 89/06/27. Document Control Branch 
(Document Control Desk). Ip. 50442:316-50443:043. 

-8907070004 "Fort Calhoun Station Performance Indicators." 

* Omaha Public Power District. 89/05/31. 87pp. 50442:317-50443:043. 

8907180501 Monthly operating rept for June 1989 for Fort Calhoun Unit 1.W/890714 ltr. 
COOK,Q.M., MORRIS,K.J. Omaha Public Power District. 89/06/30, 21pp. 50579:189- 
50579:209. 


S. Reportable occurrences, LERs & related correspondence 

8908280039 LER 89-014-00:on 89051 9, design basis reconstitution for auxiliary feed- 
water panel revealed deficiencies in instrumentation, Caused by noncompliance wiring 
for wide range steam generator pressure indication.W/890619 ltr. 

LEHMAN,L.L., MORRIS.K.J. Omaha Public Power District. 89/06/19. 4pp. 50337:085- 
5t)337:088. 

89O719O06S Special rept:on 890602 & 0606, discovered fire barrier penetration seals 53- 
N-2 & 26-W-1 inOperabie.Caused by procurement delays associated w/acquisition of 
seal matl certification & technical info.Followup rept will be filed. 

MORRIS.K.J. Omaha Public Power District. 89/07/10. Document Control Branch 
(Document Control Desk). 2pp. 50585:253-50585:254. 

8907180322 LER 89-01 5-00:on 89061 3, determined that emergency lighting required for 
shutdown during fire to be marginal or deficient in some areas.Caused by inadequate 
initial verification that requirements of App R met.W/890713 ltr. 

MOLZER.D., MORRIS, KJ. Omaha Public Power District. 89/07/13. 4pp. 50580:077- 
50580:080. 
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8907210290 LER 89-01 6-00;on 89061 6, evaluation of test results revealed that for un- 
known period prior to 89061 4.auxiliary feedwater pump FW-10 operability was outside 
design basis.Cause unknown. W/89071 7 Itr. 

SCHLOSSER,M.G., MORRIS, K.J, Omaha Public Power District. 89/07/17. 5pp. 
50597:186-50597:190. 

&• 

V. Operator Examinations 

8907050523 Forwards SALP Board Rept 50'285/89-19 for May 1988 - Apr 1989.Specif- 
ic areas meriting highlighting listed.including security functional area & licensed opera- 
tor number. 

MARTIN, R.D. .R-r-cio'' -'■ vOfc t*--:: D 'ector. 89/06/29. MORRIS.K.J, Omaha Public 
Power District, 2::p 

-8907050527 SALP Rept 50-285/89-19 for May 1988 - Apr 1989. 

* Region 4, Ofc of the Director, 89/06/29. 29pp. 50403:004-50403:032. 

8907050515 Discusses requirements for administration of licensing exams at plant 
during wk of 891 002. End ref matl requested by 890802 to meet stated schedule. 
MILHOAN.J.L -i. C/z c' the- D^'cetor. 89/06/30. MORRIS.K.J. Omaha Public 

Power District. J2c;:. r;5-i. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8906280061 Fonvards Enforcement Conference Rept 50-286/89-03 on 890428 in King 
of Prussia, PA re insp ^■;“d-'*C3 Meofr.c aconda also end. 

KNAPP.M.R. Region 1 Die cf -.no C'rccx.' 89/06/19. JOSiGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 50330:022- 
50330:028. 

-8906280065 Enforcement Conference Rept 50-286/89-03 on 890428 in King of 
Prussia, PA re findings of Insp Repts 50-286/89-03 & 50-286/88-22.Violations 
noted.Areas discussed:security program during current outage. 

OLSEN, W.T. Region 1, Ofc of the Director. 89/06/13. 5pp. 50330:024-50330:028. 

8907190034 Rev 1 9 to AP-6, "Er^ercency P'an " 

CHAUBARD.M. New York Power '-Vuf'c-iiv (fc-'mer'y Power Authority of the State of 
New York). 89/07/06. 153pp 5D58' 2-.9-5':56.? ODJ 

8907190356 Forwards response to NRC 890612 notice of violation & proposed imposi- 
tion of civil per.aitv.per Insp Repts 50-286/89-05 & 50-286/89-06.Response withheld 
(ref 10CFR73.21). 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/12. Ofc of Enforcement (Post 670413) 2pp. 50594:022-50594:023. 

8907240277 Provides emergency exercise objectives & scenario guidelines to be used 
during emercenev exercise scheduled for wk of 891 113. 

LAZARus.w.j. .Regc” 1. Ofc Of the Director. 89/07/14. JOSIGER.W. New York 
Power A_-.h.ori!v (icrro'ly Power Authority of the State of New York). 3pp. 50648:148- 
50640 1-3 J 

8907260294 Informs that most recent rev to emergency plan forwarded to Document 
Control Desk & Region I.Changes determined not to decrease effectiveness of plan 
which continues to meet stds of 10CFR50.45(b) & App E. 

JOSIGER.W. A, New York Power Authority (formerly Power Authority of the State of 
New York). 89/07/14. RUSSELL, W.T. Region 1, Ofc of the Director. Ip. 50673:122- 
50673:122. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240401 Rev 6 to updated FSAR for Indian Point 3 Nuclear Power Plant,W/8907l9 
ltr. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/31. 200pp. 50643:181-50643:349. 


P. Operating license stage documents & correspondence 

8906280274 Summary of 890613 meeting w/utils in Rockville. MD re proposed license 
amends to increase UHS temp for plant.List of attendees end. 

NEIGHBORS, J.D.. BRINKMAN, D.S. Project Directorate 1-1. 89/06/22. NRC - No De- 
tailed Affi[ia:ion Gwen. 6pp. 50330:199-50330:204. 

8907030241 Requests that listed corrections be made to Amend 86 to License DPR-64 
issued on 890606.Corrections consist of changes to Tech Spec pages. 
NEIGHBORS.J.D. Project Directorate 1-1. 89/06/22. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 50383:230- 
50383:232. 

8906300047 States position that identification of instruments on control panels w/mark- 
ings unnecessary re DCRDR.per DCRDR summary rept & Reg Guide 1.97. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/06/23. Document Control Branch (Document Control Desk). 4pp. 
50368:292-50368:295. 

8906290082 Generic Ltr 89-10 to ail licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050059 Advises that no restrictive clauses identified in labor agreements to restrict 
employees from notifying NRC of potential safety issues. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/06/29. Document Control Branch (Document Control Desk). 2pp. 
50417:098-50417:099. 


8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120312 Notification of 890719 meeting w/util in Rockville, MD to discuss spent fuel 
rack seismic analysis. 

NEIGHBORS J D Prcjoct Directorate 1-1. 89/07/07. CAPRA, R. A. Project Directorate I- 
1. 4pp. d'J5:C 355-';':r.1 J 358 

8907140146 Responds to questions raised in 890606 telcon re utilization of Spec 200 
micro in RTD bypass elimination mod. Surveillance rept verifying adequacy of Foxboro 
documentation re Spec 200 micro hardware components & software function issued 
890117. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/10. Document Control Branch (Document Control Desk). 4pp. 
50542:330-50542:333. 

8907250325 Notification of Significant Licensee Meeting 89-115 w/util on 890803 in 
Region I ofc for licensee presentation on high radiation controls in containment. 
COOK.W.A Region 1. Ofc of the Director. 89/07/14. Region 1, Ofc of the Director. 
2pp. 50655:164-50655:165 

8907240180 Notifies of mod to plant SPDES & forwards order on consent between 
PASNY & State of NY dept of environ conservation, dtd 893705, requiring cessation of 
discharges from sanitary waste treatment plant, Outfall 001 A. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/17. Document Control Branch (Document Control Desk). 13pp. 
50636:088-50636:100. 

8907260260 Notification of 890802 meeting w/utils in Rockville, MD to discuss proposed 
'ic-'so a-^o.nds a^thc'z'ng increase in UHS temp for units. 

5= f'-jKV.iN C 5 ^ro c-c; Directorate 1-1. 89/07/20. CAPRA, R.A. Project Directorate I- 
1. 4pp. 50673:108-50673:111. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280096 Forwards Safety Insp Rept 50-286/89-13 on 890523-26.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/16. JOSIGER.W. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 50330:130- 
50330:138. 

-8906280100 Insp Rept 50-286/89-13 on 890523-26.No violations noted. Major areas 
i"scected-stea'^ cene'^atcr replacement program. 

S-*ER5IN,3. PASCi.iK.V,' Region 1, Ofc of the Director. 89/06/16. 6pp. 50330:133- 
50330:138. 

8907260108 Responds to NRC Bulletin 88-001, "Defects in Wo sting hr:'.; so Circuit Break- 
ers.” Of addi 28 breakers inspected, one breaker passed Drne'-a i.2:" breakers passed 
Criteria 2 & two breakers failed short term insps. 

JOSIGER,W.A. New Yo-k Pewe- 4uthcntv -'formerly Power Authority of the State of 
New York). 89/06/18. RUSSE'..: W Fee:;- 1, Ofc of the Director. 2pp. 50675:043- 
50675:044. 

8906280061 Forwards Enforcement Conference Rept 50-286/89-03 on 890428 in King 
of Prussia.PA re insp ^‘ndi-cs.Mcct'-'c age^'da also end. 

KNAPP.M.R. Region Ofs o: ;he D>octor 89/06/19. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 50330:022- 
50330:028. 

-8906280065 Enforcement Conference Rept 50-286/89-03 on 890428 in King of 
P.'jssia.PA ro fr-dings c" 'nsp Repts 50-286/89-03 & 50-286/88-22.Violations 
rotod .Areas d 5CJ3sec.S3C-.''t/ c-on'cm du'Tg sj'rcnt cutaco. 

C-SEN,/..". Foci.q'5 1 Cfc dI th::; l):rcc:c.'. I'.l. v::;) ':jC333:02-’:-50330:028. 

8907050504 Responds to Action Items 1 & 2 of NRC Bulletin 88-008, ‘Thermal 
Stresses in Piping Connected to RCS.” Results of NDE insps indicate no monitoring 
or mod of line 64/61 interface necessary. 

JOSIGER.W.A. New York Power Authority (fo''me'''v Power Authority of the State of 
New York). 89/06/29. RUSSELL, W.T. Rcq.or. i 0‘z of the Director. 4pp. 50408:286- 
50408:289. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907180102 Forwards Insp Rept 50-286/89-81 on 890424-0505 & notices of 
violation. Insp confirmed actions taken to correct violation re failure to properly identify 
rejectable liquid penetrant & magnetic particle surface indications. 

DURR,J. Region 1, Ofc of the Director. 89/07/05. JOSIGER.W. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 50557:294- 
50557:308. 

-8907180104 Notice of violation from insp on 890424-0505. Violation noted:code in- 
spected & accepted weld RSG 31 in main steam lug removal area adjacent to WF2 & 
girth weld WF5 Cl contained unacceptable linear indications. 

^ Region 1, Ofc of the Director. 89/07/05. 2pp. 50557:297-50557:298. 

-8907180110 Notice of violation from insp on 890424-0505. Violation noted:safety eval- 
uation for steam generator mod did not provide documented basis for changes & did 
not establish if changes involved unresolved safety question. 

* Region 1, Ofc of the Director. 89/07/05. 1p. 50557:299-50557:299. 

—8907180114 Insp Rept 50-286/89-81 on 890424-0505. Violations noted. Major areas 
inspected:safety-related piping & steam generator mods & 
radiographic, ultrasonic, magnetic particle, liquid penetrant & visual exams. 

KERCH,H.W., HARRIS, R.H., OLIVER!, M.A. Region 1, Ofc of the Director. 89/06/21. 
9pp.. 50557:300-50557:308. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 
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8907140317 Forwards Insp Rept 50-286/89-80 on 890327-0407 & 0424-29.No viola- 
tions noted. Response requested within 60 days re actions taken to enhance maint ac- 
tivities in areas where weaknesses identified. 

BOGER.B.A. Region 1, Ofc of the Director. 89/07/07. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 50541:197- 
50541:258. 

-8907140319 Insp Rept 50-286/89-80 on 890327-0407 & 0424-28.No violations 
noted. Major areas •nsccctcrl-"'.?.'-! program & implementation. 

NAPUDA.G., GA... C.F 1, Ofc of the Director. 89/07/05. 60pp. 50541:199- 

50541:258. 

8907190394 Advises that Page 3 of notice of violation re Insp Rept 50-286/89-81 
should be deleted based on 890522 info. Violation of 10CFR50.59 did not exist & 
page should be removed from rept. 

BOGER.B.A. Region 1, Ofc of the Director. 89/07/11. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 50594:096- 
50594:097. 

8907190356 Forwards response to NRC 890612 notice of violation & proposed imposi- 
tion r/ CO' Insp Repts 50-286/89-05 & 50-286/89-06. Response withheld 

(ref >■; 

BRONS.J.C. New York Power Authority (formerly Power Authc'ity c* f'c- State cf New 
York). 89/07/12. Ofc of Enforcement (Post 870413). 2pp r:'59-*,:::22-5C5&-'.-3.53 

8907210162 Forwards notice of violation inadvertently omitted due to administrative 
error, per Insp Rept 50-286/89-80. 

BOGER.B.A. Region 1, Ofc of the Director. 89/07/13. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 50629:185- 
50629:187. 

-8907210166 Notice of violation from insp on 890327-0407 & 0424-28. Violation 
noted:failure to have two cmcrgo''Cv diesel ce'^eretors coe'-ab'e u-^der all conditions. 
* Region 1, Ofc of the Dire::;;:- Ip. 5D62i::' !S7-5C6.”9 '.87 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves c^ S’mi'sr Dosi:'-." Sve list end. 

ROSSI, C.E. Division of Cpo-a-.ic'-.a E/o-'is Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1l3pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907260112 Special rept:on 89061 0.PORV actuation occurred due to failed overpres- 
sure protection sys recorder PR-402. Evaluation to be performed to determine feasibili- 
ty of adjusting setpoint of existing alarm to provide operators w/ warning of actuation. 
JOSIGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 89/07/18. Document Control Branch (Document Control Desk). 3pp. 
50674:218-50674:220. 


V. Operator Examinations 

8906280159 Advises that requalification program evaluation visit scheduled for wk of 
890911. Listed ref matl need to be furnished. 

ESELGROTH.P.VV 1 Ofc of the Director. 89/06/21. JOSIGER,W. New York 

Power Authority :c , -’c.v-r Authority of the State of New York). 8pp. 50330:188- 
50330:195. 

8907100241 Notification of Significant Licensee Meeting 89-103 on 890629 in Region I 
to discuss requalification exams. 

JOHNSON .' R T 0‘z of the Director. 89/06/28. Region 1, Ofc of the Direc- 
tor. 2pp. 280 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTlOW,J.G. Associate Director for P'c^ects (‘^cst 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 51'5'9 3:3 i -50:: '9 ‘36 
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F. Security, medical, emergency & fire protection plans 

8907130143 Forwards public version of Rev 30 to "Crisis Mgt Plan for Nuclear Sta- 
tions." W/DH Grimsiey 890706 release memo. 

TUCKER, H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341 . 

-8907130146 Rev 30 to "Crisis Mgt Plan for Nuclear Stations." 

* Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907180099 Forwards public version of revised crisis mgt implementing procedures.W/ 
89071 1 release memo. ^ 

TUCKER, H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50555:157-50556:342. 

-8907180105 Public version of crisis mgt implementing procedures, including Rev 29 to 
CMlP-1,Rev 20 to CMIP-1,Rev 24 to CMIP-l,Rev 22 to CMlP-2,Rev 34 to CMlP-7,Rev 
24 to CPIP-8 & Rev to CMIP-9, 

HARRIS, R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01,50-270/89-01 & 50-287/89-01 for Aug 1987 to -■a''- 359 .Cgc - r.c apparent 
in effectiveness of security & safeguards programs. No change made to SALP rating. 
EBNETER B D 2 Ofc of the Director. 89/06/29. TUCKER, H.B. Duke Power 

Co. 37pp. -5 m 1 . 

-8907120139 Final SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. 

* Region 2, Ofc of the Director. 89/06/29. 36pp. 50514:065-50514:111. 


8907140144 Discusses problems w/emergency =.= at r-yj. .z-.re'c-ncy oper- 
ations facility. NRC emergency notification sys ■■ste s:; handled 

over commercial telephone lines. 

TUCKER, H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 1p. 50544:216-50544:216. 

8907260010 Advises that severity level for violation noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02 reduced from Level III to Level IV based on clarifi- 
cations in util 880420 Itr.lnsp reviewed fi'-r; crctcct::" o' canabil^v 

EBNETER SD. 2 C'c of the L 82 'jr. ' " jLKL-.H LT Cuke Power 

Co. 2pp. =Zr,7z ':29-5jc":: r.l'J 


I. Financial information 


8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed zzc&trz 'oaz^z' as evidence of guarantee of payment of deferred 
rr-s'-'i'jms.c-ir : DC-R 1 -''-3.2 ' 

B Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 


P. Operating license stage documents & correspondence 


8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
docu"'e''tatic'' 'Jst o' attendees & handout end. 

EBNETE^ .■=.? =5-i-cion 2 Q'c of the Director. 89/06/15. TUCKER, H.B. Duke Power 
Co. 26pp. 5035’G28-50357-.:;5: 

8906290145 Responds to NRC 890613 telcon request for addi i'^'^o to cla^fy intended 
applications & other technical details re VIPRE-01 models for oia-: sut;r :*ec in DPC- 
NE-3000.Rev 1 & DPC-NE-2003. 

TUCKER, H.B. Duke Power Co. 89i<06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 50369:237-50369:239. 

8907110365 Withdraws 881215 application for amends to Licenses DPR-38, DPR-47 & 
DPR-55, revising Tech Specs re Lee gas turbine due to implementation of hardware 
mod giving Lee ability to support loads fo"ow‘"g a!' DBA scenarios. 

TUCKER, H.B. Duke Power Co. 89.05 2' Control Branch (Document Con- 

trol Desk), ip. 50501:173-50501:173. 

8906300204 Requests addI info re 86-1106952-00, "Rept of Evaluation of Effects of 
Steam Line Break on Standby Shutdown Facility Capabilities." Response requested 
within 30 days of ltr date. 

WIENS,LA. Project Directorate 11-3. 89/06/26. TUCKER,H.B. Duke Power Co. 4pp. 
50366:003-50366:006. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907120336 Forwards info as followup to 890616 telcon request for discretionary en- 
forcement relief from Tech Spec 4.8.2. Relief requested to avoid performing unneces- 
sary test of main steam stop valves during each re'ue'ir:: outage- 
TUCKER,H.B. Duke Power Co. 89/06/28. Docure-'t D-i'-'-tre' sranen (Document Con- 
trol Desk). 7pp. 50512:105-50512:111. 

8907100077 Forwards safetv eva':iat'o'“ accenting ''censee submittal of Topical Rept 
BAW-1976,in response to NLRE3-r'3 ■' ici-. '.K "Plant Specific Calculations to 
Show Compliance W/10CFR50.46." TACs 48184,48158 & 48186 efforts completed. 
WIENS,L.A. Project Directorate 11-3. 89/06/29. TUCKER, H.B. Duke Power Co. 4pp. 
50457:287-50457;290. 

8907100145 Summary of 890622 meeting w/util re issues associated w/ plant electrical 
distribution sys. 

W1ENS,L.A. Project Directorate 11-3. 89/06/29. Project Directorate 11-3. 35pp. 
50458:121-50458:156. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130366 Discusses plans for installation of cavitating venturi in emergency feed- 
water lines. Util intends to continue studying design of emergency feedwater sys to de- 
termine if cost effective mods can be made w/o increasing sys complexity. 
TUCKER,H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 3pp. 50536:110-50536:112. 

8907100297 Notification of 890713 meeting w/util in Rockville,MD to review scope of 
self initiated technical audit of electrical distribution sys for plant. 

WIENS,L.A. Project Directorate 11-3. 89/07/03. MATTHEWS,D.B. Project Directorate 
11-3. 3pp. 50458:302-50458:304. 

8907120154 Notification of 890719-21 meetings w/util in Seneca.SC to review electrical 
deficiencies in detail,observe plant sys & hear presentations by util personnel re elec- 
trical sys & components. 

W1ENS,L.A. Project Directorate 11-3. 89/07/05. MATTHEWS,D.B. Project Directorate 
11-3. 3pp. 50513:101-50513:103. 

8907180259 Ack receipt of 890628 ltr requesting relief from Tech Soec Suryei'iance Re- 
quirement 4.8.2.Understands that util currently anticipating s..::n ttai o‘ fecn Spec 
amend request for NRC review & approval no later than 890714. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/07/10. TUCKER,H.B. Duke Power 
Co. Ip. 50579:187-50579:188. 

8907210347 Forwards Rev 4 to "Process Control Program." 

TUCKER,H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

-8907240028 Rev 4 to "Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 
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8907200220 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, deleting re- 
quirements for leak testing of main steam stop valves in Tech Spec 4.8. 

TUCKER, H.B. Duke Power Co. 89/07/14, Document Control Branch (Document Con- 
trol Desk). 3pp. 50614:093-50614:104, 

--8907200222 Proposed Tech Spec 4.8-1, “Main Steam Stop Valves." 

• Duke Power Co. 89/07/14. 9pp. 50614:096-50614:104. 

8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS.L.A. Project Directorate 11-3. 89/07/19. MATTHEWS. D.B. Project Directorate 
11-3. 5pp. 50615:352-50615:356. 

8907240019 Forwards EGG-NTA-8227. “TMI Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Oconee Units 1,2 & 3," technical evaluation rept.Implementation 
date for open items in rept should be submitted. 

V:\E\S\A P'3;oct Directorate 11-3. 89/07/19. TUCKER, H.B. Duke Power Co. 2pp. 
5"636 1 0-J-5063''>. 1 38 . 

-8902020192 "Technical Evaluation Rept.TMl Action-NUREG-0737 (II.D.I) Relief & 
Sa'etv Va've Testing, Oconee Units 1.2 & 3." 

r\EM4v,:: NALEZNY.C.L. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN A-6492. 

EGG-NTA-8227. 88/08/31. NRC - No Detailed Affiliation Given. 28pp. 50636:111- 
50636:138. 

8907240074 Forwards topical rept evaluation of DPC-NE-2003, “Core Thermal-Hydraulic 
Methodology Using VIPRE-01." Rept acceptable for ref in core thermal-hydraulic anal- 
yses for plant w/listed limitations. 

WENS.L A ProT^ct Directorate 11-3. 89/07/19. TUCKER. H.B. Duke Power Co. 2pp. 
5:631-C99-50631" '6 

“8907240079 Topical rept evaluation of DPC-NE-2003, "Core Thermal-Hydraulic Meth- 
odology Using VIPRE-01. Rept acceptable for ref in core thermal-hydraulic analyses for 
plant w/listed limitations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/19. 16pp. 
50631:101-50631:116. 

8907240368 Informs of 890801 & 02 aud‘t o' plant prognam for prevention of boric acid 
corrosion.Audit will consist of verifying :-'-pe.T.er''.aiion c' program util submitted in re- 
sponse to Generic Ltr 88-05. Escorted access to plant will be required. 

WIENS.L.A. Project Directorate 11-3. 89/07/19. TUCKER.H.B. Duke Power Co. 2pp. 
50640:027-50640:028. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290470 Provides response to NRC Bulletin 89-001, "Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8906290525 Advises that response to violation noted in Insp Repts 50-269/89-10,50- 
270/89-10 & 50-287/89-10 will be submitted no later than 890710.Repts not received 
until 890613. 

TUCKER.H.B. Duke Power Co. 89/06/21. Document Control Branch (Document Con- 
trol Desk). Ip. 50362:213-50362:213. 

8907130159 Forwards Request for Relief 89-05 from requirements of Section XI of 
ASME Boiler & Pressure Vessel Code re inservice insp at Unit 2 being performed 
during second 10-yr interval.W/one oversize drawing. 

TUCKER.H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 5pp. 50576:090-50576:095. 

8907120089 Forwards summary of presentation at 890421 meeting re SALP Repts 50- 
269/89-01,50-270/89-01 & 50-287/89-01 for Aug 1987 to Jan 1989.Decline apparent 
in effectiveness of security & safeguards proorams.No change made to SALP rating. 
EBNETER.S D Region 2. Ofc o‘ ;-e D.recto?'. 89/06/29. TUCKER,H.B. Duke Power 
Co. 37pp, 535 1 4 027 vZ-j U. Ill, 

-8907120135 Errata to SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for 
Aug 1987 - Jan 1989, revised to correct previous SALP ratings & amount of civil penal- 
ty. 

• Region 2, Ofc of the Director. 89/06/29. Ip. 50514:064-50514:064. 

“8907120139 Final SALP Repts 50-269/89-01,50-270/89-01 & 50-287/89-01 for Aug 
1987 - Jan 1989. 

* Region 2, Ofc of the Director. 89/06/29. 36pp. 50514:065-50514:1 11. • 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss.Continued operation of Ingersotl-Rand LPI pumps justified since 
pumps do not interact during multiple pump operation. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001 , "Failure of Westing- 
house Steam Generator Tube Mechanical Plugs" acceptable.Util indicated that no me- 
chanical plugs, w/suspect heat numbers.installed at facilities. 

HOOD.D.S., JABBOUR,K.N.. WIENS.L.A. Project Directorate 11-3. 89/07/06. 
MATTHEWS, D.B. Project Directorate 11-3. 2pp. 50541:014-50541:015. 

8907210024 Forwards Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 
890530-0602. No violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/07/13. TUCKER.H.B. Duke Power Co. 
2pp. 50629:218-50629:228, 


-8907210028 Insp Repts 50-269/89-16,50-270/89-16 & 50-287/89-16 on 890530- 
0602.No violations or deviations noted. Major areas '.-sp.-ctcd comrii-rro'-t Ices’ 

'ate te 5 t‘'C.v£'‘*!Cstior ir’teg-'ty & actio'' c- p'c,vc.,s I nci'-cjs 

Ar TE.NE^,.H 2E._E-.- , 5!i_ 5— “ G..-V. 'Region 2, C';: c Di-'crjic." C3. 'J'' 

9pp. 50629:’220-50629:228. 

8907200263 Advises that insp of Unit 3 return bends for reactor bldg cooling unit 
deemed unnecessary & will not be performed. Coils have bes" thoro'.ir.h'y cleaned on 
airside & tests show heat transfer capacities commensurate w U'l.is ■ a 2. 
TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). Ip. 50613:344-50613:344. 

8907250140 Forwards Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 
89061 2-1 6.No violations or deviations noted. 

COLLINS D.M. Region ?. Q'c of the Director. 89/07/14. TUCKER.H.B. Duke Power 
Co. 2pp. i;:65:':.C ‘5-5C5=5::2-- 

-8907250143 Insp Repts 50-269/89-19,50-270/89-19 & 50-287/89-19 on 890612- 
16.No violations or deviations noted. Major areas inspected:radiation protection 
D.'DC'£m.>.c:„d=nc -eVew of occupatic''?.' oxcesu'o s‘'ippirq & transportation. 
3Hi:=»''RjCGE R'E COLLINS, T.R., ER...- Re:::"' 2, Ofc of the Director. 89/ 

07/12. 7pp. 50655:018-50655:024. 

8907260010 Advises that severity level for violation noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02 reduced from Level III to Level IV based on clarifi- 
cations in util 880420 ltr. Insp reviewed fire protection of shutdown capability. 
EBNETEPSD Rec'or 2 C^c of the Director. 89/07/17. TUCKER.H.B. Duke Power 
Co. 2pp. i:JD^fi:023-53573:D3C 

8907260284 Submits supplemental response to NRC Bulletin 88-010, "Nonconforming 
Molded-Case Orcuit Breakers." Util plans to inspect safety-related circuit breakers re- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8907100118 “Summary of Nuclear Station Mods & Exempt Changes Variation Notices 
Completed Under 10CFR50.59 for 1988." W/890630 ltr. 

TUCKER.H.B. Duke Power Co. 88/12/31. 89pp. 50456:198-50456:293. 


S. Reportable occurrences, LERs & related correspondence 

8906290207 Summary of Qperating Reactors Events Meeting 89-23 on 89061 4.Qn 
890607, multiple electrical distribution sys problems occurred at Qconee, Units 1,2 & 
3.Qn 890610, unit power signal caused scram. 

LANNING.W.D. Events Assessment Branch. 89/06/15. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50377:325-50377:336. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for CL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8907130299 Confirms that all mods & existing Part 50 activities re ISFSI fuel bldgs eval- 
uated via 10CFR50.59 program.Util awaiting completion of addi steps in fabrication of 
transfer trailer to obtain more precise weight range for trailer. 

TUCKER.H.B. Duke Power Co. 89/06/22. Document Control Branch (Document Con- 
trol Desk). 3pp. 50536:240-50536:242. 

8907050014 Forwards addI info re 880331 application for amend, revising Tech Specs to 
accommodate use of multi-element spent fuel dry storage canisters inside onsite 
transfer cask for ISFSI as alternative storage location, per 890522 telcon. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 15pp. 50399:238-50399:252. 

8907190335 Forwards revised response to NRC 890522 request for addi info re ISFSI & 
effects of cask drop accident in cask handling area of fuel pool structure.Max poten- 
tial spent fuel pool water leakage rate 21.3 gallons per day. 

TUCKER.H.B. Duke Power Co. 89/07/17. tDocument Control Branch (Document Con- 
trol Desk). 5pp. 50592:127-50592:131. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8906290426 Forwards Exam Rept 50-288/OL-89-01 administered on 890516- 19, 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/06/15. BRAGDON.P. Reed College. 
Portland, OR. 2pp. 50347:126-50347:359. 
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-8906290430 Exam Rept 50-288/OL-89-01 on 89051 6-1 Q.Exam resultsitwo senior reac- 
tor operator candidates passed all portions of written exam & three reactor operators 
(ROs) passed all portions of exam & three ROs failed exam. 

ROYACK.MJ., MEADOWS, T.R., MILLER, L. Region 5, Ofc of the Director. 89/06/14. 
150pp. 50347:128-50347:359. 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 


V. Operator Examinations 

8906290426 Forwards Exam Rept 50-288/OL-89-01 administered on 890516- 19. 
KIRSCH,D.F. Region 5, Ofc of the Director. 89/06/15. BRAGDON,P. Reed College, 
Portland, OR. 2pp. 50347:126-50347:359. 

-8906290430 Exam Rept 50-288/OL-89-01 on 89051 6-1 9.Exam results:two senior reac- 
tor operator candidates passed all portions of written exam & three reactor operators 
(ROs) passed all portions of exam & three ROs failed exam. 

ROYACK,M.J., MEADOWS,T.R., MILLER, L. Region 5, Ofc of the Director. 89/06/14. 
150pp. 50347:128-50347:359. 

8907210245 Fon^rards revised requalification plan, approved by licensee reactor oper- 
ations committee on 890518. 

RUBY,L. Reed College, Portland, OR. 89/07/05. REGAN, W.H. Division of Licensee 
Performance & Quality Evaluation (Post 870411). Ip. 50629:279-50629:285. 

-8907210263 "Reed Reactor Facility Requalification Plan." 

* Reed College, Portland, OR. 89/07/05. 6pp. 50629:280-50629:285. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907050471 Rev 6 to 9100-PLN-4200.02, "TMI-1 Emergency Dose Calculation Manual." 
WILLIAM, S.E. General Public Utilities Corp. - GPU Service Corp. 89/06/27. 96pp. 
50402:028-50402:123. 

8907070319 Revised EPIPs,including Rev 2 to 9471-IMP-1300.03,Rev 3 to 9471-IMP- 
1300.04 & Rev 2 to 9472-IMP-1 300.01. 

* General Public Utilities Corp. - GPU Service Corp. 89/06/27. 70pp. 50561:297- 
50562:006. 

8907070183 Forwards final SALP Rept 50-289/87-99 for 871101-890115. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/28. HUKILL,H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50443:111-50443:164. 

-8907070185 Final SALP Rept 50-289/87-99 for 871101-890115. 

* Region 1, Ofc of the Director. 89/06/28. 48pp. 50443:1 13-50443:164. 

8907120065 Forwards Safety Insp Rept 50-289/89-11 on 89051 0-0609.Two violations 
for which enforcement discretion applied, identified. 

WENZINGER,E.C. Region 1, Ofc of the Director. 89/06/28. HUKILL.H.D. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 50513:031-50513:042. 

-8907120072 Insp Rept 50-289/89-11 on 89051 0-0609.Two non-cited violations 
'de''tif:od.Ma;o' areas inspected:plant operations, equipment operability (maint & sur- 
.oi .ancoi & k'.ensee aciicn on previous insp findings. 

COWGIL'UC. Region 1, Ofc of the Director. 89/06/28. 10pp. 50513:033-50513:042. 

8907170148 Forwards Insp Rept 50-289/89-80 on 890306-1 7.No violations or devi- 
ations noted.Corrections to stated exam rept noted. 

GALLO,R.M. Region 1, Ofc of the Director. 89/07/07. HUKILL,H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50548:132-50548:169. 

-8907170153 Insp Rept 50-289/89-80 on 890306-1 7.No violations or deviations 
noted.Major areas inspected: review of adequacy of emergency operating procedures. 
KELLOGG,P., ESELGROTH.P.W. Region 1, Ofc of the Director. 89/07/07. 36pp. 
50548:134-50548:169. 

8907240188 Forwards Rev 2 to Emergency Plan 1000-PLN-1 300.01 for TMI Units 1 & 2 
& Oyster Creek Stations.Summary of changes listed. 

H1LDEBRAND,J.E. General Public Utilities Corp. - GPU Service Corp. 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50636:209-50636:218. 

-8907240192 Rev 2 to Emergency Plan 1000-PLN-1 300.01, "GPU NuOlear Corp. Emer- 
gency Plan for TMI & Oyster Creek Nuclear Stations." 

FUNECLE,S.R., CLARK,P.R. General Public Utilities Corp. - GPU Service Corp. 89/ 
06/07. 8pp. 50636:21 1-50636.«1 8. 

8907200179 Forwards Insp Rept 50-289/89-08 on 890401 -0508.No violations noted. 
WEN2INGER,E.C. Region 1, Ofc of the Director. 89/07/13. HUKILUH.D. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 50606:339-50606:350. 

-8907200183 Insp Rept 50-289/89-08 on 890401 -0508.No violations noted. Major 
areas inspected.-plant operations,equipment operability, emergency power sys operabil- 
ity & licensee action on previous insp findings. 

COWGILUC. Region 1, Ofc of the Director, 89/07/12. 10pp. 50606:341-50606:350. 


P. Operating license stage documents & correspondence 


8907030044 Forwards safety evaluation accepting licensee 850823 response to Generic 
Ltr 83-28,ltem 4.5.3, "Reactor Trip Reliability - On-Line Functional Testing of Reactor 
Trip Sys." 

HERNAN,R.W. Project Directorate 1-4. 89/06/23. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 50385:282-50385:313, 

-8907030048 Safety evaluation supporting util 850823 response to Generic Ltr 83- 
28, Item 4.5.3, "Reactor Trip Reliability - On-Line Functional Testing of Reactor Trip 
Sys." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 3pp. 
50385:284-50385:313. 


8907070172 Commends util for exemplary hospitality extended to visiting Soviet techni- 
cal working group on 890608. 

DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27. 
CLARK,P.R. General Public Utilities Corp. - GPU Service Corp, 2pp. 50442:181- 
50442:182. 


8907100126 Comments on licensee 881017 response to Generic Ltr 88-17 re expedi- 
tous actions for loss of DHR during nonpower ooeration. 

HERNAN,R.W. Project Directorate i-4. 89/06/29. HUKILL.H.D. General Public Utilities 
Corp. - GPU Service Corp. 4pp. 50458:101-50458:104. 

8907100323 Summary of 890614 meeting w/util & Commonwealth of PA in 
Middletown,PA re status & future actions of all active licensing issues.List of atten- 
dees & generic/multi-plant actions end. 

HERNAN.R.W, Project Directorate I-4. 89/06/29. Project Directorate I-4. 18pp. 
50445:198-50445:215. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New Y'ork, Inc. 54pp. 50416:062-50416:106. 

8907140191 Forwards Amend 150 to License DPR-50 & safety evaluation. Amend re- 
moves cycle-specific core parameter limits from Tech Specs & adds administrative re- 
quirement to submit core operating limits rept to NRC prior to each core reload. 
HERNAN.R.W. Project Directorate 1-4. 89/07/06. HUKILL.H.D. General Public Utilities 
Corp. - GPU Sen/ice Corp. 4pp. 50542:231-50542:259. 

-8907140193 Amend 150 to License DPR-50, removing cycle-specific core parameter 
limits from Tech Specs & adding administrative requirement to submit core operating 
limits rept to NRC prior to each core reload. 

STOLZ,J.F. Project Directorate I-4. 89/07/06. 22pp. 50542:235-50542:256. 

-8907140198 Safety evaluation supporting Amend 150 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 3pp. 
50542:257-50542:259. 

8907210318 Forwards status of facility conditions of operation, per NRC 880616 ltr re- 
questing util to review TMI-1 conditions of operation contained in H Denton 851002 ltr. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/07/17. Document 
Control Branch (Document Control Desk). 10pp. 50616:001-50616:010. 

8907260225 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Erosion/corrosion monitoring program meeting intent of NUMARC program 
implemented & will serve until modified for long-term corporate level approach. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/07/19. Document 
Control Branch (Document Control Desk). 2pp. 50672:353-50672:354. 


Q. inspection reports, IE Bulletins & correspondence 

8907070183 Forwards final SALP Rept 50-289/87-99 for 871101-890115. 

RUSSELL.W.T. Region 1, Ofc of the Director. 89/06/28. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50443:111-50443:164. 

-8907070185 Final SALP Rept 50-289/87-99 for 871101-890115. 

* Region 1, Ofc of the Director. 89/06/28. 48pp. 50443:1 13-50443:164. 

8907120065 Forwards Safety Insp Rept 50-289/89-11 on 89051 0-0609.Two violations 
for which enforcement discretion applied, identified. 

WENZINGER.E.C. Region 1, Ofc of the Director. 89/06/28. HUKILL.H.D. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 50513:031-50513:042. 

-8907120072 Insp Rept 50-289/89-11 on 89051 0-0609.Two non-cited violations 
identified.Major areas inspected:plant operations, equipment operability (maint & sur- 
veillance) & licensee action on previous insp findings. 

COWGILL,C. Region 1. Ofc of the Director. 89/06/28. 10pp. 50513:033-50513:042. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080, 

8907070191 Advises that addi calculations to support emergency diesel generator load- 
ing under worst case conditions, per Insp Rept 50-289/88-1 6,will be submitted by 
890731. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 89/06/30. Document 
Control Branch (Document Control Desk). Ip. 50442:123-50442:123. 

8907120276 Forwards Rev 0 to Technical Data Rept 935, "Results of 1988-7R Once- 
Through Steam Generator Eddy Current Exams," following completion of eddy current 
insp of TMI-1 steam Generator A & B tubes, per Tech Spec 4.19.5b. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 89707/03. Document 
Control Branch (Document Control Desk). Ip. 50510:085-50510:184, 

-8907120278 Rev 0 to "Results of 1988-7R Once-Through Steam Generator Current 
Exams." 

TORBORG,M.T., JANDOVITZ,J.S., PATTERSON,T.J. General Public Utilities Corp. - 
GPU Service Corp. 935 ROO. 89/01/25. 99pp. 50510:086-50510:184. 

8907140227 Provides followup to 890127 response to Insp Rept 50-289/88-30.Correc- 
tive actions:addl fiberglass insulation installed to eliminate moisture in cartridge.heat 
trace increased & new flow meter installed, 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 89/07/05. 
RUSSELL,W.T. Region 1, Ofc of the Director. 3pp. 50545:046-50545:047. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

■ ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170148 Forwards Insp Rept 50-289/89-80 on 890306-1 7.No violations or devi- 
ations noted.Corrections to stated exam rept noted. 

GALLO, R.M. Region 1, Ofc of the Director. 89/07/07. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50548:132-50548:169. 
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-8907170153 Insp Rept 50-289/89-80 on 890306-1 7.No violations or deviations 
noted.Major areas inspected:review of adequacy of ernergencv operating orocedures. 
KELLOGG.?.. ESELGROTH.P.W. Region 1, Ofc of the Director. 89/cl/07. 36pp. 
50548:134-50548:169. 

8907200179 Forwards Insp Rept 50-289/89-08 on 890401 -0508.NO violations noted. 
WENZINGER.E.C. Region 1. Ofc of the Director. 89/07/13. HUKILL.H.D. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 50606:339-50606:350. 

—8907200183 Insp Rept 50-289/89-08 on 890401 -0508. No violations noted. Major 
areas insoected:o'ant operations, equipment operability, emergency power sys operabil- 
itv & . .censen acticn c- previous insp findings. 

CD»'« 3 L._.C. Fee or. Ofc of the Director. 89/07/12. 10pp. 50606:341-50606:350. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves Vai.-es S'rr 'sr Design." Sve list end. 

ROSSI, C.E. D.'is.or oi Cceratir.'T; Events Assessment (Post 870411). 89/07/19. 
Consolidated Ecs.'j'' Co or .New Tor-, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8906280088 Monthly operating rept for May 1989 for TMI-1 Nuclear Station. W/89061 5 
Itr. 

SMYTH, C.W., HUKILL.H.D, General Public Utilities Corp. - GPU Service Corp. 89/05/ 
31. 6pp. 50330:331-50330:336. 

8907050316 Summary of changes to TMI-1 sys & procedures as described In SAR for 
1988. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/06/29. Document 
Control Branch (Document Control Desk). 31pp. 50403:267-50403:298. 

8907260011 Monthly operating rept forJune 1989 for TMI Unit 1.W/890717 Itr. 

SMYTH, C.W., HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 89/06/ 
30. 6pp. 50676:348-50676:353. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decor^miss'o.'^mg w/NRC. 

ZECH,LW. Commiss oners S3.'C5.'i:- JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 ltr,Question 115. 

ZECH.L.W. Commissioners, 89/05/02, JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907170148 Forwards Insp Rept 50-289/89-80 on 890306-1 7.No violations or devi- 
ations noted.Corrections to stated exam rept noted. 

GALLO,R.M. Region 1, Ofc of the Director. 89/07/07. HUKILL,H.D. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 50548:132-50548:169. 
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F. Security, medical, emergency & fire protection plans 

8907190363 Forwards Safety Insp Rept 50-293/89-09 on 89061 9-22.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director, 89/07/14. BIRD.R.G. Boston Edison 
Co. 2pp. 50593:318-50593:324. 

“8907190364 Insp Rept 50-293/89-09 on 89061 9-22.No violations noted. Major areas 
inspected:changes to emergency preparedness program, emergency 
faci!it'es.eauip"’er!t instrumentat'or' & supplies, organization & mgt control. 

CONK-=\ C regie-' 1. Ofc c: th-e Drector. 89/07/06. 5pp. 50593:320-50593:324. 


P. Operating license stage documents & correspondence 

8906290122 Forwards addi info re 880804 response to Generic Ltr 88-01 concerning 
NRC position on IGSCC in BWR austenitic stainless steel piping.per NRC 890331 re- 
quest. 

BIRD,R.G. Boston Edison Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 25pp. 50363:189-50363:213. 

8907100023 Forwards, for info,NRR 890605 Itr ack receipt of petition filed by Ecology 
Ctr of Southern CA & stating that petition being treated under 10CFR2.206 of Com- 
mission regulations, 

MCDONALD, D.G. Project Directorate 1-3. 89/06/22. BIRD.R.G. Boston Edison Co. 
2pp. 50458:328-50458:332. 

8907070078 Approves reactor operation up to 50% full power, per util power ascension 
test program & Confirmatory Action Ltr 86-10.Assessment of licensee readiness for 
release from NRC Approval Point 3 & related info end. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/26. BIRD.R.G. Boston Edison 
Co. 24pp. 50440:262-50440:285. 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61 pp, 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Proiects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907050065 Responds to NRC verbal request for addI info re NUREG-0737, Item 
II.E.4.2(7) requirement for automatic isolation of containment purge & vent 
valves.Submittal provides sumr?.^. c- d-jn-'ces •"ade to alarm response procedures. 
BIRD.R.G. Boston Edison Co. Q9.'\':6 'SO Control Branch (Document Con- 

trol Desk). 8pp. 50400:029-50400:036. 

8907190127 Discusses approach to enhancing control panels of DCRDR,per NUREG- 
0737, Item I.D.1 & forwards N/.AC-3ECo-V056, "Augmented Offgas Control Panel CP- 
600 Surface Enhancements." 

BIRD.R.G. Boston Edison Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 9pp. 50595:023-50595:095. 

-8907190128 "Augmented Offgas Control Panel CP-600 Surface Enhancements." 
CONSIDINE.R. Management Analysis Co. MAC-BECO-V056. 89/06/30. 63pp. 
50595:032-50595:095. 

8907120093 Requests exemption from primary containment leakage testing require- 
ments of 10CFR50,App J for local leak rate tests of shutdown cooling suction isola- 
tion valves, reactor bldg dosed cooling water isolation valve & drywell head. 

BIRD.R.G. Boston Edison Co. 89/07/07. Document Control Branch (Document Con- 
trol Desk). 16pp. 50515:040-50515:055. 

8907190077 Forwards response to Generic Ltr 89-06, "Task Action Plan Item 
I.D.2,SPDS 10CFR50.54(F).” Training of plant operators expected to begin in Sept.Sys 
scheduled to be fully operational by 891 231, per requirements of NUREG-0737. 
BIRD.R.G. Boston Edison Co. 89/07/10. Document Control Branch (Document Con- 
trol Desk). 56pp. 50594:229-50594:284. 

8907180477 Submits revised plant power ascension program as previously submitted by 
util 880831 Itr.Phase One demonstration proved ability of personnel, procedure & 
equipment to accomplish reactor shutdown & controlled cooldown outside control 
room. 

BIRD.R.G. Boston Edison Co. 89/07/12. Document Control Branch (Document Con- 
trol Desk). 2pp. 50579:153-50579:154. 

8907190018 Forwards updated ALARA program & current population projection to yr 
2012 & evaluation re effect of plant operation on preservation of historic properties 
near plant, per NRC 890516 request. 

BIRD.R.G. Boston Edison Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). 8pp. 50585:063-50585:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110349 Advises that 880713 response to NRC Bulletin 88-004, "Potential Safety- 
Related Pump Loss" acceptable. 

MCDONALD.D.G. Project Directorate 1-3. 89/07/06. BIRD.R.G. Boston Edison Co. 
2pp. 50499:330-50499:331. 

8907190363 Forwards Safety Insp Rept 50-293/89-09 on 89061 9-22.No violations 
noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/07/14. BIRD.R.G. Boston Edison 
Co. 2pp. 50593:318-50593:324. 

“8907190364 Insp Rept 50-293/89-09 on 89061 9-22.No violations noted. Major areas 
inspected:changes to emergency preparedness program.emergency 
facilities, equipment, instrumentation & supplies, organization & mgt control. 

CONKLIN, C. Region 1 , Ofc of the Director. 89/07/06. 5pp. 50593:320-50593:324. 

8907240285 Notification of Significant Licensee Meeting 89-112 w/util on 890816 in 
King of Prussia, PA to discuss SALP. 

BLOUGH,A.R. Region 1, Ofc of the Director. 89/07/14. Region 1, Ofc of the Director. 
2pp. 50640:348-50640:349. 

8907240510 Ack receipt of 880906 ltr re response to NRC Bulletin 89-003, "Inadequate 
Latch Engagement in HFA Type Relays Mfg by GE.” Necessary actions performed to 
address issues in bulletin. 

MCDONALD.D.G. Project Directorate 1-3. 89/07/18. BIRD.R.G. Boston Edison Co. 
3pp. 50640:284-50640:286. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 
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R. Periodic operating reports & reiated correspondence 


V. Operator Examinations 


8907130025 Forwards annual rept of changes to QA program description for 1988- 
- 999 '-.c’ud'rc changes to c'srify & r.tro-gthen 'o:c.,irements re supplier finding repts & 
•;sc 2 c-iizr. ■I-'';} limits for r.cr incn;;*' 'c-pis \v. o pa- resolution. 

BIRD.R.G. Boston Edison Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 4pp. 50533:358-50533:361. 

8907200267 Monthly operating rept for June 1989 for Pilgrim Nuclear Power Station.W/ 
890713 Itr. 

MUNRO.W., HIGHFILL.K.L. Boston Edison Co. 89/06/30. 7pp. 50612:339-50612:345. 

8907260172 Forwards plant status rept for 890617-30 period. Rept intended to provide 
NRC mgt & public w/overview of plant activities & NRC restart insp activities. 
BLOUGH.A.R. Region 1. Ofc of the Director. 89/07/10. JOHNSON.J.R. Region 1, Ofc 
of the Director. 6pp. 50658:240-50658:245. 

8907240266 Forwards biweekly status rept for 89070 1-1 4. NRC restart staff in place & 
onsite & monitoring licensee activities on around-the-clock basis during plant startup & 
power ascension & on extended shift basis at other times. 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/07/19. JOHNSON.J.R. Region 1. Ofc 
of the Director. 6pp. 50640:302-50640:307. 


S. Reportable occurrences, LERs & reiated correspondence 


8907060135 LER 89-01 7-00:on 890520 & 21, unplanned actuations of same portion of 
RHR sys/LPCI loop selection logic circuitry occurred while shutdown.Caused by engi- 
neer error.Testing suspended & affected components restored.W/890619 Itr. 
ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/06/19. 5pp. 50407:199-50407:203. 

8906300080 PNO-l-89-049:on 890626, WT Russell approved NRC Restart Assessment 
Panel recommendation to release licensee from third NRC approval point in licensee 
power ascension test program.Testing activities scheduled for next phase. 

WARREN.C.. BLOUGH.R. Region 1. Ofc of the Director. 89/06/26. Ip. 50378:311- 
50378:311. 

8907060126 LER 89-01 8-00:on 890525.automatic actuation of outboard RWCU sys por- 
tion of primary containment isolation control sys occurred.Caused by air in instrumen- 
tation sensing line of RWCU sys flow sensor.Procedures revised.W/890626 Itr. 
ELLIS.D.W.. BIRD.R.G. Boston Edison Co. 89/06/26. 6pp. 50415:132-50415:138. 

8907170486 LER 88-01 7-01 :on 880608, crack discovered in yoke portion of RHR sys 
Loop B valve. Caused by high stress levels due to yoke design. fabrication defects & 
excessive application of motor operator thrust.Valve yoke repaired.W/890703 Itr. 
BASILESCO.G.. BIRD.R.G. Boston Edison Co. 89/07/03. 8pp. 50567:004-50567:011. 

8907170489 LER 86-026-01 :on 861029, QA audit identified that surveillances required by 
Tech Spec Tables 4. 2. D, Note 6 & 4.8-2 not procedurally addressed.Caused by lack of 
verifications in administrative controls.W/890703 Itr. 

LUNN.B.P., BIRD.R.G. Boston Edison Co. 89/07/03. 5pp. 50553:016-50553:020. 

8907180060 Notification of Significant Licensee Meeting 89-105/suppl enforcement con- 
ference re Augmented Insp Team findings concerning 890412 reactor core isolatibn 
cooling sys overpressurization. 

BLOUGH.A.R. Region 1, Ofc of the Director. 89/07/03. Region 1, Ofc of the Director. 
2pp. 50596:031-50596:032. 

8907180482 LER 89-01 9-00:on 890609, RCIC sys made inoperable per Tech Specs due 
to inoperable area temp switch, Caused by 890514 surveillance procedure signed as 
completed w/unsatisfactory results.Terminal block replaced.W/890707 Itr. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/07/07. 7pp. 50580:131-50580:137. 

8907180496 LER 89-020-00:on 89061 4, unplanned reactor protection sys scram signal 
occurred during shutdown.Caused by operator error.Responsible operator verbally rep- 
rimanded for failing to follow approved procedure.W/8907l 1 itr. 

ELLIS.D.W., BIRD.R.G. Boston Edison Co. 89/07/11. 5pp. 50580:144-50580:148. 

8907240492 PNO-89-059:on 89071 8,reactor manually tripped from 50% power after 
loss of air ejectors caused decreased condenser vacuum condition.Cause of failure 
not immediately evident.however air ejectors shifted due to slightly degraded vacuum. 
WARREN.C.. BLOUGH.R. Region 1. Ofc of the Director. 89/07/18. 1p. 50636:082- 
50636:082. 


U. Congressional/Executive Correspondence 


8906290455 Responds to 890425 & 0515 Itrs re problems encountered during restart of 
plant & 89041 2 spill of radioactive water. 

ZECH.L.W. Commissioners. 89/06/15. THOMPSON.A.C. Plymouth, MA. 13pp. 
50338:053-50338:070. 

“8906290456 Discusses 890412 event where plant suffered procedural inadequacy due 
to personnel inadequacy & malfunction. Unusual event declared on 890416. 
THOMPSON.A.C. Plymouth. MA. 89/04/25. ZECH.L. Commissioners. 3pp. 50338:066- 
50338:068. 

“8906290459 Expresses concern about 890412 event at plant & status of radiological 
emergency plans for town & problems encountered during restart. 

THOMPSON.A.C. Plymouth, MA. 89/05/15. ZECH,L. Commissioners. 2pp. 50338:069- 
50338:070. 

8907030068 Responds to 890518 Itr re problems during restart of plant & 890412 over- 
pressure transient on RCIC sys.NRC continues to endorse deliberate, phased reactor 
startup & power ascension program at facility. 

ZECH.L.W. Commissioners. 89/06/23, DUKAKIS, M.S. Massachusetts, Commonwealth 
of. 4pp. 50416:205-50416:210. 

“8907030071 Requests that NRC formally suspend Pilgrim license & begin to address 
addi util actions required prior to reinstatement of license. 

DUKAKIS.M.S. Massachusetts, Commonwealth of. 89/05/18. ZECH.L.W. Commis- 
sioners. 2pp. 50416:209-50416:210. 


8907060136 Advises that J Healy reassigned within util to positic" net -oquiring license 
certification & will no longer participate in licensed operator '"•q-jaiif ca'.ior program. 
BIRD.R.G. Boston Edison Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 2pp. 50434:004-50434:005. 

8907060026 Generic Ltr 89-12 to alt power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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P. Operating license stage documents & correspondence 


8907140249 Forwards order authorizing dismantling of facility & disposition of compo- 
nent parts for License R-114,per 890120 application.Environ assessment & finding of 
no significant impact & safety evaluation also end. 

MICHAELS.T.S. Standardization & Non-Power Reactor Project Directorate (Pre 
-DO'cC) 69/:? ’1' WILKINSON, R.E. Michigan State Univ„ East Lansing, Ml. 3pp. 
5.')5'-.2 ]&2-zQzA2 "Q? 


“8907140253 Order authorizing facility dismantling & disposition of component parts for 
License R-114,per 890120 request. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/07/11. Michigan State Univ., East Lansing, Ml. 3pp. 50542:185- 
50542:187. 

“8907140257 Environ assessment & finding of no significant impact re proposed order 
authorizing dismantling of reactor & disposition of component parts. 

MILLER, C.L. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/30. 3pp. 50542:188-50542:190. 

“8907140265 Safety evaluation supporting dismantling & disposition of component 
parts, per 890120 application. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/11. 7pp. 
50542:191-50542:197. 
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P. Security, medical, emergency & fire protection plans 


8907060148 Procedure Change Request A-89-161 to Rev 8 to EPIP 550-6, ‘‘Monthly 
Radiological Emergency Equipment Test & Checks.” 

LEIGH.R. Commonwealth Edison Co. 89/06/14. 7pp. 50414:321-50414:327. 

8907130110 Public version of Change Request A-89-162 to EPIP-320-1, "Actuation of 
Generating Station Emergency Plan Station Group." W/DH Grimsiey 890707 release 
memo. 

NYKIND.J.W. Commonwealth Edison Co. 89/06/14. 1 1pp. 50519:227-50519:236. 

8907110219 Change Request A-89-279 to Rev 9 to EPIP 1 10-1, "Station Director.” 

• Commonwealth Edison Co. 89/06/27. 13pp. 50501:239-50501:251. 

8907130289 Rev 2 to EPIP 100-1, “Acting Station Director (Shift Engineer) Implement- 
ing Procedure.” 

• Commonwealth Edison Co. 89/06/27. 4pp. 50536:352-50536:355. 

8907130272 Change Request A-89-278 to EPIP 100-1, "Acting Station Director (Shift 
Engineer) Implementing Procedures." 

* Commonwealth Edison Co. 89/06/30. 21pp. 50532:210-50532:230. 

8907260216 Forwards "Exercise RepLZion Nuclear Power Station Commonwealth 
Edison Co Joint Exercise," final rept for full participation exercise on 870623.No defi- 
ciencies observed. Rept identifies 19 areas requiring corrective action. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 89/07/14. CONGEL.FJ. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50672:259-50672:333. 

“8907260218 "Exercise Rept:Zion Nuclear Power Station Commonwealth Edison Joint 
Exercise,870623.” 

* Federal Emergency Management Agency. 89/07/05. 73pp. 50672:261-50672:333. 

8907250035 Application for amends to Licenses DPR-39 & DPR-48,removing Section 3/ 
4.17.2, "Aircraft Fire Detection Sys," from Tech Specs due to low probability of air- 
craft crash. 

TRZYNA.G.E. Commonwealth Edison Co. 89/07/18. Office of Nuclear Reactor Regu- 
lation, Director (Post 87041 1). 2pp. 50671:001-50671:135. 


“8907250037 Proposed Tech Specs, removing Section 3/4.17.2, “Aircraft Fire Detection 
Sys." 

* Commonwealth Edison Co. 89/07/18. 8pp. 50671:003-50671:010. 


“8907250039 "Commonwealth Edison Co Zion Nuclear Power Station Aircraft Crash 
Fire Detection Sys Analysis Probabilistic Risk Evaluation." 

* Fluor Daniel. Inc. 89/01/31. 130pp. 50671:011-50671:135. 


J. Insurance & indemnity information 


8906290064 Forwards Endorsements 55,28.205,179,55,37,117,100.108 & 97 to NELIA 
& MAELU Policies NF-227,MF-114,NF.43,MF-22.NF-253. MF-104,NF-187.MF-54,NF. 
201 & MF-64.respectively. 

OSTER.J. Commonwealth Edison Co. 89/06/19. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). lipp, 50363:345-50363:355. 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

8907180256 Revised annual update to FSAR for Zion Nuclear Power Station, Units 1 & 
2.W/890713 Itr. 

KOVACH, T.J. Commonwealth Edison Co. 88/12/31. 128pp. 50596:050-50596:176. 


P. Operating license stage documents & correspondence 

8906290408 Responds to NRC 090405 request for addi info re design of component 
cooling water sys. 

TRZYNA.G.E. Commonwealth Edison Co. 89/06/20. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 235pp. 50340:244-50341:119. 

8907050033 Confirms 890707 senior mgt meeting w/util at Region III ofc in Glen 
Ellyn, IL to discuss current status of improvement programs implemented at plant, per 
890626 discussion. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/06/27. REED,C. Commonwealth 
Edison Co. 2pp. 50408:029-50408:030. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers, of CPs for nuclear power plants re safety-related motor-operated valve testing & 
sun/eillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110317 Application for amends to Licenses DPR-39 & DPR-48, modifying Tech 
Spec Section 3.15, "Auxiliary Electric Power Sys" to permit allowable out of svc 
period for diesel generator to be extended to 45 days for one-time maint overhaul. 
TRZYNA.G.E. Commonwealth Edison Co. 89/07/06. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 3pp. 50530:013-50530:042. 

-8907110319 Proposed Tech Spec Section 3.15, "Auxiliary Electric Power Supply." 

• Commonwealth Edison Co. 89/07/06. 27pp. 50530:016-50530:042. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER,M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907240015 Forwards details of allegations re util implementation of fitness for duty 
program,for info.Allegation does not provide sufficient details or basis to indicate po- 
tential safety concern exists.EncI withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/07/12. REED.C. Commonwealth 
Edison Co. 2pp. 50636:274-50636:275. 

8907250112 Forwards notice of consideration of issuance of amend to Licenses DPR- 
39 & DPR-48 & opportunity for hearing. 

PATEL, C.P. Project Directorate 111-2. 89/07/14. KOVACH, T.J. Commonwealth Edison 
Co. 2pp. 50642:087-50642:093. 

-8907250115 Notice of consideration of issuance of amend to Licenses DPR-39 & 
DPR-48 & opportunity for hearing.Amend revises Tech Specs to allow one-time exten- 
sion of out-of-svc period for common diesel generators. 

PATEL, C.P. Project Directorate III-2. 89/07/14. 4pp. 50642:089-50642:093. 

8907250035 Application for amends to Licenses DPR-39 & DPR-48. removing Section 3/ 
4.17.2, "Aircraft Fire Detection Sys," from Tech Specs due to low probability of air- 
craft crash. 

TRZYNA.G.E. Commonwealth Edison Co. 89/07/18. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 2pp. 50671:001-50671:135. 

-8907250037 Proposed Tech Specs, removing Section 3/4.17.2, "Aircraft Fire Detection 
Sys." 

• Commonwealth Edison Co. 89/07/18. 8pp. 50671:003-50671:010. 

-8907250039 "Commonwealth Edison Co Zion Nuclear Power Station Aircraft Crash 
Fire Detection Sys Analysis Probabilistic Risk Evaluation." 

• Fluor Daniel, Inc. 89/01/31. 130pp. 50671:011-50671:135. 

8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280021 Forwards Enforcement Conference Rept 50-295/89-19 on 890531 & notice 
of violation. 

GR6ENMAN,E.G. Region 3, Ofc of the Director. 89/06/19. REED,C. Commonwealth 
Edison Co. 2pp. 50313:345-50313:351. 

-8906280023 Notice of violation from insp on 890531 .Violation noted:Unit 1 operated at 
power levels up to 100% from 8903 11 -18, period in excess of 48 h. 

GREENMAN.E.G. Region 3. Ofc of the Director. 89/06/19. Ip. 50313:347-50313:347. 

-8906280028 Insp Rept 50-295/89-19 on 890331. No violations noted. Major areas 
di8Cussed:containment spray Valve 1 MOV CS-0049 being inoperable & rendering one 
train of containment spray sys unable to function in recirculation mode. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/16. 4pp. 50313:348-50313:351. 

8906290330 Informs that Allegation R111-88-A-0140 considered closed. Licensee 890526 
response to NRC request for info acceptable. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/21. REED,C. Commonwealth 
Edison Co. 2pp. 50364:193-50364:202. 

-8906290335 Provides response to Allegation RIII-88-A-0140 forwarded to licensee by 
890421 Itr for investigation. 

KOVACH, T.J. Commonwealth Edison Co. 89/05/26. DAVIS, A.B. Region 3, Ofc of the 
Director. 5pp. 50744:234-50744:251. 


8906290360 Advises that Allegation RIII-89-A-0004 considered closed. No violations of 
NRC requirements re upgrading unqualified auxiliary operators to equipment attend- 
ants or abandonment of svc water flow meters identified. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/21. REED,C. Commonwealth 
Edison Co. 2pp. 50364:035-50364:050. 

—8906290367 Responds to NRC 890503 Itr transmitting Allegation RIII-89-A-0004.Un- 
qualified personnel will perform rounds only when accompanied by shift 
mgt. Investigation of permanent replacement flowmeters on room coolers underway. 
KOVACH, T.J. Commonwealth Edison Co. 88/06/16. DAVIS, A.B. Region 3. Ofc of the 
Director. 10pp. 50364:041-50364:050. 

8907050003 Confirms agreement for OSHA training course for NRC inspectors.Final ar- 
rangements for site visit requested. Draft memo delineating course development end. 
GREENMAN.E.G. Region 3. Ofc of the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 5pp. 50552:199-50552:203. 

8906260403 NRC Info Notice 89-055. "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050311 Suppls util 880711 response to NRC Bulletin 88-004. Util confirmed that 
RHR sys could experience pump-to-pump interaction. Min flow rate of 50 gpm for RHR 
pump would prevent cavitation & pump failure within 30 minutes. 

RICHTER, M.H. Commonwealth Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 7pp. 50417:166-50417:172. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Noncc''fcrmTG Molded-Case Circuit 
Breakers." Walkdown/inventory search of safety- reia'.o.': & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008, Suppl 3 re piping subj to unac- 
ceptable thermal stratification. Review indicated that Dresden, Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 

8907260206 Forwards SIMS insp rept on 890705-07 re verification requirements of 
SIMS. 

ROONEY, V.L. Project Directorate 1-3. 89/07/21. SHEMANSKI.P.C. Project Directorate 
III-2. 4pp. 50673:090-50673:093. 

8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 

ctftfinnc \ju/a iroc 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 


8907110279 Monthly operating repts for June 1989 for Zion Units 1 & 2. W/890707 Itr. 
THOMAS, J.. JOYCE.T.P. Commonwealth Edison Co. 89/06/30. 11pp. 50500:337- 
50500:347. 


S. Reportable occurrences, LERs & related correspondence 


8907120125 LER 88-012-01 :on 88061 7,determined that 20 valves failed 1% setpoint 
pressure tolerance as required by Tech Spec Table 4.7-1. Caused by setpoint drifting 
between calibr testing or by testing method. Valves overhauled.W/890706 Itr. 
BERCZYNSKI.S., JOYCE, T. Commonwealth Edison Co. 89/04/28. 5pp. 50511:166- 
50511:170. 

6907070146 LER 89-007-00:on 890311, RHR supply to Train A containment spray 
header stop valve did not fully open while performing PT-2B Step A.5.Caused by boric 
aid buildup on valve stem. Valve stem cleaned & lubricated.W/890701 Itr. 

USYAK.B., JOYCE.T.P. Commonwealth Edison Co. 89/07/03. 5pp. 50447:322- 
50447:326. 

8907140174 LER 89-008-00:on 890609,ldentified that potential problem exists re svc 
water sys ability to supply both room coolers w/current piping configuration.Caused by 
design deficiency. Safety significance for subj room cooler being evaluated. 
HENDERSON, K. Commonwealth Edison Co. 89/07/09. 3pp. 50544:165-50544:167. 

8907250054 Forwards LER 89-008-00 re room cooler svc water supply discrepancy dis- 
covered on 890609. 

JOYCE.T.P. Commonwealth Edison Co. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 50642:094-50642:096. 

8907250090 LER 89-008-00:on 890620, inadvertent start of auxiliary feedwater pump oc- 
curred due to distraction in room.Caused by personnel error & reversal start/ stop la- 
beling on pump switch, Labeling corrected.W/890720 Itr. 

LEVY.G.R., JOYCE.T.P. Commonwealth Edison Co. 89/07/20. 4pp. 50649:081- 
50649:084. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8906290041 Rev 2 to "TVA Radiological Emergency Plan.” W/890623 ltr. 
KINGSLEY.O.D.. RAY.M.J., MARKS, B.K. Tennessee Valley Authority. 89/06/12. 
192pp. 50351:163-50351:356. 

8907120010 Revised emergency plan.App A.W/890707 ltr. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907120046 Advises that 890331 rev to physical security plan consistent w/provisions 
of lOCF'^SO & acceptable, w/one exception. Concerns raised w/new wording 
that states protective svcs.will ensure annual audit performed. 

CLINE, \/\, E Roc 0 - ^ Dfc of the Director. 89/06/29. KINGSLEY.O.D. Tennessee 
Valley Auinonty.'4pp. 50515:034-50515:037. 

8907200127 Rev 3 to radiologies.: om-orconcy n::an W/890712 ltr. 

RAY.M.J. Tennessee Valley A.. :’'or :> Gj.'OG 31) 14pp. 50597:103-50597:116. 

8907170450 Clarifies response to Question 12 in NRC 860807 ltr re 10CFR50,App 
R. Conservative interpretation of which wires constitute initiating device circuit implies 
that many smoke detectors should be considered Style B instead of Style D. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50576:183-50576:186. 

8907260106 Forwards Insp Repts 50-259/89-25.50-260/89-25 & 50-296/89-25 on 
890530-0602. No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/18. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50677:031-50677:037. 

-8907260110 Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 890530- 
0602. Major areas inspected:observation & evaluation of annual emergency exercise. 
SARTOR.W.M. Region 2, Ofc of the Director. 89/07/13. 5pp. 50677:033-50677:037. 

8907250190 Revised Central Emergency Control Ctr (CECC) EPlPs, including Rev 3 to 
CECC-EPIP-1, ‘‘EDO Notification Checklist” & Rev 4 to CECC-EPlP-2. ‘‘Operations 
Duty Specialist Procedure for Notification....” W/890719 ltr. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 


P. Operating license stage documents & correspondence 

8902030171 Forwards Amends 163,160 & 134 to Licenses DPR-33,DPR-52 & DPR- 
OS.rescoctivc!'. & safet;, evaluation. Amends delete seismic restraints & supports from 
Tech Spec Sections iVH & 4.6.H. 

BLACK,S. Assistant □’‘-ectc' ^or °rc'ects 89/01/19. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. ::C562:C9:-5Cf;62: v.2 

-8902030176 Amends 163,160 & 1634to Licenses DPR-33,DPR-52 & DPR-68, 
respectively, deleting seismic restraints & supports from Tech Spec Sections 3.6.H & 
4.6.H. 

BLACK, S. Assistant Director for Projects. 89/01/19. 47pp. 50562:092-50562:140. 

“8902030177 Safety evaluation supporting Amends 163,160 & 134 to Licenses DPR- 
33,DPR-52 & DPR-68, respectively. 

* NRC - No Detailed Affiliation Given. 89/01/19. 2pp. 50562:141-50562:142. 

8906300201 Forwards addi info re technical resolution of nonseismically qualified dis- 
charge pio^nc ^c' emergency equipment cooling water sys.W/51 oversize drawings. 
RAY.M.J. Tennessee Valley Authority. 89/06/05. Document Control Branch (Docu- 
ment Control Desk). 70pp. 50352:352-50353:062, 

8906280289 Requests analyses of samples for tritium, Fe-55,Sr-89 & Sr-90 no later than 
60 days from receipt of samples as part of NRC Confirmatory Measurements Pro- 
gram. 

WILSON, B, A. Assistant Director for Inspection Programs. 89/06/15. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50333:008-50333:009. 

8906280099 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Spec Sections 1.0.S,3.10.B & 3.10.C to correct identified deficiencies re core al- 
terations/source range monitors. 

RAY.M.J. Tennessee Valley Authority. 89/06/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50330:159-50330:187. 

-8906280103 Proposed Tech Specs changing Sections 1.0.S.3.10.B & 3.1 0.C. 

* Tennessee Valley Authority. 89/06/20. 26pp. 50330:162-50330:187. 

8907050086 Summary of 890615 meeting w/util in Rockville, MD re proposed Tech 
Spec Change 251 dealing w/Table 3.7.A, "Primary Containment Isolation Valves.” 
FIELDS, M.B. TVA Projects Division. 89/06/22, TVA Projects Division. 40pp. 
50399:335-50400:014. 

8906300024 Discusses integration of engineering assurance functions into nuclear QA & 
nuclear engineering.Concludes that process described in 890609 meeting provides 
adequate basis that quality of engineering will be appropriately monitored. 

LIAW.B.D. TVA Projects Division. 89/06/23. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 5pp. 50379:001-50379:005. 

8907030170 Forwards FSAR.Apps J,K & L, describing reactor pressure vessel design 
bases, for Units 1 ,2 & 3, respectively, per NRC request. 

RAY.M.L. Tennessee Valley Authority. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 319pp. 50389:031-50389:354. 

8907050124 Forwards.for info,890605 ltr ack receipt of petition filed by Ecology Ctr of 
Southern CA & states that petition is being treated under 10CFR2.206, 

BLACK.S.C. Assistant Director for Projects. 89/06/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50399:3 1 8-50399:323. 


8907030171 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption to lOC'^PEO 71(e) concerning annual update to FSAR. 

BLACK.S.C. Assistant Drocic' :cr ?'c:f:C*.s 89/06/26. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 5i;3:;'J-353-5J3??J 355 

-8907030172 Environ assessment & finding of no significant impact re temporary ex- 
emption to 10CFR50.7l-'e) cc.ncenl.ng rtn-.-a: ..pdat-r of FSAR. 

BLACK.S.C. Assistant D^reciC' fc' P'C --cts 39 96 26. 4pp. 50390:355-50390:358. 

8907030192 Notification of 890710-12 meeting w/util in Decatur, AL to discuss interlocks 
& interconnection between ac/dc distribution sys. 

DANIELS, T. Assistant Director for Projects. 89/06/26. BLACK, S. Assistant Director for 
Projects. 3pp. 50383:357-50383:359. 

8906300126 Forwards response to TMl Action Item II.D,3.4, ‘‘Control Room Habitability - 
Hazardous Chemicals." Rate of vaporization of diesel fuel oil not sufficiently high to 
produce toxic concentrations in main control room. 

RAY,M.J. Tennessee Val'ov Autho'itv 89/06 '27. Document Control Branch (Docu- 
ment Control Desk). 8pp. 503'’8 25C-5:3'6.25'’ 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907060088 Advises that TVA considers Employee Concern Task Group Rept 40700 
final resolution of heat code traceability issue. 

RAY,M.J, Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50433:175-50433:176. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, "NRC Position of Radiation Embrittlement of Reactor Vessel 
Mails & Impact on Plant Operations.” 

BLACK,S.C. TVA Projects Division. 89/06/29. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution tf 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907070189 Forwards supplemental response to Generic Ltr 88-01 re rept of 
exam.repair & mitigation plans for facilities & IGSCC susceptible piping. 

RAY.M. Tennessee Valley Authority. 89/06/30. Document Control Branch (Document 
Control Desk). 16pp. 50455:335-50455:350. 

8907180002 Responds to 890617 ltr re potential industrial safety hazard resulting from 
inclusion of glass rotameter in RWCU sample line at plant.NRC will continue monitor- 
ing util implementation of corrective action. 

LIAW.B.D. TVA Projects Division. 89/07/03. BUGGS.E.D. Affiliation Not Assigned. 
4pp. 50577:120-50577:126. 

-8907180003 Expresses concern re potential industrial safety hazard resulting from in- 
clusion of glass rotameter in RWCU sample line at plant. 

BUGGS.E.D. Affiliation Not Assigned. 89/06/17. ZECH.L. Commissioners. 1p. 
50577:124-50577:126. 

8907130116 Advises that 890601 clarification to 890214 ltr granting relief Request H-3 
re changing pressure boundary for HPCI sys from valve 73-646 to valve 73-645 does 
not affect request acceptability. 

BLACK, S. TVA Projects Division. 89/07/06. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 5pp. 50537:066-50537:070. 

8907140036 Forwards temporary exemption from 10CFR50.71(e) for annual update of 
updated FSAR for plant.per 890523 request. 

BLACK, S. Assistant Director for Projects. 89/07/07. KlNGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50541:097-50541:102. 

-8907140039 Exemption from 10CFR50.71(e) requiring annual update of updated 
FSAR.W/design mods currenting underway to support Unit 2 restart,update in Jul 
1 989 would not reflect Unit 2 configuration at projected time of startup. 

LIAW.B.D. TVA Projects Division, 89/07/07. Tennessee Valley Authority. 4pp, 
50541:099-50541:102. 

8907140261 Requests addI info re nuclear QA plan within 60 days of receipt of ltr. 
BLACK.S.C. TVA Projects Division. 89/07/10. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907140281 Provides addi NRC audit insights re plant risk review for info helpful in re- 
finement of response to Generic Ltr 88-19. NRC recommends that util re-examine 
plant emergency operating procedures used in recovery from transient. 

BLACK.S. Assistant Director for Projects. 89/07/10. KINGSLEY.O.D. Tennessee 
Valley Authority, 10pp. 50541:304-50541:313, 

8907140269 Responds to Generic Ltr 89-06, “SPDS." Util fully meets requirements of 
NUREG-0737,Suppl 1, 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907180281 Provides addi documentation for Tech Spec Table 3.7.A, "Containment Iso- 
lation Valves" requested by NRC in 890615 meeting & 890622 ltr. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 72pp. 50561:032-50561:103. 

8907180207 Provides addi info as discussed in 890628 telcon w/NRC re 890214 Tech 
Spec Change 265T concerning control room habitability.Accidents considered in TVA 
Calculation ND-Q0090-88-11 bounded by LOCA for control room operator. 

RAY.M.J. Tennessee Valley Authority. 89/07/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50572:171-50572:173. 

8907250021 Notification of 890721 meeting w/util in Rockviile.MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY.T.E., SNIEZEK.J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 4pp. 50654:187-50654:190. 
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8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL, R.H. Tennessee Vallov ^uthc'^'tv 80/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. ;'jCr>2S:27 i-5.>229.275 

8907250163 Ack understanding of conditions of acceptance for relief requests granted 
conditionally or partially denied in 890519 SER on inservice test program for pumps & 
valves.Few minor discrepancies discovered in SER. W/ list of discrepancies. 

RAY.MJ. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50654:203-50654:205. 

8907250169 Discusses resolution of Employee Concern 21800 discrepancy re low temp 
thermal analysis originally identified during 890.? mcetinr. w/NRC concerning seis- 
mic issues at plant.Rev 3 of Design Criteria B-.\-5::-C-v:c:rissued in 890301. 

RAY.M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50654:212-50654:213. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290102 Ack receipt of 880115 ltr informing NRC of steos taken to correct violations 
noted in Insp Repts 50-259/87-37, 50-260/87-37 & 5:)-23'5 '8/-j7. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/09. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50364:137-50364:138. 

8901300243 Responds to NRC Bulletin 88-010. ‘‘Nonconforming Molded-Case Circuit 
Beakers." Util identified 185 QA Level I & 11 molded-case circuit breakers in ware- 
house stock & 361 breakers purchased for planned mods but not installed. 

PAY.M.J. Tennessee Valley Authority. 89/06/23. Document Control Branch (Docu- 
nent Control Desk). 9pp. 50380:001-50380:009. 

8907100009 Summary of 890606 meeting w/util in Rockville.MD re handling of clay pipe 
ssue & condition adverse to quality program, per fird!"gs i." 'nsc Popts 50-259/89- 

10.50- 260/89-10 & 50-296/89-10. List of attendees & preser:a;icr. sl.ces encl. 

GEARS, G.E. TVA Projects Division. 89/06/29. TVA Projects Division. 25pp. 
50459:145-50459:169. 

9906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110291 Responds to NRC 890522 ltr re violations noted in Insp Repts 50-259/89- 

11.50- 260/89-11 & 50-296/89-1 1. Corrective actions: Site Director Std Practice 7.9 will 
be revised by 890801 to provide appropriate advisor & supervisor signature & ack. 
RAY.M.J. Tennessee Valley Authority. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50499:011-50499:017. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907120172 Responds to NRC 890508 ltr re violations noted in Insp Repts 50-259/89- 

06.50- 260/89-06 & 50-296/89-06.Corrective actions: surveillance instruction revised 
to inform operator of pending half scrams & steps for clearing half scrams. 

RAY,M,J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 18pp. 50512:118-50512:135. 

8907170176 Responds to NRC 890522 ltr re violations noted in Insp Repts 50-259/89- 

11.50- 260/89-11 & 50-296/89-11. Corrective actions: reactor bldg isolated & standby 
gas treatment & control room emergency ventilation sys actuated. List of commitments 
encl. 

MEDFORD, M.O. Tennessee Valley Authority. 89/07/10. Document Control Branch 
(Document Control Desk). 7pp. 50548:175-50548:181. 

8907260280 Forwards Reactive Team Insp Repts 50-259/89-18,50-260/89-18 & 50- 
296/89-18 on 890210-0522 & 0612-14 & notice of violation.Concerns noted re initiat- 
ing Cycle 6 reload w/o adequate monitoring & inadequate procedures. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/13. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50658:314-50658:331. 

-8907260285 Notice of violation from insp on 890210-0522 & 0612-14. Violations 
noted:core loading procedures did not contain provisions to ensure continuous moni- 
toring of neutron flux throughout core loading & scheme for reload not identified. 
WILSON, B.A. Assistant Director for Inspection Programs. 89/07/13. 2pp. 50658:317- 
50658:318. 

-8907260288 Insp Repts 50-259/89-18,50-260/89-18 & 50-296/89-18 on 890210-0522 
& 0612-14.Violations noted.Major areas inspected:follow up on findings identified in 
Insp Repts 50-259/89-04,50-260/89-04 & 50-296/89-04. 

CARPENTER, D.R., LITTLE, W.S. Region 2, Ofc of the Director. 89/07/13. 13pp. 
50658:319-50658:331. 

8907260106 Forwards Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 
890530-0602. No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/18. KINGSLEY.O.D. 
Tennessee Valley Authority, 2pp. 50677:031-50677:037. 

-8907260110 Insp Repts 50-259/89-25,50-260/89-25 & 50-296/89-25 on 890530- 
0602.Maior areas inspected:observation & evaluation of annual emergency exercise. 
SARTOR, W.M., RANKIN, W.H. Region 2. Ofc of the Director. 89/07/13. 5pp. 
50677:033-50677:037. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907210077 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 


8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907100191 "Discharge Monitoring Rept" for May 1989. 

SCHMIERBACH,M. Tennessee Valley Authority. 89/05/31. 12pp. 50458:166- 

50458:177. 

8907190015 Monthly operating repts for June 1989 for Browns Ferry Units 1,2 & 3.W/ 
890714 ltr. 

RATLIFF.S.A., RAY,M.J. Tennessee Valley Authority. 89/06/30. 12pp. 50597:136- 
50597:147. 


S. Reportable occurrences, LERs & related correspondence 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series. Encl list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list encl. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


P. Operating license stage documents & correspondence 

8907100247 Advises that site visit planned during wk of 890731 to discuss license re- 
newal application & increase NRC familiarity w/facility. 

ADAMS.A. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/28. POULTON.B.R. North Carolina State Univ., Raleigh, NC. 3pp. 50457:023- 
50457:025. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 

8907060176 Forwards Rev 24 to safeguards plan. Rev reflects physical security up- 
grades & protected area surveillance/assessment capabilities.Rev withheld (ref 
10CFR73.21). 

TREVORS, G.A. Nebraska Public Power District. 89/06/26. Document Control Branch 
(Document Control Desk). 1p. 50431:332-50431:332. 

8907050438 Requests verification of population data & evacuation time estimates & util 
latest estimate for amount of time required to notify & evacuate all citizens within 10- 
mile zone. 

BOLEY.K. Public Citizen’s Critical Mass Ero'-gv P''c;ect. 89/06/28. O’CONNOR, P. 
NRC - No Detailed Affiliation Given. 5pp. 50-'‘-06.3Ce-5C’4C8:3l2. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240397 Forwards Rev 7 to updated FSAR for Cooper Nuclear Station. Rev reflects 
changes made since last submittal & current for work completed as of 8901 22. Next 
rev will be submitted on or before 900722. 

KUNCL,L.G. Nebraska Public Power District. 89/07/05. Document Control Branch 
(Document Control Desk). 14pp. 50699:018-50699:031. 

“8907270047 Rev 7 to updated FSAR for Cooper Nuclear Station. W/one oversize 
figure. 

* Nebraska Public Power District. 89/07/22. 400pp. 50699:032-50700:078. 


P. Operating license stage documents & correspondence 

8906060111 Forwards safety evaluation & INEL technical evaluation rept re licensee re- 
sponse to Item 4.5.3, ’’Reactor Trip Sys (RTS) ..." of Generic Ltr 83-28. Existing inter- 
vals consistent w/achieving high RTS availability & acceptable.W/o ends. 

O’CONNOR, P.W. Project Directorate IV. 89/05/31. TREVORS, G.A. Nebraska Public 
Power District. Ip. 50495:251-50495:253. 

“8907070255 Safety evaluation on Generic Ltr 83-28, Item 4.5.3 re reactor trip sys reli- 
ability for all domestic operating reactors. Intervals for on-line functional testing con- 
sistent w/ achieving high reactor trip sys availability at reactors. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/05/31. 2po. 
50495:254-50495:282. 

8906290198 Discusses actions taken prior to & during Spring 1989 refueling 
outage.Engineering study determined that removal of diesel generator auto-start sig- 
nals due to loss of individual offsite power sources would resolve concern. 

TREVORS, G.A. Nebraska Public Power District. 89/06/19. Document Control Branch 
(Document Control Desk). 2pp. 50369:225-50369:226. 

8907030190 Proposes 890808,15 or 16 meeting of senior util executives to discuss vari- 
ety of regulatory issues,including SALP process in Region IV, improving communication 
w/license mgt & Region IV enforcement philosophy.Response requested. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/06/20. PARRIS, H.G. Nebraska Public 
Power District. 2pp. 50383:360-50383:361. 
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8907050157 Forwards NRR 890605 Itr ack receipt of petition filed by Ecology Ctr of 
Southern California & stating that petition being treated under 10CFR2.206 of NRC 
regulations. 

O'CONNOR.P.W. Project Directorate IV. 89/06/22. TREVORS.G.A, Nebraska Public 
Power District. 3pp. 50401:238-50401:244. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907190165 Provides agenda for 890809 meeting of senior util executives sponsored by 
Region IV at Univ of Texas.Recipient scheduled to co-lead discussion of SALP proc- 
ess w/J Milhoan. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/07/11. PARRIS, H, Nebraska Public 
Power District. 4pp. 50593:077-50593:080. 

8907250211 Responds to Generic Ltr 89-08. “Erosion/Corrosion - Induced Pipe Wall 
Thinning." Long-term erosion/corrosion monitoring program has been put in place at 
plant to maintain structural integrity of carbon steel piping sys. 

KUNCL.L.G. Nebraska Public Power District. 89/07/13. Document Control Branch 
(Document Control Desk). 2pp. 50642:305-50642:306. 


Q. Inspection reports, IE Bulletins & correspondence 

8907030190 Proposes 890808,15 or 16 meeting of senior util executives to discuss vari- 
ety of regulatory issues, including SALP process in Region IV, improving communication 
w/license mgt & Region IV enforcement philosophy.Response requested. 

MARTIN, R.D. Region 4. Cfc of the Director. 89/06/20. PARRIS.H.G. Nebraska Public 
Power District. 2pp. 50303:360-50333:361. 

8907070067 Forwards Insp Rept 50-298/89-18 on 890416-0531 & notice of 
violation. NRC considers inadequate station mod work instructions significant.Other 
weaknesses in plant mod process identified in Paragraph 6 in insp rept. 

MILHOAN, J.L Region 4, Ofc of the Director. 89/06/22. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 50441:308-50441:321. 

-8907070068 Notice of violation from insp on 89041 6-0531. Violations noted:on 
89051 8, main steam line drain outboard isolation valve shut while danger-tagged open 
& operation of reactor while squib valve inoperable for more than 7 days. 

* Region 4, Ofc of the Director. 89/06/22. 2pp. 50441:310-50441:311. 

-8907070069 Insp Rept 50-298/89-18 on 8904 16-0531. Violations noted.Major areas 
inspected:operational safety verification, monthly surveillance & maint 
observations,installation & testing of mods & refueling activities. 

PICK, G. A., BENNETT, W.R., CONSTABLE, G.L. Region 4, Ofc of the Director. 89/06/ 

15. 10pp. 50441:312-50441:321. 

8907050467 Notification of Significant Licensee Meeting on 890712 w/util to discuss 
issues resulting from SALP. 

CONSTABLE. G.L. Region 4. Ofc of the Director. 89/06/29. Region 4, Ofc of tHe Di- 
rector. 2pp. 504 16-3C2-504 16:303. 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by High Energy Lino Break." Svc list end. 

ROSS‘,C.E bivsicn of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120317 Revises response to Insp Rept 50-298/88-29. Corrective actions:Station 
Procedures 0.9 & 2.0.7 will be revised & implemented by end of Jul 1989. 

TREVORS, G.A. Nebraska Public Power District. 89/06/30. Document Control Branch 
(Document Control Desk). 2pp. 50512:103-50512:104. 

8907110271 Responds to NRC 890605 Itr re violations noted in Insp Rept 50-298/89- 

16. Corrective action:individuals involved restricted from handling radioactive matl & 
working in radiologically contaminated areas until being counseled. 

TREVORS,G.A. Nebraska Public Power District. 89/07/03. Document Control Branch 
(Document Control Desk). 3pp. 50501:095-50501:097. 

8907110339 Responds to NRC 890608 Itr re violations noted in Insp Rept 50-298/89- 
19.Corrective actions:procedure under development to integrate various programmatic 
elements which comprise overall calibr program. 

TREVORS, G.A. Nebraska Public Power District. 89/07/05. Document Control Branch 
(Document Control Desk). 3pp. 50498:263-50498:265. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190316 Ack receipt of 890615 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/89-17. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/10. TREVORS,G.A. Nebraska 
Public Power District. 2pp. 50594:103-50594:110. 

8907190165 Provides agenda for 890809 meeting of senior util executives sponsored by 
Region IV at Univ of Texas.Recipient scheduled to co-lead discussion of SALP proc- 
ess w/J Milhoan. 

MARTIN,R.D. Region 4, Ofc of the Director. 89/07/11. PARRIS,H, Nebraska Public 
Power District. 4pp. 50593:077-50593:080, 

8907180310 Forwards supplemental response to NRC Bulletin 88-008, "Thermal 
Stresses in Piping Connected to RCS." Thermal stresses not of concern in two identi- 
fied unisolable piping sections connected to RCS.W/two oversize drawings. 

KUNCL.L.G. Nebraska Public Power District, 89/07/12, Document Control Branch 
(Document Control Desk). 6pp. 50577:320-50577:326, 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


8907260116 Responds to NRC 890622 ltr re violations noted in Insp Rept 50-298/89- 
IS.Corrective actions:addl danger tag added to Clearance Order 89-442 to de-ener- 
gize power supply to main steam line drain outboard isolation valve MS-MO-77. 
TREVORS.G.A. Nebraska Public Power District. 89/07/19. Document Control Branch 
(Document Control Desk). 4pp. 50658:345-50658:348. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co, of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907120238 Monthly operating rept for June 1989 for Cooper Nuclear Station.W/ 
890706 Itr. 

SCHEUERMAN.J.T,, HORN.G.R. Nebraska Public Power District. 89/06/30. 5pp. 
50510:080-50510:084. 


S. Reportable occurrences, LERs & related correspondence 


8906290445 LER 89-01 9-00:on 890524 & 0609, Group 1,3 & 6 isolations occurred due 
to design change activities.Caused by human factors & communications 
deficiencies.Further guidance incorporated in dc instructions.W/890622 Itr. 
REEVES,D.L., MEACHAM,J.M. Nebraska Public Power District, 89/06/22, 5pp. 
50366:011-50366:015. 

8907060196 LER 89-020-00:on 890529, power to 416 volt IF critical bus lost, during ac- 
ceptance testing of design change, resulting in unplanned actuations of Group 2,3,6 & 
7 isolations.Caused by design inadequacies.lsolations 'esci.W 890628 ltr. 
REEVES,D.L„ HORN,G.R. Nebraska Public Power District. 89/06/28. 4pp. 50415:142- 
50415:145. ^ 

8907110436 LER 89-021 -00:on 890602, undocumented wiring configurations associated 
w/safety-related equipment discovered during implementation of Design Change 87- 
190.Caused by existence of unexpected GE supplied subj configurations,W/890707 
Itr. 

REEVES,D.L., HORN.G.R. Nebraska Public Power District. 89/07/07. 9pp. 50449:092- 
50449:100. 


8907190043 LER 89-022-00:on 89061 3,condition identified that could have rendered 
both trains of standby gas treatment sys inoperable due to single component 
failure.Caused by not considering all potential failure modes.Mod made.W/890713 Itr. 
KRAUSE.R.W., HORN.G.R. Nebraska Public Power District. 89/07/13. 4pp. 
50583:032-50583:035. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907190401 Advises that NRC will waive eligibility requirements of NUREG-1 021 .opera- 
tor licensing examiner stds for JE Burette. Application for senior reactor operator li- 
cense should be submitted following completion of training & should ref Itr. 

MILHOAN, J.L. Region 4, Ofc of the Director. 89/07/12. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 50581:143-50581:144. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection pians 


8906300202 Forwards public version of revised EPIPs, including EPIP-6.6c,EPIP-22 & 
EPIP-23.W/890627 release memo. 

FAY.C.W. Wisconsin Electric Power Co. 89/06/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50368:130-50368:157. 

-8906300252 Public version of EPIPs, including EPIP-6.6c,EPIP-22 & EPIP-23. 

STEVENS, D.R. Wisconsin Electric Power Co. 89/06/13. 26pp. 50368:133-50368:157. 

8906290251 Forwards Safety Insp Repts 50-266/89-15 & 50-301/89-14 on 890401- 
0531 & notice of violation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50369:295-50369:312. 

-8906290264 Insp Repts 50-266/89-15 & 50-301/89-14 on 890401-0531. Violation 
noted.Major areas inspected:previous insp findings, operational safety 
verification.radiological controls.maint & surveillance & emergency preparedness, 
DEFAYETTE.R.W. Region 3. Ofc of the Director. 89/06/21. 15pp. 50369:298- 
50369:312. 

8906290314 Forwards Safety Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 
& 061 4. No violations noted.Concerns raised re exercise weaknesses from 890315 ex- 
ercise & training program. Corrective actions requested within 45 days. 

GREGER.L.R. Region 3, Ofc of the Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50363:179-50363:188. 

-8906290319 Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 & 0614. No vio- 
lations noted.Major areas inspected:emergency preparedness program, actions on pre- 
vious open items, activations of emergency plan & training. 

SHEAR, G. Region 3, Ofc of the Director. 89/06/20. 8pp. 50363:181-50363:188. 

8907030230 Fonwards response to violations noted in Safeguards Insp Repts 50-266/ 
89-17 & 50-301 /89-16.Response withheld (ref 10CFR.73.21 (c)(2)). 

ZACH.J.J. Wisconsin Electric Power Co. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 50549:234-50549:234, 
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8907180132 Clarifies 890627 response to violations noted in Insp Repts 50-266/89-17 
& 50-301 /89-16.Second sentence of Item 1 re elements of security awareness pro- 
gram being presented to plant employees should be revised to read as listed. 
ZACHJ.J. Wisconsin Electric Power Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50578:239-50578:240. 


P. Operating license stage documents & correspondence 

8906300052 Discusses actions taken to implement insp/maint requirements & 
procedures, per TMI Item II.D.l, "Performance Testing of Relief & Safety Valves." Rev 
to alarm response book initiated for !''*t 'nd'cat''^o switch assembly. 

FAY.C.W. Wisconsin Electric Power Cc Document Control Branch (Docu- 

ment Control Desk). 2pp. 50370:256-50370:257. 

8906290082 Generic Ur 89-10 to all licensees of ooerati.'^g ruc'ea- pcv/er plants & hold- 
ers of CPs for nuclear power plants re s?:!-:;> '"Dtcr-oFe-'c-.c-:: valve testing & 

surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110307 Forwards QA program description changes, per 10CFR50.54(a)(3). 

FAY.C.W. Wisconsin Electric Power Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 35pp. 50501:182-50501:216. 

8907130359 Requests extension of deadline for response to Generic Ltr 89-04 until 
901003 in order to submit new 120-month insp program.Use of O&M Stds also re- 
quested. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/05. SWENSON. W. Project Directorate 
III-3. 2pp. 50532:205-50532:206. 

8907180222 Provides comments on util response to Generic Ltr 88-17 w/ respect to 
expeditious actions for loss of DHR for plants. Response appears to meet intent of 
generic ltr however.util should consider observations to assure actions adequate. 
SWENSON. W.H. Project Directorate 111-3. 89/07/12. FAY.C.W. Wisconsin Electric 
Power Co. 4pp. 50578:075-50578:078. 

8907180489 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS - 
10CFR50.54(f)." Util in process of upgrading meter faces.control board labels & an- 
nunciator tiles to ensure consistency in naming conventions. 

PORTER, D.K. Wisconsin Electric Power Co. 89/07/12. Document Control Branch 
(Document Control Desk). 2pp. 50577:066-50577:067. 

8907260027 Responds to Generic Ltr 89-08 re erosion/corrosion-induced pipe wall 
th'-ring Liconsoo mplemented program as stated in util 870910 response to IE Bulle- 
tin v-3.''-C3 '.Lt'if cescription of program end. 

FAY,C i\. w scons - Electric Power Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk), 14pp. 50677:010-50677:023. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290251 Forwards Safety Irsp Reots 50-266/89-15 & 50-301/89-14 on 890401- 
0531 & rciice of vio'ation 

KNOP.RC. Rogon 3. Ole of me Di-ector. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co 2pp 50363:235-5C35;').?12 

-8906290259 Notice of violation from insp on 890301 -0531. Violation noted:on 
890505,technician failed to install analog simulator for 1A steam generator scheduled 
to be drained below low level setpoint to facilitate maint. 

KNOP.R.C. Region 3. Ofc of the Director. 89/06/21. 1p. 50369:297-50369:297. 

-8906290264 Insp Repts 50-266/89-15 & 50-301/89-14 on 890401-0531. Violation 
noted. Major areas inspected:previous insp findings, operational safety 
verification. radiological controls.maint & surveillance & emergency preparedness. 
DEFAYETTE.R.W. Region 3. Ofc of the Director. 89/06/21. 15pp. 50369:298- 
50369:312. 

8906290314 Forwards Safety Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 
& 061 4. No violations noted. Concerns raised re exercise weaknesses from 890315 ex- 
ercise & training proq-'am Corrective actions requested within 45 days. 

GREGER.L.R. “Ocoii 3. Cfc cf the Director. 89/06/21. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50“263: 1 ‘ £8 

-8906290319 Insp Repts 50-266/89-13 & 50-301/89-12 on 890522-25 & 0614. No vio- 
lations noted. Major areas inspected:emergency preparedness program.actions on pre- 
vious open items, activations of emergency plan & training. 

SHEAR.G.. SNELL, W. Region 3, Ofc of the Director. 89/06/20. 8pp. 50363:181- 
50363:188. 

8906300052 Discusses actions taken to implement insp/maint requirements & 
procedures.per TMI Item II.D.l, "Performance Testing of Relief & Safety Valves." Rev 
to alarm response book initiated for lift indicating switch assembly. 

FAY.C.W. Wisconsin Electric Power Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50370:256-50370:257. 

6907030230 Forwards response to violations noted in Safeguards Insp Repts 50-266/ 
89-17 & 50-301/89-1 6. Response withheld (ref 10CFR.73.21 (c)(2)). 

ZACH,J.J. Wisconsin Electric Power Co. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 1p. 50549:234-50549:234. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907130359 Requests extension of deadline for response to Generic Ltr 89-04 until 
901003 in order to submit new 120-month insp program.Use of O&M Stds also re- 
quested. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/05. SWENSON, W. Project Directorate 
111-3. 2pp. 50532:205-50532:206. 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140283 Forwards Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered 
during wk of 890626.Operator may be returned to licensed duties. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50530:359-50531:117. 

-8907140289 Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered on 
890626-28. Exam resuIts:senior reactor operator passed exam. Copy of exam end. 
DAMON.D. Region 3. Ofc of the Director. 89/07/07. 117pp. 50531:001-50531:117. 

8907140296 Forwards safety evaluation accepting util response to NRC Bulletin 88-002, 
“Rac'div °rDpagatm.g Fat cje Cracks in Steam Generator Tubes." 

S.VENS'CN v\ =^'Ciei--. 'Circ;c:or:i;r III-3. 89/07/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50541:314-50541:319. 

-8907140299 Safety evsluat'cn accoptmg ■.;til 880325 & 1117 responses to NRC Bulle- 
tin 88-002, “Rapidly Procagn*. n:j :-a:icuo Cracks in Steam Generator Tubes." 

* Office of Nuclear Reacto- 'Rec'...a;-o.'i Director (Post 870411). 89/07/07. 3pp. 
50541:316-50541:319. 

8907180132 Clarifies 890627 response to violations noted in Insp Repts 50-266/89-17 
& 50-301 /89-16.Second sentence of Item 1 re elements of security awareness pro- 
ram being presented to plant employees should be revised to read as listed. 

ACH.J.J. Vi/isconsin Electric Power Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50578:239-50578:240, 

8907190261 Forwards Exam Rept 50-266/OL-89-03 of exam administered during wk of 
890626. 

WRIGHT.G.C. Region 3. Ofc of the Director. 89/07/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50593:094-50593:313. 

-8907190264 Exam Rept 50-266/OL-89-03 on 890626-28.Exam results:reactor operator 
candidate- failed exam. 

DAMON C Reg or 3, Ofc of the Director. 89/07/12. 216pp. 50593:096-50593:313. 

8907110441 NRC Bulletin 89-002. "Stress Corrosior C-acki.-c c* High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchcr Dar rg Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260027 Responds to Generic Ltr 89-08 re erosion/corrosion-induced pipe wait 
thinrmg.l.'CG''s-'!-r> implemented program as stated in util 870910 response to IE Bulle- 
tr 87-30' Frol description of program end. 

FAY.C.W. Wisconsin Electric Power Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50677:010-50677:023. 


R. Periodic operating reports & related correspondence 

8907180335 Monthly operating repts for June 1989 for Point Beach Nuclear Plant.Units 
1 & 2.W/890710 ltr. 

KRAUSE, C.W.. FAY.C.W. Wisconsin Electric Power Co. 89/06/30. 9pp, 50572:132- 
50572:140. 


S. Reportable occurrences, LERs & related correspondence 

8907180232 Part 21 rept re defects discovered in NBFD & BF-type relays ordered from 
Westinghouse.Relays returned to mfg to perform extensive functional testing of relays 
installed & QA audit of vendor to evaluate relay dedication process scheduled. 
FAY.C.W. Wisconsin Electric Power Co. 89/05/30. DAVIS, A.B. Region 3, Ofc of the 
Director. 4pp. 50579:063-50579:066. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907140283 Forwards Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered 
during wk of 890626.Operator may be returned to licensed duties. 

WRIGHT.G.C, Region 3, Ofc of the Director. 89/07/07. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50530:359-50531:1 17. 

-8907140289 Exam Repts 50-266/OL-89-04 & 50-301 /OL-89-04 administered on 
890626-28.Exam results:senior reactor operator passed exam. Copy of exam end, 
DAMON.D., BURDICK.T.M. Region 3. Ofc of the Director. 89/07/07. 117pp. 
50531:001-50531:117. 

8907190261 Forwards Exam Rept 50-266/OL-89-03 of exam administered during wk of 
890626. 

WRIGHT.G.C. Region 3. Ofc of the Director. 89/07/14. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 50593:094-50593:313. 

-8907190264 Exam Rept 50-266/OL-89-03 on 890626-28. Exam results:reactor operator 
candidate failed exam. 

DAMON.D., BURDICK.T. Region 3. Ofc of the Director. 89/07/12. 216pp. 50593:096- 
50593:313. 
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DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8906290169 Forwards “Crystal River Nuclear Power Plant Exercise on 880609," by 
FEMA.No deficiencies noted. Five areas requiring corrective action & addi 34 areas 
recommended for improvement identified. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 50337:1 72-50337:270. 

8907050366 Rev 3 to Site Nuclear Svcs Dept Procedure REP-08, “Dissemination of Info 
Following Emergency at Crystal River, Unit 3.” 

* Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/16. 30pp, 50417:251- 
50417:309. 

8907030238 Revised EPIPs,including Rev 11 to EM-204(B) & Rev 19 to EM-102. 
STEPHENSON,J.D. Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/19. 
61pp. 50391:277-50391:338. 

8907200355 Rev 4 to EM-103, “Operation & Staffing of Crystal River 3 Control Room 
Durirc Eriorge.''cy Classifications, “ Rev 8 to EM-209, "Reentry Procedure" & Rev 4 
::i EM-2'7. 'Di.’.es of of Sampling Team.” 

S''EP.-iENSCN,„ Z. Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/28. 
22pp. 50614:323-50614:344. 

8907200357 Rev 8 to Annunciator Response Procedure AR-602, "TGF Annunciator Re- 
sponse." 

BCNDHAM.W.K. Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/29. 
14pp. 50612:257-50612:270. 

8907210362 Rev 5 to Procedure EP-220, “PTS." 

MARSHALL, W. Florida Power Corp, (subs, of Florida Progress Corp.). 89/06/29. 
15pp. 50620:077-50620:092. 

8907240484 Rev 3 to EPIP AP-545, "Plant Runback.” 

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/29. 
12pp. 50640:287-50640:298. 

8907240509 Rev 5 to Cperating Procedure AR-601, “TGF M Annunciator Response." 

* Florida Power Corp. (subs, of Florida Progress Corp,). 89/06/29. 7pp. 50640:213- 
50640:219. 

8907200361 Rev 11 to EPIP AP-580, “Reactor Trip.” 

MARSHALL,W. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/03. 
23pp. 50614:231-50614:253. 

8907120241 Forwards Insp Rept 50-302/89-11 on 890429-0602 & notice of violation. 
SINKULE.M.V. Region 2, Ofc of the Director. 89/07/05. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 50512:136-50512:154. 

-8907120242 Notice of violation from insp on 890429-0602.Violations noted:Procedure 
EM-202 & emergency plan not properly implemented in that on 890507,unidentified 
RCS leak of approx 25 gpm occurred & not classified as unusual event. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/30. 3pp. 50512:138-50512:140. 

-8907120244 Insp Rept 50-302/89-1 1 on 890429-0602.Violations noted.Major areas 
inspected:plant operations, security, radiological controls.LERs & nonconforming oper- 
ations repts, facility mods, review of IE info notices & followup of onsite events. 
HOLMES-RAY,P., TEDROW.J., CRLENJAK.R. Region 2, Ofc of the Director. 89/06/ 
28. 14pp. 50512:141-50512:154. 

8907210369 Rev 4 to AR-401, “PSA F Annunciator Response.” 

MARSHALL.W. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/05, lOp. 
50615:298-50615:307. 

8907260003 Cancels Rev 11 to AP-1076, "Violent Weather.” 

MARSHALL.W. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/06. 2pp. 
50658:349-50658:350. 

8907200360 Revised EPIPs, including Rev 47 to EM-206, “Emergency Plan Roster & 
Notification” & Rev 0 to EM-220, “Violent Weather," 

STEPHENSON, J.D. Florida Power Corp, (subs, of Florida Progress Corp.). 89/07/07. 
47pp. 50595:307-50595:353. 

8907200106 Informs that REP rev dtd 890628 inadvertently submitted w/ written 
errors.Original should be changed to REPOS, Rev 3. 

MAFFET.D. Florida Power Corp. (subs, of Florida Progress Corp.), 89/07/11, Docu- 
ment Control Branch (Document Control Desk). Ip. 50614:254-50614:254. 


I. Financial information 


8907190135 Forwards financial repts for Kissimmee Util Authority, Orlando Utils Com- 
mission & cities of Bushnell & Ocala. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/07, Docu- 
ment Control Branch (Document Control Desk). 280pp. 50582:036-50583:024. 

-8907190145 “1988 Annual Rept for Orlando Utils Commission." 

POPE,T.C. Orlando Utilities Commission. 88/12/31. 40pp. 50582:344-50583:024. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907110443 Rev 12 to FSAR for Crystal River.W/890703 Itr. 

BOLDT,G. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/01, 100pp. 
50528:346-50529:317. an/ kh 


P. Operating license stage documents & correspondence 

8907180264 Confirms 890703 telcon between R Fuller & W Poertner re conference 
scheduled on 890705 in Region II ofc to discuss offsite power sources. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/06/03. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 50579:186-50579:186. 


8906290511 Advises that util has no restrictions on labor agreements, company poli- 
cies/procedures, contractor agreements or employee/employer settlement agreements 
for employee to contact NRC re safety or other issues. 

WILGUS.W.S, Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/19. 
STELLO.V. Ofc of the Executive Director for Operations. 3pp. 50364:078-50364:080. 

8907180133 Ack receipt of 890616 response to request for info re 10CFR50.7.Util re- 
quested to identify portions of response that util considers to be sensitive info that 
should be withheld from public disclosure. 

REYES.L.A. Region 2, Ofc of the Director. 89/06/21. WILGUS.W.S. Florida Power 
Corp, (subs, of Florida Progress Corp.). 1 p. 50556:343-50556:343. 

8906280198 Forwards Amend 118 to License DPR-72 & safety evaluation. Amend in- 
creases containment leakage test pressure from 49.6 psig to 53.3 psig, 

SILVER.H. Project Directorate 11-2. 89/06/22. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 50329:306-50329:321. 

“8906280201 Amend 118 to License DPR-72, increasing containment leakage test pres- 
sure from 49.6 psig to 53.3 psig. 

BERKOW.H.N. Project Directorate 11-2. 89/06/22. 11pp. 50329:309-50329:319. 

”8906280205 Safety evaluation supporting Amend 1 18 to License DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 2pp. 
50329:320-50329:321. 

8907070094 Commits to propose appropriate reactor coolant inventory tracking sys & 
core exit thermocouple Tech Specs.per TMI Item ll.F.2,by end of Jul 1989,in response 
to NRC 890620 Itr. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/06/27. Docu- 
ment Control Branch (Document Control Desk), ip. 50440:286-50440:286. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville,MD to discuss 
implementation of revised STS. 

EMCH,R.L Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907130184 Advises that 890104 response to Generic Ltr 88-17 re loss of DHR w/re- 
spect to expeditious actions meets intent of Itr. Audit of response to expeditious ac- 
tions & programmed enhancement prog-'am will be conducted. 

SILVER,H. Project D.xc-.o.'aie •■2. 5[-'9^/';:7. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 4pp. 50532:355-50532:358. 

8907140173 Responds to Generic Ltr 89-06 re SPDS.Util schedule for compliance w/ 
requirements of NUREG-0737,ltem I.D.2 & Supp1 1 is end of Refuel 7. 

WIDELUR.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/10, Docu- 
ment Control Branch (Document Control Desk). 2pp. 50544:181-50544:182. 

8907140145 Requests meeting in Rockville, MD w/util to discuss offsite power supply 
sys after submittal of proposed changes to be submitted by 890726.Concerns which 
should be discussed listed. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/07/12. 
WILGUS,W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 3pp. 50545:043- 
50545:045. 

8907180389 Forwards environ assessment supporting Tech Spec Change Request 
164,allowina storage of fuel enriched to 4.5 weight percent U-235. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp,). 89/07/12. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50557:167-50557:169. 

8907170380 Forwards partially withheld response to inquiries re Dept of Labor 890616 
proceeding (ref 10CFR2.790). 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/14. Docu- 
ment Control Branch (Document Control Desk). Ip. 50555:045-50555:052. 

-8907170383 Partially withheld response to 890504 request for info re Dept of Labor 
investigation of complaint by two former employees of Fluor 
Constructors,lnc,contractor for util. Employees concerns found w/o merit based on in- 
vestigation. 

WIL(aUS,W,S. Florida Power Corp. (subs, of Florida Progress Corp,), 89/06/14. 
EBNETER.S.D. Region 2, Ofc of the Director. 7pp. 50555:046-50555:052. 

8907210037 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
thinning.Preventative Maint Procedure PM-251 developed for facility. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/14. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50629:268-50629:270. 

8907260318 Notification of 890810 meeting w/util in Rockville, MD to discuss electrical 
power sys problems at plant.including recent loss of offsite power events.electrical 
distribution sys, battery & emergency diesel generator mods. 

SILVER.H. Project Directorate 11-2. 89/07/21. BERKOW.H.N. Project Directorate 11-2. 
3pp. 50673:119-50673:121. 


Q. inspection reports, IE Bulletins & correspondence 

8906280051 Confirms enforcement conference to be held on 890628 in Region II ofc to 
discuss environ qualification issues as noted in Insp Rept 50-302/89-09,per 890609 
telcon. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/06/19. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 1p. 50330:309-50330:309. 

8906300212 Notification of significant licensee meeting on 890628 in Region II ofc re 
enforcement conference on environ issues. Attendees listed, 

CRLENJAK.R.V. Region 2. Ofc of the Director. 89/06/19. Region 2, Ofc of the Direc- 
tor. 2pp. 50368:128-50368:129. 
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8907100150 Forwards tnsp Rept 50-302/89-13 on 890529-0602, No violations or devi- 
ations noted. 

COLLINS, D.M, Region 2, Ofc of the Director. 89/06/23. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp,). 2pp. 50‘Si58:1 57-50458:164. 

-8907100153 Insp Rept 50-302/89-13 on 890529-0602. No violations or deviations 
noted. Major areas inspected:radiation protection program, radwaste mgt,transportation 
of radioactive matls & followup on previous inspector identified items. 

COLLINS,T.R.. POTTER,J.P. Region 2. Ofc of the Director. 89/06/23. 6pp. 
50458:159-50458:164. 

8907070225 Ack receipt of 890609 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/87-17. Implementation of corrective actions will be exam- 
ined djrrc future insps. 

S/v-kL/-::,'*/ Region 2, Ofc of the Director, 89/06/28, WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip, 50445:153-50445:153. 

8907070236 Ack receipt of 890609 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/89-08. Implementation of corrective actions will be exam- 
ined during future insps. 

SINKULE,M.V. Region 2, Ofc of the Director. 89/06/28, WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 50455:295-50455:295, 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120241 Forwards Insp Rept 50-302/89-11 on 890429-0602 & notice of violation. 
SINKULE,M.V. Region 2, Ofc of the Director. 89/07/05. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp,). 2pp. 50512:136-50512:154. 

-8907120242 Notice of violation from insp on 890429-0602. Violations noted;Procedure 
EM-202 & emergency plan not properly implemented in that on 890507, unidentified 
RCS leak of approx 25 gpm occurred & not classified as unusual event. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/30. 3pp. 50512:138-50512:140. 

-8907120244 Insp Rept 50-302/89-11 on 890429-0602.Violations noted.Major areas 
inspected:plant operations,security,radiological controls, LERs & nc''Confcrmi*'g oper- 
at'cns rcpts ‘sCmIv mods,review of IE info notices & followup of ^i-stc: e.'-o—.s. 
hDL.MES--/.''' = 'TEDROW,J., CRLENJAK.R. Region 2, Ofc of the Director. 89/06/ 
28. 14pp. 50512:141-50512:154. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180247 Forwards Insp Rept 50-302/89-14 on 890531-0602 & notice of 
violation.Unresolved item ‘dent^'ic-d nso that will be pursued during future insps. 
PEEBLES, T.A. Region 2, Of: cf •.‘■.e D-vc;?: 89/07/07. '.VILGUS.W.S. Flonoa Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 50579:067-50579:089. 

-8907180250 Notice of violation from insp on 890531 -0602.Violations noted:operator 
failed to have procedures present for performing actions not routine & Rev 80 to Gen- 
eral Plant Operating Procedure OP-02 re plant heatup inadequate. 

PEEBLES,T.A. Region 2. Ofc of the Director. 89/07/07. 2pp. 50579:069-50579:070. 

-8907180255 Insp Rept 50-302/89-14 on 89053 1-0602. Violations noted.Major areas in- 
spected:890529 event involving eme'-gency feedwater piping & containment penetra- 
tion heated above design limits & unanaiyzed thermal stresses imposed on steam 
generator. 

ICHIN.R., CARRION, R., KELLOGG,?. Region 2, Ofc of the Director. 89/06/27. 19pp. 
50579:071-50579:089. 

8907180137 Forwards MPR-1 134, "Evaluation of Crystal River Unit 3 Decay Heat Pump 
at Low Flow Operation" & supplemental response to Bulletin 88-004.Suggests meet- 
ing w/NRC be planned for no later than 89081 1 to discuss rept. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/11. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50573:015-50573:262. 

-8907180152 “Evaluation of Crystal River Unit 3 Decay Heat Pumps at Low Flow Oper- 
ation." 

* Florida Power Corp. (subs, of Florida Progress Corp.). MPR-1 134. 89/06/30. 245pp. 
50573:018-50573:262. 

8907180216 Forwards summary of 890512 meeting re issues raised during vendor inter- 
face & procurement team insp.Topics discussed included, corrective actions re suitabil- 
ity of safety-related components installed at plant, 

GIBSON.A.F. Region 2. Ofc of the Director. 89/07/13. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 50557:141-50557:164. 

-8907210226 Summary of 890512 meeting w/util re operational reliability of several 
components & items procured & installed in plant & various vendor interface weak- 
nesses identified during Insp 50-302/89-200.Handouts end. 

JAPE.F. NRC - No Detailed Affiliation Given. 89/07/11. NRC - No Detailed Affiliation 
Given. 23pp. 50557:143-50557:164. 

8907210037 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
thinning.Preventative Maint Procedure PM-251 developed for facility. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/14. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50629:268-50629:270. 

8907260142 Summarizes enforcement conference on 890628 re environ qualification 
deficiencies identified in Insp Rept 50-302/89-09.List of attendees & handouts end. 
EBNETER.S.D. Region 2, Ofc of the Director. 89/07/18. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 76pp. 50674:302-50675:016. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuciea!- Suppl nrs." Svc list end. 

ROSSI.C.E. LlN'Sior c‘ Cperaiicnal Events Assessment (Post 870411). 89/07/20. 
Consolidatec Edison C:. c‘ Now YorK., Inc, 113pp, 50630:001-50630:114. 


8907250089 Responds to NRC 890609 Itr re violations noted in Insp Rept 50-302/89- 
09.Corrective actions:licensee will continue to conduct high energy line break program 
to resolve deficiency & long term equipment qualification program developed. 
WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/20. Docu- 
ment Control Branch (Document Control Desk). 22pp. 50655:166-50655:187. 


R. Periodic operating reports & related correspondence 


8907180498 Monthly operating rept for June 1989 for Crystal River Unit 3.W/890713 Itr. 
BINKOWSKI.J.A., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/06/30. 5pp. 50579:148-50579:152. 


S. Reportable occurrences, LERs & related correspondence 

8907050165 LER 89-009-01 :on 89031 5,determined that DHR pumps might not be able 
to perform safety function for some accidents.Root cause determination not 
applicable.Plan for long-term resolution of issue being developed. W/890628 Itr. 
MOFFATT.L.W., BOLDT.G.L. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/06/28, 5pp. 50386:065-50386:069. 

8907050450 LER 89-01 8-00:on 890529, temp of piping at containment penetration 424 
above design temp discovered. Caused by operating instructions not adequately 
reviewed.Evaluatior’ of e.'Tie''Gency ^eedwater piping completed. W/890628 Itr. 
MOFFATT.L.W., BD..D"G_. F.c-c-: Power Corp. (subs, of Florida Progress Corp.). 
89/06/28. 7pp. 50414:354-50414:360. 

8907100121 LER 89-01 3-01 :on 890409, time delay relays actuated when voltage of engi- 
neered safeguards buses degraded to setpoint for actuation of second level undervol- 
tage relays.Caused by overload condition. Loading controls initiated. W/890630 Itr. 
MOFFATT.L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/06/30. 5pp. 50451:107-50451:111. 

8907100300 LER 89-01 6-00:on 890426, discovered deficiencies re environ qualification 
of containment isolation valves n 'cac*z' fc'dc Ca.jf-r^d by deficiencies from develop- 
ment of environ qualification p’ceram W S-SDStv' ’.r. 

MOFFATT.L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.), 
89/06/30. 5pp. 50456:302-50456:306. 

8907110174 LER 89-002-01 :on 8901 01, discovered that five valves could not be tested 
in closed direction due to configuration of c'" 5 :k va'vos & p'oi-c Caused by personnel 
error.Mod to allow testing of valves being dON/o'cpec V. 690703 h. 

MOFFATT.L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/06/30. 6pp. 50449:078-50449:083. 

8907110422 Corrected LER 89-01 3-OT.on 890409,when time delay satisfied & voltage 
had not recovered, emergency diesel gene-’ator sta-l sign?,' was ir'itiated. Caused by de- 
graded voltage on engineered safequard 4.13C vd : ■’Ci.', Itr. 

MOFFATT.L.W., WIDELL.R.C. Fbr.ca Corp. (subs, of Florida Progress Corp.). 

89/07/05. 5pp. 50448:355-50448:359. 

8907170268 LER 89-01 9-00:on 890608, reactor protection sys actuation received & no 
rod motion occurred when CRD motors energized to prevent moisture buildup.Caused 
by planned maint work on RCS Loop B hot leg temp sensors.W/890710 Itr. 
MOFFATT.LW., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/07/10. 3pp. 50544:084-50544:086. 

8907180161 LER 89-020-00:on 89061 4, plant operator inadvertently contacted manual 
shunt trip lever for CRD ac breaker & tripped reactor.Caused by personnel 
error. Protective device installed over manual shunt trip levers.W/890712 Itr. 
MOFFATT,L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/07/12. 4pp. 50580:041-50580:044. 

8907200309 Summary of Operating Reactors Everts Maotmg 89-26 on 89071 2.Events 
discussed & significant elements of events p-csentod -n Enc! 2. List of attendees also 
end. 

HAUGHNEY.C.J. Events Assessment Branch. 89/07/13. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 14pp. 50614:217-50614:230. 

8907180148 LER 89-021 -00:on 89061 4, reactor protection sys actuation received during 
surveillance test when problem in vital bus transfer switch 1A caused bus to be de- 
energized.Cause unknown. Monitoring program initiated.W/890714 ltr. 

MOFFATT,L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.|. 
89/07/14. 4pp. 50580:049-50580:052. 

8907180244 LER 89-022-00:on 89061 4, during engineered safeguards 

surveillance, observed indications that both main feedwater pumps had tripped.Cause 
not conclusively determined. Precaution will be added to procedure.W/890714 Itr. 
MOFFATT,L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/07/14. 4pp. 50580:045-50580:048. 

8907200301 LER-89-023-00:on 89061 6, startup transformer became de-ene-'gized which 
resulted in reactor/turbine trip.Caused by combination of fault detector rc ay ia:..ro & 
personnel error.Corrective action being reviewed. W/8907 17 Itr. 

MOFFATT,L.W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/07/17. 7pp. 50583:352-50583:358. 

8907260031 LER 89-024-00:on 890621 & 30, gases in electrolyte caused both station 
battery trains to be inoperable.Caused by high electrolyte levels.Electrolyte levels in 
batteries lowered. Procedural guidance on electrolyte revised.W/890720 Itr. 
MOFFATT.L.W., WILSON, K.R. Florida Power Corp. (subs, of Florida Progress Corp.). 
89/07/20. 4pp. 50645:104-50645:107. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907060148 orcced-jre Change Recuest A-89-161 to Rev 8 to EPIP 550-6, “Monthly 
RadiologiCc: tJn'.orcen::^ Fgu-cnon*. Test & Checks.” 

LEIGH.R. Commorwea:;-. Ed son Co. 89/06/14. 7pp. 50414:321-50414:327. 

8907130110 Public version of Change Request A-89-162 to EPIP-320-1, “Actuation of 
Generating Station Emergency Plan Station Group.” W/DH Grimsiey 890707 release 
memo. 

NYKIND.J.W. Commonwealth Edison Co. 89/06/14. 11pp. 50519:227-50519:236. 

8907110219 Change Request A-89-279 to Rev 9 to EPIP 110-1, “Station Director." 

* Commonwealth Edison Co. 89/06/27. 13pp. 50501:239-50501:251. 

8907130289 Rev 2 to EPIP 100-1, “Acting Station Director (Shift Engineer) Implement- 
ing Procedure." 

* Commonwealth Edison Co. 89/06/27. 4pp. 50536:352-50536:355. 

8907130272 Change Request A-89-278 to EPIP 100-1, “Acting Station Director (Shift 
Engineer) Implementing Procedures." 

* Commonwealth Edison Co. 89/06/30. 21pp. 50532:210-50532:230. 

8907260216 Forwards “Exercise Rept:2ion Nuclear Power Station Commonwealth 
Edison Co Joint Exercise,” final rept for full participation exercise on 870623.No defi- 
ciencies observed. Rept identifies 19 areas requiring corrective action, 
KWIATKOWSKI.D. Federal Emergency Management Agency. 89/07/14. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50672:259-50672:333. 

“8907260218 “Exercise ReptZion Nuclear Power Station Commonwealth Edison Joint 
Exercise,870623." 

* Federal Emergency Management Agency. 89/07/05. 73pp. 50672:261-50672:333. 

8907250035 Application for amends to Licenses DPR-39 & DPR-48,removing Section 3/ 
4.17.2, “Aircraft Fire Detection Sys,” from Tech Specs due to low probability of air- 
cr3ft crd,sh 

TRZYNA.G.E. Commonwealth Edison Co. 89/07/18. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 2pp. 50671:001-50671:135. 

“8907250037 Proposed Tech Specs, removing Section 3/4.17.2, “Aircraft Fire Detection 
Sys." 

* Commonwealth Edison Co. 89/07/18. 8pp. 50671 :003-50671 :01 0. 

“8907250039 “Commonwealth Edison Co Zion Nuclear Power Station Aircraft Crash 
Fire Detection Sys Analysis Probabilistic Risk Evaluation," 

* Fluor Daniel, Inc. 89/01/31. 130pp. 50671:011-50671:135. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907180256 Revised annual update to FSAR for Zion Nuclear Power Station, Units 1 & 
2.W/890713 Itr. 

KOVACH,T.J. Commonwealth Edison Co. 88/12/31. 128pp. 50596:050-50596:176. 


P. Operating license stage documents & correspondence 

8906290408 Responds to NRC 890405 request for addi info re design of component 
cooling water sys. 

TRZYNA,G,E, Commonwealth Edison Co. 89/06/20. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 235pp. 50340:244-50341:119. 

8907050033 Confirms 890707 senior mgt meeting w/util at Region III ofc in Glen 
Ellyn,IL to discuss current status of improvement programs implemented at plant, per 
890626 discussion. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/06/27. REED.C. Commonwealth 
Edison Co. 2pp. 50408:029-50408:030. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411), 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110317 Application for amends to Licenses DPR-39 & DPR-48, modifying Tech 
Spec Section 3.15, “Auxiliary Electric Power Sys" to permit allowable out of svc 
period for diesel generator to be extended to 45 days for one-time maint overhaul, 
TRZYNA,G.E. Commonwealth Edison Co. 89/07/06. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 3pp. 50530:013-50530:042. 

“8907110319 Proposed Tech Spec Section 3,15, “Auxiliary Electric Power Supply." 

* Commonwealth Edison Co. 89/07/06. 27pp. 50530:016-50530:042. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER,M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp, 50595:177-50595:178. 

8907240015 Forwards details of allegations re util implementation of fitness for duty 
program,for info.Allegation does not provide sufficient details or basis to indicate po- 
tential safety concern exists.EncI withheld (ref 10CFR2.790). 

NORELIUS.C.E. Region 3. Ofc of the Director. 89/07/12. REED.C. Commonwealth 
Edison Co. 2pp. 50636:274-50636:275. 

8907250112 Forwards notice of consideration of issuance of amend to Licenses DPR- 
39 & DPR-48 & opportunity for hearing. 

PATEL.C.P. Project Directorate 111-2. 89/07/14. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 50642:087-50642:093. 


“8907250115 Notice of consideration of issuance of amend to Licenses DPR-39 & 
DPR-48 & opportunity for hearing. Amend revises Tech Specs to allow one-time exten- 
sion of out-of-svc period for common diesel generators. 

PATEL.C.P. Project Directorate 1 11-2. 89/07/14. 4pp. 50642:089-50642:093. 

8907250035 Application for amends to Licenses DPR-39 & DPR-48, removing Section 3/ 
4.17.2, “Aircraft Fire Detection Sys," from Tech Specs due to low probability of air- 
craft crash. 

TRZYNA,G.E. Commonwealth Edison Co. 89/07/18. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 2pp. 50671:001-50671:135. 

“8907250037 Proposed Tech Specs, removing Section 3/4.17.2, “Aircraft Fire Detection 
Sys." 

* Commonwealth Edison Co. 89/07/18. 8pp. 50671:003-50671:010. 

“8907250039 “Commonwealth Edison Co Zion Nuclear Power Station Aircraft Crash 
Fire Detection Sys Analysis Probabilistic Risk Evaluation." 

* Fluor Daniel, Inc. 89/01/31. 130pp. 50671:011-50671:135. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280021 Forwards Enforcement Conference Rept 50-295/89-19 on 890531 & notice 
of violation. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/06/19. REED.C. Commonwealth 
Edison Co. 2pp. 50313:345-50313:361. 

8906290330 Informs that Allegation RIII-88-A-0140 considered closed. Licensee 890526 
response to NRC request for info acceptable, 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/21. REED.C. Commonwealth 
Edison Co. 2pp. 50364:193-50364:202. 

“8906290335 Provides response to Allegation RI1I-88-A-0140 fonwarded to licensee by 
890421 Itr for investigation. 

KOVACH.T.J. Commonwealth Edison Co. 89/05/26. DAVIS, A.B. Region 3, Ofc of the 
Director. 5pp. 50744:234-50744:251. 

8906290360 Advises that Allegation RIII-89-A-0004 considered closed.No violations of 
NRC requirements re upgrading unqualified auxiliary operators to equipment attend- 
ants or abandonment of svc water flow meters identified. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/21. REED.C. Commonwealth 
Edison Co. 2pp. 50364:035-50364:050. 

“8906290367 Responds to NRC 890503 Itr transmitting Allegation RIII-89-A-0004.Un- 
qualified personnel will perform rounds only when accompanied by shift 
mgt.lnvestigation of permanent replacement flowmeters on room coolers underway. 
KOVACH.T.J. Commonwealth Edison Co. 88/06/16. DAVIS.A.B. Region 3, Ofc of the 
Director. 10pp. 50364:041-50364:050. 

8907050003 Confirms agreement for OSHA training course for NRC inspectors.Final ar- 
rangements for site visit requested. Draft memo delineating course development end. 
GREENMAN.E.G. Region 3, Ofc of the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 5pp. 50552:199-50552:203. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050311 Suppis util 880711 response to NRC Bulletin 88-004.Util confirmed that 
RHR sys could experience pump-to-pump interaction. Min flow rate of 50 gpm for RHR 
pump would prevent cavitation & pump failure within 30 minutes, 

RICHTER, M.H. Commonwealth Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 7pp. 50417:166-50417:172, 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, “Nonconforming Molded-Case Circuit 
Breakers," Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008, SuppI 3 re piping subi to unac- 
ceptable thermal stratification.Review indicated that Dresden.Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edisori Co, of New York, Inc. 113pp. 50630:001-50630:114, 

8907260206 Fonvards SIMS insp rept on 890705-07 re verification requirements of 
SIMS. 

ROONEY.V.L. Project Directorate 1-3. 89/07/21. SHEMANSKI.P.C. Project Directorate 
III-2. 4pp. 50673:090-50673:093, 
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8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
■^h:rir'"r; ” Efforts being made to develop formalized procedures for insp programs for 
inosc- sia-.icns a.'o procedures. 

RICHTER. M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 

8907110279 Monthly operating repts for June 1989 for Zion Units 1 & 2. W/890707 ltr. 
THOMAS.J., JOYCE.T.P. Commonwealth Edison Co. 89/06/30. 11pp. 50500:337- 
50500:347. 


S. Reportable occurrences, LERs & related correspondence 

8906300171 PNO-lll-89-040:on 890624, power lost to all control room annunciators for 
reactor & safety-related sys.Caused by troubleshooting ground on electrical bus for 
balance-of-plant annunciators & blow fuses. 

LERCH.R.M., SHAFER.W.D. Region 3. Ofc of the Director. 89/06/26. Ip. 50367:209- 
50367:209. 

8907280117 LER 89-051 -00:on 890624, power lost to NSSS annunciators in control 
room due to opening of breaker 27.Caused by binding of breaker mechanism trigger- 
ing insufficient contact pressure. Breaker 27 removed & replaced. W/890724 ltr. 
YUNKER.S., JOYCE.T.P. Commonwealth Edison Co. 89/07/24. 4pp. 50684:066- 
50684:069. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8906290303 Advises that 890509 Rev 10 to emergency plan re organizational changes 
& emergency action levels acceptable. 

GREGEP L..R. Region 3. Ofc of the Director. 89/06/21. STEINHARDT.C.R. Wisconsin 
Public Serv.ce Corp. 2pp 50363:292-50363:293. 

8907050024 Rev 0 to Radiological Emergency Response Plan Implementing Procedure 
EP-AD-2.Rev B to EP-EOF-12 & Rev K to EP-SEC-3.W/ 890628 ltr. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/06/28. 60pp. 50399:255- 
50399:314. 


H. General correspondence 

8907200259 Informs of recent organizational changes within util. Effective 
890701, author will assume responsibility for all nuclear power & QA operations.Future 
correspondence should be addressed to KH Evers.plant manager. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/07/10, GODY.A.T. Project Di- 
rectorate 111-3. 2pp. 50614:194-50614:195. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240283 Forwards 1989 rev to updated FSAR for Kewaunee Nuclear Power 
Plant. Description of revs & summarized safety evaluation for each rev end. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 89/07/19. Document Control 
Branch (Document Control Desk). Ip. 50631:142-50634:336, 

—8907240284 Forwards 1989 rev to updated safety analysis rept for plant. Description 
of editorial & technical changes made end. 

HOOPS, K.E. Wisconsin Public Service Corp. 89/07/20. Document Control Branch 
(Document Control Desk). Ip. 50631:143-50631:143. 

“8907240287 Rev 7 to updated safety analysis rept for Kewaunee Nuclear Power Plant. 
• Wisconsin Public Service Corp. 89/07/20. 1.400pp, 50631:144-50634:336. 


P. Operating license stage documents & correspondence 

8907050204 Advises that util has not ordered electrical components &/or parts from 
Planned Maint Sys,lnc,in response to 890522 ltr. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/06/22. Document (Control 
Branch (Document Control Desk). Ip. 50418:003-50418:003. 

8907030159 Forwards Rev 1 to EGG-NTA-8009, "Conformance to Reg Guide 
1.97:Kewaunee," preliminary technical evaluation rept. Emergency response capability 
acceptable. 

GlITTER.J.G. Project Directorate II1-3. 89/06/26. STEINHARDT.C.R. Wisconsin Public 
Sen/ice Corp. 4pp, 50392:319-50393:004. 

—8907030169 Rev 1 to, "Conformance to Reg Guide 1.97:Kewaunee," preliminary tech- 
nical evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.), FIN A-6438. EGG-NTA-8809 R01. 
89/05/31. NRC - No Detailed Affiliation Given. 42pp. 50392:323-50393:004. 

8907030250 Summary of 890619 meeting w/util to discuss current status of plant SPDS 
validation & verification plan.List of attendees provided in End 1 & copy of meeting 
handouts provided in End 2. 

GlITTER.J.G. Project Directorate 111-3. 89/06/27. Project Directorate III-3. 40pd. 
50383:233-50383:272. ^ 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 


8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070065 Forwards Rev AG to P&ID M-21 1.W/o drawing. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/06/30. Document Control 
Branch (Document Control Desk). Ip. 50445:080-50445:080. 

8907180317 Responds to Generic Ltr 89-06 re evaluation of licensee SPDS.Util SPDS 
will fully meet requirements of NUREG-0737 w/completion of certain mods to 
sys.Schedule for implementation of mods end. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/07/11, Document Control 
Branch (Document Control Desk). 15pp. 50578:083-50578:097. 

8907190319 Application for amend to License DPR-43, consisting of proposed Amend 
89, changing Tech Specs to reduce frequency of turbine valve testing, based on Wes- 
tinghouse evaluation, documented in WCAP-11525. 

STEINHARDT.C.R, Wisconsin Public Service Corp. 89/07/14. Document Control 
Branch (Document Control Desk). 11pp. 50585:167-50585:183. 

-8907190321 Proposed Tech Specs re turbine overspeed protection & min frequencies 
for equipment tests. 

• Wisconsin Public Service Corp. 89/07/14. 6pp. 50585:178-50585:183. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290009 Forwards response to NRC Bulletin 89-001, "Failure of Westinghouse 
Steam Generator (SG) Tube Mechanical Plugs." Lifetime estimates performed for 
plugs installed in plant SGs. 

HINTZ.D.C. Wisconsin Public Service Corp. 89/06/19. Document Control Branch 
(Document Control Desk). 13pp. 50370:040-50370:052. 

8907060035 Forwards Safety Insp Rept 50-305/89-08 on 890501-0615 & notice of vio- 
lation. 

KNOP.R.C. Region 3. Ofc of the Director. 89/06/29. STEINHARDT.C.R. Wisconsin 
Public Sen/ice Corp. 2pp. 50432:178-50432:190. 

-8907060038 Notice of violation from insp on 890501 -061 S.Violation noted:written 
safety evaluation for Design Change Request 24, Rev 1 did not discuss change & 
show that change did not conflict w/design basis per updated SAR. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/29. Ip. 50432:180-50432:180. 

-8907060041 Insp Rept 50-305/89-08 on 890501 -061 5. Violations noted. Major areas 
inspected:operational safety.surveillance, maint, LERs & mods. 

DEFAYETTE.R. Region 3, Ofc of the Director. 89/06/28. 10pp. 50432:181-50432:190. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc, 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180288 Fonvards 1989 refueling inservice insp rept.Outage constituted second insp 
yr of second period of second 10-yr interval. Eight recordable indications identified 
during exam of pressurizer surge line piping. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/07/10. Document Control 
Branch (Document Control Desk). 15pp. 50571:162-50571:182. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & reiated correspondence 


8907140043 Monthly operating rept for June 1989 for Kewaunee Nuclear Power 
Station.W/890710 ltr. 

RUITER.G.H., STEINHARDT.C.R. Wisconsin Public Service Corp. 89/06/30. 5pp. 
50541:270-50541:274. 


S. Reportable occurrences, LERs & related correspondence 

8907030224 LER 89-01 1-00:on 890523, radiation technologist identified radioactive 
source that exceeded prescribed frequency for leak testing. Caused by inadequate 
review of paperwork upon receipt.Source satisfactorily leak tested. 

BERGMANN.J.W., STEINHARDT.C.R. Wisconsin Public Service Corp, 89/06/22. 4pp. 
50385:325-50385:328. 

8907250151 Part 21 Rept .10CFR21 -0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1 ). 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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8907130097 Forwards response to concerns identified during 890501-05 requalification 
exam. Identified answer key improvements will be implemented prior to next requalifi- 
cation exam & number of sets of ref matls will be increased. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 89/07/06. Document Control 
Branch (Document Control Desk). 5pp. 50520:030-50520:034. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8906280040 Forwards Insp Repts 50-282/89-17 & 50-306/89-17 on 890416- 0526 & 
notice of violation. 

AXELSON.W.L. Rcc^cn 3. Ofc of t^'e Director. 89/06/20. LARSON.C.E. Northern 
States Power Co. 2pp 57.322.352-1:3333:056 

-8906280044 Insp Repts 50-282/89-17 & 50-306/89-17 on 890416-0526. Violations 
noted. Major areas inspected:previous insp findings, plant operational 

safety, maint, surveillances, ESF sys, security, QA programs & followup of LERs & gener- 
ic Itrs. 

BURGESS.B. Region 3, Ofc of the Director. 89/06/20. 12pp. 50333:055-50333:066. 

8906290275 Forwards Safety Insp Repts 50-282/89-04 & 50-306/89-04 on 890606.No 
violations noted. 

GREGER.L.R. Region 3. Ofc of the Director. 89/06/21. LARSON.C.E. Northern States 
Power Co. 2pp. 50369:313-50369:347. 

-8906290282 Insp Repts 50-282/89-04 & 50-306/89-04 on 890604-08.No 

violations, deviations, deficiencies or open items noted.Major areas 

inspected:emergency preparedness exercise & followup on previously identified items. 
SMITH. M.J. Region 3, Ofc of the Director. 89/06/21. 33pp. 50369:315-50369:347. • 

8907050405 Forwards SALP 8 Board Repts 50-282/89-01 & 50-306/89-01 for Dec 
1987 - Apr 1989. Improvements needed in areas of security, surveillance & engineer- 
;-c/tochnica' s;jppc‘1. 

C.^VIS.A.E. Region 2, Cfo cf the Director. 89/06/29. LARSON.C.E. Northern States 
r c yvt;' Co. 3pp 50r. • 3.279-5 O-''- 1 5 3 '. 1 . 

8907190371 Forwards Safety Insp Repts 50-282/89-18 & 50-306/89-18 on 890528- 
0701 & notice of violation. 

AXELSON.W.L Pedor 3. Ofc of the D-rector. 89/07/13. LARSON.C.E. Northern 
States Power Co. 2pp. 5G560:2-<'.^.-r)05tiC.255. 

-8907190374 Insp Repts 50-282/89-18 & 50-306/89-18 on 890528-0701. Violations 
noted.Major areas inspected:previous insp findings, plant operational 

safety.maint.surveillances.ESF sys, security, QA programs.& followup of LERs & generic 
Itrs. 

BURGESS.B. Region 3, Ofc of the Director. 89/07/13. 9pp. 50580:247-50580:255. 


H. General correspondence 


8907050372 Informs of TM Parker authorization to sign applicable NRC items. 
PARKER.T.M. Northern States Power Co. 89/06/26. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). Ip. 50403:112-50403:112. 

8907100211 Informs of organizational changes made within nuclear generation organi- 
zation in order to respond more effectively to current requirements re review.mgt & 
completion of site mods.Organization diagram end. 

LARSON,C.E. Northern States Power Co. 89/06/27. Region 3, Ofc of the Director. 
2pp. 50459:108-50459:109. 

8907120013 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures, Sys & Components.” 
PARKER.T.M. Northern States Power Co. 89/06/30. Docketing & Services Branch. 
Ip. 50496:059-50496:059. 


P. Operating license stage documents & correspondence 

8907030177 Forwards notice of consideration of issuance of amends to Licenses DPR- 
42 & DPR-60 re 890406 application for amends to revise fuel enrichment limits permit- 
ted in storage pool. 

DIIANNl.D.a Project Directorate III-1. 89/06/05. MUSOLF.D.M. Northern States 
Power Co. 3pp. 50396:165-50396:171. 

-8907030182 Notice of consideration of issuance of amends to Licenses DPR-42 & 
DPR-60 & proposed NSHC determination & opportunity for hearing on 890406 request 
to revise Tech Spec fuel enrichment limits permitted in storage pool. 

DE AGAZIO.A. Project Directorate III-1. 89/06/05. 4pp. 50396:168-50396:171. 

8906280132 Forwards environ assessment & finding of no significant impact re 881024 
application for amend to License DPR-41 & DPR-60. 

DIIANNI.D.C. Project Directorate III-1. 89/06/23. PARKER.T.M. Northern States 
Power Co. 4pp. 50330:076-50330:082. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co, of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy,” Sve list end, 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907170112 Provides response to NRC Generic Ltr 89-06 re SPDS. Activities performed 
& functions of operational SPDS listed. 

PARKER.T.M. Northern States Power Co. 89/07/11. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 21pp. 50555:129-50555:149. 


Q. Inspection reports, IE Bulletins & correspondence 

8907210270 Responds to NRC 890504 ltr re violations noted in Insp Repts 50-282/89- 
14 & 50-306/89-1 S.Corrective actions:procedures governing local leakage rate testing 
changed to require retention of as-found & as-left data for airlocks. 

LARSON.C.E. Northern States Power Co. 89/06/05. WRIGHT.G.C. Region 3, Ofc of 
the Director. 3pp. 50614:356-50614:358. 

8906280040 Forwards Insp Repts 50-282/89-17 & 50-306/89-17 on 890416- 0526 & 
notice of violation. 

AXELSON.W.L. Region 3. Ofc of the Director. 89/06/20. LARSON.C.E. Northern 
States Power Co. 2pp. 50333:052-50333:066. 

-8906280043 Notice of violation from insp on 8904 16-0526. Violations noted:licensee 
has not sampled fuel storage tanks on monthly basis & from approx 890413 to 
20, opening in auxiliary b'dg special vent zc'’g boundary not under control. 
AXELSON.W.L. Region 3,' Oic of ;-o .Dirtc:.-:r 89/06/20. Ip. 50333:054-50333:054. 

-8906280044 Insp Repts 50-282/89-17 & 50-306/89-17 on 890416-0526. Violations 
noted.Major areas inspected:previous insp findings.plant operational 
safety.maint.surveillances.ESF sys.security.QA programs & followup of LERs & gener- 
ic Itrs. 

BURGESS.B. Region 3. Ofc of the Director. 89/06/20. 12pp. 50333:055-50333:066. 

8906290242 Submits proposed actions & status of items of concern stemming from Oct- 
Nov 1 988 audit re molded-case circuit breakers.Safety Evaluations 265,252 & Adden- 
dum 1 to 252 end (ref 50-282/88-201 & 50-306/88-201). 

LARSON.C.E. Northern States Power Co. 89/06/20. MILLER.H.J. Region 3, Ofc of 
the Director. 3pp. 50361:266-50362:009. 

-8906290258 “Untraceable Molded Case Circuit Breakers Installed in Safety-Related 
Application," Safety Evaluation 265. 

MCCLOSKEY.S.K., SILVERBERG.T.C., MENDELE.D.J. Northern States Power Co. 
265. 89/04/28. 10pp. 50361:269-50361:278. 

-8907050425 “Used Molded Case Circuit Breakers Installed in Safety- Related Applica- 
tions," Safety Evaluation 252. 

SILVERBERG.T.C. Northern States Power Co. 252. 88/11/11. 63pp. 50361:279- 
50361:341. 

“8907050432 "Used Molded Case Circuit Breakers Installed in Safety- Related Applica- 
tions," Addendum 1 to Safety Evaluation 252. 

MCCLOSKEY.S.K. Northern States Power Co. 252 ADD 01. 89/05/25. 29pp. 
50361:342-50362:009. 

8906290275 Forwards Safety Insp Repts 50-282/89-04 & 50-306/89-04 on 890606. No 
violations noted. 

GREGER.L.R. Redon 3. O^c of the Director. 89/06/21. LARSON.C.E. Northern States 
Power Co. 2pp. b0359-313-5:3C9-::4^ 

-8906290282 Insp Repts 50-282/89-04 & 50-306/89-04 on 890604-08.No 

violations.deviations.deficiencies or open items noted.Major areas 
inspected:emergency preparedness exercise & followup on previously identified items. 
SMITH.M.J., PLOSKI.T., SNELL.W.G. Region 3, Ofc of the Director. 89/06/21. 33pp. 
50369:315-50369:347. 

8907050301 Confirms arrangements for 890727 meeting at plant site to discuss SALP 8 
rept. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/06/27. LARSON.C.E. Northern 
States Power Co. 2pp. 50412:157-50412:158. 

8907050405 Forwards SALP 8 Board Repts 50-282/89-01 & 50-306/89-01 for Dec 
1987 - Apr 1989. Improvements needed in areas of security, surveillance & engineer- 
ing/technical support. 

DAVIS, A.B. Regies 3. O'c o» the Director. 89/06/29. LARSON.C.E. Northern States 
Power Co. 3pp. 50*'. 1 5:279-50^. ' 5:3 11. 

-8907050408 SALP Repts 50-282/89-01 & 50-306/89-01 for Dec 1987- Apr 1989.Cate- 
gory 1 rating assigned in areas of plant operations.radiological controls & maint/sur- 
veillance. 

* Region 3, Ofc of the Director. 89/06/29. 30pp. 50415:282-50415:311. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Sve list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110157 Submits info in response to 890620 commitments re molded case circuit 
breaker.per Insp Repts 50-282/88-201 & 50-306/88-201. Replacement of feedwater 
isolation valve motor breakers no longer necessary as stated. 

LARSON.C.E. Northern States Power Co. 89/06/30. MILLER.H.J. Region 3, Ofc of 
the Director. 2pp. 50501:304-50501:305. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120217 Forwards Enforcement Conference Insp Repts 50-282/89-19 & 50-306/89- 
19 on 890608.Violations discussed. 

MILLER.H.J. Region 3, Ofc of the Director. 89/07/06. LARSON.C.E. Northern States 
Power Co. 3pp. 50512:228-50512:235. 

-8907120223 Enforcement Conference Insp Repts 50-282/89-19 & 50-306/89-19 on 
890608.Major areas discussed:actions taken to determine that commercial grade com- 
ponents discussed on Pages 4-6 of Vendor Branch Insp Rept 50-282/88-200. 
PHILLIPS, M.P.. WRIGHT.G.C. Region 3. Ofc of the Director. 89/07/06. 5pp. 
50512:231-50512:235. 

8907250073 Provides addi info re molded case circuit breaker replacement.per Insp 
Repts 50-282/88-201 & 50-306/88-201. Util has concluded that replacement breakers 
from Bud Ferguson Co suitable for safety-related purposes. 

LARSON.C.E. Northern States Power Co. 89/07/12. MILLER.H.J. Region 3, Ofc of 
the Director, 2pp. 50655:160-50655:161. 
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8907190371 Forwards Safety Insp Flepts 50-282/89-18 a 50-306/89-18 on 890528- 

0701 & notice of violation. 

AXELSON,W.L Region 3, Ofc of the Director. 89/07/13. LARSON.C.E. Northern 
States Power Co. 2pp. 50580:244-50580:255. 

-8907190372 Notice of violation from insp on 890528-0701 .Violation notedron 
890627,480 volt breaker for 1 1 inverter instrument bus II deenergized & removed from 
motor control ctr 1 AC1, instead of 480 volt breaker for 1 1 batrerv charger, 
AXELSON.W.L. Region 3, Ofc of the Director. 89/07/13. Ip. 50580:246-50580:246. 

-8907190374 Insp Repts 50-282/89-18 & 50-306/89-18 on 890528-0701. Violations 
noted. Major areas inspected:previous insp findings, plant operational 

safety, maint,surveillances,ESF sys,security,QA programs, & followup of LERs & generic 
Itrs. 

BURGESS,B. Region 3. Ofc of the Director. 89/07/13. 9pp. 50580:247-50580:255. 

8907240038 Forwards Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613- 
15. 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/17. LARSON,C.E. Northern States 
Power Co. 2pp. 50622:334-50623:150. 

-8907240041 Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613-15. Exam 
results:all five reactor operators & one senior reactor operator passed written &/or op- 
erating exams. 

REIDINGER.T. Region 3. Ofc of the Director. 89/07/17. 175pp. 50622:336-50623:150. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosicn CMck^-'z cf High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in .-'nc-'c' Car’-m:: Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907190045 Monthly operating repts for June 1989 for Prairie Island Units 1 & 2,W/ 
890711 Itr. 

DUGSTAD.D., PARKER.t.M. Northern States Power Co. 89/06/30. 9pp. 50592:181- 
50592:189. 


S. Reportable occurrences, LERs & related correspondence 

8907050374 LER 89-002-00:on 890526,unit tripped on steam generator low 
level.Caused by failure of e'cctrol'.-tic caoadtor & mducto' Sceod eror amplifier card 
replaced & insp of all other c -cuit ca-ds conp.exu vy- 890626 ii'. 

HUNSTAD.A.A., PARKER.T.M. Nc'tno'.n S:ates =iv.e' Co 59.'.';'6/26. 5pp. 50411:351- 
50411:355. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified, 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411), 7pp. 50644:273-50644:279. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907240038 Forwards Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613- 

1 5 . 

WRIGHT.G.C. Region 3, Ofc of the Director. 89/07/17. LARSON.C.E. Northern States 
Power Co. 2pp. 50622:334-50623:150. 

-8907240041 Exam Repts 50-282/OL-89-01 & 50-306/OL-89-01 on 890613-15. Exam 
results:all five reactor operators & one senior reactor operator passed written &/or op- 
erating exams. 

REIDINGER.T., SHEMBARGER.K. BURDICK,T.V. Region 3, Ofc of the Director. 89/ 
07/17. 175pp. 53622.336-50623:150. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8907060241 Ack receipt of 890525 Itr informing NRC of steps taken to correct violations 
noted tn Insp Rept 50-309/89-07. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/06/26. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 50431:343-50431:345. 

Responds to NRC 890425 Itr re violations noted in Insp Rept 50-309/89- 
07. Corrective actions withheld. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/05/25. BELLAMY.R.R. Reqion 1 
Ofc of the Director. Ip. 50431:345-50431:345. 

EPIPs.including Rev 13 to 2.50.2, Rev 14 to 2.50.3 & Rev 15 to 

cPIP-2*50-4. 

* Maine Yankee Atomic Power Co. 89/06/28, 63pp. 50402:124-50402:186. 

8907250031 Provides emergency exercise objective & scenario guidelines for emergen- 
cy exercise schedule for wk of 891106.List schedule that should be used for all exer- 
cises. 

UZARUS,W.J. Region 1, Ofc of the Director. 89/07/14. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 50654:273-50654:275. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8907210189 Forwards Rev 7 to FSAR for Maine Yankee Atomic Power Station, 
FRIZZLE.C.D. Maine Yankee Atomic Power Co. 89/07/19. Document Control Branch 
(Document Control Desk), 2pp. 50625:174-50626:239. 

-8907210193 Rev 7 to FSAR for Maine Yankee Atomic Power Station." 

• Maine Yankee Atomic Power Co. 89/07/19. 250pp. 50625:176-50626:239. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to ail holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907130325 Forwards Amend 1 13 to License DPR-36 & safety evaluation. Amend modi- 
fies Tech Specs to reflect operating limits for Cycle 1 1 operation. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/ 
10. FRIZZLE.C.D. Maine Yankee Atomic Power Co. 5pp. 50532:045-50532:074. 

—8907130327 Amend 113 to License DPR-36, modifying Tech Specs to reflect operating 
limits for Cycle 1 1 operation. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
10. 12pp. 50532:049-50532:060. 

-8907130328 Safety evaluation supporting Amend 113 to License DPR-36, 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/10. 13pp. 
50532:061-50532:074. 

8907190011 Forwards response to Generic Ltr 89-06 requesting certification that SPDS 
meets requirements of SuppI 1 to NUREG-0737 per info provided in NUREG-1342. 
FRIZZLE.C.D. Maine Yankee Atomic Power Co. 89/07/11. Document Control Branch 
(Document Control Desk). 19pp. 50592:216-50592:234. 

8907180433 Forwards revised Pages 3.10-16 & 3.10-17 to Amend 107 to License DPR- 
36.correcting typos. 

LEEDS.E.J. Project Directorate 1-3. 89/07/14. FRIZZLE.C.D. Maine Yankee Atomic 
Power Co. 4pp. 50579:237-50579:242. 

“8907180434 Revised Pages 3.10-16 & 3.10-17 to Amend 107 to License DPR-36,cor- 
recting tyocs. 

* NRC ■ Nc Dc-.alec Affi Given. 89/07/14. 2pp. 50579:241-50579:242. 


Q. Inspection reports, IE Bulletins & correspondence 

8907250287 Requests that NRC replace Pages 14,15 & 16 of attachment to 890412 Itr 
w/attached sheets.per IE Bulletin 85-03. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/06/12. Region 2, Ofc of the Di- 
rector. 4pp. 50642:307-50642:310. 

8906300257 Responds to NRC 890327 Itr re violations noted in Insp Rept 50-309/89- 
30,Corrective actions:svc water HX valves will be relabeled & setpoint basis document 
will be developed to control setpoint revs. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/06/13. RUSSELL, W.T. Region 1 
Ofc of the Director. 40pp. 50370:093-50370: 131. 

8906290421 Provides amended response to NRC 890124 Itr re violations noted in Insp 
Rept 50-309 '88 -23 on 1988 shipment records. 

WHI-^IER G.D Maine Yankee Atomic Power Co. 89/06/14. RUSSELL.W.T. Reqion 1 
Ofc of tne Dsrec'cr 2pp. 50337:273-50337:274. 

8906290513 Advises of reclassification of nine circuit breakers previously deemed trace- 
able re NRC Bulletin 88-010. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/06/19. Document Control 
Branch (Document Control Desk). 3pp. 50369:348-50369:350. 

8907060241 Ack receipt of 890525 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-309/89-07. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/06/26. FRIZZLE.C.D. Maine Yankee- 
Atomic Power Co. 2pp. 50431:343-50431:345. 

—8907060243 Responds to NRC 890425 Itr re violations noted in Insp Rept 50-309/89- 
07.Corrective actions withheld. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/05/25. BELLAMY.R.R. Reqion 1 
Ofc of the Director. 1p. 50431:345-50431:345. 

8907100176 Ack receipt of 890614 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-309/88-23. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/06/28. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 50459:110-50459:113. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, ‘‘Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907200406 Requests add! time to respond to violation noted in Insp Rept 50-309/88- 
20.Response provided by 890721. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 89/07/06. RUSSELLWT Redon 1 
Ofc of the Director. 2pp. 50612:358-50612:358. 
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8907200234 Forwards Requalification Exam Rept 50-309/89-050L conducted on 
89051 S-"* 8. Procram '■a+irq-sat‘s^actcr\' 

GALLO, = V. ' Of-j o: -.t'e '.Oirector. 89/07/12. FRIZZLE.C.D. Maine Yankee 

Atomic Pc.viV Cc. 50586:186-50586:191. 

--8907200247 Requalification Exam Rept 50-309/89-050L on 89051 5-1 S.Exam 
results:seven senior reactor operators & five reactor operators passed 
exams. Licensed operator requalification exam rated satisfactory. 

PRELL.J., EATON, R. Region 1, Ofc of the Director. 89/06/01. 4pp. 50586:188- 
50586:191. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907140027 Monthly operating rept for June 1989 for Maine Yankee Power Station.W/ 
890707 Itr. 

TAYLOR, J.M., EMBRY,K.L., WHITTIER,G.D. Maine Yankee Atomic Power Co. 89/06/ 
30. 6pp. 50544:219-50544:224. 


S. Reportable occurrences, LERs & related correspondence 

8907100269 Forwards LER 89-002-01. SuppI documents addi info & that evaluation of 
reported conditions completed per 10CFR21. 

WHITTIER,G.D. Maine Yankee Atomic Power Co. 89/06/28. Document Control 
Branch (Document Control Desk). Ip. 50456:307-50456:310. 

-8907100273 LER 89-002-01 :on 89021 4, identified that heat shrink tubing associated w/ 
51 connectors not in conformance w/mfg recommended usage range.Caused by un- 
qualified use of silicone compound. Instructions manual revised. 

COLLAMORE,D.E. Maine Yankee Atomic Power Co. 89/06/28. 3pp. 50456:308- 
50456:310. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907190373 LER 89-002-02:on 89021 4,identified that heat shrink tubing associated w/ 
51 connectors not in conformance w/mfg recommended usage range.Caused by mfg 
error.Connector seals repaired & reactor returned to svc.W/890714 Itr. 
COLLAMORE,D.E., WHITTIER, G.D. Maine Yankee Atomic Power Co. 89/07/14. 4pp. 
50583:124-50583:127. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907200234 Forwards Requalification Exam Rept 50'309/89-050L conducted on 
89051 5-1 S.Program rating:satisfactory. 

GALLO,R.M. Region 1, Ofc of the Director. 89/07/12. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 50586:186-50586:191. 

-8907200247 Requalification Exam Rept 50-309/89-050L on 89051 5-1 8.Exam 
results:seven senior reactor operators & five reactor operators passed 
exams.Licensed operator requalification exam rated satisfactory. 

PRELL.J.. EATON. R. Region 1, Ofc of the Director. 89/06/01. 4pp. 50586:188- 
50586:191. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8906290023 Fonvards scope & objectives for 891025 annual emergency preparedness 
exercise.for review. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/06/21. Doc- 
ument Control Branch (Document Control Desk). 7pp. 50363:159-50363:165. 

8907100138 Forwards final exercise rept of 881129 exercise of offsite radiological emer- 
gency preparedness plans site-specific to Artificial Island generating station.No defi- 
cisncics notsd 

KWIATKOWSki.D. Federal Emergency Management Agency. 89/06/26. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50508:004-50508:044. 

-8907100144 “Radiological Emergency Preparedness Exercise Evaluation Rept." 

* Federal Emergency Management Agency. 89/06/13. 40pp. 50508:005-50508:044. 

8907110314 Forwards environ assessment & findings of no significant impact re pro- 
posed exemptions from requirements in 10CFR50, App R.Section III.G.Exemptions 
allow use of alternate means of meeting intent of 10CFR50,App R. 

STONE. J.C. Project Directorate 1-2. 89/07/06. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 50500:351-50500:357, 

-8907110321 Environ assessment & finding of no significant impact re proposed ex- 
emptions from requirements of App R to 10CFR50. 

BUTLER.W. Project Directorate 1-2. 89/07/06. 4pp. 50600:354-50500:357. 


8907170405 Forwards Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 
890501-0605 & notice of violation. AddI mgt attention necessary to improve licensee 
performance re weaknesses in station procedures & implementation. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/07/06. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 50559:001-50559:050. 

-8907170412 Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 890501- 
0605.Violation noted. Major areas inspected: operations.radiological 

controls, surveillance testing.maint, emergency preparedness,security & review of 
LERs. 

SWETLAND,P.D. Region 1, Ofc of the Director. 89/07/05. 47pp. 50559:004- 
50559:050. 

8907250034 Provides schedule that emergency exercise objective & scenario info 
should be submitted for emergency exercise scheduled for wk of 891023.Schedule re- 
vised to reflect milestones in FEMA Guidance Memo EX-3, dtd 880226. 

LAZARUS.W.J. Region 1, Ofc of the Director. 89/07/14. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 50655:188-50655:190. 


L Financial information 


8907170468 Fonwards “Public Svc Enterprise Group lnc,1988 Annual Rept," “Atlantic 
Energy Annual Rept 1988," “Philadelphia Electric Co Annual Rept 1988" & “Delmar- 
va Power 1988 Annual Rept." 

FRYLING.R. Public Service Electric & Gas Co. of New Jersey. 89/07/10. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 50553:144-50553:357. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907240231 Rev 9 to updated FSAR for Salem Generating Station Units 1 & 2. 

* Public Service Electric & Gas Co.,of New Jersey. 89/07/22. 1.000pp. 50700:081- 
50702:109. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120110 Forwards corrected Page V-4, "Gas Chromatography/Mass Spectrometry 
Fraction-Volatile Compounds” for Discharge Outfall DSN 461C.Missing lab analyses 
results for bis ether & dischlorodifluoromethane not reported due to lab error. 
PRESTON,B.A. Public Service Electric & Gas Co. of New Jersey. 89/07/05. 
CAPORALE.G. New Jersey, State of. 3pp. 50513:275-50513:277. 

8907170050 Application for amends to Licenses DPR-70 & DPR-75, consisting of Rev 2 
to License Change Request 84-01, revising reporting requirements per Generic Ltrs 83- 
43 & 85-1 9 & schedular requirements re radial peaking factor limit rept. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/07/07. Doc- 
ument Control Branch (Document Control Desk). 18pp. 50559:111-50560:006. 

“8907170055 Proposed Tech Specs revising reporting requirements per Generic Ltrs 
83-43 & 85-19 & schedular requirements for submitting radial peaking factor limit 
rept.Fee paid. 

* Public Service Electric & Gas Co. of New Jersey. 89/07/07. 202pp. 50559:114- 
50560:006. 

8907170179 Forwards response to questions 11,12,14,15 & 16 of 890104 request for 
addi info re NUREG-0737,ltem II. D.1. Answers to remaining questions will be provided 
by 890801. W/four oversize drawings, 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/07/07. Doc- 
ument Control Branch (Document Control Desk). 62pp. 50543:227-50543:289. 

8907170225 Responds to Generic Ltr 89-06 re evaluation of SPDS against requirements 
of NUREG-0737,Suppl 1.SPDS does not fully meet requirements of NUREG-0737.Full 
compliance expected by 900331. SPDS checklist end. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/07/10, Document 
Control Branch (Document Control Desk). 22pp. 50554:093-50554:114. 

8907180328 Forwards “Assessment of Impacts of Salem & Hope Creek Generating Sta- 
tions on Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Caretta) Sea Tur- 
tles." Rept incorporates items outlined in 881214 Itr & NRC suggestions. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/07/12. Doc- 
ument Control Branch (Document Control Desk). 3pp. 50572:174-50572:269. 

—8907180405 “Assessment of Impacts of Salem & Hope Creek Generatirig Stations on 
Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Caretta) Sea Turtles." 

* Public Service Electric & Gas Co, of New Jersey. 89/06/30. 93pp. 50572:177- 
50572:269. 

8907210073 Requests agreement w/interpretation of Tech Spec 3.4.10.3, “Overpres- 
sure Protection Sys." Util believes that issuance of special rept of preplanned se- 
quence during testing or operation need not be reported per App C to NUREG-1022. 
MITENBERGER,S. Public Service Electric & Gas Co. of New Jersey, 89/07/17. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50630:255-50630:256. 

8907260195 Fonvards Amend 75 to License DPR-75 & safety evaluation. Amend de- 
letes criterion that requires expanding sample if measured drag force of mechanical 
snubbers exceeds previously measured drag force by more than 50%. 

STONE.J.C. Project Directorate 1-2. 89/07/20. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 50673:043-50673:052. 

-8907260197 Amend 75 to License DPR-75,deleting criterion that requires expanding 
sample if measured drag force of mechanical snubbers exceeds previously measured 
drag force by more than 50%. 

BUTLER,W.R. Project Directorate 1-2, 89/07/20. 4pp. 50673:046-50673:049. 
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-8907260200 Safety evaluation supporting Amend 75 to License DPR-75. 

Nuclear Reactor Regulation, Director (Post 870411). 89/07/20. 3pp. 
50673:050-50673:052. 

8907260291 Discusses allowable boron concentration in boron iniection tank in re- 
sponse to 890711 telcon re inconsistency in 890616 SER enci w/Amends 78 & 
52.Boron concentration can be reduced to zero ppm. 

STONEJ.C. Project Directorate 1-2. 89/07/20. MILTENBERGER.S. Public Service 
Electric & Gas Co, of New Jersey. 3pp. 50658:293-50658:295. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290510 Responds to NRC Bulletin 89-001, ‘‘Failure of Westinghouse Steam Gener- 
ator Tube Mechanical Plugs." Info provided in WCAP-1 2244/12245 for Salem 
incorrect.Corrected installation data end. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey, 89/06/21. Document 
Control Branch (Document Control Desk). 6pp. 50362:214-50362:219. 

8906290304 Responds to NRC 890522 Itr re violations noted in Insp Repts 50-272/89- 
10 & 50-31 1/89-09.Corrective actions:Procedure GM8-DE-AP.22-0016(Q) revised to 
provide clarification for procurement classification of items & svcs.per 10CFR71. 
MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. 89/06/22. Doc- 
ument Control Branch (Document Control Desk), 5pp. 50364:173-50364:177. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907170405 Forwards Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 
890501-0605 & notice of violation. AddI mgt attention necessary to improve licensee 
performance re weaknesses in station procedures & implementation. 

LiNVILLE.J.C. Region 1, Ofc of the Director. 89/07/06. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp, 50559:001-50559:050. 

-8907170409 Notice of violation from insp on 890501 -0605. Violation notedrno safety 
evaluation existed documenting why no unreviewed safety question involved re 
890510 addition of reactivity computer to both control units. 

* Region 1 , Ofc of the Director. 89/07/06. 1 p. 50559:003-50559:003. 

-8907170412 Resident Safety Insp Repts 50-272/89-11 & 50-311/89-10 on 890501- 
0605, Violation noted.Major areas inspected: operations, radiological 

controls, surveillance testing, maint, emergency preparedness, security & review of 
LERs. 

SWETLAND.P.D. Region 1. Ofc of the Director. 89/07/05. 47pp. 50559:004- 
50559:050. 

8907200231 Forwards Insp Repts 50-272/89-16 & 50-311/89-15 on 890527- 0710.En- 
forcement conference scheduled for 890726 to discuss inadequate response time 
testing of isolation function of main & bypass feedwater cont'c' va'ves. 

KANCW.F. Region 1, Ofc of the Director. 89/07/14. MLTEN3ER3ER.S Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 50614:105-50614:115. 

-8907200233 Insp Repts 50-272/89-16 & 50-311/89-15 on 890527-0614. Violations 
noted.Major areas inspectedrlicensee response to identification of inadequate re- 
sponse time testing of main & bypass feedwater regulating valves & unacceptables 
results. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/07/12, 10pp. 50614:107- 
50614:115. 

8907250335 Notification of Significant Licensee Meeting 89-113/ enforcement confer- 
ence on 890726 w/util in Region 1 ofc to discuss util failure to test feedwater isolation 
sys. 

SWETLAND.P.D. Region 1, Ofc of the Director. 89/07/14, Region 1, Ofc of the Direc- 
tor, 2pp. 50655:146-50655:147. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co, of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056. "Questionable Certification of Matt Supplied to 
Defense Dept by Nuclear Suppliers," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co, of New York, Inc. 1l3pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8906300155 "Discharge Monitoring Rept for May 1989." 

HURKA,D.K. Public Service Electric & Gas Co. of New Jersey. 89/05/31. 25pp. 
50370:057-50370:081. 

8907200313 Monthly operating rept for June 1989 for Salem Unit 2.W/ 890712 (tr. 
WHITE, P., ORTICELLE.A., MILLER, LK. Public Sen/ice Electric & Gas Co. of New 
Jersey, 89/06/30. 10pp. 50612:324-50612:333. 


$. Reportable occurrences, LERs & related correspondence 

8906290207 Summary of Operating Reactors Events Meeting 89-23 on 89061 4.0n 
090607, multiple electrical distribution sys problems occurred at Oconee, Units 1,2 & 
3.0n 89061 0,unit power signal caused scram. 

LANNING.Vif.D. Events Assessment Branch. 89/06/15. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50377:325-50377:336. 

8906280052 LER 09-01 1-00:on 890622.failure to fully comply w/Tech Spec 4.3.2.1.1 
determined.Caused by inadequate design review. Design change 
implemented, modifying circuitry to allow continuity testing.W/890621 Itr. 

POLLACK, M.J.. MILLE^R,L.K. Public Service Electric & Gas Co. of New Jersey. 89/06/ 
21. Spp. 50337:093-50337:097. 


8907180017 LER 89-01 3-00:on 890610, control room alarm annunciated due to high dif- 
ferential pressure & reactor tripped resulting in i'- f ve o‘ s'x : pumps becom- 
ing inoperable.Caused by inadequate corrective 

POLLACK.M.J., MILLER, L.K. Public Service Electric & Gas Co. of New Jersey. 89/07/ 
07. Spp. 50580:061-50580:065. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

?.A="LCV.'J.G Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
c-a Edscn Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8906290481 Discusses util plans re overall closure of plant, per 8906^5 mcetir.c w/ 
NRC.Utit will request appropriate changes to Tech Specs to reflect cc'jc;:ec .mcce & 
will evaluate & request changes to emergency dan. 

BOGGS, D.A. Sacramento Municipsi -uny Cist::-. 89/06/21. MARTIN, J.B. Region 5, 
Ofc of the Director. 2pp. 50351:056-50351:057. 

8907070077 Rev 2 to EPI P-5220, "Security." 

• Sacramento Municipal Utility District. 89/06/27. 20pp. 50455:098-50455:117, 


P. Operating license stage documents & correspondence 

8906290047 Forwards "Procurement Engineering Assessment Plan Final Rept," con- 
firming that reasonable level of confidence exists that safety function of installed 
equipment had not been adversely impacted by cast p-ccurement practices. 
CROLEY.B.G. Sacramento Municipal Utility Distnci 39. 05.-03 MARTIN, J.B. Region 5, 
Ofc of the Director. 1p. 50369:240-50369:294. 

-8906290049 "Procurement Engineering Assessment Plan Final Rept.” 

LAWRENCE.M., PEABODY.W., HUEBNER,R. Sacramento Municipal Utility District. 
89/02/28. 54pp. 50369:241-50369:294. 

8906290481 Discusses util plans re overall closure of plant, per 890615 meeting w/ 
NRC.Util will request appropriate changes to Tech Specs to reflect defueled mode & 
will evaluate & request changes to er^ergency p'an. 

BOGGS,D.A. Sacramento Municipal 'Jf-i’ty D.slnci 89/06/21. MARTIN, J.B. Region 5, 
Ofc of the Director. 2pp. 50351:056-50351:057. 

8906290517 Lists discrepancies noted in Amend 109 to License DPR-54,per 890615 
discussion w/S Reyno'dsTech Specs end. 

CRUNK,S.L Sac'annentc M;,nicipal Utility District. 89/06/22. KNlGHTON,G. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50348:001-50348:008. 

“8906300003 Proposed Tech Specs for Amend 109 to License DPR-54. 

• Sacramento Municipal Utility District. 89/06/22. 6pp. 50348:003-50348:008. 

8907030002 Provides background info on regulatory analysis supplementing NRC pro- 
posed backfit,per 890413 request.Util expected to provide schedule for implementa- 
tion of required improvements. 

HOLAHAN.G.M. Division of Reactor Projects - 111, IV, V & Special Projects (Post 
870411). 89/06/22. CAMPBELL, T.G. Arkansas Power & Light Co. Spp. 50391:115- 
50391:199. 

-8902030163 Forwards proposed plant-specific backfit for improved auxiliary feedwater 
sys reliability analyses for required improvement in secondary DHR capability at plant. 
MURLEY,T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 89/01/ 
31. STELLO.V. Ofc of the Executive Director for Operations. 6pp. 50391:120- 
50391:199. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list enci. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050023 Forwards safety evaluation accepting util response to TMI Action Item 
II. K.3.31. based on finding that licensee meets acceptance criteria of Generic Ltr 83-35 
by licensee ref of approved BAW-1976. 

KALMAN, G. Project Directorate V. 89/06/28. FIRLIT.J. Sacramento Municipal Utility 
District Spp. 50418:029-50418:033. 

8907070198 Forwards exemption from requirements of 10CFR20,App A, Footnote d-2(c) 
to allow use of radioiodine p'ciect:on factor of 50 for MSA GMR-I canisters at 
plant, per 881117 request.Notice of environ assessment also end. 

KNIGHTQN,G.W. Project Directorate V. 89/06/28. FIRLIT.J. Sacramento Municipal 
Utility District 3pp. 50444:321-60444:336. 

-8907070200 Grants exemption from 10CFR20.App A, Footnote d-2{c) requirements to 
allow use of radioiodine protection factor of 50 for MSA GMR-1 canisters at plant, 
VIRGILIO.M.J. Division of Reactor Projects - 111, IV, V & Special Projects (Post 870411). 
89/06/28. Sacramento Municipal Utility District 9pp. 50444:324-50444:333. 

-8907070201 Environ assessment & finding of no significant impact supporting issu- 
ance of exemption from 10CFR20,App A,Footnote d-2(c) requirements. 
KNIGHTQN.G.W. Project Directorate V. 89/06/13. 3pp. 50444:334-50444:336. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070012 Forwards "Rancho Seco Closure Plan," per 890621 request for addl info re 
plan. 

KEUTER.D.R. Sacramento Municipal Utility District 89/06/30. MARTIN, J.B. Region 5, 
Ofc of the Director, ip. 50440:287-50440:312. 
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-8907070013 “Rancho Seco Closure Plan." 

CRUNK, S.L., SHETLER.J.R., KEUTER.D.R. Sacramento Municipal Utility District. 89/ 
06/30. 25pp. 50440:288-50440:312. 

8907070155 Advises that concerns addressed in Generic Ltr 89-08 inapplicable, since 
util intends to defuel reactor.Generic ltr will be reviewed prior to placing facility in 
heafup-ccoid.'Tv.n cooratio.nal mode for return to power. 

Sacif:'^en;c Municipal Utility District. 89/06/30. Document Control 
Branch (Document Control Desk). Ip. 50444:059-50444:059. 

8907130119 Application for amend to License DPR-54, resubmitting Rev 1 to Proposed 
Amend 102, deleting remaining nonradiological items contained in App B of Tech 
Specs.Shutdown of facility on 890607 makes submittal of improved specs impractical. 
KEUTER.D.R. Sacramento Municipal Utility District. 89/07/05. Document Control 
Branch (Document Control Desk). 7pp. 50535:094-50535:102. 

-8907130122 Proposed Tech Specs. deleting App 3 in entirety. 

* Sacramento Municipal Utility Ds-nct. 83.'C>‘.05. 2pp. 50535:101-50535:102. 

8907130154 Forwards Amend 1 10 to License DPR-54,issued on 890609, identifying dis- 
crepancy in Tech Spec Page x (table of contents) which does not reflect changes ap- 
proved in Amend 106. 

CRUNK.S.L. Sacramento Municipal Utility District. 89/07/06. Document Control 
Branch (Document Control Desk). 25pp. 50519:237-50519:261. 

8907200196 Informs that evaluation of contracts & agreements identified no restrictions 
on employee ability to provide info about potential safety issues to NRC. 

KEUTER.D.R. Sacramento Municipal Utility District. 89/07/14. STELLO,V. Document 
Control Branch (Document Control Desk), ip. 50613:345-50613:345. 

8907240089 Forwards Amend 1 1 2 to License DPR-54 & safety evaluation. Amend re- 
vises Tech Specs to increase max closure time for selected containment isolation 
valves & add 12 valves to Table 3.6-1. 

REYNOLDS,S.A. Project Directorate V. 89/07/17. FIRLIT,J. Sacramento Municipal 
Utility District. 3pp. 50631:081-50631:095. 

-8907240098 Amend 112 to License DPR-54, revising Tech Specs to increase max clo- 
sure time for selected containment isolation valves & add 12 valves to Table 3,6-1. 
KNIGHTON,G.W. Project Directorate V. 89/07/17. 7pp. 50631:084-50631:090. 

-8907240101 Safety evaluation supporting Amend 112 to License DPR-54. 
KNIGHTON,G.W. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
07/17. 5pp. 50631:091-50631:095. 

8907260255 Proposes closeout of plant correspondence control ticket re Environ Con- 
servation Organization request for notification whenever license amend requests result 
in impairment of plant operability.lntervenor will be placed on svc list. 

KALMAN, G. Project Directorate V. 89/07/17. MOSSBURG.D. Planning, Program & 
Management Support Branch (Post 87041 1). 3pp. 50675:020-50675:028. 

-8907260262 Advises that newly formed Environ Conservation Organization intends to 
of^ose any util actions that might impact negatively on future operability of facility. 
ROSSIN.A.D. Environmental Conservation Organization. 89/06/27. ZECH,L. Commis- 
sioners. 5pp. 50675:023-50675:027. 

-8907280366 Advises of formation of Resources Conservation Organization, New group 
intends to oppose any util actions that might impact negatively on future facility 
operability.AD Rossin will serve as organization coordinator. 

ROSS, A. Resources Conservation Organization. 89/06/26. ZECH.L. Commissioners. 
Ip. 50675:028-50675:028. 

8907240112 Forwards errata to Amends 109,110 & 111 to License DPR-54, correcting 
omission of language from revised pages. 

REYNOLDS,S.A. Project Directorate V. 89/07/19. FIRLIT,J. Sacramento Municipal 
Utility District. 3pp. 50621:082-50621:088. 

-8907240177 Errata to Amends 109,110 & 111 to License DPR-54,correcting omission 
of language. 

* Project Directorate V. 89/07/19. 4pp. 50621:085-50621:088. 

8907270070 Redistributed 890717 ltr forwarding Amend 112 to License DPR-54.Amend 
revises Tech Specs re increasing max closure time for selected containment isolation 
valves & addition of 12 valves to Table 3.6-1. 

REYNOLDS, S.A. Project Directorate V. 89/07/20. FIRLIT,J. Sacramento Municipal 
Utility District. 3pp. 50648:173-50648:187. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080, 

8907130011 Ack receipt of 890426 ltr responding to violations noted in Insp Rept SC- 
SI 2/89-01 .Reasons for denial of Violations A & B.2 will be reviewed during future 
insp, 

ZIMMERMAN, R. Region 5, Ofc of the Director. 89/06/30. FIRLIT.J.F. Sacramento 
Municipal Utility District. Ip. 50533:160-50533:167. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907210118 Forwards Insp Rept 50-312/89-11 on 890629-30.No items of noncompli- 
ance noted. 

YUHAS,G.P. Region 5, Ofc of the Director. 89/07/06. FIRLIT.J.F. Sacramento Munici- 
pal Utility District. 2pp. 50629:318-50629:323. 

-8907210120 Insp Rept 50-312/89-11 on 890629-30.No violations noted. Major areas 
inspected:licensee radiochemical analyses to verify accuracy of measurements of ra- 
dionuclides in release tank water & sediment from effluent discharge point. 
TENBROOK,W.K., GARCIA,E.M. Region 5, Ofc of the Director. 89/07/06. 4pp. 
50629:320-50629:323. 


8907110356 Forwards request for addi info re 10-yr internal inservice insp program 
plan.Response requested within 45 days of ltr receipt. 

REYNOLDS,S.A. Project Directorate V. 89/07/07. FIRL1T,J. Sacramento Municipal 
Utility District. 9pp. 50530:003-50530:011. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907200343 Monthly operating rept for June 1989 for Rancho Seco Nuclear Station. W/ 
890718 ltr. 

MUELLER.M., CRUNK.S.L. Sacramento Municipal Utility District. 89/06/30. 7pp. 
50588:347-50588:353. 


S. Reportable occurrences, LERs & related correspondence 


8906280105 PNO-V-89-035:on 89061 9.licensee announced that D Keuter had been ap- 
pointed new site manager & JR Shetler as deputy site manager. Licensee recognizes 
that organizational changes subj to NRC approval. 

RICHARDS,S. Region 5, Ofc of the Director. 89/06/20. Ip. 50331:346-50331:346. 

8906290403 PNO-V-89-036:on 890620,SMUD voted 3-2 to allow 10 days for qualified 
private bidders to submit proposals to take over facility.Conditions imposed on bidders 
listed. Existing Quadrex proposal withdrawn. 

RICHARDS.S. Region 5, Ofc of the Director. 89/06/21. Ip. 50364:034-50364:034. 

8907100317 PNO-V-89-039:on 890620, util announced that licensee open to offers to 
purchase facility until 890630.0f all bidders.only Quadrex Corp proposes to operate 
facility as nuclear plant. Evaluation of bids expected to be completed by end of Jul. 
RICHARDS.S. Region 5. Ofc of the Director. 89/07/03. Ip. 50457:026-50457:026. 


U. Congressional/Executive Correspondence 


8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC, 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. ip. 50519:137-50519:137. 

“8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 ltr, Question 1 1 5. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 

8906280179 Advises that senior reactor operator licensing writtem exams & operating 
exams scheduled for 890905 & 06-1 9,respectively. End ref matl requested by 890710 
in order to meet schedule. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/06/20. FIRLIT.J.F. Sacramento Munici- 
pal Utility District. 1 1 pp. 50330:293-50330:303. 

8907070332 Notifies of change in operator/senior operator status. Listed operator/senior 
operator terminated employment on listed effective date. 

FIRLIT.J.F. Sacramento Municipal Utility District. 89/06/27. KNIGHTON, G. Document 
Control Branch (Document Control Desk). Ip. 50455:294-50455:294. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 


8907030101 Rev 8 to EPIP 1904.07, "Protective Action Recommendations." 

* Arkansas Power & Light Co. 89/05/16. 14pp. 50390:339-50390:352. 

8906300237 Rev 3 to EPIP 1903.011, "Emergency Response/Notifications." 

* Arkansas Power & Light Co. 89/06/21. 55pp. 50378:195-50378:249. 

8906300250 Revised EPIPs, including Rev 10 to 1903.02, Rev 8 to 1903.03 & Rev 9 to 
1903.04. 

* Arkansas Power & Light Co. 89/06/21. 33pp. 50378:017-50378:049. 

8907120283 Fonwards public version of Rev 10 to EPIP 1903.13, "Notification of Corpo- 
rate Official.” W/890707 release memo. 

* Arkansas Power & Light Co. 89/06/22. NRC - No Detailed Affiliation Given, 2pp. 
50513:078-60513:089. 

“8907120289 Public version of Rev 10 to EPIP 1903.13, "Notification of Corporate Offi- 
cial.” 

CAMPBELL, T.G. Arkansas Power & Light Co. 89/06/22. 10pp. 50513:080-50513:089. 
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8907070301 Forwards safety evaluation concluding that util 830415 & 840717 proce- 
dures generation packages (PGP) for emergency procedures, per Insp Rept 50-313/ 
88-1 7, deemed incomplete. Concerns should be evaluated & PGP revised appropriate- 
ly. 

HARBUCK.C.C. Project Directorate IV. 89/06/23. CAMPBELL, T.G. Arkansas Power & 
Light Co. 3pp. 50455:152-50455:168. 

--8907070310 Safety evaluation ccrc'-.'drc "hat 830415 & 840717 procedures genera- 
tion packages for emergency ocars; -c .--as for facility deemed incomplete, per 

stated concerns. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 14pp. 
50455:155-50455:168. 

8907130298 Forwards Rev 16 to industrial security plan. Rev withheld (ref 10CFR73.21). 
JAMES, D.E. Arkansas Power & Light Co. 89/07/10. Document Control Branch (Docu- 
ment (Control Desk). Ip. 50530:252-50530:252. 

8907190060 Ack receipt of 890505 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/89-11 & 50-368/89-11. Open Items 313/8512-09 & 368/ 
8512-09 will not be closed until security sys improvements completed. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/07/11. CAMPBELL,G. Arkansas 
Power & Light Co. 2pp. 50585:095-50585:099. 

8907210276 Rev 8 to EPIP 1904.001, "Offsite Dose Projections - Germs Computer 
Graphics Method." 

* Arkansas Power & Light Co. 89/07/11. 79pp. 50603:149-50603:227. 

8907240165 Revised EPIPs,including Rev 26 to 1903.010, "Emergency Action Level 
Classification," Rev 3 to 1903.012, "CERS Notifications" & Rev 17 to 1903.030, 
"Evacuation." 

* Arkansas Power & Light Co. 89/07/11. 34pp. 50648:350-50649:023. 

8907180424 Discusses lack of generic emergency operating procedure guidelines.NRC 
suggests scheduling of meeting in near future to resolve concerns re continued reli- 
ance upon abnormal transient operating guideline Part II as licensing basis. 
HEBDON.F.J. Project Directorate IV. 89/07/12. CAMPBELL.T.G. Arkansas Power & 
Light Co. 5pp. 50579:223-50579:227. 


J. Insurance & indemnity information 

8907050081 Forwards Endorsement 29 & Amendatory Endorsement 30 to NELIA Policy 
NS-381. 

JAMES, D.E. Arkansas Power & Light Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50399:324-50399:326. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907260154 Forwards Amend 7 to updated SAR for Arkansas Nuclear One Units 1 & 2. 
TURK.C.H. Arkansas Power & Light Co, 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50727:001-50734:165. 

-8907260155 Amend 7 to updated SAR for Arkansas Nuclear One Unit 1. 

JAMES,D.E. Arkansas Power & Light Co. 89/07/21. 1.000pp. 50727:004-50729:121. 

-8907280201 Amend 7 to updated SAR for Arkansas Nuclear One Unit 2. 

* Arkansas Power & Light Co. 89/07/21. 2500pp. 50729:122-50734:165. 


P. Operating license stage documents & correspondence 

8906300036 Forwards Amends 124 & 98 to Licenses DPR-51 & NPF-6, respectively & 
safety evaluation. Amends modify Tech Specs to reflect planned changes to util orga- 
nization & change designated members of plant safety committee. 

HARBUCK.C.C.. POSLUSNY.C. Project Directorate IV. 89/06/21. CAMPBELL.T.G. Ar- 
kansas Power & Light Co. 4pp. 50365:110-50365:144. 

-8906300038 Amends 124 & 98 to Licenses DPR-51 & NPF-6, respectively, changing 
Tech Specs to reflect planned changes to util organization & designated members of 
plant safety committee. 

HEBDON.F.J. Project Directorate IV. 89/06/21. 28pp. 50365:114-50365:141. 

“8906300039 Safety evaluation supporting Amends 124 & 98 to Licenses DPR-51 & 
NPF-6, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 3pp. 
50365:142-50365:144. 

8906300087 Forwards corrected Page 79 of Amend 121 to License DPR-51, correcting 
typos. 

HARBUCK.C. Project Directorate IV. 89/06/22. CAMPBELL.T.G. Arkansas Power & 
Light Co. 3pp. 50368:121-50368:125. 

-8906300138 Corrected Amend 121 to License DPR-51 re conduct & frequency of 
tests. 

* NRC - No Detailed Affiliation Given. 89/06/22. 2pp, 50368:124-50368:125. 

8907100031 Forwards safety evaluat'o-*. suppc'^'-g '‘censeo 86C930 response to 
NUREG-O'T.T. r?/. Item II.K.3.31, "P a.'': -Specific Caiculat cns ic S.-ccw Compliance W/ 
1 OC’-ncO.-Sc.' 

HARBUCK.C.C. Project Directorate IV. 89/06/27. CAMPBELL.T.G. Arkansas Power & 
Light Co. 5pp. 50457:215-50457:219. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907070278 Advises that util developing appropriate Tech Spec for Inadequate core 
cooling instrumentation following safety review committee meeting on 890808, per 
NRC 890323 request. 

JAMES, D.E. Arkansas Power & Light Co, 89/06/28. Document Control Branch (Docu- 
ment Control Desk). 1p. 50443:179-50443:179. 

8907050334 Ack receipt of 890307 response to Generic Ltr 88-14, "Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment." Response acceptable. 
HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/06/29. CAMPBELL.T.G. Ar- 
kansas Power & Light Co. 3pp. 50412:146-50412:148. 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp, 50416:062-50416:106. 

8907110265 Notification of 890707 significant licensee meeting in Region IV to discuss 
reliability of instruments for RCS reduced inventory operations, maint activities in re- 
scc“se to f'-a-ce 'oak .'oactor head & organizational interfaces. 

M'l.-'C.-N.^ . "Reg:!-.- Cfc of the Director. 89/07/03. Region 4, Ofc of the Director. 
2pp C:53D jC'-5053jCC2 

8907130322 Forwards corrected pages for Amends 124 & 98 to Licenses DPR-51 & 
NPF-6 resoodive'y Char. g-es previously made by Amends 123 & 97 not included in 
Units ' & 2 '■ach Sp-acs ' 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/07/06. CAMPBELL.T.G. Ar- 
kansas Power & Light Co. 7pp. 50530:204-50530:210. 

-8907130334 Corrected Amends 124 & 98 to Licenses DPR-51 & NPF-6, 
rcsp-activolv.re fu.nctlcr & composition of safety review committee. 

■ N.-C - 1\6 De;aied A-'f i.2::on Given. 89/07/06. 4pp. 50530:211-50530:214. 

8907190332 Responds to addi questions re implementation of Generic Ltr 88-17.Ques- 
tions re capabilities of RCS level instrumentation used when plant in DHR operation. 
EWING, E.C. Arkansas Power & Light Co. 89/07/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50594:111-50594:117. 

8907180449 Submits substitute oath of affirmation page for 890307 response to Generic 
Ltr 88-14, "Instrument Air Supply Sys Problems Affect:.-:; Sa:&:v-R;:-‘a:oc Equipment," 
JAMES, D.E. Arkansas Power & Light Co. 89/07/07. hEL'DC.N ■'reject Directorate 
IV. 2pp. 50578:136-50578:137. 

8907190173 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/07/11. CAMPBELL.G. Arkansas 
Power & Light Co. 4pp. 50593:081-50593:084. 

8907210328 Forwards safety evaluation accepting util 831105 & 850726 responses to 
Generic Ltr 83-28, Item 4.5.3 re reactor trip reliability - on-line functional testing of re- 
actor trip sys. 

HARBUCK.C.C. Project Directorate IV. 89/07/11. CAMPBELL.T.G. Arkansas Power & 
Light Co. 4pp. 50603:116-50603:148. 

-8907210332 Safety evaluation re Generic Ltr 83-28, Item 4.5.3 concerning reactor trip 
sys reliability for all domestic operating reactors. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/11, 2pp. 
50603:120-50603:148. 

8907260127 Forwards followup info to util 890414 submittal & meeting w/NRC re dis- 
covery of reduced svc water flow & other discrepancies which could have reduced 
post-LOCA long-term containment cooldown. 

TURK.C.H. Arkansas Power & Light Co. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 18pp. 50659:001-50659:018. 

8907260079 Discusses Rev 11 to QA manual operations submitted to NRC on 
890721, per 10CFR50.54(a)(3) & 10CFR50.71.Rev re organizational changes & 
changes to reflect current practices in implementing requirements of manual. 
CAMPBELL.T.G. Arkansas Power & Light Co. 89/07/21. Document Control Branch 
(Document Control Desk). 3pp. 50659:033-50659:035. 

8907260094 Rev 11 to "QA Manual Operations.” 

HUMPHREY.LW., CAMPBELL.T.G. Arkansas Power & Light Co. 89/07/22. 155pp. 
50677:058-50677:212. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290228 Forwards BAW-2085, "Submittal in Response to NRC Bulletin 88-011, 
’Pressurizer Surge Line Thermal Stratification’." Visual insp of vertical snubber per- 
formed on 890128 & showed no defects or damage. 

JAMES, D.E. Arkansas Power & Light Co. 89/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50347:032-50347:125. 

-8906290233 “Submittal in Response to NRC Bulletin 88-11, ’Pressurizer Surge Line 
Thermal Stratification'.’’ 

GURDAUR.J., GLOUDEMANS.J.R. Babcock & Wilcox Co. BAW-2085. 89/05/3‘1. 
90pp. 50347:034-50347:125. 

8907110281 Responds to violations noted in Insp Repts 50-313/89-10 & 50-368/89- 
1 0.Corrective actions:when transmitter isolated & flow indication lost, decay heat flow, 
secured & surveillance procedure changed, 

EWING.E.C. Arkansas Power & Light Co. 89/06/14. MILHOAN.J.L. Region 4. Ofc of 
the Director. 6pp. 50495:216-50495:221. 

8906290088 Forwards summary of evaluations & schedule for proposed actions for 
NRC Bulletin 88-004, Question 3.Response for question delayed due to need for eval- 
uation of vendor data & testing. 

JAMES, D.E. Arkansas Power & Light Co. 89/06/15. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50369:111-50369:115. 

8907110153 Requests extension of commitment date to 891031 for completing evalua- 
tion re use of reactor vessel head vents during natural circulation cooldown. 
EWING.E.C. Arkansas Power & Light Co. 89/06/15. MILHOAN.J.L Region 4, Ofc of 
the Director. Ip. 50501:098-50501:098. 

8907110104 Suppis response to violation noted in Insp Repts 50-313/88-35 & 50-368/ 
88-35, per 890523 request.Corrective actions:conc0rns addressed re sign-offs on 
stated test valve alignment tags to confirm hands on verification. 

EWING.E.C. Arkansas Power & (.ight Co. 89/06/16, MILHOAN.J.L Region 4, Ofc of 
the Director. 2pp. 50495:223-50495:224. 

8907030193 Proposes meeting in Arlington, TX to discuss SALP process in Region 
IV.improving communication w/licensee mgt & Region IV enforcement philosophy. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/06/20. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 50391 :205-50391 :206. 
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8906290154 Responds to NRC 890424 Itr re notice of violation & answers to proposed 
civil penalty re environ qualification, per Insp Repts 86-24,86-32 & 88-05. 
CAMPBELUT.G. Arkansas Power & Light Co. 89/06/22. Ofc of Enforcement (Post 
870413). 20pp. 50369:061-50369:080. 

8907050177 Forwards Insp Repts 50-313/89-26 & 50-368/89-26 on 890605-09 & notice 
of deviation. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/06/22. CAMPBELL,Q. Arkansas 
Power & Light Co. 2pp. 50415:238-50415:246. 

-8907050188 Notice of deviation from insp on 890605-09.Deviation noted: new preven- 
tive maint program has not been completed & implemented. 

* Region 4, Ofc of the Director. 89/06/22. Ip. 50415:240-50415:240. 

-8907050195 Insp Repts 50-313/89-26 & 50-368/89-26 on 890605-09. Deviation 
noted.Major areas inspected:Tech Spec required calibr program & preventive maint 
rogram re calibr of plant instrumentation for components not addressed in Tech 
pecs. 

SINGH, A., STETKA,T.F. Region 4, Ofc of the Director. 89/06/21. 6pp. 50415:241- 
50415:246. 

8907070301 Forwards safety evaluation concluding that util 830415 & 840717 proce- 
dures generation packages (PGP) for emergency procedures,per Insp Rept 50-313/ 
88-17,deemed incomplete. Concerns should be evaluated & PGP revised appropriate- 
ly- 

HARBUCK,C.C. Project Directorate IV. 89/06/23. CAMPBELL,T.G. Arkansas Power & 
Light Co. 3pp. 50455:152-50455:168. 

-8907070310 Safety evaluation concluding that 830415 & 840717 procedures genera- 
tion packages for emergency operating procedures for facility deemed incomplete, per 
stated concerns. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 14pp. 
50455:155-50455:168. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070084 Forwards summary of enforcement conference on 890612 re Insp Repts 
50-313/89-04 & 50-368/89-04.Subj discussed at meeting described in end meeting 
summary. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/06/30. CAMPBELL,G. Arkansas 
Power & Light Co. 35pp. 50445:045-50445:078. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110168 Forwards Insp Repts 50-313/89-23 & 50-368/89-23 on 890605-14 & notice 
of violation. 

MILHOAN,J.L Region 4, Ofc of the Director. 89/07/06. CAMPBELL,G. Arkansas 
Power & Light Co. 2pp. 50495:197-50495:212. 

-8907110170 Notice of violation from insp on 890605-1 4.Violation noted:licensee failed 
to provide complete & accurate info re two independent RCS level indications. 

* Region 4, Ofc of the Director. 89/07/06. Ip. 50495:199-50495:199. 

-8907110172 Insp Repts 50-313/89-23 & 50-368/89-23 on 890605-1 4.No violations 
noted.Major areas inspected:licensee actions to prevent & respond to loss of DHR.per 
Generic Ltr 88-17. 

BUNDY,H.F., AZUA,R.V., SEIDLE,W.C. Region 4, Ofc of the Director. 89/07/06. 13pp. 
50495:200-50495:212. 

8907170391 Forwards safety evaluation of NRC 881205-08 audit of util response to IE 
Bulletin 79-27. Expresses concern that util had no procedures for testing nonnuclear 
instrumentation/ ICS power supply automatic bus transfer switches. 

HARBUCK,C.C. Project Directorate IV. 89/07/07. CAMPBELL,T.G. Arkansas Power & 
Light Co. 3pp. 50546:340-50546:356. 

-8907170394 Safety evaluation re NRC audit of util resolution of IE Bulletin 79-27.IE 
bulletin concerns adequately resolved for facility. Periodic test program for devices rec- 
ommended to be developed by licensee. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 14pp. 
50546:343-50546:356. 

8907190162 Forwards Requalification Exam Rept 50-31 3/OL-89-01 administered on 
890501 -O5.0perational performance on simulator lower than prior 
observations.Concerns raised re senior operators functioning as shift supervisors. 
MIHOAN,J.L. Region 4, Ofc of the Director. 89/07/07. CAMPBELL.G. Arkansas Power 
& Light Co. 3pp. 50580:166-50580:176. 

-8907190168 Exam Rept 50-31 3/OL-89-01 administered during wk of 890501. Exam 
results:two of eight senior reactor operators failed written exams.AII other candidates 
passed all portions of exams. 

MCCRORY,S.L., PELLET.J.L Region 4, Ofc of the Director. 89/06/28. 8pp. 
50580:169-50580:176. 

8907190032 Ack receipt of 890614 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/89-10 & 50-368/89-10. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/11. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 50592:235-50592:241. 

8907190060 Ack receipt of 890505 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/89-11 & 50-368/89-11. Open Items 313/8512-09 & 368/ 
8512-09 will not be closed until security sys improvements completed. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 50585:095-50585:099. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907070119 LER 89-020-00:on 890530,manual actuation of emergency feedwater pump 
occurred.Caused by tube failures in feedwater HX & leaking B startup control valve 
which necessitated opening of Valve FW-8B.Tube leaks repaired.W/ 890629 ltr. 
JACKS.J.D., EWING.E.C. Arkansas Power & Light Co. 89/06/29. 4pp. 50447:308- 
50447:311. 

8907070211 LER 89-023-00:on 890605,determined that power range nuclear instrumen- 
tation calibr required by Tech Specs had not been performed within specified 
frequency.Caused by lack of procedural guidance.Procedure revised.W/890630 Itr. 
TAYLOR.LA., EWING.E.C. Arkansas Power & Light Co. 89/06/30. 3pp. 50447:327- 
50447:329. 

8907120100 LER 89-021-00:on 890601 .inadvertent main steam line isolation occurred 
during maint.Caused by defective instrument modules.Defective modules replaced & 
affected channels tested.W/890701 Itr. 

JACKS.J.D., EWING.E.C. Arkansas Power & Light Co. 89/07/01. 4pp. 50510:344- 
50510:347. 

8907120012 LER 89-024-00:on 890309,incorrect trip coil installed in power supply 
feeder breaker for motor actuator for emergency feedwater sys Train A isolation valve 
to steam generator B. Caused by personnel error.Plant mod improved.W/890707 Itr. 
TAYLOR.LA., EWING.E.C. Arkansas Power & Light Co. 89/07/07. 4pp. 50510:340- 
50510:343. 

8907130208 LER 88-028-01 :on 880831 & 0901, identified that piping span lengths be- 
tween two plant heating sys containment bldg penetrations & first piping supports 
greater than specs. Caused by poor design. Piping disconnected.W/890707 Itr. 
TAYLOR.LA., EWING.E.C. Arkansas Power & Light Co. 89/07/07. 4pp. 50512:043- 
50512:046. 

8907190351 Discusses mgt meeting on 890612 re actions taken by util to reduce back- 
log of past due LERs.Meeting summary & list of attendees end. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/10. CAMPBELL.G. Arkansas 
Power & Light Co. 4pp. 50593:357-50593:360. 

8907260233 LER 89-025-00:on 890623-0702,control room emergency ventilation sys 
unexpectedly activated four times.Caused by induced electrical noise from operation 
of relays in alarm circuitry .Temp instrumentation repaired.W/890721 Itr. 

TAYLOR.L.A., EWING.E.C. Arkansas Power & Light Co. 89/07/21. 4pp. 50672:234- 
50672:237. 

8907310577 Forwards LER 88-029-00 re seismic qualification of RCS letdown. Rept date 
In relation to date of determination discussed w/NRC in 890714 & 0721 Itrs. 
EWING.E.C. Arkansas Power & Light Co. 89/07/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 50720:212-50720:212. 

“8907280179 LER 88-029-00:on 890923,seismic qualification of RCS letdown piping 
compromised due to deficient piping support that resulted from inadequate work con- 
trols during plant const. Deficiencies corrected prior to startup. W/890724 Itr. 
TAYLOR.LA. Arkansas Power & Light Co. 89/07/24. 3pp. 50720:213-50720:215. 


U. Congressionai/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

“8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 1 1 5. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp, 50519:081-50519:136. 

8907190162 Forwards Requalification Exam Rept 50-31 3/OL-89-01 administered on 
890501 -OS.Operational performance on simulator lower than prior 

observations.Concerns raised re senior operators functioning as shift supervisors. 
MIHOAN.J.L. Region 4, Ofc of the Director. 89/07/07. CAMPBELL.G. Arkansas Power 
& Light Co. 3pp. 50580:166-50580:176. 

“8907190168 Exam Rept 50-31 3/OL-89-01 administered during wk of 890501. Exam 
results:two of eight senior reactor operators failed written exams.AII other candidates 
passed all portions of exams. 

MCCRORY,S.L, PELLET.J.L. Region 4, Ofc of the Director. 89/06/28. 8pp. 
50580:169-50580:176. 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907060123 Rev 5 to Procedure PMP 2080 EPP,107, "Notification of Plant Personnel." 
GIBSON Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/ 
06/30. 60pp. 50432:050-50432:108. 

8907120273 Ack receipt of 890621 ltr in response to NRC 890517 Itr re Allegation Rlll- 
89-A-0058 on loss of security-related keys at plant.NRC found investigation sufficient 
to support util conclusion that allegation unsubstantiated. 

NORhLIUS.C.E. Region 3, Ofc of the Director. 89/07/06. ALEXICH.M.P. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 50514:344- 
50514:347. 
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-8907120275 Responds to NRC 890517 request to investigate Allegation RIII-89-A- 
0058 re lost keys. 

SMITH.VV.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/21. DAVIS, A. E. Region 3, Ofc of the Director. HICKEY.J.W. NRC - No Detailed 
Affiliation Given. 3pp. 50514:345-50514:347. 

8907250042 Advises that exercise scenario for 890920 emergency preparedness exer- 
cise submitted under separate cover per NRC 870316 Itr to JE Dolan & IE Info Notice 
85-055, “Revised Emergency Exercise Frequency Rule.” W/o stated end. 
ALEXICH.M.P. Indiana Michigan Power Co. (former'y Indlar'a & Michigan Electric Co.). 
89/07/21. Region 3, Ofc of the Director. 2pp 50654:355-53354 :.'?56. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050406 Application for amends to Licenses DPR-58 & DPR-74,modifying Tech 
Spec 3/4.7.5.1, "Control Room Emergency Ventilation Sys," to address NUREG- 
0737.ltem III.D.3.4. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/29. MURLEY.T.E. NRC - No Detailed Affiliation Given. 33pp. 50412:182- 
50412:229. 

-8907050411 Proposed Tech Spec 3/4.7.5.1, "Control Room Emergency Ventilation 
Sys." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/06/29. 
15pp. 50412:215-50412:229. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110433 Forwards Amends 127 & 113 to Licenses DPR-58 & DPR-74. respectively 
& safety evaluation.Amends provide enhancement to "Instrumentation & Design Fea- 
tures" sections of Tech Specs for meteorological monitoring sys. 

STANG,J.F. Project Directorate III-1. 89/07/05. ALEXICH.M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 50500:304-50500:326. 

-8907110434 Amends 127 & 113 to Licenses DPR-58 & DPR-74,respectively, providing 
enhancement to "Instrumentation & Design Features” sections of Tech Specs for me- 
teorological monitoring sys. 

YANDELL.L.A. Project Directorate III-1. 89/07/05. 17pp. 50500:307-50500:323. 

-8907110435 Safety evaluation supporting Amends 127 & 113 to Licenses DPR-58 & 
DPR-74, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 3pp. 
50500:324-50500:326. 

8907130209 Advises that listed actions will be performed to return facility to svc.AII Unit 
1 safety-related & Tech Spec equipment job orders.performed during 1989 refueling 
outage, will be reviewed to confirm post-work testing completed. 

SMITH.W.G, Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/06, DAVIS, A.B. Document Control Branch (Document Control Desk). 2pp. 
50519:262-50519:263. 

8907180472 Forwards “Updated QA Program Description for Cook Nuclear Plant, Jul 
1989." 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/12. DAVIS, A.B. Document Control Branch (Document Control Desk). 2pp. 
50561:104-50561:226. 

-8907180475 "Updated QA Program Description for Cook Nuclear Plant Jul 1989." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/07/31. 
120pp. 50561:106-50561:226. 

8907180474 Provides info re operability & reportability determinations currently being 
made for plant re allowable stresses for safety-related piping & piping supports. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/12. MURLEY.T.E. NRC - No Detailed Affiliation Given. 8pp. 50579:303- 
50579:310. 

8907240234 Responds to NRC Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe 
Wall Thinning." To date, 763 components ultrasonically tested as part of erosion/cor- 
rosion insp program.Enhancements will be added during annual review. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/19. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
50636:139-50636:141. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290111 Forwards response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No inconsistencies found following review 
of stated Westinghouse rept for each steam generator. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/20. MURLEY.T.E. Document Control Branch (Document Control Desk). 9pp. 
50363:097-50363:105. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066, 

8907140276 Fonwards most recent SALP rept covering period of Oct 1986 - Feb 1988 & 
latest performance indicator results for plant. Latest performance indicator results for 
plant also end. Industry mean values used to compare performance levels. 
HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/07/10. PETER.P.B. Affiliation Not Assigned. 28pp. 50541:122-50541:196. 


8907190033 Informs of changes in implementation of commitments in util 830124 re- 
sponse to Insp Repts 50-315/82-17 & 50-316/82-17. Annual training summary will not 
be produced, based on INPO accreditation & formalized util training activities. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/13. DAVIS, A.B. Document Control Branch (Document Control Desk). 3pp. 
50580:163-50580:165. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240234 Responds to NRC Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe 
Wall Thinning." To date,763 components ultrasonically tested as part of erosion/cor- 
rosion insp program.Enhancements will be added during annual review. 

ALEXICH.M.P. Indiana -V'ch'gan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/19. MURLE'^.'.E ■"■ocjmon: Control Branch (Document Control Desk). 3pp. 
50636:139-50636:141. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc, 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907170307 Monthly operating rept for June 1989 for DC Cook Nuclear Plant Unit 1.W/ 
890710 Itr. 

EVERETT.T.W.. SMITH.W.G., STEPHENS.T.R. Indiana Michigan Power Co. (formerly 
Indiana & Michigan Electric Co.). 89/06/30. 6pp. 50555:151-50555:156. 


S. Reportable occurrences, LERs & related correspondence 


8907060185 RO:on 89061 l.pressurizer PORV NRV-153 opened automatically. PORV 
opened after starling reactor coolant Pump 13 during RCS fill & vent 
procedure.Setpoints recalculated & instrument uncertainties removed. 

SMITH.W.G. Indiana Michigan Power Co. (formerly l-.dian.ii & Michigan Electric Co.), 
89/06/26. DAVIS.A.B. Document Control Branch Cccjmen: Cori;ro' Desk). 2pp. 
50432:004-50432:005. 

8907140169 Special rept:on 890531 .declared Fire Door 392, auxiliary bldg access con- 
trol entry door inoperable.Caused by failure of door knob mechanism. Fire retardant 
matl removed from fire panel & entire door replaced. 

SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co,). 
89/07/05. Document Control Branch (Document Control Desk). 2pp. 50542:294- 
50542:295. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 


8907060123 Rev 5 to Procedure PMP 2080 EPP.107, "Notification of Plant Personnel." 
GIBSON Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/ 
06/30. 60pp. 50432:050-50432:108. 

8907120273 Ack receipt of 890621 Itr in response to NRC 890517 Itr re Allegation Rlll- 
89-A-0058 on loss of security-related keys at plant.NRC found investigation sufficient 
to support util conclusion that allegation unsubstantiated. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/07/06. ALEXICH.M.P. Indiana 
Michigan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 50514:344- 
50514:347. 

—8907120275 Responds to NRC 890517 request to investigate Allegation RIII-89-A- 
0058 re lost keys. 

SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/21. DAVIS.A.B. Region 3. Ofc of the Director. HICKEY.J.W. NRC - No Detailed 
Affiliation Given. 3pp. 50514:345-50514:347. 

8907250042 Advises that exercise scenario for 890920 emergency preparedness exer- 
cise submitted under separate cover per NRC 870316 Itr to JE Dolan & IE Info Notice 
85-055, “Revised Emergency Exercise Frequency Rule." W/o stated end. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
09/07/21 . Region 3. Ofc of the Director. 2pp. 50654:355-50654:356. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
sunreillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050406 Application for amends to Licenses DPR-58 & DPR-74, modifying Tech 
Spec 3/4,7.5.l, "Control Room Emergency Ventilation Sys," to address NUREG- 
0737,ltem III.D.3.4. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/29. MURLEY.T.E. NRC - No Detailed Affiliation Given. 33pp. 50412:182- 
50412:229. 
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-8907050411 Proposed Tech Spec 3/4. 7. 5.1, “Control Room Emergency Ventilation 
Sys." 

* Indiana M'chican Co. (formerly Indiana & Michigan Electric Co.). 89/06/29. 

15pp. 5:.'.12-2-^5C4-.2 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110433 Forwards Amends 127 & 113 to Licenses DPR-58 & DPR-74. respectively 
& safety evaluation.Amends provide enhancement to “Instrumentation & Design Fea- 
tures" sections of Tech Specs for meteorological monitoring sys. 

STANG,J.F. Project Directorate III-1. 89/07/05. ALEXICH,M.P. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 50500:304-50500:326. 

-8907110434 Amends 127 & 113 to Licenses DPR-58 & DPR-74, respectively, providing 
enhancement to “Instrumentation & Design Features" sections of Tech Specs for me- 
tecrclogica' monitoring sys. 

YANDE'-L,'. A Project Directorate 111-1. 89/07/05. 17pp. 50500:307-50500:323. 

-8907110435 Safety evaluation supporting Amends 127 & 113 to Licenses DPR-58 & 
DPR-74,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 3pp. 
50500:324-50500:326. 

8907130209 Advises that listed actions will be performed to return facility to svc.All Unit 
1 safety-related & Tech Spec equipment job orders,performed during 1989 refueling 
outage, will be reviewed to confirm post-work testing completed. 

SMlfH,W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/06. DAVIS,A.B. Document Control Branch (Document Control Desk). 2pp. 
50519:262-50519:263. 

8907180472 Forwards “Updated QA Program Description for Cook Nuclear Plant, Jul 
1989.” 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/12. DAVIS,A.B. Document Control Branch (Document Control Desk). 2pp. 
50561:104-50561:226. 

-8907180475 “Updated QA Program Description for Cook Nuclear Plant Jul 1989.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 89/07/31. 
120pp. 50561:106-50561:226. 

8907180474 Provides info re operability & reportability determinations currently being 
made for plant re allowable stresses for safety-related piping & piping supports. 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/12. MURLEY,T.E. NRC - No Detailed Affiliation Given. §pp. 50579:303- 
50579:310. 

8907210084 Advises that results of environ qualification test program for safety injection 
pump motor indicate that motor would have functioned normally under accident condi- 
tions. LER 86-031-00 & rept on analysis of matl end. 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/14. MURLEY,T.E. Document Control Branch (Document Control Desk). 3pp. 
50602:345-50603:079. 

-8907210090 “Analysis of Matls:DC Cook Safety Injection Motor Matls Qualification," 
Phase 1 final rept. 

GRUBER, T., MIRICK.W. Battelle Memorial Institute, Columbus Laboratories. 87/12/ 
30. 87pp. 50602:351-50603:079. 

8907240234 Responds to NRC Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe 
Wall Thinning.” To date, 763 components ultrasonically tested as part of erosion/cor- 
rosion insp program.Enhancements will be added during annual review. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/19. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
50636:139-50636:141. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290111 Forwards response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No inconsistencies found following review 
of stated Westinghouse rept for each steam generator, 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/06/20. MURLEY.T.E. Document Control Branch (Document Control Desk). 9pp. 
50363:097-50363:105. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06, 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140276 Forwards most recent SALP rept covering period of Oct 1986 - Feb 1988 & 
latest performance indicator results for plant. Latest performance indicator results for 
plant also end. Industry mean values used to compare performance levels. 
HOLAHAN.G.M. Division of Reactor Projects - 1II,IV,V & Special Projects (Post 
870411). 89/07/10. PETER, P.B. Affiliation Not Assigned. 28pp. 50541:122-50541:196. 

8907190033 Informs of changes in implementation of commitments in util 830124 re- 
sponse to Insp Repts 50-315/82-17 & 50-316/82-17. Annual training summary will not 
be produced, based on INPO accreditation & formali 2 ed util training activities. 
ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/13. DAVIS.A.B. Document Control Branch (Document Control Desk). 3pp. 
50580:163-50580:165. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


8907240234 Responds to NRC Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe 
Wall Thinning." To date.763 components ultrasonically tested as part of erosion/cor- 
rosion insp program.Enhancements will be added during annual review. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/19. MURLEY.T.E. Document Control Branch (Document Control Desk). 3pp. 
50636:139-50636:141. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907170313 Monthly operating rept for June 1989 for DC Cook Nuclear Plant Unit 2.W/ 
890710 ltr. 

EVERETT.T.W., SMITH.W.G., STEPHENS.T.R. Indiana Michigan Power Co. (formerly 
Indiana & Michigan Electric Co.). 89/06/30. 6pp. 50555:093-50555:098. 


S. Reportable occurrences, LERs & related correspondence 

8907060240 LER 89-01 0-00:on 890524,control room operators observed that loop 2 
delta-T reactor power indication approx 4% lower than remaining loops.Caused by re- 
placement of stearr generato-'s resulting in change in flow distribution.W/890623 ltr. 
BEILMAN.T.P., SMT-^.'.V.G irdana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/06/23. 4pp. 50407:195-50407:198. 

8907140169 Special rept:on 890531, declared Fire Door 392,auxiliary bldg access con- 
trol entry door inoperable.Caused by failure of door knob mechanism.Fire retardant 
matl removed from fire panel & entire door replaced. 

SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
89/07/05. Document Control Branch (Document Control Desk). 2pp. 50542:294- 
50542:295. 

8907190220 LER 89-01 1-00:on 89061 3,discrepancies determined to have rendered sys 
outside of design basis error allowances during post-accident conditions.Caused by 
failure to install outer heat shrr.k Sp'ico boxes cc'roctod ■'330713 ltr. 

BEILMAN.T.P., SMTH.W.G. Indiana M cngan Pcwo' Co. (l-c'me.'lv Indiana & Michigan 
Electric Co.). SM'TH.W.G Arnorcan ceciric Power Co. Inc. 89/07/13, 7pp. 

50583:025-50583:031. 

8907250329 LER 89-01 2-00:on 890624,monthly channel checks required by Tech Spec 
3.3.3.6,Table 3.3-10 for containment water level instruments not included in surveil- 
lance procedure.Caused by personnel error. Procedure revised on 890624.W/890714 
ltr. 

BAKER, K.R., SM'.'^H.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). SVi''H,.V.G. American Electric Power Co., Inc. 89/07/14. 5pp. 

50645:056-50645:060. 

8907250330 LER 89-01 3-00:on 89061 7,reactor trip breakers opened when ESF signal 
initiated from Set I, intermediate range nuclear instrumentation channel.Caused by mis- 
communication. Importance of complete turnover stressed.W/890717 ltr. 
BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 89/07/17. 4pp. 50644:176-50644:179. 

8907250323 LER 88-003-03:on 88031 1 .repetitive violation of ESF instrumention limiting 
conditions for operation tolerances found to be beyond Tech Spec allowable 
values.Caused by restrictive allowable values.W/890718 ltr. 

BEILMAN.T.P., SMITH.W.G. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). SMITH.W.G. American Electric Power Co., Inc. 89/07/18. 5pp. 
50644:171-50644:175. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc, 57pp. 50519:081-50519:136. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907190089 Change 4 to Rev 14 to ERPIP B.1 & Rev 1 to ERPIP 4.6.5. 

* Baltimore Gas & Electric Co. 89/06/22. 14pp. 50593:063-50593:076. 


P. Operating license stage documents & correspondence 

8906280160 Submits rept of changes & additions to NPDES permit.On 89051 7,State of 
MD approved change switching discharge of about 4,000 gallons/wk of filter back- 
wash from Outfall 002 to Outfall 001. 

LIPPOLD.W.J, Baltimore Gas & Electric Co. 89/06/20. Document Control Branch 
(Document Control Desk). 2pp. 50333:034-50333:035. 

8906300181 Advises that util procured no electrical components &/or parts from 
Planned Maint Sys,lnc,per NRC; 890522 request. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/06/23. VAN CLEAVE.V. Region 4, Ofc 
of the Director. Ip. 50370:193-50370:193. 

8907050134 Requests addi info re 881101 request for amend to Tech Specs,per Gener- 
ic Ltr 87-09. 

MCNEIL,S.A. Project Directorate 1-1. 89/06/26. CREEL,G.C. Baltimore Gas & Electric 
Co. 3pp. 50400:022-50400:024. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 
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8906300178 Generic Ur 89*1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.j.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907060247 PRA APPLICAT'ONS PROGRAM FOR INSPECTION AT CALVERT CLIFFS 
UNIT 1 NUCLEAR POWER PLAN"'. 

VOT.V., r.ARFIS.M.S. GORE.R F. Sartelle Memorial Institute, Pacific Northwest Labo- 
ratory. FIN =-2602. \'-,-RF.G'CR-5'8". 89/06/30. Division of Radiation Protection & 
Emergency Preparconess vPcst 3/C-“'1). 200pp. 50373:317-50374:065. 

8907070035 Responds to NRC request for addi info re util 890120 request to revise 
auxiliary feedwater actuation delay time.Delay in actuation time will provide greater 
flexibility re emergency diesel generator loading. 

LIPPOLO,W,J. Baltimore Gas & Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk). 3pp. 50443:093-50443:095. 

8907100056 Responds to Generic Ltr 88-17, "Loss of DHR.” Util implemented expedi- 
tious actions described in util 890103 Itr.Info on planned mods to RCS level 
indication, as well as actions taken to address shutdown cooling concerns end. 
CREEL.G.C. Baltimore Gas & Electric Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50508:048-50508:052. 

8907140216 Advises that util plant-specific reactor coolant pump trip setpoint develop- 
ment reviewed & acceptable, per Generic Ltr 86-06. 

MCNEIL, S.A. Project Directorate 1-1. 89/07/03. CREEL,G.C. Baltimore Gas & Electric 
Co. Ip. 50576:063-50576:063. 

8907140275 Notification of 890804 meeting w/BG&E in Rockville, MD to discuss proc- 
esses utilized to develop rev to 890407 performance improvement plan. 

MCNEIL, S.A. Project Directorate 1-1. 89/07/11. CAPRA, R.A. Project Directorate I-1. 
3pp. 50543:166-50543:168. 

8907180164 Responds to Generic Ltr 89-06, "Certification of SPDS," certifing that 
SPDS for plant meets requirements of NUREG-0737,Suppl 1. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/07/11. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50573:013-50573:014. 

8907180151 Proposes alternative to ASME Code Section III requirements, per NRC Jan 
1978 ASME relief requests. Determined that Alloy 690 superior to Alloy 600 for use as 
replacement pressurizer penetration matl. 

CREEL, G.C Baltimore Gas & Electric Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50577:137-50577:144. 


Q. Inspection reports, IE Bulletins 8( correspondence 

8906280070 Forwards Safety Insp Repts 60-317/89-12 & 50-318/89-12 on 890501-05 
& notice of violation. 

DURR,J.P. Region 1, Ofc of the Director. 89/06/16. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 50333:281-50333:298. 

-8906280071 Notice of violation from insp on 89050 1-05. Violation noted:criteria not 
specified to establish safety-related motor-operated valve limit switch & bypass switch 
settings for proper operation. 

• Region 1, Ofc of the Director. 89/06/16. 2pp. 50333:283-50333:284. 

-8906280074 Insp Repts 50-317/89-12 & 50-318/89-12 on 89050 1-05.No violations 
noted.Major areas inspected:review corrective actions resulting from IE Bulletin 85-03 
re improper limit switch & torque switch settings in motor operatored valves. 
MATHEW.R.K. Region 1. Ofc of the Director. 89/06/16. 14pp. 50333:285-50333:298. 

8906290209 Responds to violations noted in Insp Repts 50-317/89-20 & 50-318/89- 
20.Corrective actions;nonconformance rept, addressing use of uncontrolled measuring 
& test equipment gauges, issued & new test gauges received. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/06/21. Document Control Branch (Doc- 
ument Control Desk). 26pp. 50364:001-50364:026. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by Hiah Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc, 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140178 Forwards Safety Insp Repts 50-317/89-07 & 50-318/89-07 on 890424- 
28.No violations noted. 

GALLO, R.M. Region 1. Ofc of the Director, 89/07/07. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 50542:136-50542:153, 

-8907140181 Insp Repts 50-317/89-07 & 50-318/89-07 on 890424-28.No violations 
noted.Major areas inspected:malnt program, role of QC, resource allocation.control of 
contracted maint, support interfaces, maint facilities & training. 

FINKEL.A.. OLIVEIRA, W., REBELOWSKI.T. Region 1, Ofc of the Director, 89/07/05. 
16pp. 50542:138-50542:153. 

8907170485 Responds to NRC 890608 ltr re violations noted in Insp Repts 50-317/89- 
10 & 50-31 8/89-1 0.Correctlve actions:audit of ail outage special work permit 
packages, requiring ALARA field svcs installation insp, conducted & procedures revised. 
CREEL.G.C. Baltimore Gas & Electric Co, 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50548:097-50548:099, 

8907200121 EN-89-068:on 89071 2 , notice of violation & proposed imposition of civil pen- 
alties in amount of $75,000 to be issued for licenses. Action based on two violations 
indicating lack of proper mgt oversight & control. 

LEUHMAN.J.. LIEBERMAN,J, Ofc of Ehforcement (Post 870413). 89/07/07. 2pp. 
50597:118-50597:127. 

8907170015 Forwards Insp Repts 50-317/89-15 & 50-318/89-16 on 890522-26 & 0609- 
1 e.Enforcement conference scheduled on 890720 re failure to maintain &/or imple- 
ment effective administrative controls & QA programs.Potential violations noted. 
KANE.W.F. Region 1, Ofc of the Director. 89/07/10. CREEL.G.C. Baltimore Gas & 
Electric Co. 2pp. 50554:1 67-50554; 184, 


-8907170020 Insp Repts 50-317/89-15 & 50-318/89-16 on 890522-26 & 0609-1 6.Fail- 
ures noted.Major areas inspected;contrc' c‘ mGssu'in^ & test equipment, review & 
control of vendor technical manuals & cor:'Ci cl Ae:d-.;.rprocess activities. 

TR1PP,L.E. Region 1, Ofc of the Director, us !6pc 50554;169-50554;184. 

8907200135 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $75,000 from insp on 890417-27. 

RUSSELL,W.T. Region 1, Ofc of the Director. 89/07/12. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 50597:120-50597:127. 

“8907200137 Notice of violation & proposed imposition of civil penalty in amount of 
$75,000.Noncompliance noted;failure to maintain containment refueling integrity while 
core alterations being performed. 

RUSSELL.W.T. Region 1. Ofc of the Director. 89/07/12. 4pp. 50597:124-50597:127. 

8907240295 Notification of Significant Licensee Meeting 89-114 on 890720 w/util in 
Region I to conduct enforcement conference in conjunction w/lnsp Repts 50-317/89- 
15 & 50-318/89-16. 

LIMROTH.D.F. Region 1, Ofc of the Director. 89/07/14. Region 1, Ofc of the Director. 
2pp. 50636:228-50636:229. 

8907240379 Forwards corrected page to ltr forwarding notice of violation & proposed 
imposition of civil penalty in amount of $75,000.Page corrects date wrongly stated as 
88041 7 to 890417. 

RUSSELL.W.T. Region 1. Ofc of the Director. 89/07/17. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 50640:338-50640:340. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240129 Responds to NRC 890621 ltr re violations noted in Insp Repts 50-317/89- 
200 & 50-318/89-200.Corrective actions:util continuing to improve both safety-related 
& nonsafety- related maint procedures. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/07/19. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50621:094-50621:098. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports 8c related correspondence 


8907190001 Monthly operating repts for June 1989 for Calvert Cliffs Units 1 & 2.W/ 
890714 ltr. 

BEHNKE.C., RUSSELULB. Baltimore Gas & Electric Co. 89/06/30. 11pp. 50585:071- 
50585:081 . 


S. Reportable occurrences, LERs & related correspondence 

8906290402 LER 89-009-01 :on 89051 5, preliminary evaluation of walk- through conclud- 
ed that inadequate assurance exists to prove that both units could not be brought 
down to cold shutdown condition.Evaluation continues.W/890621 ltr. 

SALYARDS.LE.. RUSSELL.LB. Baltimore Gas & Electric Co. 89/06/21. 2pp. 
50366:021-50366:022. 

8907130297 LER 89-009-02:on 89051 5,preliminary evaluation concluded that util may 
not have adequate assurance to bring down unit to cold shutdown condition, per App 
R requirements. Caused by inadequate procedure.W/890707 ltr. 

SALYARDS.LE., RUSSELL.LB. Baltimore Gas & Electric Co. 89/07/07. 11pp. 
50511:303-50511:313. 

8907190208 Part 21 rept re steam generator snubber nuts found not to meet mfg matl 
composition specs.lnitially reported on 89071 2.A1I 150 nuts will be replaced w/ 
A194Gr2H nuts. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/07/13. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50585:282-50585:284. 

8907170423 LER 89-01 0-00:on 89061 4, determined that high energy break temp profile 
not correct for 5 ft east piping penetration room.Cause not stated.Equipment qualifica- 
tion design manual updated to reflect correct temp profile. W/89071 4 ltr. 

FURIO.P.S,, RUSSELLL.B. Baltimore Gas & Electric Co. 89/07/14. 5pp. 50553:006- 
50553:010, 


U. Congressional/Executive Correspondence 


8906280277 Discusses concerns re operation of plant & downward slide in nuclear 
safety record. NRC actions appropriate. 

MIKULSKI.B.A., SARBANES.P.S. Senate. 89/06/14. ZECH.L.W. Commissioners. 2pp. 
50337:057-50337:058. 

8907030251 Responds to 890516 request for meeting w/NRC & util re plant safety 
violation.NRC has established plant Assessment Panel, composed of senior NRC 
managers from Region I & headquarters ofc, to review util performance improvement 
plan. 

ZECH.L.W. Commissioners, 89/06/28, DYSON, R.P. House of Rep. 2pp. 50551:093- 
50551:101. 

-8907030255 Requests meeting w/NRC & util re plant safety violation 
concerns, specifically lack of attention to established procedures, 

DYSON, R.P. House of Rep. 89/05/16. ZECH.LW, Commissioners. 2pp. 50551:100- 
50551:101. 

8907200162 Responds to 890614 ltr re plant.Discusses util performance improvement 
plan to correct identified weaknesses In addition to short-term corrective actions. 
CARRK.M. Commissioners. 89/07/17- SARBANES,P.S., MIKULSKI.B.A. Senate. 4pp. 
50597:087-50597:092. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907190089 Cl'ar.qr .r. to Rev 14 to ERPIP B.1 & Rev 1 to ERPIP 4.6.5. 

* Eai-.:'roro Gas‘& Liocmc Co. 89/06/22. 14pp. 50593:063-50593:076. 


P. Operating license stage documents & correspondence 

8906280160 Submits rept of changes & additions to NPDES permit.On 89051 7, State of 
MD approved change switching discharge of about 4,000 gallons/wk of filter back- 
wash from Outfall 002 to Outfall 001. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/06/20. Document Control Branch 
(Document Control Desk). 2pp. 50333:034-50333:035. 

8906300181 Advises that util procured no electrical components &/or parts from 
Planned Maint Sys.Inc.per NRC 890522 request. 

CREEL, G.C. Baltimore Gas & Electric Co. 89/06/23. VAN CLEAVE,V. Region 4, Ofc 
of the Director. Ip. 50370:193-50370:193. 

8907050134 Requests addl info re 881101 request for amend to Tech Specs, per Gener- 
ic Ltr 87-09. 

MCNEIL,S.A. Project Directorate I-1. 89/06/26. CREEL,G.C. Baltimore Gas & Electric 
Co. 3pp. 50400:022-50400:024. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070035 Responds to NRC request for addl info re util 890120 request to revise 
auxiliaty feedwater actuation delay time.Delay in actuation time will provide greater 
flexibility re emergency diesel generator loading. 

LIPPOLD.W.J. Baltimore Gas & Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk). 3pp. 50443:093-50443:095. 

8907100056 Responds to Generic Ltr 88-17, “Loss of DHR." Util implemented expedi- 
tious actions described in util 890103 Itr.Info on planned mods to RCS level 
indication,as well as actions taken to address shutdown cooling concerns end. 
CREEL,G.C. Baltimore Gas & Electric Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50508:048-50508:052. 

8907140216 Advises that util plant-specific reactor coolant pump trip setpoint develop- 
ment reviewed & acceptable, per Generic Ltr 86-06. 

MCNEIL, S.A. Project Directorate 1-1. 89/07/03. CREEL,G.C. Baltimore Gas & Electric 
Co. Ip. 50576:063-50576:063. 

8907140275 Notification of 890804 meeting w/BG&E in Rockville, MD to discuss proc- 
esses utilized to develop rev to 890407 performance improvement plan. 

MCNEIUS.A. Project Directorate 1-1. 89/07/11. CAPRA,R.A. Project Directorate 1-1. 
3pp. 50543:166-50543:168. 

8907180164 Responds to Generic Ltr 89-06, “Certification of SPDS,” certifing that 
SPDS for plant meets requirements of NUREG-0737,Suppl 1. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/07/11. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50573:013-50573:014. 

8907180151 Proposes alternative to ASME Code Section III requirements, per NRC Jan 
1978 ASME relief requests.Determined that Alloy 690 superior to Alloy 600 for use as 
replacement pressurizer penetration matl. 

CREEL, G.C Baltimore Gas & Electric Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50577:137-50577:144. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280070 Forwards Safety Insp Repts 50-317/89-12 & 50-318/89-12 on 890501-05 
& notice of violation. 

DURR.J.P. Region 1, Ofc of the Director. 89/06/16. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 50333:281-50333:298. 

•“8906280071 Notice of violation from insp on 890501 -OS.Violation noted:criteria not 
specified to establish safety-related motor-operated valve limit switch & bypass switch 
settings for proper operation. 

* Region 1. Ofc of the Director. 89/06/16. 2pp. 50333:283-50333:284. 

“8906280074 Insp Repts 50-317/89-12 & 50-318/89-12 on 890501-05.No violations 
noted.Major areas inspected:review corrective actions resulting from IE Bulletin 85-03 
re improper limit switch & torque switch settings in motor operatored valves. 
MATHEW,R.K. Region 1. Ofc of the Director. 89/06/16. 14pp, 50333:285-50333:298. 

8906290209 Responds to violations noted in Insp Repts 50-317/89*20 & 50-318/89- 
20.Corrective actions:nonconformance rept, addressing use of uncontrolled measuring 
& test equipment gauges,issued & new test qauges received. 

CREEL,G.C, Baltimore Gas & Electric Co. 89/06/21, Document Control Branch (Doc- 
ument Control Desk). 26pp. 50364:001-50364:026. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 


8907060183 Suppl 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
B.'eakcrs Rc^u'bish^d W/Substandard Parts." Svc list end. 

r-OS3,C-: D.-.so:' of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140178 Forwards Safety Insp Repts 50-317/89-07 & 50-318/89-07 on 890424- 
28.No violations noted. 

GALLO, R.M. Region 1, Ofc of the Director. 89/07/07. CREEL, G.C. Baltimore Gas & 
Electric Co. 2pp. 50542:136-50542:153. 

“8907140181 Insp Repts 50-317/89-07 & 50-318/89-07 on 890424-28.No violations 
noted.Major a'eas i''£pGctod:mf:’nt crog'a.n.r:;l3 c' QC,resource allocation,control of 
contracted "'a!.''.: ^.-leri^cos.majr; iios training. 

FINKEUA., OLIVEIRA,W., REBELOWSKI,T. Region 1, Ofc of the Director. 89/07/05. 
16pp. 50542:138-50542:153. 

8907170485 Responds to NRC 890608 ltr re violations noted in Insp Repts 50-317/89- 
10 & 50-31 8/89-1 0.Corrective actions:audit of all outage special work permit 
packages,requiring ALARA field svcs installation insp,conducted & procedures revised. 
CREEL,G.C. Baltimore Gas & Electric Co. 89/07/07, Document Control Branch (Doc- 
ument Control Desk). 3pp. 50548:097-50548:099. 

8907200121 EN-89-068:on 89071 2, notice of violation & proposed imposition of civil pen- 
alties in amount of $75,000 to be issued for licenses.Action based on two violations 
indicating lack of proper mgt oversight & control. 

LEUHMAN,J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). 89/07/07. 2pp. 
50597:118-50597:127. 

8907140070 Responds to NRC 890609 ltr re violations noted in Insp Rept 50-318/89- 

15. Corrective actions:NDC Control Procedure 5.002, "Qualification & Certification of 
NDE Personnel" will be revised to address annual training requirements. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/07/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50541:095-50541:096. 

8907170015 Forwards Insp Repts 50-3I7/89-15 & 50-318/89-16 on 890522-26 & 0609- 

16. Enforcement conference scheduled on 890720 re failure to maintain &/or imple- 
ment effective administrative controls & QA programs. Potential violations noted. 
KANE,W.F. Region 1, Ofc of the Director. 89/07/10. CREEL,G.C. Baltimore Gas & 
Electric Co. 2pp. 50554:167-50554:184. 

“8907170020 insp Repts 50-317/89-15 & 50-318/89-16 on 890522-26 & 0609-16.Fail- 
ures noted.Major areas inspected:control of measuring & test equipment,review & 
control of vendor technical manuals & control of welding process activities. 

TRIPP,L.E. Region 1. Ofc of the Director. 89/07/05. 16pp. 50554:169-50554:184. 

8907200135 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $75,000 from insp on 890417-27. 

RUSSELL,W.T. Region \ O^c o^ the Director. 89/07/12. CREEL, G.C. Baltimore Gas & 
Electric Co. 4pp 5C597;i20,-50597."27. 

“8907200137 Notice of violation & proposed imposition of civil penalty in amount of 
$75,000,Noncompliance noted:failure to maintain containment refueling integrity while 
core alterations being performed. 

RUSSELUW.T. Region 1, Ofc of the Director. 89/07/12. 4pp. 50597:124-50597:127. 

8907240295 Notification of Significant Licensee Meeting 89-114 on 890720 w/utii in 
Region I to conduct enforcement conference in conjunction w/lnsp Repts 50-317/89- 
15 & 50-318/89-16. 

LlMROTH,D.F. Region 1, Ofc of the Director. 89/07/14. Region 1, Ofc of the Director. 
2pp. 50636:228-50636:229. 

8907240379 Forwards corrected page to ltr fonwarding notice of violation & proposed 
imposition of civil penalty in amount of $75,000.Page corrects date wrongly stated as 
880417 to 890417. 

RUSSELL,W.T. Region 1, Ofc of the Director. 89/07/17. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 50640:338-50640:340. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240129 Responds to NRC 890621 ltr re violations noted in insp Repts 50-317/89- 
200 & 50-31 8/89-200. Corrective actions:util continuing to improve both safety-related 
& nonsafety- related maint procedures. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/07/19. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50621:094-50621:098. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907190001 Monthly operating repts for June 1989 for Calvert Cliffs Units 1 & 2.W/ 
890714 ltr. 

BEHNKE,C., RUSSELL,L.B. Baltimore Gas & Electric Co. 89/06/30. 11pp. 50685:071- 
50585:081. 


S. Reportable occurrences, LERs & related correspondence 

8907190208 Part 21 rept re steam generator snubber nuts found not to meet mfg matl 
composition specsJnitially reported on 89071 2.A1I 150 nuts will be replaced w/ 
A194Gr2H nuts. 

CREEL.G.C. Baltimore Gas & Electric Co. 89/07/13. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50585:282-50585:284. 

8907260039 LER 89-01 0-00:on 890623, determined that Tech Spec Surveillance 4.7.12a 
not performed within required time interval.Caused by procedural problem.Overdue 
surveillance performed.Surveillance procedure revised.W/890721 ltr. 

MILBRADT.M.D., RUSSELL, LB. Baltimore Gas & Electric Co. 89/07/21. 5pp. 
50648:076-50648:080. 
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8907260269 LER 89-009-00;on 890522.fire damper found in closed position by fire pro- 
tection design engineer.Caused by failure of damper fusible link.Link replaced, damper 
opened & damper insp procedure improved & clarified.W/890721 ttr. 

MtLBRADT.M.D., RUSSELL.L.B. Baltimore Gas & Electric Co. 89/07/21. 6pp. 
50672:223-50672:228. 


U. Congresslonal/Executive Correspondence 

8906280277 Discusses concerns re operation of plant & downward slide in nuclear 
safety record.NRC actions appropriate. 

MIKULSKI.B.A.. SARBANES.P.S. Senate. 89/06/14. 2ECH,L.W. Commissioners. 2pp. 
50337:057-50337:058. 

8907030251 Responds to 890516 request for meeting w/NRC & util re plant safety 
violation. NRC has established plant Assessment Panel, composed of senior NRC 
managers from Region I & headquarters ofc.to review util performance improvement 
plan. 

ZECH.L.W. Commissioners. 89/06/28. DYSON.R.P. House of Rep. 2pp. 50551:093- 
50551:101. 

“8907030255 Requests meeting w/NRC & util re plant safety violation 
concerns, specifically lack of attention to established procedures. 

DYSON.R.P. House of Rep. 89/05/16. ZECH.L.W. Commissioners. 2pp. 50551:100- 
50551:101. 

8907200162 Responds to 890614 Itr re plant. Discusses util performance improvement 
plan to correct identified weaknesses in addition to short-term corrective actions. 
CARR.K.M. Commissioners. 89/07/17. SARBANES.P.S., MIKULSKI.B.A. Senate. 4pp. 
50597:087-50597:092. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-320 THREE M(LE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907070319 Revised EPIPs.including Rev 2 to 9471 -IMP-1 300.03.Rev 3 to 9471 -IMP- 
1300.04 & Rev 2 to 9472-IMP-1 300.01. 

• General Public Utilities Corp. - GPU Service Corp. 89/06/27. 70pp. 50561:297- 
50562:006. 

8907120155 Forwards application for amend to License DPR-73.consisting of Tech 
Spec Change Request 65,revising administrative requirements associated w/audits in 
Tech Spec Section 6.5.3, “Audits." including emergency response activities. 
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/30. Document 
Control Branch (Document Control Desk). 2pp, 50513:090-50513:099. 

“8907120157 Application for amend to License DPR-73, consisting of Proposed Tech 
Spec Change Request 65, revising administrative requirements in Tech Spec Section 
6.5,3, "Audit," including emergency response activities. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/30. 6pp. 
50513:092-50513:097. 

“8907120158 Proposed Tech Spec Pages 6-7 & 6-8 re administrative controls. 

* General Public Utilities Corp. - GPU Service Corp. 89/06/30. 2pp. 50513:098- 
50513:099. 

8907240188 Forwards Rev 2 to Emergency Plan 1000-PLN-1 300.01 for TMI Units 1 & 2 
& Oyster Creek Stations.Summary of changes listed. 

HILDEBRAND.J.E. General Public Utilities Corp. - GPU Service Corp. 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50636:209-50636:218. 

“8907240192 Rev 2 to Emergency Plan 1000-PLN-1 300.01, “GPU Nuclear Corp Emer- 
gency Plan for TMI & Oyster Creek Nuclear Stations." 

FUNECLE.S.R., CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 89/ 
06/07. 8pp. 50636:211 -50636:218. 


G. Adjudicatory correspondence 

8907200059 Advises that author will be presenting argument on behalf of NRC staff at 
oral argument on 890726 re appeal of Susquehanna Valley Alliance & TMI Alert from 
LBP-89-7. 

LEWIS, S.H. Assistant General Counsel for Hearings & Enforcement. #389 8844. 89/ 
06/28. TOMPKINS, B. A. Atomic Safety and Licensing Appeal Panel, 1p. 50545:341- 
50545:341. 

8907200184 Advises that author will present oral argument on behalf of licensee on 
890726 re appeal of Susquehanna Valley Alliance & TMI Alert from Board Initial Deci- 
sion LBP-89-7.W/SVC list. 

BAXTER,T.A. General Public Utilities Corp. • GPU Service Corp. BAXTER.T.A, Shaw, 
Pittman, Potts & Trowbridge. #389 8881. 89/07/07. TOMPKINS, B.A. Atomic Safety 
and Licensing Appeal Panel. 3pp. 50545:075-50545:077. 

8907200200 Presentation of argument.* Informs that author will present argument on 
behalf of Susquehanna Valley Alliance & TMI Alert on 890726 re appeal of Initial De- 
cision LBP-89-7.SVC list end. 

SKOLNICK,F. Susquehanna Valley Alliance, Lancaster, PA. SKOLNICK.F. Three Mile 
Island Alert. #389 8882. 89/07/07. Atomic Safety and Licensing Appeal Panel. 3pp. 
50545:322-50545:324. 

8907240205 Certificate of Svc.* Certifies svc of end GPU 890607 & 0628 Itrs to NRC & 
Commonwealth of PA.respectively.W/Svc list. 

BAXTER, T.A. General Public Utilities Corp. - GPU Service Corp. #389 8927, 89/07/ 
18, 9pp. 50574:225-50574:233. 


8907260068 Forwards Board decision approving method for disposing of accident-gen- 
erated water at plant.per recipient potiuor,. Appeal of decision presently before Appeal 
Board.W/o end. Related correspondence. 

WCODHEAD.C.P. Assistant General Counsel for Hearings & Enforcement. #389 
8937. 89/07/20. HOL2INGER,M. Affiliation Not Assigned. Ip. 50602:302-50602:302. 


P. Operating license stage documents & correspondence 


8907030244 Forwards Amend 4 to “Post-Defueling Monitored Storage SAR." 
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/26. Document 
Control Branch (Document Control Desk). 2pp. 50381:272-50382:139. 

“8907030249 Amend 4 to “Post-Defueling Monitored Stomoe S.'-R " 

• General Public Utilities Corp. - GPU Service Cc-p 125pp. 50381:274- 

50382:139. 

8907070172 Commends util for exemplary hospitality extended to visiting Soviet techni- 
cal •A'crki.-'o g'C'jp on 890608. 

DE.\TC.N,.-i R. Ci-.ce of Governmental & Public Affairs (Post 870413). 89/06/27. 
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 2pp. 50442:181- 
50442:182. 

8907070174 Forwards application for amend to License DPR-73, consisting of Tech 
Spec Change Request 64 & rev to organization plan. 

ROCHE.M.B. General Public Utilities Corp, - GPU Service Corp. 89/06/27. Document 
Control Branch (Document Control Desk). Ip. 50442:116-50442:122. 

—8907070177 Application for amend to License DPR-73, consisting of Tech Spec 
Cha.nge Recuest 64 & rev to organization plan.Change deletes deputy director posi- 
tion ‘.vr ch has been vacated. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/27. 4pp. 
50442:117-50442:120. 

--8907070178 Proposed Tech Specs re corporate & util organization. 

• General Public Utilities Corp. - GPU Service Corp. 89/06/27. 2pp. 50442:121- 
50442:122. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120155 Forwards application for amend to License DPR-73, consisting of Tech 
Spec Change Request 65, revising administrative requirements associated w/audits in 
Tech Spec Section 6.5.3, “Audits," including emergency response activities. 
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/30. Document 
Control Branch (Document Control Desk). 2pp. 50513:090-50513:099. 

“8907120157 Application for amend to License DPR-73, consisting of Proposed Tech 
Spec Chanpe Request 65, revising administrative requirements in Tech Spec Section 
6.5.3, “Audit," including emergency response activities. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/06/30. 6pp. 
50513:092-50513:097. 

“8907120158 Proposed Tech Spec Pages 6-7 & 6-8 re administrative controls. 

• General Public Utilities Corp. - GPU Service Corp. 89/06/30. 2pp. 50513:098- 
50513:099. 

8907120175 Forwards “Defueling Completion Rept,” per Amend 30 to License DPR- 
73.End first of four submittals describing accident sequence & resultant fuel redistri- 
bution within reactor vessel & ex-vessel locations. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/07/05. Document 
Control Branch (Document Control Desk). 2pp. 50509:101-50509:202. 

“8907120204 Rev 0 to “TMI-2 Defueling Completion Rept." 

• General Public Utilities Corp. - GPU Service Corp. 89/07/05. 100pp. 50509:103- 
50509:202. 

8907180202 Forwards application for amend to License DPR-73, consisting of Change 
Request 62,Suppl 1, revising Tech Spec 6.8.3. 1.b by adding footnote re senior reactor 
operator license. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/07/13. Document 
Control Branch (Document Control Desk). Ip. 50578:275-50578:280. 

“8907180208 Application for amend to License DPR-73, consisting of Change Request 
62.Supp! 1, revising Tech Spec 6.8.3. 1 re senior reactor operator license. 

ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 89/07/13. 4pp. 
50578:276-50578:279. 

“8907180212 Proposed Tech Spec 6.8.3. 1 adding footnote re senior reactor operator 
license. 

• General Public Utilities Corp. - GPU Service Corp. 89/07/13. ip. 50578:280- 
50578:280. 

8907180305 Forwards request for addi info re post-defueled monitored storage SAR for 
response, per util 880816 submittal. 

MASNIK.M.T. Project Directorate 1-4. 89/07/14. RCCHE.M.B. General Public Utilities 
Corp. - GPU Service Corp. 5pp. 50572:143-50572:147. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc. 64pp. 50519:019-50519:080. 
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8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907T10441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves o' V.s’ves of Similar Design." Svc list end. 

ROSSI,C.E. D-viS'cn c; Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907170146 PNO-l-89-056:on 890710, reactor vessel lower head cracks from guide 
tubes E-7 & G-6 discovered.Tubes substantially damaged by flow of molten 
fuel.Investigation & cleanup started. 

YOUNG,F., COWGlLL,C. Region 1. Ofc of the Director. 89/07/10. Ip. 50554:185- 
50554:185. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907180202 Forwards application for amend to License DPR-73, consisting of Change 
Request 62,Suppl 1, revising Tech Spec 6.8.3. 1.b by adding footnote re senior reactor 
operator license. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 89/07/13. Document 
Control Branch (Document Control Desk), ip. 50578:275-50578:280. 

-8907180208 Application for amend to License DPR-73,consisting of Change Request 
62,Suppl 1, revising Tech Spec 6.8.3. 1 re senior reactor operator license. 

ROCHE,M.B. General Public Utilities Corp. - GPU Service Corp, 89/07/13. 4pp. 
50578:276-50578:279. 

-8907180212 Proposed Tech Spec 6.8.3. 1 adding footnote re senior reactor operator 
license. 

* General Public Utilities Corp. - GPU Service Corp. 89/07/13. Ip. 50578:280- 
50578:280. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907050307 Advises that Apr 1 989 rev to physical security plan transmitted by 890421 
ltr consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE,W.E. Region 2, Ofc of the Director. 89/06/23. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 50401:258-50401:260. 


H. General correspondence 

8907270150 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 10CFR72.6(c) should be revised to provide for storage w/o ISFSI requirement. 
HAIRSTON, W.G. Georgia Power Co. 89/07/07. Docketing & Services Branch. 3pp. 
50648:189-50648:191. 


P. Operating license stage documents & correspondence 

8906290127 Forwards Amends 164 & 101 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends change Tech Specs re primary containment isolation 
valves. 

CROCKER.LP. Project Directorate II-3. 89/06/20. HAIRSTON, W.Q. Georgia Power 
Co. 3pp. 50348:028-50348:058. 

-8906290132 Amends 164 & 101 to Licenses DPR-57 & NPF-5, respectively, changing 
Tech Specs re primary containment isolation valves. 

MATTHEWS, D.B. Project Directorate 11-3. 89/06/20. 24pp. 50348:030-50348:053. 

-8906290139 Safety evaluation supporting Amends 164 & 101 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/20. 5pp. 
50348:054-50348:058. 

8906290178 Application for amends to Licenses DPR-57 & NPF-5, revising Tech Spec 
for thermal power & power distribution limits (fuel rods),reactivity control sys & defini- 
tions & administrative controls. 

HAIRSTON, W.G. Georgia Power Co. 89/06/22. Document Control Branch (Document 
Control Desk). 14pp. 50352:242-50352:310. 

-8906290180 Proposed Tech Specs revising reactivity control sys & removal of cycle- 
specific parameter limits. 

* Public Service Electric & Gas Co. of New Jersey. 89/06/22. 55pp. 50352:256- 
50352:310. 

8906290231 Informs that no electrical components obtained from Planned Maint 
Sys.Inc.in response to 890522 request for info. 

HAIRSTON,W.G. Georgia Power Co. 89/06/23. VAN CLEAVE. V. Region 4. Ofc of the 
Director. 2pp. 50364:1 78-50364:1 79. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 87041 1 ). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61 pp. 5041 6:001-5041 6:061 . 


8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907100042 Forwards NRR 890605 ltr ack receipt of petition filed by Ecology Ctr of 
Southern California.for info.Ltr states that petition being treated under 10CFR2.206 of 
Commission regulation. 

CROCKER, L.P. Project Directorate 11-3. 89/06/30. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 50457:209-50457:214. 

8907130344 Affirms validity of staff reaction to final rept.submitted in util 890323 ltr re 
bent rockbolts observed in torus anchorage.Bent rockbolts appear to pose no safety 
impediment to restart.lssue closed. 

CROCKER.L.P. Project Directorate 11-3. 89/07/06. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 50537:063-50537:065. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville, MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CalVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907170371 Responds to 881214 ltr re ATWS rod injection sys testability at power.Util 
design change will utilize switches to block actuation signal to ATWS rod injection so- 
lenoid valve during testing to allow actuation relays to be energized. 

HAIRSTON.W.G. Georgia Power Co. 89/07/07. Document Control Branch (Document 
Control Desk). 2pp. 50546:336-50546:337. 

8907190007 Forwards supplemental response to Generic Ltr 88-14 re instrumental air 
supdy s/s problems a'focLr.g safety- related equipment.Actions remaining for closure 
issue nduce verificaion cf seism c support of accumulators. 
f-.A RSTON.WG Gocrg.a F’ower Cc. 89 '07/11, Document Control Branch (Document 
Corvol Desk*.. 8pp. 50585:255-50585. 252 

8907180214 Notification of 890725 meeting w/util in Birmingham,AL to discuss status of 
current licensing activities & corporate initiatives for plants.Meeting agenda end. 
REED.T.A. Project Directorate 11-3. 89/07/12. MATTHEWS, D.B. Project Directorate II- 
3. 4pp. 50578:079-50578:082. 

8907210102 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Long^-term erosion/corrosion program implemented for facility. 
HAIRSTON.W.G. Georgia Power Co, 89/07/17. Document Control Branch (Document 
Control Desk). 2pp. 50629:265-50629:266. 

8907210344 Forwards Amend 166 to License DPR-57 & safety evaluation. Amend 
changes Tech Spec 4.6.F.2 to require reactor coolant activity sampling once every 24 
h when continuous activity monitor out-of-svc & at specified reactor coolant temps. 
CROCKER.L.P. Project Directorate II-3. 89/07/18. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 50615:287-50615:297. 

-8907210348 Amend 166 to License DPR-57,changing Tech Spec 4.6.F.2 to require re- 
actor coolant activity sampling once every 24 h when continuous activity monitor out- 
of-svc & reactor coolant temp equal to or less than 21 2 F. 

MATTHEWS.D.B. Project Directorate 11-3. 89/07/18. 5pp. 50615:290-50615:294. 

“8907210352 Safety evaluation supporting Amend 166 to License DPR-57. 

* Project Directorate 11-3. 89/07/18. 3pp. 50615:295-50615:297. 

8907260226 Forwards Amends 165 & 102 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amend changes action level re suppression pool temp from 95 F to 
100 F. 

CROCKER.LP. Project Directorate 11-3. 89/07/18. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 50703:041-50703:063. 

-8907260228 Amends 165 & 102 to Licenses DPR-57 & NPF-5, respectively, changing 
action level re suppression pool temp from 95 F to 100 F. 

MATTHEWS,D.B. Project Directorate 11-3. 89/07/18. 13pp. 50703:044-50703:056. 

-8907260229 Safety evaluation supporting Amends 165 & 102 to Licenses DPR-57 & 
NPF-5, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 89/07/18. 7pp, 
50703:057-50703:063. 

8907240033 Ack receipt of util 890530 ltr withdrawing 88071 1 request for relief from 
ASME Code Section XI requirement for testing Class 2 portions of main steam lines of 
units at 1 .25 times design pressure.Code Case N-479 acceptable for use at plant. 
CROCKER.LP. Project Directorate 11-3. 89/07/19. HAIRSTON.W.G. Georgia Power 
Co. 2pp. 50636:107-50636:108. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300068 Forwards Insp Repts 50-321/89-07 & 50-366/89-07 on 890422-0526. Li- 
censee identified violations not cited. 

HERDT.AR. Region 2, Ofc of the Director. 89/06/19. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50379:014-50379:031. 

-8906300074 Insp Repts 50-321/89-07 & 50-366/89-07 on 890422-0526. Licensee 
identified violations not being cited.Major areas inspected:operational safety 
verification, maint observations & surveillance testing observations. 

MENNING.J.E,. MUSSER.R.A.. SINKULE.M.V. Region 2. Ofc of the Director. 89/06/ 
19. 16pp, 50379:016-50379:031. 

8907030233 Advises that util 880224 Rev 2 to inservice insp program for second 10-yr 
interval acceptable except as noted in ends. 

CROCKER.LP. Project Directorate 11-3. 89/06/22. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 50391:001-50391:003. 

8906260403 NRC Info Notice 89-055. “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 
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8907180253 Forwards Insp Repls 50-321/89-10 & 50-366/89-10 on 890527- 0623.De- 
tails re licensee non-cited violations described in rept. 

HERDTAR. Region 2. Ofc of the Director. 89/07/05. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 50577:176-50577:193. 

-8907180261 Insp Repts 50-321/89-10 & 50-366/89-10 on 8905270623.No violations 
noted.Major areas inspected:operational safety verification, maint 
observations, surveillance testing observations.calibr & surveillance procedures & 
records. 

MENNING.J.E., MUSSER.R.A., HERDT.A.R. Region 2, Ofc of the Director. 89/07/05. 
16pp. 50577:178-50577:193. 


8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130210 Responds to NRC 890615 Itr re violations noted in Insp Repts 50-321/89- 
02 & 50-366/89-02.Corrective actions: administrative hold placed on use of air line- 
supplied respiratory protection equipment until fittings installed. 

HAIRSTON,W.G. Georgia Power Co. 69/C7/07. Document Control Branch (Document 
Control Desk). 11pp. 50520:019-50520:029. 

8907170379 Forwards list of commitments ro sr-'ety sy.s 'unctional insp of emergency 
diesel generators.Unit 2 FSAR Table 9.4.9 .mII ce re.- sec to reflect correct switchgear 
room heater loads by next FSAR update on 900722. 

HAIRSTON, W.G. Georgia Power Co. 83/07/07. Document Control Branch (Document 
Control Desk). 4pp. 50555:041-50555:044. 

8907210041 Forwards Insp Repts 50-321/89-11 & 50-366/89-11 on 89061 9-23.Noted 
violations not being cited due to criteria for categorization of licensee identified viola- 
tions being met, 

JULIAN, C.A. Region 2, Ofc of the Director. 89/07/14. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 50629:200-50629:207. 

-8907210049 Insp Repts 50-321/89-11 & 50-366/89-11 on 890619-23. Violation 
noted.Major areas inspected.-licensee actions re previous Insp findings & NRC bulle- 
tins. 

MERRIWEATHER.N., CONLON.T.E. Region 2, Ofc of the Director. 89/07/10. 6pp. 
50629:202-50629:207. 


8907260006 Ack receipt of 890707 Itr intcrm'nc N°C of steps taken to correct violations 
noted in Insp Repts 60-321/89-02 & 50-365 '■"35-02 

GIBSON.A.F. Region 2, Ofc of the Director. 89/07/17. HAIRSTON. W.G. Georgia 
Power Co. Ip. 50677:044-50677:044. 

8907110441 NRC Bulletin 89-002. "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50876:159. 


8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 

8907260237 Informs of agreement reached during 890719 telcon re IGSCC exam for 
Fall 1989 refueling/maint outage & matter of calibr blocks to be used for ultrasonic 
insp activities during outage. 

CROCKER.LP. Project Directorate II-3. 89/07/24. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 50674:221-50674:223. 


R. Periodic operating reports & related correspondence 


8907180337 Monthly operating repts for June 1989 for Hatch Units 1 & 2, W/890710 Itr. 
BEARD, R.M„ HAIRSTON.W.G. Georgia Power Co. 89/06/30. 12pp. 50579:051- 
50579:062. 


S. Reportable occurrences, LERs & related correspondence 


8907110278 LER 89-008-00:on 890608,determined that Tech Specs for onsite emer- 
gency diesel generator fuel did not require that adequate fuel inventory be maintained 
onsite for 7 days under accident conditions.W/890705 Itr. 

TIPPS.S.B., HAIRSTON.W.G. Georgia Power Co. 89/07/05. 7pp. 50449:106- 
50449:112. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907260152 Requests listed items for requalification program evaluation scheduled for 
wks of 890911 & 25.NRC to administer operating & written exams & discuss w/quali- 
fied personnel & operators schedule for processing exams. Ref matl requirements 
end. 

PEEBLES.T.A. Region 2, Ofc of the Director. 89/07/17. HAIRSTON.W.G. Georgia 
Power Co. 8pp. 50673: 1 70-50673; 1 77. 

8907260160 Requests listed items for reactor operator & senior operator licensing 
exams scheduled for wk of 891009.AII reactor operator & senior reactor operator li- 
cense application info should be submitted at least 30 days before first exam date. 
PEEBLES.T.A. Region 2, Ofc of the Director. 89/07/19. HAIRSTON.W.G. Georgia 
Power Co. 11pp. 50673:079-50673:089. 
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F. Security, medical, emergency & fire protection plans 

8907060157 Forwards annual Itr of certification for facility, addressing compliance by 
•oca' emergency -es.oc.nse organization w/ periodic requirements as prescribed in 
rJu.'='EG-C€5-'’- .=■?.*.' A -R 5.=’- 1 for preceding yr.Related correspondence. 

CROCKER, D.M. Long Island Lighting Co. #289 8718. 89/05/31. HUSAR.I.W. Federal 
Emergency Management Agency. 700pp. 50375:063-50377:129, 


H. General correspondence 

8907240429 Advises of listed personnel & at plant. 

LEONARD, J.D. Long island L‘:ht ''c Cc 51- ' 2'-. D:.:,::. Control Branch (Docu- 
ment Control Desk). 2pp. tO::-5:c26 


I. Financial information 


8906280298 Notification of Significant Licensee Meeting 89-085, Rev 4 w/ util on 
890630 in King of Prussia, PA re sale of facility to State of NY. 

MCCABE.E.C. Region 1. Ofc of the Director. 89/06/20. Region 1, Ofc of the Director. 
2pp. 50337:061-50337:062. 


J. Insurance & indemnity information 

8907170290 Denies util 890522 request for exemption from 10CFR50.54(W) re required 
amount of onsite insurance coverage.lnsurance requirements of 10CFR50.54(W) ap- 
propriate for plants w/full power OLs. 

BUTLER, W R .Di.-ecto-ate 1-2. 89/07/07. LEONARD.J.D. Long Island Lighting 

Co. 5pp. 6C5e2-3:'-5:55? 32'. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30, Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130069 Forwards 890605 Itr ack receipt of petition filed by Ecology Ctr of Southern 
California under 2.206. 

BROWN.S W Di^-ctorate 1-2. 89/07/06. LEONARD.J.D. Long Island Lighting 

Co. 4pp. 53532.3 .T?-“-:d::;.'349. 

8907200073 Forwards application for amend to License NPF-82, consisting of License 
Change Application 1, revising Tech Specs to remove inconsistency in plant procedural 
change approval process required by specs. Fee paid. 

LEONARD.J.D. Long Island Lighting Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 50614:153-50614:158. 

“•8907200075 Application for amend to License NPF-82, consisting of Change Applica- 
tion 1. revising Tech Specs to remove inconsistency in plant procedural change ap- 
proval process. 

LEONARD.J.D. Long Island Lighting Co. 89/07/14. 4pp. 50614:154-50614:157. 

“8907200076 Proposed Tech Specs removing inconsistency in plant procedural change 
approval process. 

• Long Island Lighting Co. 89/07/13. Ip. 50614:158-50614:158. 

8907260255 Proposes closeout of plant correspondence control ticket re Environ Con- 
servation Organization request for notification whenever license amend requests result 
in impairment of plant operability. Intervener will be placed on svc list. 

KALMAN.G. Project Directorate V. 89/07/17. MOSSBURG.D. Planning, Program & 
Management Support Branch (Post 870411). 3pp. 50675:020-50675:028. 

“8907280366 Advises of formation of Resources Conservation Organization. New group 
intends to oppose any util actions that might impact negatively on future facility 
operability.AD Rossin wilt serve as organization coordinator. 

ROSS, A. Resources Conservation Organization. 89/06/26. ZECH.L. Commissioners. 
Ip. 50675:028-50675:028. 

8907250328 Ack receipt of 890714 pot'tion filed for Shoreham-Wading River Ctr School 
District requesting EDO issue .mr'sdiaie'y effective order to util to cease & desist 
from activities re defueling & desiaffir.g of plant. 

MURLEY.T.E. Office of Nuclear Hoac'.or Regu'aticr:. Director (Post 870411). 89/07/ 
20. MCGRANERY.J.P. Dow, Lohnes & Aibe.-tsc.n. 5pp. 50644:298-50644:302. 

8907260186 Submits response to 890619 Itr requesting exemption from payment of 
annual license fees for plant.Util failed to demonstrate under 10CFR171.11 an ade- 
quate basis to support exemption '■equest the''efO'’e.''equest denied. 

STELLO.V. Ofc Of the Executive Direc-.o- for Ocora'.TX's. e9'C7-2-'-. LEONARD.J.D. 
Long Island Lighting Co. 3pp. 50703:064-50703:072. 

“8907260189 Submits request for exemption from payment of annual license fee under 
10CFR1 71.11 for plant. 

LEONARD.J.D. Long Island Lighting Co. 89/06/19. STELLO.V. Ofc of the Executive 
Director for Operations. 6pp. 50703:067-50703:072. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by Hioh Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc. 64pp. 50519:019-50519:080. 
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8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907200146 PNO-l-89-058:on 89071 3, licensee commenced defueling of 

f.nd'ity.Dcfijdi.-.c scheduled to be completed in approx 3 wks.Following completion of 
:c'e o':iCa!;.rcac:o' will be reassembled & normal water level restored. 
DOERFLEIN.L. Region 1, Ofc of the Director. 89/07/14. Ip. 50614:130-50614:130. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 80pp. 49910:249-49910:334. 

-8907110284 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 1, 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:138-50519:140. 

-8907110289 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 2. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:141-50519:141. 

-8907110292 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 3. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:142-50519:142. 

-8907110296 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 4. 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:143-50519:143. 

-8907110297 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 5. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:144-50519:144. 

-8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 6. 

ZECH.L.W, Commissioners, 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:145-50519:145. 

-8907110300 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 7. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:146-50519:146. 

-8907110301 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 8. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 2pp. 50519:147-50519:148. 

-8907110302 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 9. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 2pp. 50519:149-50519:150. 

-8907110304 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 10. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate. Energy & Natural Re- 
sources. Ip. 50519:151-50519:151. 

-8907110305 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 11, 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:152-50519:152. 

-8907110306 Commission response to JB Johnston Committee on Energy & Natural 
Resources Question 12 for 890502 Itr. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:153-50519:153. 

-8907110308 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 13. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:154-50519:154. 

-8907110311 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 1 4. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 2pp. 50519:155-50519:156. 

-8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 115. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 


8907110031 Forwards Rev 17 to physical security plan. Rev withheld (ref 10CFR73.21). 
SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50530:110-50530:111. 


G. Adjudicatory correspondence 


8907030053 Notice of appearance.'* Author will enter appearance in proceeding on 
behalf of NRC.W/Certificate of svc. 

RUTBERG.J. Assistant General Counsel for Hearings & Enforcement. #389 8840. 89/ 
06/27. 3pp. 50311:204-50311:206. 

8907240031 Notice of withdrawal of counsel.* Advises that author has withdrawn as 
counsel for Sierra Club in proceeding. R Ferguson will appear as lead representative 
for club.W/ Certificate of Svc. 

GRUENEICH.D.M. Sierra Club Legal Defense Fund, Inc. GRUENEICH.D.M. Grueneich, 
D.M. (formerly Grueneich & Lowry). #389 8926. 89/06/28. 3pp. 50574:235- 
50574:237. 

8907200134 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding on behalf of licensee.W/Certificate of Svc. 

LOCKE.R.F. Pacific Gas & Electric Co. #389 8856. 89/06/30. 4pp. 50545:305- 
50545:308. 

8907200149 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding on behalf of licensee.W/Certificate of Svc. 

NORTON.B. Pacific Gas & Electric Co. #389 8857. 89/06/30. 4pp. 50545:266- 
50545:269. 


H. General correspondence 

8907050112 Comment supporting proposed rules 10CFR50,72 & 170 re ‘‘Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.’’ 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/06/19. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 50353:065-50353:065. 

8907180140 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Existing 
'cgulaticns.c^des & stds along w/industry activities considered adequate. 

S»-l=rFP.,j.C Pac.fic Gas & Bectric Co. 89/07/05. CHILK.S.J. Office of the Secretary 
of the Commission. Ip. 50562:346-50562:346. 


P. Operating license stage documents & correspondence 

8906280254 Forwards Amends 41 & 40 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends revise Tech Spec Section 6, "Administrative Controls” to 
change description of plant staff review committee membership.quorum & tests. 
ROOD.H. Project Directorate V, 89/06/22. Pacific Gas & Electric Co. 3pp. 50330:205- 
50330:223. 

-8906280255 Amends 41 & 40 to Licenses DPR-80 & DPR-82,respectively, revising 
Tech Spec Section 6, “Administrative Controls” to change description of plant staff 
review committee membership.quorum, qualifications & tests & experiments. 
KNIGHTON.G.W. Project Directorate V. 89/06/22. 13pp. 50330:208-50330:220. 

-8906280256 Safety evaluation supporting Amends 41 & 40 to Licenses DPR-80 & 
DPR -82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 3pp. 
50330:221-50330:223. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050235 Submits addi info re License Amend Request 89-02 on administrative 
controls.committee membership.working hours & limits & plant staff 
qualifications.training & repts.Title changed to manager - station & hydro const. 
SHIFFER.J.D. Pacific Gas & Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50418:093-50418:095. 

-8907050237 Proposed Tech Specs re composition of GONPRAC. 

* Pacific Gas & Electric Co. 89/06/29. 2pp. 50418:094-50418:095. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110019 Application for amends to Licenses DPR-80 & DPR-82.revising Tech Spec 
Table 3.6-1. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50501:099-50501:104. 

—8907110021 Proposed Tech Spec Table 3.6-1 re charging injection valves, 

* Pacific Gas & Electric Co. 89/07/03. 3pp. 50501:101-50501:104. 
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8907110059 Forwards addi info re License Amend Request 89-05, revising Tech Spec 
3.8.1, "Electrical Power Sys," per NRC request. 

shipper, J.D. Pacific Gas & Electric Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50501:107-50501:118. 

-8907110067 Proposed Tech Spec 3.8.1 re electrical power sys. 

* Pacific Gas & Electric Co. 89/07/03. 9pp. 50501:110-50501:118. 

8907130036 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of License Amend Request 89-08, reducing boron concentration in boric acid sys from 
12 to 4 weight percent, per Generic Ltr 85-16. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50519:205-50519:226. 

-8907130038 Application for amends to Licenses DPR-80 & DPR-82, consisting of Li- 
cense Amend Request 89-08,reducing boron concentration in boric acid sys from 12 
to 4 weight percent. 

SHIFFER,J.D. Pacific Gas & Electric Co. 89/07/05. 8pp. 50519:207-50519:214. 

-8907130039 Proposed Tech Specs re reactivity control sys for borated water sources 
& re^uelmc! water storage tank. 

* -ac:fic Gas & Eieclnc Co. 89/07/05. 12pp. 50519:215-50519:226. 

8907110410 Forwards application for amends to Licenses DPR-80 & DPR-82, consisting 
of Amend Request 89-07, revising Tech Spec 3/4.4.9 & associated bases re pressure/ 
temp 1‘mits.oer Generic Ltr 88-11. 

‘/.A_LACE,'A .- Pacific Gas & Electric Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50501:036-50501:059. 

-8907110412 Application for amends to Licenses DPR-80 & DPR-82, consisting of 
Amend Request 89-07.revising Tech Specs Figures 3.4-2 & 3.4-3 & associated bases 
& deleting Tech Spec 4,4.9. 1.2 & surveillance capsule withdrawal schedule. 
WALLACE,W.H. Pacific Gas & Electric Co. 89/07/07. 8pp. 50585:010-50585:033. 

-8907110413 Proposed Tech Specs re heatup & cooldown curves,associated bases & 
surveillance capsule withdrawal schedule. 

* Pacific Gas & Electric Co. 89/07/07. 15pp. 50501:045-50501:059. 

8907180298 Forwards Amends 42 & 41 to Licenses DPR-80 & DPR-82, 
respectively.Amends revise Tech Spec 3/4.3.4. “Turbine Overspeed Protection." to 
change frequency of stroke testing & direct observation of valve movement. 

ROOD.H. Drniect DTectcate V SHIFFER,J.D. Pacific Gas & Electric Co. 

4pp. ■3C57S.2.i5-5357c.262 

-8907180304 Amends 42 & 41 to Licenses DPR-80 & DPR-82,respectively. revising 
Tech Spec 3/4.3. 4. "Turbine Overspeed Protection." to change frequency of stroke 
testing of main turbine valves & direct observation of valve movement, 
KNIGHTON,G.W. Project Directorate V. 89/07/10. 8pp. 50578:249-50578:254. 

-8907180306 Safety evaluation supporting Amends 42 & 41 to License DPR-80 & DPR- 
82, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/10. 4pp. 
50578:255-50578:258. 

-8907180308 Errata to Amends 37 & 36 to Licenses DPR-80 & DPR-82, 
respectively, consisting of corrected Tech Spec Pages xxi & xxii. 

* Project Directorate V. 89/07/10. 2pp. 50578:259-50578:260. 

-8907180350 Notice of issuance of Amends 42 & 41 to Licenses DPR-80 & DPR- 
82, respectively. Amends change Tech Specs by revising surveillance test frequency of 
turbine stop valves, governor valves & intercept valves re turbine overspeed protec- 
tion. 

ROOD.H. Project Directorate V. 89/07/10, 2pp. 50578:261-50578:262. 

8907190104 Forwards completed Ltr DCL-89-1 95. including p'-sviouly omitted oath & af- 
firmation pages.Ltr requested amend to DP^-30 & D=^R-32 re surveillance capsule 
withdrawal schedule. 

* Pacific Gas & Electric Co. 89/07/10, Document Control Branch (Document Control 
Desk). Ip. 50585:007-50585:009. 

8907240114 Forwards original oath & affirmation page for licensee 890705 application 
for amends to Licenses DPR-80 & DPR-82. 

* Pacific Gas & Electric Co. 89/07/10. NRC - No Detailed Affiliation Given. Ip. 
50641:069-50641:092. 

-8907270056 Corrected application for amends to Licenses DPR-80 & DPR-82, consist- 
ing of original oath & affirmation page & License Amend Request 89-08, reducing 
borcn concentration in bcf'c acid svs. 

SHIF-FR,J D. Pacil-c Gas & E.e.:t'iC Co. 89/07/05. Ip. 50641:070-50641:092. 

8907170139 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS." Util 
determined that SPDS cannot be certified fully to meet all of NUREG-1342 
guidance.Supporting documentation will be maintained for 3 yrs as required by generic 
ltr. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50559:104-50559:110. 

8907180190 Notification of 890720 meeting w/util in Rockville.MD to discuss qualifica- 
tion of new Alco diesel & operation w/one safety/relief valve gagged. 

ROOD.H. Project Directorate V. 89/07/14. KNIGHTON, G.W. Project Directorate V. 
4pp. 50578:126-50578:129. 

8907250083 Forwards addI info re PRA for maint duration used in diesel generator al- 
lowed outage time study.App F.5, "Other External Events" & App H.2, “Data Analysis 
Approach," per 890613-14 meeting request. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 184pp. 50645:1 1 1-60645:298. 

8907260230 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Procedure including erosion /corrosion monitoring program & administrative 
& mgt organizational interface will be implemented prior to Feb 1990 outage. 
WALLACE, W.H. Pacific Gas & Electric (io. 89/07/19. Document Control Branch (Doc- 
ument Control Desk). 5pp. 50673:112-50673:116. 


Q. Inspection reports, IE Bulletins & correspondence 


8907070247 Forwards Insp Repts 50-275/89-14 & 50-323/89-14 on 890423-0603.No 
violations noted. 

MENDONCA.M.M. Pegicn 5. C*c o" t‘'e- Director. 89/06/19. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 5G‘'.5i;:.i3G-50*'55-.3'' 

-8907070249 Insp Repts 50-275/89-14 & 50-323/89-14 on 890423-0603. No violations 
or deviations noted. Major areas inspected:plant operations, maint & surveillance 
activities, followup of onsite events.open items & LERs & selected insp activities. 
MENDONCA.M.M. Region 5. Ofc of the Director. 89/06/19. 20pp. 50455:298- 
50455:317. 

8906280166 Forwards Revs 4 & 7 to "Inservice Insp & Testing Program Plan 1st 10-Yr 
Insp Interval Diablo Canyon Units 1 & 2." Requests that util grant unconditional 
approval, prior to next refueling outage.of Unit 1 & 2 inservice insp relief. 

SHIFFER.J.D. Pacific Gas & Electric Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 13pp. 50321:001-50322:256. 

“8906280175 Revs 4 & 7 to "Inservice Insp & Testing Program Plan 1st 10-Yr Insp In- 
terval Diablo Canyon Units 1 & 2." 

HILUJ.E., PELLISERO.T.W., FRANKS, O.K. Pacific Gas & Electric Co. 89/05/31. 
602pp. 50321:014-50322:256. 

8907070231 EN-89-066:on 890705, notice of violation & proposed imposition of civil pen- 
alty in amount of $75,000 will be issued for licenses.Action based on violations involv- 
ing engineering & dosior control re auxiliary feedwater pumps. 

TROSKOSKI.W., -=E3ERMAN... Ofc of Enforcement (Post 870413). 89/06/29. Ip. 
50455:293-50455:293. 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050241 Forwards supplemental response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers." All molded-case circuit breakers maintained in ware- 
house stock segregated & placed in QC hold status. 

BRAND, D.A. Pacific Gas & Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 16pp. 50418:039-50418:054. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8906280035 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of May 1989.” W/890620 ltr. 

TOWNSEND, J.D. Pacific Gas & Electric Co. 89/05/31. LEONARD, W. California, State 
of. 14pp. 50333:147-50333:160. 

8907180331 Monthly operating repts for June 1989 for Diablo Canyon Units 1 & 2.W/ 
890710 ltr. 

BEDESEM.P., TOWNSEND,J.D. Pacific Gas & Electric Co. 89/06/30. 10pp. 
50578:108-50578:117. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of'New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907100005 Forwards “Brunswick Nuclear Power Plant Exercise Rept,” re exercise 
conducted on 881018.No deficiencies identified. Eight areas requiring corrective ac- 
tions & several areas recommended for improvement noted. 

KWIATKOWSKt,D. Federal Emergency Management Agency. 89/06/22. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50507:179-50507:222. 

“8907100008 “Brunswick Nuclear Power Plant Exercise," for exercise conducted on 
881018. 

* Federal Emergency Management Agency, 89/01/19. 43pp. 50507:180-50507:222. 

8907130028 Forwards Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No vio- 
lations or deviations noted Exercise weakness re failure to have sufficiently challeng- 
ing scenario & failure to make followup notification noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/27. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50520:073-50520:081 , 
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■8907130031 '"SO °eots 50-3P4/89-13 & 50-325/89-13 on 890522-24.No violations or 


deviations noted. Major areas inspected:observation & evaluation 

of annual r:'c:r?.":.'-odness exercise & associated critique. 

SARTOR, V, V,, Region 2, Ofc of the Director. 89/06/26. 7pp. 


50520:075-50520:081, 

8907210367 Forwards Rev 1 1 to industrial security plan. Rev withheld (ref 10CFR73.C0). 
LOFLIN.L.I. Carolina Power & Light Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). Ip. 50630:257-50630:257. 


P. Operating license stage documents & correspondence 

8906290431 Requests addi info re plant reactor cavity neutron dosimetry program for 
review. Response within 45 days requested. 

TOURIGNY.E.G, Project Directorate 11-1. 89/06/21. EURY.L.W. Carolina Power & 
Light Co. 4pp. 50348:068-50348:071. 

8906300009 Requests Tech Spec Page 3/4 3-92 of Amends 130 & 160 to Licenses 
DPR-71 & DPR-62.respectively.be reissued to correct error re instrument tag numbers. 
LOFLIN.L.I. Carolina Power & Light Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50378:312-50378:315. 

8907030118 Forwards Amends 134 & 164 to Licenses DPR-71 & DPR-62, respectively 
& safety evaluation. Amends add surveillance & radioactive release requirements for 
incinerated oil to radiological ETS. 

LE.N.B. Project Directorate 11-1. 89/06/26. EURY.L.W. Carolina Power & Light Co. 
3pp. 50391:211-50391:233. 

-8907030124 Amends 134 & 164 to Licenses DPR-71 & DPR-62, respectively, adding 
surveillance & radioactive release requirements for incinerated oil to radiological ETS. 
ADENSAM.E.G. Project Directorate 11-1. 89/06/26. 18pp. 50391:214-50391:231. 

-8907030125 Safety evaluation supporting Amends 134 & 164 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 2pp. 
50391:232-50391:233. 

8907030202 Forwards info re ALARA planning for upccmi-g reci-culation piping replace- 
me-'t per Generic Ltr 84-07. Plan should be ava-.ab e ers.-te for review. 
"0J'='G.N'^,E G Project Directorate 11-1. 89/06/26. EURY,L.W. Carolina Power & 
Light Co. 3pp. 50391:274-50391:276. 

8907050202 Advises that util did not purchase electrical components &/or parts from 
Planned Mairt Svs 'nc.'" response to NRC 890522 ltr. 

LOFLIN,L.I. Curc'i.na "o.vcr & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:064-50418:067. 

-8907050210 Requests that util review records to verify whether electrical components 
or &/or parts procured from Planned Maint Sys,lnc.Response requested within 30 
days of ltr receipt. 

HAYES,B.B. Office o^ '''vr.c*;c-;,riticn? (Pre 880201). 89/05/22. LOFLIN,L, 

STARKEY,R.B. Carolina =o.'.---r * C:. 3pp. 50418:065-50418:067. 

8907110016 Forwards SER accepting util response to Generic Ltr 83-28, Item 4.5.3, 
“Reactor Trip Reliability - On-Line Functional Testing of Reactor Trip Sys." 

LE,N.B. Project Directorate 11-1. 89/06/27. EURY,L.W. Carolina Power & Light Co. 
3pp. 50495:071-50495:103. 

-8907110018 SER accepting util response to Generic Ltr 83-28, Item 4.5.3 re reactor 
trip sys 'clir!h“'t. *o' all ooerat'nq reactors. 

* Of' CO O' Nucifta' Peacicr '.■■c.-iaiicn, Director (Post 870411). 89/06/27. 3pp. 
50495:074-50495:103. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050056 Forwards corrected safety evaluation suopo-lmg Amends 132 & 162 to Li- 
censes DPR-71 & DPR-62 resce.r.i'.e'y Safety cvaljaricn inadvertently omitted FR ci- 
tation from last page of evaluation. 

LE,N.B. Project Directorate 11-1. 89/06/29. EURY,L.W. Carolina Power & Light Co. 
2pp. 50418:006-50418:011. 

“8907050058 Corrected safety evaluation supporting Amends 132 & 162 to Licenses 
DPR-71 & DPR-62,respectively.FR citation incorporated on last page. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/12. 4pp. 
50418:008-50418:011. 

8907060061 Forwards response to 890501 request for addI info re Generic Ltr 88-01 re 
IGSCC in BWR austenitic stainless steel piping w/technical basis for positions out- 
lined in NUREG-0313,Rev 2. 

LOFLIN.L.I. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 44pp. 50433:252-50433:295. 

8907060226 Forwards correction to Tech Spec Page 3/4 3-92, Amend 160, Table 
4.3.6.1-1, “ATWS Recirculation Pump Trip Sys Instrumentation Surveillance Require- 
ments." 

TOURIGNY.E.G. Project Directorate 11-1. 89/06/29. EURY.L.W. Caroiina Power & 
Light Co. 4pp. 50414:297-50414:300. 

8907060232 Discusses ASME code relief request for diesei generator starting air check 
valves.Reason for relief request listed. 

LE.N.B. Project Directorate 11-1. 89/06/29. EURY.L.W. Carolina Power & Light Co. 
3pp. 50435:086-50435:088. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100157 Forwards director of NRR 890605 ltr ack receipt of petition filed by Ecology 
Ctr of Southern California & stating that petition being treated under 1 0CFR2.206,for 
info. 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/03. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50507:168-50507:174. 


8907180163 Notification of significant licensee meeting w/uti! on 890711 at util corpo- 
rate ofc to discuss ongoing efforts to improve performance of plant. 

DANCE. “-J C Peg'en 2 Cfc of the Director. 89/07/06. Region 2, Ofc of the Director. 
2pp. 50553 j:-7-5C5f;C C08 

8907180324 Confirms 890628 telcon re 9?0‘^1" mgt .m-?ot;''g at ut" ccrcc'ate ofc to dis- 
cuss ongoing efforts to improve perfo'marc-^ of -'ac.i;/ P'oiacsec agerda end. 
EBNETER.S.D. Region 2, Ofc of the .C:r;:c:cr. SO.'C-.-T-e. EvJRY.L.W Ca'olina Power & 
Light Co. 2pp. 50557:181-50557:182. 

8907170241 Responds to Generic Ltr 89-06 re SPDS certification.Util commits to modify 
listed SPDS capabilities in order to fully meet requirements of NUREG-0737,Suppl 1. 
CUTTER.A.B. Carolina Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50555:091-50555:092. 

8907190296 Forwards updated proposed Tech Specs to util 880621 application for 
amends to Licenses DPR-71 & DPR-62, eliminating RHR sve water discharge differen- 
tial pressure function from list.per NRC request. 

LOFLIN.L.I. Carolina Power & Light Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50581:210-50581:217. 

-8907190297 Proposed Tech Specs re remote shutdown rrc"ito‘’'“g inst'^umc-ntaticr. 

• Carolina Power & Light Co. 89/07/13. 6pp. 5C58' 2:P-5C56':2i" 

8907200031 Forwards Rev 1 to "Brunswick Unit 2,Cycle 8 Core Operating Limits Rept" 
& "Brunswick Unit 1, Cycle 7 Core Operating Limits Rept" for Mar 1989.Repts provid- 
ed to coincide w/ implementation of Amends 131 & 161 to licenses. 

LOFLIN.L.I. Carolina Power & Light Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50614:131-50614:152. 

-8907200032 Rev 1 to "Brunswick Unit 2,Cycle 8 Core Operating Limits Rept.Mar 
1 989 " 

DEVOE.M.J., CLEMENTS.T. Carolina Power & Light Co. 89/03/31. 10pp. 50614:133- 
50614:142. 


-8907200035 Rev 1 to “Brunswick Unit 1, Cycle 7 Core Operating Limits Rept.Mar 
1989." 

DEVOE.M.J., CLEMENTS.T. Carolina Power & Light Co. 89/03/31. 10pp. 50614:143- 
50614:152. 

8907200033 Advises of correction to Page 2, Paragraph 3 of safety evaluation support- 
ing Amends 127 & 157 to Licenses DPR-71 & DPR-62 re control rod banked position 
withdrawal. Sesterce should read "Therefore, unacceptable fuel failure...." 
TOURiGNY.E.G Project Directorate 11-1. 89/07/1 i EURY,L.W. Carolina Power & 
Light Co. 3pp. 50606:358-50606:360. 

8907200236 Forwards Amends 165 & 135 to Licenses DPR-62 & DPR-71, respectively 
& safety evaluation.Amends delete RHR/svc water discharge differential pressure in- 
strument from Tech Specs. 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/13. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50613:346-50613:360. 

-8907200241 Amends 165 & 135 to Licenses DPR-62 & DPR-71. deleting RHR/ sve 
water discharge differential pressure instrument from Tech Specs for each unit. 
ADENSAM.E.G. Project Directorate 11-1. 89/07/13. 10pp. 50613:349-50613:358. 

-8907200244 Safety evaluation supporting Amends 135 & 165 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/13. 2pp. 
50613:359-50613:360. 

8907240307 Advises that util 890203 response to Generic Ltr 88-14 re instrument air 
supply problems affecting safety-related equipment.acceptable. 

LE.N.B. Project Directorate 11-1. 89/07/19. EURY.L.W. Carolina Power & Light Co. 
2pp. 50641:064-50641:065. 

8907260096 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Program provides controls & assurances that structural integrity of high- 
energy carbon steel sys maintained as required by Generic Ltr 89-08. 

CUTTER.A.B. Carolina Power & Light Co. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:063-50673:064. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280231 Ack receipt of 890515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-325/89-05 & 50-324/89-05. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/06/13. EURY.L.W. Carolina Power 
& Light Co. Ip. 50333:227-50333:227. 

8906280110 Submits followup to 890328 response to violation noted in Insp Repts 50- 
324/89-02 & 50-325/89-02.Clearance ctr being developed to change stated responsi- 
bilities. 

HARNESS, J.L. Carolina Power & Light Co. 89/06/20. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50330:087-50330:088. 

8906290161 EN-88-035A:on 890626,order imposing civil penalty in amount of $50,000 
issued, based on failure to meet environ qualification requirements 10CFR50.49. 
LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/06/26. Ip. 
50362:334-50362:334. 

8906290188 Forwards order imposing civil monetary penalty in amount of $50,000 re 
violations noted in Insp Repts 50-324/87-22 & 50-325/87-22. 

THOMPSON, H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/06/26. UTLEY, E.E. Carolina Power & Light Co. 2pp. 
50369:038-50369:053. 

-8906290196 Order imposing civil monetary penalty in amount of $50,000. Violations 
notedriicensee did not have wire tested for qualification or documentation to verify 
qualification of wire in auditable form. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/06/26. Carolina Power & Light Co. 14pp. 50369:040- 
50369:053. 
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8907130028 Forwards Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No vio- 
lations or deviations noted. Exercise weakness re failure to have sufficiently challeng- 
ing scenario & failure to make followup notification noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/27. EURY.LW. Carolina Power & 
Light Co. 2pp. 50520:073-50520:081. 

-8907130031 Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No violations or 
deviations noted. Weaknesses noted. Major areas inspected:observation & evaluation 
c‘ arrua' cme-'cc-cy c'cca'cdness exercise & associated critique. 

SAR'CR . "-^'.-'IN.vV .- Region 2, Ofc of the Director. 89/06/26. 7pp. 
50520:075-50520:081. 

8907100072 Grants util 861110 & 870604 requests for relief from first 10-yr inservice 
insp program requirements, per l0CFR50.55a(g)(6)(i).EGG-ESM-7916, “...Rept on First 
10-Yr Interval Inservice Insp R-eiief Requests:CP&L...," end. 

LE.NB orc-ect Directorate II-1. 89/06/28. EURY,LW. Carolina Power & Light Co. 
4pp. 50-':55:; '44. 

-8907100074 “Technical Evaluation Rept on First 10-Yr Interval Inservice Insp Relief 
Requests:CP&L, Brunswick Steam Electric Plant. Units 1 & 2.” 

BROWN.B.W., MUDLIN.J.D. EG&G Idaho. Inc. (subs, of EGaG, Inc.). BROWN.B.W. 
Idaho National Engineering Laboratory,' F'N D-e022 EGG-ESM-7916. 88/01/31. NRC 
- No Detailed Affiliation Give-. .?5pp 50-'.50 l2r-53--59 '44. 

8907030252 Forwards order imposing civil monetary penalty issued to util on 
890626.W/O end. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/06/29. LESAR.M.T. Regulatory 
Publications Branch. Ip. 50390:359-50390:359. 

8907060061 Forwards response to 890501 request for addi info re Generic Ltr 88-01 re 
IGSCC in BWR austenitic stainless steel piping w/technical basis for positions out- 
lined in NUREG-0313.Rev 2. 

LOFLIN.L.I. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 44pp. 50433:252-50433:295. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

.RCSS. C E -iViv-son of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180406 Ack receipt of 890611 response to 890504 notice of violation re Insp Repts 
50-324/89-01 & 50-325/89-01. Violation B being withdrawn based on review of 
denial.Storage conditions & effectiveness of r’r,r.'ic'''ng by rrr.t will be revisted. 
GIBSON, A.R Region 2, Ofc of the Director. 89.C7/‘i EUFY.L.W. Carolina Power & 
Light Co. Ip. 50580:034-50580:034. 

8907200109 Advises that util 880705 & 0805 responses to NRC Bulletin 88-004, "Po- 
tential Sa^etv-Rclated Pump l.css," acceptable. 

TOJRIGNY.EG ^rc-ec: Direc-.o'ate 11-1. 89/07/11. ADENSAM.E.G. Project Director- 
ate I- 1. ip 5C614..32.:-5:-6 ■4-320 

8907180450 Ack receipt of 880928 ltr responding to NRC Bulletin 88-008, "Thermal 
Stresses in Piping Connected to Reactor Coolant Sys." 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/12. ADENSAM.E.G. Project Director- 
ate 11-1. Ip. 50577:088-50577:088. 

8907200115 Advises that util 890302 response to NRC Bulletin 88-007, SuppI 1. "Power 
Oscillations in BWRs," acceptable. 

TOURIGNY.E.G. Project Directorate II-1. 89/07/12. ADENSAM.E.G. Project Director- 
ate 11-1. Ip. 50614:257-50614:257. 

8907250306 Forwards Insp Repts 50-325/89-12 & 50-324/89-12 on 89051 6-0621 .No 
violations or deviations noted.Region li in conjunction w/INPO.evaluating 890617 Unit 
2 loss of offsite power event & will present findings to NRC. 

REYES.L.A. Region 2. Ofc of the Director. 39/07/14. EURY.L.VV. Carolina Power & 
Light Co. 2pp. 50642:311-50642:332. 

-8907250313 Insp Repts 50-325/89-12 & 50-324/89-12 on 89051 6-0621. No violations 
or deviations noted. Major areas inspected:maint observation, surveillance 
observation, operational safety verification, in ofc LERs review & followup on events. 
RULAND.W.H., LEVIS.W., NELSON, D.J. Region 2, Ofc of the Director. 89/07/14. 
20pp. 50642:313-50642:332. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907140048 Monthly operating repts for June 1989 for Brunswick Steam Electric 
Plant.Units 1 & 2.W/890707 ltr. 

HARRISON.F., HARNESS, J.L Carolina Power & Light Co. 89/06/30. 14pp. 
60541:062-50541:075. 


S. Reportable occurrences, LERs & related correspondence 

8906280094 PNO-ll-89-048:on 89061 7, reactor manually scrammed following loss of off- 
site power.Caused by troubleshooting in progress to investigate ground on startup 
auxiliary transformer (SAT). Plant to remain shutdown until SAT repaired. 

CARROLL.B. Region 2, Ofc of the Director. 89/06/19. 2pp. 50332:006-50332:007. 


8906280081 LER 88-001 -03:on 880 102, manual reactor protection sys trip initiated due 
to decreasing condenser vacuum. Investigation revealed that condition resulted from 
numerous leaks on main turbine & steam reheat c'c r,: 

PASTVA,M.J., HARNESS.J.L. Carolina Power & Li.y: E:: ^^■. :■: ■::;p 

50337:107. 

8907140077 Summary of Operating Reactors Events Meeting 89-24 on 890621. On 
89061 5. potential unmonitored primary coolant release path to environ discovered at 
V,'PPSS-2.0n 89061 7, loss of offsite power occurred at Brunswick, Unit 2. 
HAUGHNEY,C.J. Events Assessment Branch, 89/06/22. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). I4pp. 50541:081-50541:094. 

8907070133 LER 89-007-00:on 890603, unit received Group III isolation of RWCU in- 
board & outboard isolation valves during calibr of RWCU reject flow indicator.Caused 
by lack of specific procedure. Calibr procedures will be written. W/890630 ltr. 

HARRIS, T., HARNESS,J.L. Carolina Power & Light Co. 89/06/30. 4pp. 50447:304- 
50447:307. 

8907070323 LER 89-008-00:on 890605, unplanned LOCA initiation signal occurred 
during routine mainl testing of ECCS resulting in auto starting of LPCI core spray & 
RHR pumps. Caused by spurious trip of ECCS trip unit. Unit replaced. W/890630 ltr. 
PASTVA.M.J., HARNESS,J.L. Carolina Power & Light Co. 89/06/30. 6pp. 50447:343- 
50447:348. 

8907200383 LER 89-01 0-00:on 89061 9, unit received Group 1 isolation while in hot shut- 
down w/reactor pressure at "EC p.sL;; Ca‘.,s-:;.'1 by ^‘ch steam flow isolation signal. No 
corrective measures considere::; 'i-.::ccsr.c:'y A S:.-:"'-'- ltr. 

HARRIS.T., HARNESS,J.L -c.vr.' & Co. 89/07/14. 4pp. 50597:176- 

50597:179. 

8907200378 LER 89-009-00:on 89061 7, both reactor recirculation pumps de-energized 
when troubleshooting began on startup auxiliary trans^c‘"^or ;SA'^) c.?;...si''c S-^■^ to 
trip.Caused by personnel error.Corrective actions under cc-.'C.o:;mt;n:.,‘. ' iir. 
POULK.R.M., HARNESS.J.L. Carolina Power & Light Co. 89/07/17. 15pp. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for CL re op- 
erator licensing exams. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907100005 Forwards "Brunswick Nuclear Power Plant Exercise Rept," re exercise 
conducted on 881 01 8. No deficiencies identified. Eight areas requiring corrective ac- 
tions & several areas recommended for improvement noted. 

KWIATKOWSKI.D. Fede-'a! Emsmercy Management Agency. 89/06/22. CONGEL.F.J. 
Division of Radiation Prefect o.n & Emergency Preparedness (Post 870411). Ip. 
50507:179-50507:222. 

"8907100008 "Brunswick Nuclear Power Plant Exercise." for exercise conducted on 
881018 

• Federal Emergency Management Agency. 89/01/19. 43pp. 50507:180-50507:222. 

8907130028 Forwards Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No vio- 
lations or deviations noted. Exercise weakness re failure to have sufficiently challeng- 
ing scenario & failure to make followup notification noted. 

COLLINS.D.M. Rogb" 2 Ofc cf tho Director. 89/06/27. EURY.L.W. Carolina Power & 
Light Co. 2pp. 5052D.075-5052f:-031 

"8907130031 Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No violations or 
deviations noted.Weaknesses noted.Major areas inspected:observation & evaluation 
of annual emergency preparedness exercise & associated critique. 

SARTOR, W.M. Region 2. Ofc of the Director. 89/06/26. 7pp. 50520:075-50520:081. 

8907210367 Forwards Rev 11 to industrial security plan. Rev withheld (ref 10CFR73.80), 
LOFLIN.L.I. Carolina Power & Light Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). Ip. 50630:257-50630:257. 


P. Operating license stage documents & correspondence 


8906290431 Requests addI info re plant reactor cavity neutron dosimetry program for 
review.Response within 45 days requested. 

TOURIGNY.EG. Project Directorate 11-1. 89/06/21. EURY.L.W. Carolina Power & 
Light Co. 4pp. 50348:068-50348:071. 

8906300009 Requests Tech Spec Page 3/4 3-92 of Amends 130 & 160 to Licenses 
DPR-71 & DPR-62, respectively, be reissued to correct error re instrument tag numbers. 
LOFLIN.L-I. Carolina Power & Light Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50378:312-50378:315. 

8906300132 Requests withdrawal of 890501 application for amend to License DPR- 
71 .revising Tech Spec 4.7.5.b to establish next visual insp interval for inaccessible re- 
circulation sys hydraulic snubbers at 18 months, plus or minus 25%. 

LOFLIN.L.I. Carolina Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 1 p, 50370:255-50370:255. 

8907030118 Forwards Amends 134 & 164 to Licenses DPR-71 & DPR-62, respectively 
& safety evaluation.Amends add surveillance & radioactive release requirements for 
incinerated oil to radiological ETS. 

LE.N.B. Project Directorate 1I-1. 89/06/26. EURY.L.W. Carolina Power & Light Co. 
3pp. 50391:211-50391:233. 

"8907030124 Amends 134 & 164 to Licenses DPR-71 & DPP-62. rcsoontivnly, adding 
surveillance & radioactive release requirements for incinera:oa cil ro raooogica' ETS. 
ADENSAM.E.G. Project Directorate II-1. 89/06/26. 18pp. 5039 ::2v,-5039 ! -231. 
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-8907030125 Safety evaluation supporting Amends 134 & 164 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 2pp. 
50391:232-50391:233. 

8907030202 Forwards info re ALARA planning for upcoming recirculation piping replace- 
mert effort. pn' Generic Ltr 84-07. Plan should be available onsite for review. 

TOUR GNY.E.G. Project Directorate 11-1. 89/06/26. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50391:274-50391:276. 

8907050202 Advises that util did not purchase electrical components &/or parts from 
Planned Maint Sys,lnc,in response to NRC 890522 ltr. 

LCFLIN.L.I. Carolina Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:064-50418:067. 

-8907050210 Requests that util review records to verify whether electrical components 
or &/or parts procured from Planned Maint Sys, Inc. Response requested within 30 
days of ltr receipt. 

HAYES.B.B. Office of Investigations (Pre 880201). 89/05/22. LOFLIN.L, 

STARKEY, R.B. Carolina Power & Light Co. 3pp. 50418:065-50418:067. 

8907110016 Forwards SER accootYg uti' response to Generic Ltr 83-28, Item 4.5.3, 
“Reactor Trip Reliability - O"-. ^-■-'•■c;ior'a! Testing of Reactor Trip Sys." 

LE.N.B. Project Directorate 11-1. 89/06/27. EURY,L.W. Carolina Power & Light Co. 
3pp. 50495:071-50495:103. 

—8907110018 SER accepting util response to Generic Ltr 83-28,ltem 4.5.3 re reactor 
trip sys reliability for all operating reactors. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/27. 3pp. 
50495:074-50495:103. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050444 Confirms commitment to replace recirculation sys inlet risers & safe ends 
du'inn -990 •'ofueling outage,currently scheduled to begin in June 1990. 

'AATSON.R.A. Carolina Power & Light Co. 89/06/28. Document Control Branch (Doc- 
ument Control Desk). 1p. 50408:207-50408:207. 

8907050056 Forwards corrected safety evaluation supporting Amends 132 & 162 to Li- 
censes DPR-71 & DPR-62, respectively.Safety evaluation inadvertently omitted FR ci- 
tation from last page of evaluation. 

LE.N.B. Project Directorate II-1. 89/06/29. EURY,L.W. Carolina Power & Light Co. 
2pp. 50418:006-50418:011. 

-8907050058 Corrected safety evaluation supporting Amends 132 & 162 to Licenses 
DPR-71 & DPR-62, respectively. FR citation incorporated on last page, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/12. 4pp. 
50418:008-50418:011. 

8907060061 Forwards response to 890501 request for addi info re Generic Ltr 88-01 re 
IGSCC in BWR austenitic stainless steel piping w/technical basis for positions out- 
lined in NUREG-0313,Rev 2. 

LOFLIN.L.I. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 44pp. 50433:252-50433:295. 

8907060232 Discusses ASME code relief request for diesel generator starting air check 
valves.Reason for relief request listed. 

LE.N.B. Project Directorate 11-1. 89/06/29. EURY.L.W. Carolina Power & Light Co. 
3pp. 50435:086-50435:088. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100157 Forwards director of NRR 890605 ltr ack receipt of petition filed by Ecology 
Ctr of Southern California & stating that petition being treated under 10CFR2.206,for 
info. 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/03. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50507:168-50507:174. 

8907180163 Notification of significant licensee meeting w/util on 890711 at util corpo- 
rate ofc to discuss ongoing efforts to improve performance of plant, 

DANCE, H.C. Region 2, Ofc of the Director, 89/07/06. Region 2, Ofc of the Director. 
2pp. 50580:007-50580:008. 

8907180324 Confirms 890628 telcon re 89071 1 mgt meeting at util corporate ofc to dis- 
cuss ongoing efforts to improve performance of facility. Proposed agenda end. 
EBNETER.S.D. Region 2. Ofc of the Director. 89/07/06. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50557:181-50557:182. 

8907170241 Responds to Generic Ltr 89-06 re SPDS certification. Util commits to modify 
listed SPDS capabilities in order to fully meet requirements of NUREG-0737,Suppl 1. 
CUTTER.A.B. Carolina Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50555:091-50555:092. 

8907190296 Forwards updated proposed Tech Specs to util 880621 application for 
amends to Licenses DPR-71 & DPR-62, eliminating RHR svc water discharge differen- 
tial pressure function from list, per NRC request. 

LOFLIN.L.I. Carolina Power & Light Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50581 :21 0-50581 :21 7. 

“8907190297 Proposed Tech Specs re remote shutdown monitoring instrumentation. 

* Carolina Power & Light Co. 89/07/13. 6pp. 50581:212-50581:217. 

8907200031 Forwards Rev 1 to “Brunswick Unit 2,Cycle 8 Core Operating Limits Rept" 
& “Brunswick Unit 1, Cycle 7 Core Operating Limits Rept" for Mar 1989.Repts provid- 
ed to coincide w/ implementation of Amends 131 & 161 to licenses. 

LOFLIN.L.I. Carolina Power & Light Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50614:131-50614:152. 

“8907200035 Rev 1 to “Brunswick Unit 1, Cycle 7 Core Operating Limits Rept, Mar 
1989." 

DEVOE,M.J.. CLEMENTS.T. Carolina Power & Light Co. 89/03/31. 10pp. 506 14: 143- 
50614:152. 


8907200033 Advises of correction to Page 2, Paragraph 3 of safety evaluation support- 
ing Amends 127 & 157 to Licenses DPR-71 & DPR-62 re control rod banked position 
withdrawal.Sentence should read “Therefore.unacceptable fuel failure...." 
TOURIGNY.E.G. Project Directorate 11-1. 89/07/13. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50606:358-50606:360. 

8907200236 Forwards Amends 165 & 135 to Licenses DPR-62 & DPR-71, respectively 
& safety evaluation. Amends delete RHR/svc water discharge differential pressure in- 
strument from Tech Specs. 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/13. EURY.L.W. Carolina Power & 
Light Co. 3pp. 50613:346-50613:360. 

“8907200241 Amends 165 & 135 to Licenses DPR-62 & DPR-71, deleting RHR/ svc 
water discharge differential pressure instrument from Tech Specs for each unit. 
ADENSAM.E.G. Project Directorate 11-1. 89/07/13. 10pp. 50613:349-50613:358. 

“8907200244 Safety evaluation supporting Amends 135 & 165 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/13. 2pp. 
50613:359-50613:360. 


8907240307 Advises that util 890203 response to Generic Ltr 88-14 re instrument air 
supply problems affecting safety-related eau‘!Dmer.t..accoptab!e 
LE.N.B. Project Directorate II-1. 89/07/": 9. E'JP^',....'A. C.a'c. ni Power & Light Co. 
2pp. 50641:064-50641:065. 

8907260096 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Program provides controls & assurances that structural integrity of high- 
energy carbon steel sys maintained as required by Generic Ltr 89-08. 

CUTTER.A.B. Carolina Power & Light Co. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:063-50673:064. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280231 Ack receipt of 890515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-325/89-05 & 50-324/89-05. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/06/13. EURY.L.W. Carolina Power 
& Light Co. Ip. 50333:227-50333:227. 

8906280110 Submits followup to 890328 response to violation noted in Insp Repts 50- 
324/89-02 & 50-325/89-02.Clearance ctr being developed to change stated responsi- 
bilities. 

HARNESS, J.L Carolina Power & Light Co. 89/06/20. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50330:087-50330:088. 

8906290161 EN-88-035A:on 890626, order imposing civil penalty in amount of $50,000 
issued, based on failure to meet environ qualification requirements 10CFR50.49. 
LUEHMAN.J.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/06/26. Ip. 
50362:334-50362:334. 

8906290188 Forwards order imposing civil monetary penalty in amount of $50,000 re 
violations noted in Insp Repts 50-324/87-22 & 50-325/87-22. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 89/06/26. UTLEY, E.E. Carolina Power & Light Co. 2pp. 
50369:038-50369:053. 

“8906290196 Order imposing civil monetary penalty in amount of $50,000. Violations 
noted:licensee did not have wire tested for qualification or documentation to verify 
qualification of wire in auditable form. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety, Safeguards & Operations Sup- 
port (Post 890205). 89/06/26. Carolina Power & Light Co. 14pp. 50369:040- 
50369:053. 

8906300132 Requests withdrawal of 890501 application for amend to License DPR- 
71, revising Tech Spec 4.7.5.b to establish next visual insp interval for inaccessible re- 
circulation sys hydraulic snubbers at 18 norths plus or m'nus 25%. 

LOFLIN.L.I. Carolina Power & Light Co. 69-'.;6 26 Doci/nent Control Branch (Docu- 
ment Control Desk). Ip. 50370:255-50370:255. 

8906300135 Forwards suppi response to notice of violation & imposition of Civil Penalty 
EA 88-16.Clearance procedure reviewed & revised to provide clarification of methods 
& accountabilities for boundary verification by personnel, 

CUTTER.A.B. Carolina Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50378:357-50378:359. 

8907050451 Forwards Rev 0 to “Rept of 1988/89 Inservice Insp at Brunswick Steam 
Electric Plant Unit 1" from 881105-890410. Exams done to satisfy periodic second 
insp interval requirements. 

LOFLIN.L.I. Carolina Power & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50393:005-50393:360. 

“8907050453 Rev 0 to “Rept of 1988/89 Inservice Insp at Brunswick Steam Electric 
Plant Unit 1." 

* Carolina Power & Light Co. 89/05/28. 350pp. 50393:007-50394:106. 

8907130028 Forwards Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No vio- 
lations or deviations noted. Exercise weakness re failure to have sufficiently challeng- 
ing scenario & failure to make followup notification noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/27. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50520:073-50520:081. 

“8907130031 Insp Repts 50-324/89-13 & 50-325/89-13 on 890522-24.No violations or 
deviations noted. Weaknesses noted. Major areas inspected:observation & evaluation 
of annual emergency preparedness exercise & associated critique. 

SARTOR.W.M.. RANKIN.W.H. Region 2, Ofc of the Director. 89/06/26. 7pp. 
50520:075-50520:081. 


8907100072 Grants util 861110 & 870604 requests for relief from first 10-yr inservice 
insp program requirements.per 10CFR50.55a(g)(6)(i).EGG-ESM-7916, "...Rept on First 
10-Yr Interval Inservice Insp Relief Requests:CP&L..,“ end. 

LE.N.B. Project Directorate II-1. 89/06/28. EURY.L.W. Carolina Power & Light Co. 
4pp. 50459: 1 1 6-50459: 1 44. 
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“8907100074 “Technical Evaluation Rept on First 10-Yr Interval Inservice Insp Relief 
Requests:CP&L, Brunswick Steam Electric Plant, Units 1 & 2." 

BROWN, B.W.. MUOLIN.J.D. EG&G Idaho. Inc. (subs, of EG&G, Inc.). BROWN.B.W. 
Idaho National Engineering Laboratory. FIN D-6022. EGG-ESM-7916. 88/01/31. NRC 
- No Detailed Affiliation Given. 25pp. 50459:120-50459:144. 

8907030252 Forwards order imposing civil monetary penalty issued to util on 
83C626.W/C er.cl 

LiEBERMAN.J. 0:c cf Enforcement (Post 870413). 89/06/29. LESAR.M.T. Regulatory 
Publications Branch. Ip. 50390:359-50390:359. 

8907060061 Forwards response to 890501 request for addi info re Generic Ltr 88-01 re 
IGSCC in BWR austenitic stainless steel piping w/technical basis for positions out- 
lined in NUREG-0313.Rev 2. 

LOFLIN.Ll. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 44pp. 50433:252-50433:295. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc, 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180406 Ack receipt of 89061 1 response to 890504 notice of violation re Insp Repts 
50-324/89-01 & 50-325/89-01. Violation B being withdrawn based on review of 
denial. Storage conditions & effectiveness of monitoring by mgt will be revisted. 
GIBSON,A.F. Region 2, Ofc of the Director. 89/07/11. EURY.LW. Carolina Power & 
Light Co. Ip. 50580:034-50580:034. 

8907200109 Advises that util 880705 & 0805 responses to NRC Bulletin 88-004, “Po- 
tential Safety-Related Pump Loss," acceptable. 

TOURIGNY.E.G. Project Directorate I1-1. 89/07/11. ADENSAM,E.G. Project Director- 
ate 11-1. Ip. 50614:320-50614:320. 

8907180450 Ack receipt of 880928 ltr re^onding to NRC Bulletin 88-008, ‘Thermal 
Stresses in Piping Connected to Reactor Coolant Sys." 

TOURIGNY,E.G. Project Directorate 11-1. 89/07/12. ADENSAM.E.G. Project Director- 
ate 11-1. Ip. 50577:088-50577:088. 

8907200115 Advises that util 890302 response to NRC Bulletin 88-007, SuppI 1, “Power 
Oscillations in BWRs," acceptable. 

TOURIGNY.E.G. Project Directorate 11-1. 89/07/12. ADENSAM.E.G. Project Director- 
ate 11-1. Ip. 50614:257-50614:257. 

8907250306 Forwards Insp Repts 50-325/89-12 & 50-324/89-12 on 890516-0621 .No 
violations or deviations noted.Region 11 in conjunction w/INPO, evaluating 890617 Unit 
2 loss of offsite power event & will present findings to NRC. 

REYES.L.A. Region 2. Ofc of the Director. 89/07/14. EURY.LW. Carolina Power & 
Light Co. 2pp. 60642:311-50642:332. 

“8907250313 Insp Repts 50-325/89-12 & 50-324/89-12 on 89051 6-0621. No violations 
or deviations noted. Major areas inspected:maint observation, surveillance 

observation, operational safety verification, in ofc LERs review & followup on events. 
RULAND.W.H., LEVIS.W., NELSON, D.J. Region 2. Ofc of the Director. 89/07/14. 
20pp. 50642:313-50642:332. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end, 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056. “Questionable Certification of Mail Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907140048 Monthly operating repts for June 1989 for Brunswick Steam Electric 
Plant, Units 1 & 2.W/890707 ltr. 

HARRISON, F., HARNESS, J.L. Carolina Power & Light Co. 89/06/30. 14pp. 
50541:062-50541:075. 


S. Reportable occurrences, LERs & related correspondence 

8906280106 LER 89-01 5-00:on 890524, unplanned primary containment Groups 2 & 6 
isolations & automatic starting of standby gas treatment sys A & B trains 
occurred.Caused by personnel error.lndividuals counseled.W/890620 ltr. 

PASTVA.M.J., HARNESS, J.L, Carolina Power & Light Ck). 89/06/20, 5pp. 50337:116- 


8907250310 LER 89-01 6-00:on 89061 4, determined that valves listed in end Table 1 not 
tested per Tech Specs.Caused by failure to establish proper procedural 
controls.Procedures revised.W/ 890714 ltr. 

HARRIS T., HARNESS, J.L Carolina Power & Light Co. 89/07/14. 6pp. 50645:034- 
50645:0k. 

8907270329 LER 89-01 7-00:on 890624, HPCI sys, steam line break delta pressure high 
signal.channel A, isolation occurred. Probably caused by spurious trip of redundant Div 
1 ECCS trip unit. Unit replacd & original unit bench :os*.';.':.V.'.'39C72l ltr. 

JONES, T.M., HARNESS, J.L. Carolina Power & Light Dc 5pp. 50677:218- 

50677:222. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8906290041 Rev 2 to “TVA Radiological Emergency Plan.” W/890623 ltr. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/06/12. 192pp. 50351:163-50351:356. 

8906230053 Forwards Rev 20 to physical security/contingency plan. Rev withheld (ref 
10CFR73.21). 

SHELL, R.H. Tennessee Valley Authority. 89/06/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50576:053-50576:054. 

8906290214 Forwards “Sequoyah Nuclear Power Plant Exercise,” re 881214-15 radio- 
logical emergency preparedness plan exercise. Seventeen areas requiring corrective 
actions noted. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/06/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50351:103-50351:162. 

“8906290219 “Sequoyah Nuclear Power Plant Exercise,” for 881214-15 exercise. 

* Federal Emergency Management Agency. 89/03/16. 58pp. 50351:104-50351:162. 

8907120010 Revised emergency plan.App A.W/890707 ltr. 

RAY.M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907100039 Forwards Insp Repts 50-327/89-15 & 50-328/89-15 on 890506- 0605 & 
notice of violation.Three violations under consideration for escalated enforcement 
action. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/26, KINGSLEY, O.D. 
Tennessee Valley Authority. 3pp. 50457:092-50457:125. 

“8907100046 Insp Repts 50-327/89-15 & 50-328/89-15 on 890506-0605. Violations 
noted.Major areas inspected:operational safety verification, operations performance, sys 
lineups, radiation protection, safeguards & housekeeping insps. 

JENISON.K., BRADY, J. Region 2, Ofc of the Director. 89/06/26. 29pp. 50457:097- 
50457:125. 

8907120163 Forwards safety evaluation approving util 890330 request for permanent 
deviation from l0CFR50,App R, Section III.G.2 requirements for 125-volt vital battery 
board rooms l-IV. 

BLACK, S. Assistant Director for Projects. 89/06/30. KINGSLEY,O.D. Tennessee 
Valley Authority. 3pp. 50513:024-50513:030. 

“8907120164 Safety' evaluation approving 890330 request for permanent deviation from 
lOCFRSO.App R, Section III.G.2 requirements re 125-volt vital battery board rooms l-IV. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50513:027-50513:030. 

8907200127 Rev 3 to radiological emergency plan.W/890712 ltr. 

RAY,M.J. Tennessee Valley Authority, 89/06/30. 14pp. 50597:103-60597:116. 

8907190067 Forwards revised EPIPs, including Rev 2 to EPIP-1,EPIP-2, EPIP-3,EPIP-4 & 
EPIP-5 & Rev 1 to EPIP-8 & EPIP-17.Rev 1 to EPIPs 2-5 not sent due to administra- 
tive error & Rev 1 to EPIP-17 not sent within required 30 days. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50594:122-50594:178. 

“8907240172 Revised EPIPs, including Rev 2 to EPIP-1.EPIP-2,EPIP-3, EPIP-4 & EPIP-5 
& Rev 1 to EPIP-8 & EPIP-17, 

FORTENBERRY.R. Tennessee Valley Authority. 89/07/05. 55pp. 50594:124- 


8907250218 Ack receipt of 890601 ltr transmitting scenario for plant radiological emer- 
gency plan exercise scheduled for 890719. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/17, KINGSLEY, O.D. 
Tennessee Valley Authority. Ip. 50645:033-50645:033. 


8907030039 LER 88-025-02:on 8811 15, local leak rate testing of unit MSIV revealed out- 
board MS! Vs did not meet Tech Spec 3.6,1.2.c. Caused by misalignment of valve disc 
seat to disc guide. W/ 890621 ltr. 

PASTVA,M.J., HARNESS. J.L Carolina Power & Light Co. 89/06/21. 1 1pp. 50385:314- 
50385:324. 

8906300259 LER 89-002-01 :on 890207,08 & 11, full reactor protection sys trips received 
due to suspected electrical noise in intermediate range neutron monitoring 
circuiti^.Caused by noise spikes due to cable routlng.W/890622 ltr. 

JONES, T.M., HARNESS.J.L Carolina Power & Light Co. 89/06/22. 5pp. 50377-345- 


8907250190 Revised Central Emergency Control Ctr (CECC) EPIPs. including Rev 3 to 
CECC-EPIP-1, "EDO Notification Checklist" & Rev 4 to CECC-EPIP-2, “Operations 
Duty Specialist Procedure for Notification....” W/890719 ltr. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 

8907250199 Rev 3 to EPIP-1, "Emergency Plan Classification Logic." W/890719 ltr. 
CATRON.N.S., SHELL.R.H. Tennessee Valley Authority. 89/07/19. 12dd 50661:178- 
50661:189. 


P. Operating license stage documents & correspondence 


8907130070 Special Rept 1-SR-89-002:on 890606,fire barrrier limiting condition for oper- 
ation initiated for fire Door 303 to permit replacement of door & frame to correct mis- 
alignment & sticking. 

HARNESS.J.L. Carolina Power & Light Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). Ip, 50630:232-50630:232. 


8906280289 Requests analyses of samples for tritium, Fe-55.Sr-89 & Sr-90 no later than 
60 days from receipt of samples as part of NRC Confirmatory Measurements Pro- 
gram. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/15 KINGSLEY OD. 
Tennessee Valley Authority. 2pp. 50333:008-50333:009. 
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8906280311 Forwards SER accepting licensee 831107 & 880523 resfponses to Generic 
Ltr 83-28, Items 4.5.2 & 4.5.3 re reactor trip sys reliability & sys functional testing. EGG- 
‘'■rA. d -c bases for conclusions, also end. 

F;. 5 A^ssi’c:':; Director for Projects. 89/06/22. KINGSLEY.O.D. Tennessee 

Valley Authority. 2pp. 50333:248-50333:279. 

-8906280312 SER accepting licensee 831107 & 880523 responses to Generic Ltr 83- 
28,ltems 4.5.2 & 4.5.3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 4pp. 
50333:250-50333:279. 

8906300261 Forwards Amend 118 to License DPR-77 & safety evaluation. Amend re- 
vises Tech Spec 3. 1.3. 2, “Position Indication Sys ■ Operating," adding footnote to 
Action Statement a.1 for inoperable rod position indicator. 

LIAW.B.D. TVA Projects Division. 89/06/23. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 3pp. 50379:032-50379:043. 

-8906300262 Amend 118 to License DPR-77.revising Tech Spec 3.1.3.2, ‘‘Position Indi- 
cation Sys - Operating," adding footnote to Action Statement a.1 for inoperable rod 
position indicator. 

LIAW,B.D. TVA Projects Division. 89/06/23. 5pp. 50379:035-50379:039. 

“8906300264 Safety evaluation supporting Amend 1 1 8 to License DPR-77. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 4pp. 
50379:040-50379:043. 

8907050342 Forwards recent listing of SIMS printout for plant, for updating re actual or 
projected completion dates for multi-plant action items & plant-specific items listed in 
printout.in response to util 890307 ltr. 

BLACK.S.C. Assistant Director for Projects. 89/06/27. KINGSLEY.O.D. Tennessee 
Valley Authority. 137pp. 50400:046-50400:182. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

=.-pfLO;VJ G Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
•;c Ecisor- Cc .of New York, Inc. 61pp. 50416:001 -50416:061. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, ‘‘NRC Position of Radiation Embrittlement of Reactor Vessel 
Matls & Impact on Plant Operations." 

BLACK.S.C. TVA Projects Division. 89/06/29. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907060090 Summarizes 890612 telcon between TM Cheng & RO Hernandez re HVAC 
duct support calculations, Proposes to limit damping values to 4% for QBE & 5% for 
SSE for nonwelded companion angle duct const. 

RAY.M.L. Tennessee Valley Authorty. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 53434:356-50434.357. 

8907120163 Forwards safety evaluation approving util 890330 request for permanent 
deviation from lOC'-RaO.App R, Section III.G.2 requirements for 125-volt vital battery 
board rooms l-IV. 

BLACK.S. Assistant Director for Projects. 89/06/30. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50513:024-50513:030. 

-8907120164 Safety evaluation approving 890330 request for permanent deviation from 
10CFR50,App R,Section III.G.2 requirements re 125-volt vital battery board rooms l-IV. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50513:027-50513:030. 

8907120222 Forwards Amends 119 & 108 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation, Amends revise Section 6, "Administrative Controls" for independ- 
ent safety engineering group to I’mlt g'oup to five full-time engineers. 

BLACK.S. Assistant D rector for Projects. 89/07/05. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 5')5" 5.058-505*5:072. 

-8907120225 Amends 119 & 108 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Spec Section 6, "Administrative Controls" for independent safety engineering 
roup to limit group to five fuil-time engineers. 

LACK.S. Assistant Director for Projects. 89/07/05, 10pp. 50515:060-50515:069. 

-8907120227 Safety evaluation supporting Amends 119 & 108 to Licenses DPR-77 & 
DPR-79, respectiveiy. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 3pp. 
50515:070-50515:072. 

8907140028 Forwards Amends 120 & 109 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation. Amends revise Tech Spec Section 3/4.6, "Containment Sys" to 
delete surveillance requirements on each containment purge isolation valve. 

BLACK.S. Assistant Director for Projects. 89/07/05. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50576:064-50576:080. 

-8907140029 Amends 120 & 109 to Licenses DPR-77 & DPR-79,respectively, revising 
Tech Specs re containment sys to delete surveillance requirements on each contain- 
ment purge isolation valve & adding requirement on each purge valve. 

BLACK.S. Assistant Director for Projects. 89/07/05, 12pp. 50576:066-50576:077. 

-8907140032 Safety evaluation supporting Amends 120 & 109 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05, 3pp. 
50576:078-50576:080. 

8907130261 Forwards safety evaluation supporting utii responses to NUREG-0737,ltem 
li.D.I re performance testing of relief valves & safety valves. 

BLACK.S. Assistant Director for Projects. 89/07/06. KINGSLEY.O.D. Tennessee 
Valley Authority. 4pp. 50536:293-50536:315. 

-8907030218 "TMI Action-NUREG-0737 (I1.D.1) Relief & Safety Valve Testing Se- 
quoyah Nuclear Plant Units 1 & 2," technical evaluation rept, 

* PARAMETER, Inc. 89/03/31. NRC - No Detailed Affiliation Given. 19pp. 50536:297- 
50536:315. 


8907140261 Requests addi info re nuclear QA plan within 60 days of receipt of ltr. 
BLACK.S.C. TVA Projects Division. 89/07/10. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907130341 Discusses maint instruction enhancement project schedule. Milestone of 
890601 not met due to delays in line organization review & approval resulting from 
impacts of Unit 1 startup.Completion schedule expected by 891001. 

RAY.M.J. Tennessee Val'-oy Ajthoritv 8? 'O’’ '11. Document Control Branch (Docu- 
ment Control Desk). 3pp. ' jJ- 

8907140269 Responds to Generic Ltr 89-06, "SPDS." Util fully meets requirements of 
NUREG-0~3'',5..opl 1. 

=A‘''.v: ., ''e-.-’c-ssee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907190280 Forwards safety evaluation accepting 831107,840827 & 0917 responses to 
Generic Ltr 83-28,ltem 1.2, "Post-Trip Review, Data & Info Capability" (Multi-Plant 
Action B-85). 

BLACK.S.C. Assistant Director for Projects. 89/07/11. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50585:229-50585:252. 

-8907190282 Safety evaluation supporting util responses to Generic Ltr 83-28, Item 1.2, 
"Post-Trip Review,Data & Info Capability." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/11. 9pp. 
50585:231-50585:252. 

8907170454 Summary of 890609 meeting w/util in Rockville, MD re dissolution of engi- 
neering assurance organization.List of meeting attendees.util handout, agenda & tran- 
script end. 

DONOHEW,J.N. TVA Projects Division. 89/07/12. TVA Projects Division. 26pp. 
50546:359-50547:151. 

-8907170460 Transcript of 890609 TVA QA conference in Rockville.MD re dissolution 
of TVA encmeerHg aas'.i'’a”ce c'can'zat'on Pc ’’26 

* Ccnm ss'or.crs. 12.5p;; r,05-':'':C25 ’5: 

8907180401 Forwards response to 890427 request for addl info re 890301 permit appli- 
cations for existing air pollution sources - supplemental data.W/one oversize drawing. 
SCHMIERBACH,M. Tennessee Valley Authority. 89/07/12. CROPP.J.W. Chattanooga- 
Hamilton County Air Pollution Control Bureau, Chattanooga, TN. 127pp. 50577:194- 
50577:319. 


8907250021 Notification of 890721 meeting w/util in Rockville.MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL, R.H. Tennessee Va'Iey ^uthcrity S9/C7/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 5O'j2F-27i.5j6;.?;0:j:/:i 

8907210135 Forwards signfcant charges to Corrective Action Tracking Document 
19201-SQN-08 re .cor-eciivo aci.or's ipi piar:; cable monitoring program to ensure that 
safety-related cables will continue to be capable of performing intended functions. 
SHELL,R.H. Tennessee Valley Authority 99 '07 '19. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50o2.v:229-5(:c23 25 ' 

8907240124 Responds to 890330 request for approval to eliminate dynamic effects of 
postulated primary loop pipe ruptures from design basis of plant.Primary loop piping 
complies w/revised GDC 4. Safety evaluation end. 

BLACK.S. Assistant Director for Projects. 89/07/19. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50631:135-50631:141. 

“8907240133 Safety evaluation supporting util 890330 request to eliminate dynamic ef- 
fects of postulated primary loop pipe ruptures from design basis of plant.using "leak- 
before- break" technology ns oo'mitted by revised GDC 4. 

* Office of Nuclear Reacic' "cgu.alior-. Director (Post 870411). 89/07/19. 5pp. 
50631:137-50631:141. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300220 Ack receipt of 890510 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/88-50 & 50-328/88-50. 

WILSON.B.A. Region 2. Ofc of the Director. 89/06/01. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50368:126-50368:127. 

8906280302 Confirms 890629 enforcement conference in Rockville.MD to discuss 
issues which indicate apparent weaknesses in implementation of programs, including 
RHR events reported in LER 89-011, per 890613 telcon.Agenda end. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/06/15. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50333:224-50333:226. 

8907050132 Informs of implementation schedule for Item l.b of NRC Bulletin 88-011, 
“Pressurizer Surge Line Thermal Stratification," mutually agreed upon between NRC & 
Westinghouse Owners Group during 89041 1 meeting. 

BLACK.S. Assistant Director for Projects. 89/06/22. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50401:130-50401:132. 

8907070080 Forwards summary of 890505 meeting re SALP Repts 50-327/89-01 & 50- 
328/89-01. Util denial of violation being reviewed by NRC. 

CRUTCHFIELD, D. Associate Director for Special Projects (Post 890101). 89/06/23. 
KINGSLEY.O.D. Tennessee Valley Authority. 26pp. 50441:188-50441:307. 

8907100039 Forwards Insp Repts 50-327/89-15 & 50-328/89-15 on 890506- 0605 & 
notice of violation.Three violations under consideration for escalated enforcement 
action. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/06/26. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50457:092-50457:125. 
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-8907100041 Notice of violation from insp on 890506-0605.Violations 
r.cted-ccr.''c:-,:''tior of RM 90-404 re detector cable not correctly controlled & licensee 
Ta..c:G ic ■.■s'abi snec procedures to maintain thermal power within license limits. 
WILSON, B.A. Assistant Director for Inspection Programs, 89/06/26. 2pp. 50457:095- 
50457:096. 

-8907100046 Insp Repts 50-327/89-15 & 50-328/89-15 on 890506-0605. Violations 
noted.Major areas inspected:operational safety verification, operations performance,sys 
lineups.radiation protection,safeguards & housekeeping insps. 

JENISON,K.. BRADY, J. Region 2. Ofc of the Director. 89/06/26. 29pp, 50457:097- 
50457:125. 

8907050342 Forwards recent listing of SIMS printout for pla^t.for uodati^c re actual or 
projected completion dates for multi-plant action items & p •n.'-.-spe:;- : ■:ens listed in 
printout,in response to util 890307 Itr. 

BLACK, S.C. Assistant Director for Projects. 89/06/27, KINGSLEY, O.D, Tennessee 
Valley Authority. 137pp. 50400:046-50400:182. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

R03SI,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100047 Forwards nonproprietary WCAP-12290 & proprietary WCAP-12289, “Se- 
quoyah Unit 1 & Unit 2 Evaluation for Tube Vibration Induced Fatigue," per NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFR2.790(b)(4)). 

RAY,M. Tennessee Valley Authority. 89/07/05. Document Control Branch (Document 
Control Desk). 3pp. 50456:005-50456:196. 

-8907100053 Requests that o-oo-'eta"/ V/CAP-12289, “Sequoyah Unit 1 & Unit 2 Eval- 
uation for Tube Vibration ln::jce,': .-atiLxe." be withheld, per 10CFR2.790(b)(4). 
WIESEMANN.R A W'es+'^gncuse Electric Corp, 89/06/05. MURLEY.T. Office of Nu- 
clear Reactor R=g-=ai o'- Di'octcr (Post 870411). 10pp. 50456:008-50456:017. 

-8907100057 "Sequoyah Unit 1 & Unit 2 Evaluation for Tube Vibration Induced Fa- 
tigue.” 

CONNORS,H.J., HALL.J.M., PITTERLE,T.A. Westinghouse Electric Corp. WCAP- 
12290. 89/06/30. 175pp. 50456:018-50456:196. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130357 Discusses essential raw cooling water pumphouse foundation & ERCW 
pumping station access cells,per Insp Repts 50-327/88-12 & 50-328/88-1 2.Max grout- 
ing pressure in pumping station of 15 lbs per square inch established. 

RAY.M.J. Tennessee Valley Authority. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). 2pp, 50536:279-50536:280. 

8907180270 Ack receipt of 890608 Itr irfo'-~-inc .N°C of steps taken to correct violations 
noted in Insp Repts 50-327/89-09 & 50-:i?8,'?:£-CS 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/11. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50572:141-50572:142. 

8907240209 Forwards summary of 890629 enforcement conference re Insp Repts 50- 
327/89-15 & 50-328/89-1 5.Three issues listed indicate apparent weaknesses in im- 
plementation cf crccrams at plant List of attendees & handouts also end. 

WILSON, B.A. Assis:ant Dirocior fcr Inspection Programs. 89/07/13. KINGSLEY, O.D. 
Tennessee Valley Authority. 21pp. 50640:350-50641:010. 

8907260015 Ack receipt of 890417 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/89-05 & 50-328/89-05. 

WILSON, B.A. Assistant Director for Irspect'on o-'ograms. 89/07/14. KINGSLEY,O.D. 
Tennessee Valley Authority 2pp 5067-'i:3':C-EL574:33l. 

8907190326 Forwards rev to 890411 response to NRC Bulletin 88-010, “Nonconforming 
Molded Case Circuit Breakers.” Review of latest as-configured drawings for control & 
ventilation boards determined breakers relocated to compartment 4C. 

RAY.M, Tennessee Valley Authority. 89/07/17. Document Control Branch (Document 
Control Desk). 6pp. 50585:001-50585:006. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907210105 Responds to unresolved item 88-12 noted in Insp Repts 50-327/88-12 & 
50-328/88-1 2.Corrective actions:util issued Design Std DS-(;1.6.13 to provide allow- 
able loads developed per requirements of ASME Boiler & Pressure Vessel Code. 
SHELL,R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50615:342-50615:346. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907250149 Responds to NRC 890620 Itr re violations noted in Insp Repts 50-327/89- 
16 & 50-328/89-1 6.Corrective actions:SI-137.2 revised to require one of listed actions 
if calculated unidentified leakage determined to be negative. 

MEDFORD, M.O. Tennessee Valley Authority. 89/07/20. Document Control Branch 
(Document Control Desk). 3p. 50654:358-50654:360. 


R, Periodic operating reports & related correspondence 

8907190036 Monthly operating repts for June 1989 for Sequoyah Nuclear Plant Units 1 
&2.W/890714ltr. 

HOLLOMONJ.J., RAY.M.J. Tennessee Valley Authority. 89/06/30. 9pp. 50593:085- 
50593:093. 


S. Reportable occurrences, LERs & related correspondence 

8907050346 LER 89-01 2-01 :on 890410, containment ventilation isolation occurred due to 
high radiation spike on radiation monitor. Cause of spike undetermined. Containment 
ventilation isolation reviewed to evaluate ESF actuations. W/890626 Itr, 

SPENCER, S.W., BYNUM, J.R. Tennessee Valley Authority. 89/06/26. 4pp. 50415:102- 
50415:105. 

8907190039 LER 89-01 7-00:on 89061 3, observed that auxiliary control room pressurizer 
level indicators indicating high. Caused by failure t: r-'cro'', .■'.("lilr.r pressurizer level 
transmitters during caiibr check. Instructions to be " j Itr. 

PROFFITTJ.W . 3YNUM,J.R. Tennessee Valley Authority. 89/07/13. 4pp. 50583:036- 
50583:039. 

8907210236 LER 89-01 8-00:on 89061 9, discovered that both trains of auxiliary bldg gas 
treatment sys (ABGTS) automatic actuation could have been rendered 


inoperable. Caused by removal of radiation monitor during v; '"“-C'l? Itr. 

HIPP,G.A., BYNUM,J.R. Tennessee Valley Authority. I" ' 50597:213- 

50597:218. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
e'ator licensing exams, Svc list end. 

PARTLOVv',J G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 


8906290041 Rev 2 to “TVA Radiological Emergency Plan.” W/890623 Itr. 

KINGSLEY, O.D. Tennessee Valley Authority. 89/06/12. 192pp. 50351:163-50351:356. 

8906230053 Forwards Rev 20 to physical security/contingency plan. Rev withheld (ref 
10CFR73.21). 

SHELUR.H. Tennessee Valloy Autho'ity S9/C6/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 57.5 '6:C53-::G:y-'c-C5-^. 

8906290214 Forwards “Sequoyah Nuclear Power Plant Exercise," re 881214-15 radio- 
logical emergency preparedness plan exercise. Seventeen areas requiring corrective 
actions noted. 

KWIATKOWSKLD. Federal Emergency Ma.''.acorc''.t 83/06/20. CONGEL.F.J. 

Division of Radiation Protection & Eme'oo'';:; ■=’-or.: ircc-eiis (Post 870411). Ip. 
50351:103-50351:162. 

-8906290219 "Sequoyah Nuclear Power Plant Exercise," for 881214-15 exercise. 

* Federal Emergency Management Agency. 89/03/16. 58pp. 50351:104-50351:162. 

8907120010 Revised emergency plan,App A.W/890707 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907100039 Forwards Insp Repts 50-327/89-15 & 50-328/89-15 on 890506- 0605 & 
notice of violation.Three violations under consideration for escalated enforcement 
action. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/26. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50457:092-50457:125. 

”8907100046 Insp Repts 50-327/89-15 & 50-328/89-15 on 890506-0605. Violations 
noted.Major areas inspected:operational safety verification.operations performance, sys 
lineups.radiation o'-otectmn. safeguards & housekeeping insps. 

JENISON.K. Region 2, 0*c d -.‘'.e D.rec:cr 89/06/26. 29pp. 50457:097-50457:125. 

8907120163 Forwards safety evaluation apcrcvirg j!" 39C330 request for permanent 
deviation from 10CFR50,App R, Section ■|.■3.2 for 125-volt vital battery 

board rooms l-IV. 

BLACK.S. Assistant Director for Projects. 89/06/30. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50513:024-50513:030. 

—8907120164 Safety evaluation approving 890330 request for permanent deviation from 
10CFR50,App R, Section III.G.2 requirements re 125-volt vital battery board rooms l-IV. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50513:027-50513:030. 

8907200127 Rev 3 to radiological emergency plan.W/890712 Itr. 

RAY.M.J. Tennessee Valley Authority. 89/06/30. 14pp. 50597:103-50597:116. 

8907190067 Forwards revised E'^IPs.:'^cljdi''g Rev 2 to EPIP-1,EPIP-2. EPIP-3,EPlP-4 & 
EPIP-5 & Rev 1 to EPIP-8 & E=^!F-'7 Rc-v 1 to EPIPs 2-5 not sent due to administra- 
tive error & Rev 1 to EPlP-17 not sent within required 30 days. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50594:122-50594:178. 

-8907240172 Revised EPIPs, including Rev 2 to EPIP-1,EPIP-2,EPIP-3, EPIP-4 & EPIP-5 
& Rev 1 to EPIP-e & EPIP-17. 

FORTENBERRY.R. Tennessee Valley Authority. 89/07/05. 55pp. 50594:124- 
50594:178. 

8907250218 Ack receipt of 890601 Itr transmitting scenario for plant radiological emer- 
gency plan exercise scheduled for 890719. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/17. KINGSLEY.O.D. 
Tennessee Valley Authority. Ip. 50645:033-50645:033. 

8907250190 Revised Central Emergency Control Ctr (CECC) EP'^s. i"c:ud‘"‘.g Rrv 3 tc 
CECC-EPIP-1, “EDO Notification Checklist” & Rev 4 to CFC.'L'-F'-'i?-?, OpG'aL.^ns 
Duty Specialist Procedure for Notification....” W/890719 Itr. 

SHELUR.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 

8907250199 Rev 3 to EPIP-I, “Emergency Plan Classification Logic." W/890719 Itr. 
CATRON.N.S., SHELUR.H. Tennessee Valley Authority. 89/07/19. 12pp. 50661:178- 
50661:189. 
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P. Operating license stage documents & correspondence 

8906280289 Requests analyses of samples for tritium, Fe-55,Sr-89 & Sr-90 no later than 
60 days from receipt of samples as part of NRC Confirmatory Measurements Pro- 
gram. 

WILSON, B.A. Assistant Director fo” Inspection Prog'-ams. 89/06/15. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 5C3r:3:0Cc-50:j;'i:3O93 

8906280311 Forwards SER accepting lice-see 331107 & 880523 responses to Generic 
Ltr 83-28, Items 4.5.2 & 4.5.3 re roacic.' irip sys reliability & sys functional testing. EGG- 
NTA 8341, providing bases for conclusions.also end. 

BLACK,S.C. Assistant Director for Projects. 89/06/22. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50333:248-50333:279. 

--8906280312 SER accepting licensee 831107 & 880523 responses to Generic Ltr 83- 
28,ltems 4.5.2 & 4.5.3. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 4pp. 
50333:250-50333:279. 

8907050342 Forwards recent listing of SIMS printout for plant, for updating re actual or 
projected completion dates for multi-plant action items & plant-specific items listed in 
printout,in response to util 890307 ltr. 

BLACK,S.C. Assistant D'recto^ for Projects 89/06/27. KINGSLEY,O.D. Tennessee 
Valley Authority. 137pp. 53-;DO.O-'.6-50‘':00;'32. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, "NRC Position of Radiation Embrittlement of Reactor Vessel 
Matls & Impact on Plant Operations." 

BLACK,S.C. TV A Projects Division. 89/06/29. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907060090 Summarizes 890612 telcon between TM Cheng & RO Hernandez re HVAC 
duct support calculations.Proposes to limit damping values to 4% for QBE & 5% for 
SSE for nonwelded companion angle duct const. 

RAY.M.L. Tennessee Valley Authority. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50434:356-50434:357. 

8907120163 Forwards safety evaluation approving util 890330 request for permanent 
deviation from lOCFRSO.App R, Section III.G.2 requirements for 125-volt vital battery 
board rooms l-IV. 

BLACK, S. Assistant Director for Projects. 89/06/30. KINGSLEY,O.D. Tennessee 
Valley Authority. 3pp. 50513:024-50513:030. 

-8907120164 Safety evaluation approving 890330 request for permanent deviation from 
10CFR50,App R.Section III.G.2 requirements re 125-volt vital battery board rooms l-IV. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 4pp. 
50513:027-50513:030. 

8907120222 Forwards Amends 119 & 108 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amends revise Section 6, "Administrative Controls" for independ- 
ent safety engineering group to limit group to five full-time engineers. 

BLACK, S. Assistant Director for Projects. 89/07/05. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50515:058-50515:072. 

-8907120225 Amends 119 & 108 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Spec Section 6, "Administrative Controls" for independent safety engineering 
group to limit group to five full-time engineers. 

BLACK,S. Assistant Director for Projects. 89/07/05. 10pp. 50515:060-50515:069. 

-8907120227 Safety evaluation supporting Amends 119 & 108 to Licenses DPR-77 & 
DPR-79,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/07/06. 3pp, 
50515:070-50515:072. 

8907140028 Forwards Amends 120 & 109 to Licenses DPR-77 & DPR-79, respectively 
& safety evaluation.Amends revise Tech Spec Section 3/4,6, "Containment Sys" to 
delete surveillance requirements on each containment purge isolation valve. 

BLACK,S. Assistant Director for Projects. 89/07/05. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50576:064-50576:080. 

-8907140029 Amends 120 & 109 to Licenses DPR-77 & DPR-79,respectively, revising 
Tech Specs re containment sys to delete surveillance requirements on each contain- 
ment purge isolation valve & adding requirement on each purge valve. 

BLACK,S. Assistant Director for Projects. 89/07/05. 12pp. 50576:066-50576:077. 

-8907140032 Safety evaluation supporting Amends 120 & 109 to Licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 3pp. 
50576:078-50576:080. 

8907130261 Forwards safety evaluation supporting util responses to NUREG-0737,ltem 
II.D.1 re performance testing of relief valves & safety valves. 

BLACK,S. Assistant Director for Projects. 89/07/06. KINGSLEY,O.D. Tennessee 
Valley Authority. 4pp. 50536:293-50536:315. 

-8907030218 "TMI Actiqh-NUREG-0737 (II.D.I) Relief & Safety Valve Testing Se- 
quoyah Nuclear Plant Units 1 & 2," technical evaluation rept. 

* PARAMETER, Inc. 89/03/31. NRC - No Detailed Affiliation Given. 19pp. 50536:297- 
50536:315. 

8907140261 Requests add! info re nuclear QA plan within 60 days of receipt of ltr. 
BLACK.S.C. TVA Projects Division. 89/07/10. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 


8907130341 Discusses maint instruction enhancement project schedule. Milestone of 
890601 not met due to delays in line organization review & approval resulting from 
impacts of Unit 1 startup.Completion schedule expected by 891001. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50536:100-50536:102. 

8907140269 Responds to Generic Ltr 89-06, "SPDS." Util fully meets requirements of 
NUREG-0737,Suppl 1. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907190280 Forwards safety evaluation accepting 831 107,840827 & 0917 responses to 
Generic Ltr 83-28, Item 1.2, "Post-Trip Review, Data & Info Capability" (Multi-Plant 
Action B-85). 

BLACK.S.C. Assistant Director for Projects. 89/07/11. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50585:229-50585:252. 

-8907190282 Safety evaluation supporting util responses to Generic Ltr 83-28, Item 1.2, 
"Post-Trip Review, Data & Info Capability." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/11. 9pp. 
50585:231-50585:252. 

8907170454 Summary of 890609 meeting w/util in Rockville, MD re dissolution of engi- 
neering assurance organization. List of meeting attendees, util handout,agenda & tran- 
script end. 

DONOHEW.J.N. TVA Projects Division. 89/07/12. TVA Projects Division. 26pp. 
50546:359-50547:151. 

8907180401 Forwards response to 890427 request for addi info re 890301 permit appli- 
cations for existing air pollution sources - supplemental data.W/one oversize drawing. 
SCHMIERBACH.M. Tennessee Valley Authority. 89/07/12. CROPP.J.W. Chattanooga- 
Hamilton County Air Pollution Control Bureau, Chattanooga, TN. 127pp. 50577:194- 
50577:319. 

8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given, 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Ins'ps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907210135 Forwards significant changes to Corrective Action Tracking Document 
19201-SQN-08 re corrective actions for plant cable monitoring program to ensure that 
safety-related cables will continue to be capable of performing intended functions. 
SHELL, R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50629:229-50629:251. 

8907240124 Responds to 890330 request for approval to eliminate dynamic effects of 
postulated primary loop pipe ruptures from design basis of plant.Primary loop piping 
complies w/revised GDC 4. Safety evaluation end. 

BLACK.S. Assistant Director for Projects. 89/07/19. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 60631:135-50631:141. 

-8907240133 Safety evaluation supporting util 890330 request to eliminate dynamic ef- 
fects of postulated primary loop pipe ruptures from design basis of plant, using "leak- 
before- break" technology as permitted by revised GDC 4. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/19. 5pp. 
50631:137-50631:141. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300220 Ack receipt of 890510 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/88-50 & 50-328/88-50. 

WILSON.B.A. Region 2, Ofc of the Director. 89/06/01. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50368:126-50368:127. 

8906280302 Confirms 890629 enforcement conference in Rockville, MD to discuss 
issues which indicate apparent weaknesses in implementation of programs, including 
RHR events reported in LER 89-011, per 890613 telcon. Agenda end. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/06/15. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50333:224-50333:226. 

8907050132 Informs of implementation schedule for Item l.b of NRC Bulletin 88-011, 
"Pressurizer Surge Line Thermal Stratification," mutually agreed upon between NRC & 
Westinghouse Owners Group during 89041 1 meeting. 

BLACK.S. Assistant Director for Projects. 89/06/22. KINGSLEY.O.D. Tennessee 
Valley Authority. 3pp. 50401:130-50401:132. 

8907070080 Forwards summary of 890505 meeting re SALP Repts 50-327/89-01 & 50- 
328/89-01. Util denial of violation being reviewed by NRC, 

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101). 89/06/23. 
KINGSLEY.O.D. Tennessee Valley Authority. 26pp. 50441:188-50441:307. 

8907100039 Forwards Insp Repts 50-327/89-15 & 50-328/89-15 on 890506- 0605 & 
notice of violation.Three violations under consideration for escalated enforcement 
action. 

WILSON.B.A. Assistant Director for Inspection Programs. 89/06/26. KINGSLEY.O.D. 
Tennessee Valley Authority. 3pp. 50457:092-50457:125. 

-8907100041 Notice of violation from insp on 890506-0605.Violations 
noted:configuration of RM 90-404 re detector cable not correctly controlled & licensee 
failed to established procedures to maintain thermal power within license limits. 
WILSON.B.A. Assistant Director for Inspection Programs. 89/06/26. 2pp. 50457:095- 
50457:096. 

-8907100046 Insp Repts 50-327/89-15 & 50-328/89-15 on 890506-0605. Violations 
noted, Major areas inspected:operational safety verification.operations performance.sys 
lineups.radiation protection.safeguards & housekeeping insps. 

JENISON.K., BRADY, J. Region 2. Ofc of the Director. 89/06/26. 29pp. 50457:097- 
50457:125. 
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89070S0342 Forwards recent listing of SIMS printout for plant, for updating re actual or 
projected completion dates for multi-plant action items & plant-specific items listed in 
printout.in response to util 890307 Itr. 

BLACK, S.C. Assistant Director for Projects. 89/06/27. KINGSLEY,O.D. Tennessee 
Valley Authority. 137pp. 50400:046-50400:182. 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100047 Forwards nonproprietary WCAP- 12290 & proprietary WCAP-12289, "Se- 
quoyah Unit 1 & Unit 2 Evaluation for Tube Vibration Induced Fatigue," per NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFR2. 790(b)(4)). 

RAY.M. Tennessee Va.'io/ Autho’ity. 89/07/05. Document Control Branch (Document 
Control Desk). 3pp. SO'-fSCCO-oC-^i'-n. ;05 

“8907100053 Requests that proprietary WCAP-12289, "Sequoyah Unit 1 & Unit 2 Eval- 
uation for Tube Vibration Induced Fatigue," be withheld, per 10CFR2.790(b)(4). 
WIESEMANN.R.A. Westinghouse Electric Corp. 89/06/C5 M'JPLE^.T Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 10pp. 50-:55C0E-5O-''-55 j'7 

“8907100057 "Sequoyah Unit 1 & Unit 2 Evaluation for Tube Vibration Induced Fa- 
tigue." 

CONNORS, H.J., HALL.J.M., PITTERLE,T.A. Westinghouse Electric Corp. WCAP- 
12290. 89/06/30. 175pp. 50456:018-50456:196. 

8907110358 Forwards "Steam Generator Tubing Insp Results," re Cycle 3 insp.No addi 
tubes plugged during 890227 inservice insp.Eddy current, Row 2 inner radius U-bends 
in steam generators & propagating fatigue cracks also examined. 

RAY.M.J. Tennessee Valley Authority. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50501:151-50501:172. 

“8907110359 "Steam Generator Tubrc 'nsc Results." 

* Tennessee Valley Authority. e3-32/2c. 2:)cp 50501:153-50501:172. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130357 Discusses essential raw cooling water pumphouse foundation & ERCW 
pumping station access cells,per Insp Repts 50-327/88-12 & 50-328/88-12.Max grout- 
ino pressure in pumping station of 1 5 lbs per square inch established. 

RAY.M.J. Tennessee Valley Authority. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50536:279-50536:280. 

8907180270 Ack receipt of 890608 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/89-09 & 50-328/89-09. 

WlLSON,B.A. Assistant Director for Inspection Programs. 89/07/11. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50572:141-50572:142. 

8907130115 Forwards "NIS-1/90 Day Inservice Insp ReptjSequoyah Nuclear Plant Unit 
2 Cycle 3," Vols 1-6.Rept contains historical record of repairs, replacements, mods & 
inservice NDE exams performed by ASME Code Class 1 & 2. 

RAY.M.L. Tennessee Va''ev Authchty. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50524.CG 1-50528:3-15 

“8907130120 ‘‘NlS-1/90 Day Inservice Insp Rept:Sequoyah Nuclear Plant Unit 2 Cycle 
3.” Vols 1-6. 

HOWARD, D.A. Tennessee Valley Authority. 89/07/12. 1,770pp. 50524:003- 

50528:345. 

8907240209 Forwards summary of 890629 enforcement conference re Insp Repts 50- 
327/89-15 & 50-328/89-l5.Three issues listed indicate apparent weaknesses in im- 
plementation of programs at plant. List of attendees & handouts also end. 

WILSON,B.A. Assistant Director for Inspection Programs. 89/07/13. KINGSLEY ,O.D. 
Tennessee Valley Authority. 21pp. 50640:350-50641:010. 

890726001S Ack receipt of 890417 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/89-05 & 50-328/89-05. 

WILSON, B.A. Assistant Director for Inspection Programs, 89/07/14. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50674:300-50674:301. 

8907190326 Forwards rev to 890411 response to NRC Bulletin 88-010, "Nonconforming 
Molded Case Circuit Breakers." Review of latest as-configured drawings for control & 
ventilation boards determined breakers relocated to compartment 4C. 

RAY.M. Tennessee Valley Authority. 89/07/17. Document Control Branch (Document 
Control Desk). 6pp. 50585:001-50585:006. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907210105 Rei^onds to unresolved Item 88-12 noted in Insp Repts 50-327/88-12 & 
50-328/88-1 2.Corrective actions:util issued Design Std DS-C1.6.13 to provide allow- 
able loads developed per requirements of ASME Boiler & Pressure Vessel Code. 
SHELL, R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50615:342-50615:346. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907250149 Responds to NRC 890620 Itr re violations noted in Insp Repts 50-327/89- 
16 & 50-328/89-1 B.Corrective actlons:SI-137,2 revised to require one of listed actions 
if calculated unidentified leakage determined to be negative. 

MEDFORD, M.O. Tennessee Valley Authority. 89/07/20. Document Control Branch 
(Document Control Desk). 3p. 50654:358-50654:360. 


R. Periodic operating reports & related correspondence 


8907190036 Monthly operating repts for June 1989 for Sequoyah Nuclear Plant Units 1 
&2.W/890714 1tr, 

HOLLOMON.T.J., RAY.M.J. Tennessee Valley Authority. 89/06/30. 9pp. 50593:085- 
50593:093. 


S. Reportable occurrences, LERs & related correspondence 

8907070306 LER 89-007-00:on 890601 .discovered ‘"consiste'^cv in reactor coolant 
pump manual dc control power transfer switch p::-s.-.: 0 '’s Csusec by mislabeling of 
switch position. Proper labeling completed.W/890703 Itr. 

WHITTEMORE.C.H., BYNUM.J.R. Tennessee Valley Authority. 89/07/03. 6pp. 
50448:302-50448:308. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for ?.'c''ects e'^C-<'‘1). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 5jb-:9-'j.6' 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Applicatlon/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Pedunda^cv " Svc list end. 

PARTLOW.J.G. Associate Director for P-cects :;=‘cs-. 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents Sc correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 
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8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

P.-.RT. C-/.,.. G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

8907050352 Rev 14 to EPIP-1.2, “Notification." W/890627 Itr.Rev 50 to table of con- 
tents also end. 

* Iowa Electric Light & Power Co. 89/06/27. 22pp. 50403:081-50403:102. 

8907050273 Forwards Security Plan Change 21, addressing concerns noted in Insp Rept 
50-331 /89-08.Change withheld (ref 10CFR73.21). 

MINECK.D.L Iowa Electric Light & Power Co. 89/06/30. Document Control Branch 
(Document Control Desk). 2pp. 50416:284-50416:285. 

8907120268 Forwards Safeguards Insp Rept 50-331/89-12 on 890619-23 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21(c)(2)).Meeting scheduled for 
890720 to discuss security sys upgrade program. 

GREGER.L.R. Region 3, Ofc of the Director. 89/07/03. LIU,L. Iowa Electric Light & 
Power Co. 2pp. 50513:066-50513:069. 

-8907120269 Partially Withheld Physical Security Insp Rept 50-331/89-12 on 890619- 
23 (ref 10CFR73.21).Violations noted. Major areas inspected:mgt support, security pro- 
gram plans & audits & protected & vital area physical barriers. 

KNICELEY.J.R., CREED, J.R. Region 3, Ofc of the Director. 89/06/30. 2pp. 
50513:068-50513:069. 

8907240323 Advises that 890630 Rev 21 to physical security plan & contingency plan 
consistent w/provisions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3, Ofc of the Director. 89/07/19. MINECK,D.L. Iowa Electric 
Light & Power Co. 2pp. 50631:075-50631:076. 

8907250290 Confirms 890718 discussion between K Putnam & I Jackiw re 890912 mgt 
meeting to discuss plant operating performance, security issues, followup on previous 
SALP weaknesses & other issues of concern. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/07/19. LIU.L. Iowa Electric Light 
& Power Co. Ip. 50642:333-50642:333. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8906290436 Rev 7 to updated FSAR for Duane Arnold Energy Ctr.W/890627 ltr. 
MINECK.D.L. Iowa Electric Light & Power Co. 89/06/30. MURLEY.T. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 600pp. 50360:055-50361:265. 


P. Operating license stage documents & correspondence 

8907070288 Forwards summary description of methodology & analysis results of "ECCS 
Electrical Component Single Failure Analysis." 

MINECK.D.C. Iowa Electric Light & Power Co. 89/06/26. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 8pp. 50444:357-50445:004. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp. 50416:062-50416:106. 

8907170276 Responds to Generic Ltr 89-06 re SPDS. Plant SPDS modified to correct 
software weaknesses & resolve deficiencies previously identified by NRC in IE Info 
Notice 86-10.Mods being evaluated. 

MINECK,D.L. Iowa Electric Light & Power Co. 89/07/11. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 50560:009-50560:010. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break," Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York. Inc. 64pp. 50519:019-50519:080. 

8907050273 Forwards Security Plan Change 21, addressing concerns noted in Insp Rept 
50-331 /89-08.Change withheld (ref 10CFR73.21). 

MINECK.D.L. Iowa Electric Light & Power Co. 89/06/30. Document Control Branch 
(Document Control Desk). 2pp. 50416:284-50416:285. 

8907120268 Forwards Safeguards Insp Rept 50-331/89-12 on 890619-23 & notice of 
violation.Notice of violation withheld (ref 10CFR73.21(c)(2)).Meeting scheduled for 
890720 to discuss security sys upgrade program. 

GREGER.LR. Region 3, Ofc of ttie Director. 89/07/03. LIU.L Iowa Electric Light & 
Power Co. 2pp. 50513:066-50513:069. 


-8907120269 Partially VVithheld Physical Security Insp Rept 50-331/89-12 on 890619- 
23 (ref 10CFR73. 21). Violations noted, Major areas inspected:mgt support.security pro- 
gram plans & audits & protected & vital area physical barriers. 

KNICELEY.J.R., CREED.J.R. Region 3, Ofc of the Director. 89/06/30, 2pp. 
50513:068-50513:069. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co, of New York, Inc. 110pp. 50878:046-50878:159. 

8907250290 Confirms 890718 discussion between K Putnam & I Jackiw re 890912 mgt 
meeting to discuss plant operating performance, security issues,followup on previous 
SALP weaknesses & other issues of concern. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/07/19. LIU,L. Iowa Electric Light 
& Power Co. Ip. 50642:333-50642:333. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8906280219 Forwards monthly operating rept for May 1989 for Duane Arnold Nuclear 
Ctr & revised pages to Mar & Apr 1 989 repts. 

HANNEN.R.L, Iowa Electric Light & Power Co. 89/06/15. DAVIS,A.B. Region 3, Ofc 
of the Director. 1 p. 50337:042-50337:051 . 

-8907050190 Monthly operating rept for May 1989 for Duane Arnold Energy Ctr. 
MILLER,L. Iowa Electric Light & Power Co. 89/05/31. 6pp. 50337:043-50337:048. 

-8907050194 Revised monthly operating rept for Mar 1989 for Duane Arnold Energy 
Ctr. 

MILLER,L. Iowa Electric Light & Power Co. 89/03/31. 2pp. 50337:049-50337:050. 

-8907050198 Revised monthly operating rept for Apr 1989 for Duane Arnold Energy 
Ctr. 

MILLER,L. Iowa Electric Light & Power Co. 89/04/30. Ip. 50337:051-50337:051. 


S. Reportable occurrences, LERs & related correspondence 

8907190295 LER 89-009-00:on 89061 2, reactor protection sys actuation & reactor scram 
occurred.Caused by unanticipated response of flow transmitters to hand-heid radio 
frequencies & inadequate preventive maint.W/890712 ltr. 

PROBST.J.R., HANNEN.R.L. Iowa Electric Light & Power Co. 89/07/12. 6pp, 
50583:081-50583:086. 


V. Operator Examinations 

8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed EdisorTCo. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8907110354 Revised EPIPs, including Rev 8 to IAP-1,Rev 15 to EAP-1.1,Rev 10 to EAP- 
2.Rev 9 to EAP-5.1,Rev 6 to EAP-6,Rev 7 to EAP-7.1,Rev 4 to EAP-7.2,Rev 9 to EAP- 
8,Rev 7 to EAP-10 & EAP-11.1 & Rev 5 to EAP-14.1 & EAP-14.5.W/one oversize 
map. 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
06/30. 242pp. 50508:233-50509:100. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907210180 Updated FSAR for 1989 for JA Fitzpatrick Nuclear Power Plant.W/890717 
ltr. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/17. 300pp. 50628:081-50629:106. 


P. Operating ifcense stage documents & correspondence 

8906280018 Fonwards request for addi info re LPCI pump flow surveillance amend 
based on review of 890531 Tech Spec amend request. 

LABARGE.D.E. Project Directorate 1-1. 89/06/21. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York), 3pp. 50330:304- 
50330:306. 

8906290173 Forwards request for addI info re 890531 application for amend to Tech 
Specs on core spray sys surveillance. 

LABARGE.D.E. Project Directorate 1-1. 89/06/21. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 50364:066- 
50364:068. 

8906280211 Forwards Amend 132 to License DPR-59 & safety evaluation. Amend clari- 
fies surveillance requirements for maintaining ECCS & RCIC discharge piping filled. 
LABARGE.D.E. Project Directorate 1-1. 89/06/22. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 5pp. 50330:232- 
50330:250. 
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--8906280213 Amend 132 to License DPR-59, clarifying surveillance requirements for 
maintaining ECCS & RCIC sys discharge piping filled. 

CAPRA, R.A. Project Directorate 1 - 1 . S9/03/22. 8pp. 50330:237-50330:244. 

-89C6280214 Safety ovaluation supporting Amend 132 to License DPR-59. 

* C?: ce of Reacior Regula'.ion, Director (Post 870411). 89/06/22. 6pp. 

50330:245-50330:250. 

8907030197 Forwards NRR director 890605 Itr to Ecology Ctr of Sputhern California 
representative acknowledging receipt of petition filed by ctr & advising that petition 
being treated under 10CFR2.206 of Commission regulations. 

LABARGE.D.E. Project Directorate 1-1. 89/06/23. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 2pp. 50391:236- 
50391 :240. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50^-16:061. 

8907050059 Advises that no restrictive clauses identified in labor agreements to restrict 
employees from notifying NRC of potential safety issues. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/06/29. Document Control Branch (Document Control Desk). 2pp. 

50417:098-50417:099. 

8907050150 Responds to Generic Ltr 89-06, “Task Action Plan Item I.D.2 SPDS 
10CFR50.54(f).’' End lists documents, submitted to NRC. describing SPDS & associat- 
ed SERs. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/06/29. Document Control Branch (Document Control Desk). 4pp. 

50418:055-50418:058. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907070143 Responds to Generic Ltr 88-11, “Radiation Embrittlement of Reactor 
Vessel Mails." Mod of pressure-temp limits contained in Tech Spec necessary in 
order to continue to satisfy requirements of 10CFR50,App G. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/06/30. Document Control Branch (Document Control Desk). 6pp. 

50442:088-50442:093. 

8907140313 Submits addi info re 890531 application for amend to License DPR- 
59,changing core spray pump discharge pressure in response to 890621 request.No 
inconsistencies found between proposed Tech Specs, FSAR & LOCA analysis. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/07. Document Control Branch (Document Control Desk). 2pp. 

50541:302-50541:303. 

8907140230 Forwards Amend 133 to License DPR-59 & safety evaluation.per 870819 
application. Amend extends expiration date of OL from 100520 to 141017. 
LABARGE.D.E. Project Directorate 1-1. 89/07/10. BRONS.J.C. New York Power Au- 
thority formerly Power Authority of the State of New York). 3pp. 50544:205- 
50544:215. 

“8907140233 Amend 133 to License DPR-59, extending expiration date of OL from 
100520 to 141017. 

CAPRA.R.A. Project Directorate 1-1. 89/07/10. 2pp. 50544:208-50544:209.' 

“8907140235 Safety evaluation supporting Amend 133 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/07/10. 6pp. 
50544:210-50544:215. 

8907240212 Forwards application for amend to License DPR-59, changing Tech Spec 
Table 3,2-3, “Instrumentation That Initiates Control Rod Blocks" to correct Note 1 re 
operability requirements for APRM rod blocks during start up. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York), 89/07/14. Document Control Branch (Document Control Desk). Ip, 50636:230- 
50636:238. 

“8907240213 Application for amend to License DPR-59, revising Tech Specs Table 3.2- 
3. “Instrumentation That Initiates Control Rod Blocks" to correct Note 1 re operability 
requirements for APRM rod blocks during start up. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 89/07/14. 2pp. 50636:231-50636:232. 

“8907240251 Proposed Tech Specs 3.2-3, "Instrumentation That Initiates Control Rod 
Blocks" to correct Note 1 re operability requirements for APRM rod blocks during start 
up. 

* New York Power Authority (formerly Power Authority of the State of New York). 89/ 
07/14. 6pp. 50636:233-50636:238. 


Q. Inspection reports, IE Bulletins & correspondence 

8906300222 Responds to NRC 890522 ltr re violations noted in Insp Rept 50-333/89- 
OS.Corrective actions:Rev 18 to AP-8.2 developed & implemented & further training 
will be provided on 10CFR5O reporting requirements, 

FERNANDEZ, W. New York Power Authority (formerly Power Authority of the State of 
New York). 89/06/21, Document Control Branch (Document Control Desk). 5pp. 
50368:106-50368:110. 

8906260403 NRC Info Notice 89-055. "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events /Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 


8907140098 Forwards Requalification Program Evaluation & BWR Power Oscillation 
Program Insp Rept 50-333/89-04(OL) on 890501. All six reactor operators & six senior 
reactor operators passed exam. Two senior reactor operators failed written exam. 
GALLO, R.M. Region 1. Ofc of the Director. 89/07/07. FERNANDEZ, W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 50544:314- 
50545:040. 

“8907140102 Requalification P'cg.'.a'^. E-a'i-stio" & BWR Power Oscillation Program 
Insp Rept 50-333/89-04(OL) c” 39:5:} :y. [z/.t-r'. results:all six reactor operators & 
six senior reactor operators passed exam.Two senior operators failed exam. 
CONICELLA,N.F., PULLANI.S.V., CONTE, R.J. Region 1, Ofc of the Director. 89/07/ 
07. 85pp. 50544:316-50545:040. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907180073 Monthly operating rept for June 1989 for JA FitzPatrick Nuclear Power 
Plant.W/890710 Itr, 

COOK.J., FERNANDEZ, W. New York Aut.hc-ty f^c-merly Power Authority of the 

State of New York). 89/06/30. 5pp. bC5"9 


S. Reportable occurrences, LERs & related correspondence 

8907100054 LER 89-011 -00:on 890531, plugging of non sa^ety-'dated floor drains in 
.emergency diesel generator rooms performed w/o prscr ova uat.:;n required by 
10CFR50.59.Cause not stated. Mod of control procedures revised.W/890630 Itr. 
CHILDS.W.V., FERNANDEZ, W. New York do.vo' Aut-horitv (fo'nerly Power Authority 
of the State of New York). 89/06/30. 5pp. :32 -l;:4 5'* i:'. 

8907140202 PNS-l-89-0l1:on 890708, bomb threat received by licensee. Caller implied 
that bomb in reactor building & mentioned name of current omp'oyeo Em,dovee was 
suspended from duties pending further ■''vostiaatO''.ther. reinsiatetJ on b93''‘C 
KEIMIG.R.R., S^Lv'ESiER.E D COOK.W. ^eu-::r Ofc of the Director. 89/07/10. 
Ip. 50544:313-50544:313. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

-.A.=T10vV.J.G Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edsor Dc. of New York, Inc. 57pp. 50519:081-50519:136. 

8907140098 Forwards Requalification Program Evaluation & BWR Power Oscillation 
°rcg'-am Insp Rept 50-333/89-04(OL) on 890501. All six reactor operators & six senior 
'oacicr coe'ators passed exam.Two senior reactor operators failed written exam. 
GALLO,R.M. Region 1. Ofc of the Director. 89/07/07. FERNANDEZ, W. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 50544:314- 
50545:040. 

“8907140102 Requalification Program Evaluation & BWR Power Oscillation Program 
Insp Rept 50-333/89-04(OL) on 890501 -0504.Exam results:all six reactor operators & 
six senior reactor operators passed exam.Two senior operators failed exam. 
CONICELLA.N.F., PULLANI.S.V., CONTE, R.J. Region 1, Ofc of the Director. 89/07/ 
07. 85pp. 50544:31 6-50545:040. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8907190323 Forwards Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 
0602.No violations noted. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/07/13. SIEBER.J.D. Duquesne Light, 
Co. 2pp. 50582:015-50582:026. 

“8907190325 Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 0602.No 
violations noted. Major areas inspected;emergency preparedness program including 
review of previously identified insp findings & changes to program. 

GORDON.C.Z. LAZARUS.W.J. Region 1, Ofc of the Director. 89/07/12. 10pp. 
50562:C-^/ -50582 026. 


P. Operating license stage documents & correspondence 

8906290468 Forwards application for amend to License DPR-66, consisting of License 
Change Request 1 57.Amend increases max river water temp limit & revises contain- 
ment pressure analyses. 

SIEBER.J.D. Duquesne Light Co. 89/06/22. Document Control Branch (Document 
Control Desk). 2pp. 50338:071-50338:195. 

“8906290471 Application for amend to License DPR-66, increasing max river water temp 
limit & revising containment pressure analyses. 

SIEBER.J.D. Duquesne Light Co. 89/06/22. Ip. 50338:073-50338:073. 

“8906290473 Proposed Tech Specs re max river water temp limit & containment pres- 
sure analyses. 

* Duquesne Light Co. 89/06/22. 123pp. 50338:074-50338:195. 
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8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907110112 Forwards application for amends to Licenses DPR-66 & NPF-73, revising 
Tech Specs re reactivity control sys providing consistency between units & correcting 
errors. 

SIEBER.J.D. Duquesne Light Co. 89/06/29. Document Control Branch (Document 
Control Desk). Ip. 50500:358-50501:023. 

-8907110113 Application for amends to Licenses DPR-66 & NPF-73.revising Tech 
Specs re reactivity control sys, providing consistency between units & correcting 
errors. 

SIEBER,J.D. Duquesne Light Co. 89/06/29. Ip. 50500:359-50500:359. 

“8907110118 Proposed Tech Specs re reactivity control sys, providing consistency be- 
tween units & co-'rect'nc er'-ors 

• Duquesne Ugri Co. 39/06. 29. 25pp. 50500:360-50501:023. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100050 Notification of 890711 meeting w/util in Rockville,MD to discuss status of 
various lice-'s’ng actions. 

TAf.t,P.S. P'occi D-rcctorate 1-4. 89/07/03. STOLZ.J.F. Project Directorate 1-4. 3pp, 
50457:206-50457:208. 

8907200323 Forwards Amends 142 & 18 to Licenses DPR-66 & NPF-73, respectively & 
safety evaluation. Amends revise Tech Specs to delete Table 4.5-5, "Reactor Vessel 
Matl Irradiation Surveillance...,” & Surveillance Requirement 4.4. 9.1. c. 

TAM,P.S. Project Directorate 1-4. 89/07/12. SIEBER.J.D. Duquesne Light Co. 3pp. 
50614:199-50614:216. 

-8907200327 Amends 142 & 18 to Licenses DPR-66 & NPF-73, respectively, revising 
Tech Specs by deleting Table 4.5-5. “Reactor Vessel Matl Irradiation Surveillance 
Schedule,” & associated Surveillance Requirement 4.4.9. 1.c. 

STOLZ,J,F. Project Directorate 1-4. 89/07/12. 13pp. 50614:202-50614:214. 

-8907200331 Safety evaluation supporting Amends 142 & 18 to Licenses DPR-66 & 
NPF-73, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/12. 2pp. 
50614:215-50614:216. 

8907210324 Advises that inquiries sent to all contractors & subcontractors re reporting 
of potential safety issues to NRC & internal review performed, per 890427 ltr. 

VON SCHACK.W.W. Duquesne Light Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50615:057-50615:058. 

8907260305 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Rev to engineering std to clarify intent of erosion/corrosion monitoring pro- 
gram expected to be completed by 890930. 

SIEBER.J.D. Duquesne Light Co. 89/07/18. Document Control Branch (Document 
Control Desk). 3pp. 50676:247-50676:249. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290342 Forwards response to IE Bulletin 89-001, “Failure of Westinghouse Steam 
Generator Tube Mechanical Plugs." Westinghouse plugs from Heats 3279,3513,3962 
& 4523 will be prohibited from installation at Units 1 & 2. 

SIEBER.J.D. Duquesne Light Co. 89/06/16. Document Control Branch (Document 
Control Desk). 5pp. 50364:188-50364:192. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co, of New York, Inc. 60pp. 50449:001-50449:066. 

8907140194 Forwards Safety Insp Repts 50-334/89-10 & 50-412/89-11 on 890515- 
19.No violations noted. 

DURR,J.P. Region 1, Ofc of the Director, 89/07/06. SIEBER,J.D. Duquesne Light Co. 
2pp, 50544:288-50544:304. 

-8907140197 Insp Repts 50-334/89-10 & 50-412/89-11 on 89051 5-1 9.No violations 
noted.Major areas inspected:engineering & maint for limit & torque switch settings in 
motor-operated valves & corrective actions from Bulletin 85-003, 

MATHEW, R.K.. ANDERSON,C.J. Region 1, Ofc of the Director, 89/06/28. 15pp. 
50544:290-50544:304. 


8907190323 Forwards Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 
0602.No violations noted. 

BELLAMY,R.R. Region 1, Ofc of the Director. 89/07/13. SIEBER,J.D. Duquesne Light 
Co. 2pp. 50582:015-50582:026. 

-8907190325 Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 0602.No 
violations noted.Major areas inspected:emergency preparedness program including 
review of previously identified insp findings & changes to program, 

GORDON,C.Z.. LAZARUS, W.J. Region 1, Ofc of the Director. 89/07/12. 10pp. 
50582:017-50582:026. 

8907240425 Advises that licensee 890630 response to NRC Bulletin 88-003. “Inad- 
equate Latch Engagement In HFA Type Latching Relays Mfg by GE” complete.No 
HFA relays installed or planned for installation in safety-related sys. 

TAM.P.S. Project Directorate 1-4. 89/07/18. STOLZ.J.F. Project Directorate 1-4. Ip, 
50640:347-50640:347. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907100274 NPDES noncompliance notification:on 890503, oil/water separator out of 
spec for daily max of oil & grease. Separator removed from svc, baffle plates removed 
& cleaned & separator reassembled & returned to svc. 

DRUGA.R.J. Duquesne Light Co, 89/06/27, Environmental Protection Agency. 2pp. 
50508:066-50508:088. 

-8907100316 Forwards NPDES discharge monitoring rept for May 1989,per EPA Permit 
PA0025615. 

DRUGA,R.J. Duquesne Light Co. 89/06/27. Document Control Branch (Document 
Control Desk). 3pp. 50508:068-50508:070. 

-8907100320 "NPDES Discharge Monitoring Rept for May 1989." 

DRUGA,R.J. Duquesne Light Co. 89/05/31. 18pp. 50508:071-50508:088. 

8907190008 Monthly operating repts for June 1989 for Beaver Valley Power Station Unit 
1 & 2.W/890710 ltr. 

WINGER,M.A., SIEBER,J.D. Duquesne Light Co. 89/06/30. 9pp. 50592:190- 
50592:198. 


S. Reportable occurrences, LERs & related correspondence 

8907100274 NPDES noncompliance notification:on 890503,oil/water separator out of 
spec for daily max of oil & grease. Separator removed from svc,baffle plates removed 
& cleaned & separator reassembled & returned to svc. 

DRUGA,R.J, Duquesne Light Co. 89/06/27. Environmental Protection Agency. 2pp. 
50508:066-50508:088. 

-8907100316 Forwards NPDES discharge monitoring rept for May 1989,per EPA Permit 
PA0025615. 

DRUGA,R.J. Duquesne Light Co. 89/06/27. Document Control Branch (Document 
Control Desk). 3pp. 50508:068-50508:070. 

—8907100320 "NPDES Discharge Monitoring Rept for May 1989." 

DRUGA,R.J. Duquesne Light Co. 89/05/31. 18pp. 50508:071-50508:088. 


V. Operator Examinations 


8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411), 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136, 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8807210255 Advises that revised page to Rev 13 to physical security plan transmitted 
by 880623 ltr consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE,W.E. Region 2, Ofc of the Director. 88/07/07, WOODY,C.O. Florida Power & 
Light Co. 3pp. 46234:151-46234:153. 

8907130023 Forwards Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No vio- 
lations or deviations noted. 

COLLlNS,D.M. Region 2, Ofc of the Director. 89/06/28. CONWAY,W.F. Florida Power 
& Light Co. 2pp. 50535:338-50536:008. 

-8907130024 Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No violations or 
deviations noted.Major areas inspected:annual radiological emergency response exer- 
cise conducted on 890524 & status of emergency preparedness open items. 
CUNNINGHAM,A.L., RANKIN,W.H. Region 2, Ofc of the Director. 89/06/27. 29pp. 
50535:340-50536:008. 

8907050173 Notification of 890712 meeting w/util in Rockville, MD to discuss safeguards 

iSSU6S. 

NORRIS,J.A. Project Directorate 11-2, 89/06/29. BERKOW,H.N. Project Directorate II- 
2. 3pp. 50403:305-50403:307. 

8907210062 Forwards SALP Repts 50-335/89-13 & 50-389/89-13 for period Nov 1987 - 
Apr 1989,Overall performance of plant was excellent. Room for improvement in sever- 
al of rating categories noted. 

EBNETEff,S.D. Region 2, Ofc of the Director, 89/07/10. WOODY,C.O. Florida Power 
& Light Co. 2pp. 50615:310-50615:338. 

-8907210065 SALP Repts 50-335/89-13 & 50-389/89-13 for Nov 1987 - Apr 1989. 

* Region 2, Ofc of the Director. 89/04/30. 27pp. 50615:312-50615:338. 

8907140079 Forwards Rev 21 to physical security plan.Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY,C.O. Florida Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:341-50541:342. 

8907140082 Forwards Rev 5 to guard training & qualification plan.Rev withheld (ref 
10CFR2.790(a){3)). 

WOODY,C.O. Florida Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:323-50541:324. 
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G. Adjudicatory correspondence 

8907030026 Intervenor appeal of initial decision ■£jthcr':^i‘'c soc-nt fuel pool reracking).* 
Appeals Board decision re issues surrounding jSv;. c! Bora: in high-density storage 
racks.W/ Certificate of Svc. 

RICH.C. Rich. C. //389 8815. 89/06/16. Atomic Safety and Licensing Appeal Panel. 
9pp. 50311:110-50311:118. 

8907260014 Licensee responsive brief.* Intervenor contentions of error lack merit & 
Board Initial Decision LBP-89-12 should be 'Ce''.:'ca:e of Svc. 

BAUSER.M.A. Florida Power & Light Co. B.^.JSrF.M .A .\-?-.v'r.an & Holtzinger. #389 
8945. 89/07/21. Atomic Safety and Licensing Appeal Panel. 42pp. 50601:163- 
50601:204. 


K. Utility Final Safety Analysis Report {FSAR) & amends 

8907210197 Forwards Rev 8 to updated FSAR for St Lucie Unit 1 & list of plant 
chancesj'^ods.oe- 10CFR50.59.Rev includes activities completed between 880123- 
G93i22 “'.O’ description c* chances subTiftsd under separate cover. 

WOODY, C.O. Florida rowc-'- & Lic|hi Co. ■:9'0;717. Document Control Branch (Docu- 
ment Control Desk). 7pp. 5C6C''-:31 .’-SOGCG.rOc 

-8907210198 Amend 8 to updated FSAR for St Lucie Plant Unit 1. 

* Florida Power & Light Co. 89/07/31. 475pp. 50604:324-50606:305. 


P. Operating license stage documents & correspondence 

8906300141 Informs that resolution of '*ems ouf'^-ed in Section 5.2 of technical evalua- 
tion repts re NUREG-0737,ltem i.D'. ' p£r:orrr:a''ce Testing of Relief & Safety 
Valves" will be completed by 891215. 

WOODY, C.O. Florida Power & Light Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 50368:120-50368:120. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300235 Summary of 890612 meeting w/util in Rockville, MD re proposed program 
for blackness test of boraflex panels from spent fuel racks.Conceptual elements of 
proposed tests listed in End 1 & attendance list shown in End 2. 

NOPRIS,J A. P'cioct Directorate 11-2. 89/06/28. Project Directorate 11-2. 22pp. 
503 '9 2Ct-5:-5.'’9 229 

8907050284 Forwards results of field survey for plant beach survey procedure complet- 
ed on 890524 & reduction of field survey data completed on 890605.Dune condition 
acceptable, per Unit 1 Tech Spec 5.1.3, 

WOODY,C.O. Florida Power & Light Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50416:286-50416:290. 

8907050477 Advises that util & consultant conducted air quality testing per Generic Ltr 
88-1 4. Air quality met air quality requirements of Instrument Soc of America. 

WOODY, C.O. Florida Power & Light Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk), Ip. 50408:206-50408:206. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907180059 Forwards outline of spent fuel pool boraflex panels integrity assessment 
program to be conducted by util to meet condition imposed by ASLBP. 

WOODY, C.O. Florida Power & Light Co. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50572:275-50572:280. 

8907140240 Advises that 890623 completion date for NUREG-0737,ltem II.D.1 re per- 
formance testing of relief & safety valves satisfactory. 

NORRIS, J.A. Project Directorate 11-2. 89/07/11. WOODY, C.O. Florida Power & Light 
Co. 2pp. 50541:333-50541:334. 

8907180311 Notification of 890808 meeting w/util in Rockville,MD to discuss mod of 
CE-1 critical heat flux correlation & exchange info between util & NRC to determine 
acceptable review approach. 

NORRIS.J.A. Project Directorate 11-2. 89/07/13. BERKOW.H.N. Project Directorate II- 
2. 3pp. 50579:098-50579:100. 

8907210168 Advises that Rev 15 to QA program consistent w/provisions of 
10CFR50,App B & acceptable. 

GIBSON. A.F. Region 2. Ofc of the Director. 89/07/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50615:308-50615:309. 


Q. Inspection reports, IE Bulletins & correspondence 

8907070218 Ack receipt of 890612 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/89-10 & 50-389/89-10. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/28. WOODY.C.O. Florida Power 
& Light Co. Ip. 50443:204-50443:204. 

8907130023 Forwards Insp Repts 50-335/89-15 & 50-389/89-15 on 890523'26.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2. Ofc of the Director, 89/06/28. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 50535:338-50536:008. 

—8907130024 Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No violations or 
deviations noted.Major areas inspected:annual radiological emergency response exer- 
cise conducted on 890524 & status of emergency preparedness open items. 
CUNNINGHAM.A.L.. RANKIN.W.H. Region 2. Ofc of the Director. 89/06/27. 29pp. 
50535:340-50536:008. 

8907120307 Ack receipt of 890616 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/89-11 & 50-389/89-11. 

CLINE.W.E. Region 2, Ofc of the Director. 89/06/29. WOODY.C.O. Florida Power & 
Light Co. 1p. 50513:100-50513:100. 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
B-cake-s Refu’-b'shed W/Substandard Parts." Svc list end. 

POSSLC E C:v.s:cr of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170424 Notification of 890718 meeting in Jensen Beach, FL to discuss SALP Board 

CRLENJAK.J. Region 2, Ofc of the Director. 89/07/06. Region 2. Ofc of the Director. 
2pp. 50559:083-50559:084. 

8907170456 Confirms 890703 telcon between D Chaney & K Poertner re mgt meeting 
scheduled for 890718 at plant site. Meeting requested to review results of SALP pro- 
ram re appraisal of performance by selected NPC rpapaae''s 
BNETER.S.D. Region ?.. O'c cf the Director. «.-• Cy j 6.";'.OCO'^CC. Florida Power 
& Light Co. Ip. 5C55' 356-5Ci:5-1 356 

8907210062 Forwards SALP Repts 50-335/89-13 & 50-389/89-13 for period Nov 1987 - 
Apr 1989.0verall performance of plant was excellent.Room for improvement in sever- 
al of rating categories noted. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/07/10. WOODY.C.O. Florida Power 
& Light Co. 2pp. 50615:310-50615:338. 

-8907210065 SALP Repts 50-335/89-13 & 50-389/89-13 for Nov 1987 - Apr 1989. 

* Region 2, Ofc of the Director. 89/04/30. 27pp. 50615:312-50615:338. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907250248 "St Lucie Plant Unit 1 Rept of Changes Made Under Provision of 
10CFR50.59 for Period Ending 890122." W/890720 ltr. 

WOODY.C.O. Florida Power & Light Co. 89/01/22. 195pp. 50653:312-50654:186. 

8907250305 NPDES monitoring rept for May 1989 for St Lucie Units 1 & 2.W/890717 
ltr. 

WOODY.C.O. Florida Power & Light Co. 89/05/31. 3pp. 50642:223-50642:225. 

8907200390 Monthly operating repts for June 1989 for St Lucie Units 1 & 2 & Turkey 
Point Units 3 & 4.W/890717 ltr. 

BONETT.D.M., WOODY.C.O. Florida Power & Light Co. 89/06/30. 18pp. 50589:001- 
50589:018. 


S. Reportable occurrences, LERs & related correspondence 

8907250172 LER 89-002-00:on 89061 4,diesel IB fuel oil transfer pump discharge found 
in locked closed position.Caused by personnel error by util non-licensed 
operator.Valve reopened & locked open & operators counseled. W/89071 4 ltr. 
HOLIFIELD.C.D., WOODY.C.O. Florida Power & Light Co. 89/07/14. 4pp. 50644:180- 
50644:183. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081*50519:136. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8906280204 Rev 7 to Corporate Organization for Nuclear Incidents Procedure Manual 
Procedure CONI-11.01, “Emergency Preparedness Program Reviews." Rev 50 to 
table of contents also end. 

SIEGRIST.H.W., RODGERS, R.C. Northeast Utilities. 89/06/20. 26pp. 50333:118- 
50333:144. 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants.per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/23. RUSSELL.W.T. Region 1. Ofc of the Director, 3pp. 50388:296-50388:298. 

8907110008 Forwards Rev 3 to safeguards contingency plan.Rev withheld (ref 
10CFR73.21(b) & 2.790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
MROCZKA.E.J. Northeast Utilities. 89/07/05. Document Control Branch (Document 
Control Desk). Ip. 50499:337-50499:337. 

8907180320 Responds to request for addi info re 10CFR50,App R compliance 
review.Ventilation independent of postulated fire damage to areas of concern & suffi- 
cient to maintain suitable environ for post-fire safe shutdown equipment. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/07/10. Document Control Branch (Document 
Control Desk). 8pp. 50578:098-50578:105. 
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8907140091 Forwards Rev 9 to physical security plan.Rev withheld (ref 10CFR2.790(a)), 
MROCZKA.E.J. Northeast Utilities. MROCZKA.E.J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). 89/07/12. Document Control Branch (Document Control 
Desk). Ip. 50541:335-50541:335. 


H. General correspondence 

8907120076 Responds to 890526 Itr re constituent GL Johnson safety concerns ex- 
pressed in 890515-17 Itrs to LW Zech.NRC takes nuclear safety very seriously & will 
bring technical & investigative resources to bear in resolving concerns. 

STELLO.V. Ofc of the Executive Director for Operations. 89/06/30. DODD.C.J. 
Senate. 2pp. 50576:001-50576:002. 

->8906290238 Responds to 890515 Itr re handling of allegation concerning calibr of 
gauges.calibr procedures & possible employee job discrimination at facility.Special 
insp will be conducted to address concerns. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/06/07. 
JOHNSON, G.L Affiliation Not Assigned. 3pp. 50576:003-50576:005. 

-8907170469 Forwards 890517 Itr from GL Johnson re dissatisfaction of NRC handling 
of safety concerns at Unit 2.Assistance requested in ensuring NRC receptiveness of 
workers concerns & in sti'engtheninc “wh‘stlcbbwe'’’ laws. 

DODD,C.J. Senate. 69.'05.'26 3RADBURNE.J.:.:. Congressional Affairs. 2pp. 
50576:006-50576:007. 

-8906290240 Expresses dismay at NRC handling of safety concerns at facility.Author 
suspected procedure for calibr multimeters not being followed after author checked 
multimeter than co-worker calibr. 

JOHNSON,G.L. Affiliation Not Assigned. 89/05/15. ZECH,L.W. Commissioners. 12pp. 
50576:008-50576:019. 

8907180185 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures,Sys & Components." 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 89/07/05. CHILK,S.J. Office 
of the Secretary of the Commission. 2pp. 50563:001-50563:002. 


P. Operating license stage documents & correspondence 

8906280136 Responds to NRC 890504 Itr re need to include certain valves of reactor 
bldg closed cooling water sys in plant leak rate testing program.Valves removed from 
App J testing program, per 10CFR50.59 & criteria of licensing basis. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 89/06/20. Document Control Branch (Document 
Control Desk). 2pp. 50333:001-50333:002. 

8906290495 Trip rept of 890522-24 visit to plant site to review 1 0CFR50.59 & selected 
plant incident repts. Licensee has satisfactory 10CFR50.59 determination process in 

VISSING,G.S. Project Directorate 1-4. 89/06/20. STOLZ,J.F. Project Directorate 1-4. 
5pp. 50362:335-50362:339. 

8907050239 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.5.3, “Reactor Trip Reliability - On-Line Functional Testing of Reactor Trip 
Sys." 

VISSING,G. Project Directorate 1-4. 89/06/21. MROCZKA.E.J, Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 50415:247-50415:278. 

-8907050242 Safety evaluation supporting util responses to Generic Ltr 83-28, Item 
4.5.3 re reactor trip sys reliability for all domestic operating reactors. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/06/21, 3pp, 
50415:249-50415:278, 

8907070361 Submits addi info re 890425 proposed rev to Tech Specs administrative 
controls section concerning high radiation areas, per NRC 890505 conference call, 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities), MROCZKA.E.J. Northeast Utilities. 89/ 
06/26. Document Control Branch (Document Control Desk). 4pp. 50455:181- 
50455:184. 

8907180373 Forwards Amends 118,33,142 & 36 to Licenses DPR-61,DPR-21, DPR-65 
& NPF-49,respectively & safety evaluation. Amends revise Tech Specs by removing 
Tech Spec Figures 6.2-1 & 6.2-2 re organizations functional requirements. 

STOLZ,J.F. Project Directorate 1-4. 89/06/26. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 50579:003-50579:048. 

-8907180377 Amends 118,33,142 & 36 to Licenses DPR-61.DPR-21, DPR-65 & NPF- 
49,respectively,deleting Tech Spec Figures 6.2-1 & 6.2-2 by replacing figures w/narra- 
tive description of offsite & onsite organizations functional requirements. 

STOLZ.J.F. Project Directorate 1-4. 89/06/26. 35pp. 50579:009-50579:044. 

-8907180382 Safety evaluation supporting Amends 118,33,142 & 36 to Licenses DPR- 
61, DPR-21, DPR-65 & NPF-49, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 4pp. 
50579:045-50579:048. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050282 Forwards “Millstone Unit 2 Simulator Certification Submittal,” Vols 1-4. 
MROCZKA,E,J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROC2KA,E,J. Northeast Utilities. 89/06/29. Document Control Branch (Document 
Control Desk). 2pp. 50422:097-50426:098. 

-8907050286 “Millstone Unit 2 Simulator Certification Submittal, Vol 1; ’Design Info & 
Certification Program Overview.’" 

CATANDELLA.J.J., BLACK,J.M. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 89/06/29. 400pp. 50422:099-50423:096. 

-8907050288 "Millstone Unit 2 Simulator Certification Submittal,Vol 2: ’Nuclear Simula- 
tor Engineering Manual.’’’ 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/06/29. 425pp. 
50423:097-50424:194. 


-8907050289 "Millstone Unit 2 Simulator Certification Submittal,Vol 3: ’Performance 
Test Rept.’" 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/06/29. 200pp. 
50424:195-50425:085. 

-8907050291 "Millstone Unit 2 Simulator Certification Submittal,Vol 4: ’Performance 
Test Rept.”’ 

PARILLO.J.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/06/29. 
400pp. 50425:086-50426:098. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120067 Advises that fourth quarterly installment of 1989 annual fees will be wire 
transferred on 890731 in payment of invoices H1146,H1222,H1190 & H1 151, per 
10CFR171. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA,E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/07. Document Control Branch (Document Control Desk). 2pp. 50512:183- 
50512:184. 

8907180329 Advises that payment for 10CFR170 fee sent to JM Rodriquez re NRC 
review of Rev 1 1 to QA topical rept. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co, MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities, 89/ 
07/07. Document Control Branch (Document Control Desk). Ip. 50580:010- 
50580:010. 

8907140254 Ack identification of NRC position re reactor bldg closed cooling water sys 
containment isolation valves as potential backfit issue. 

VISSING.G. Project Directorate 1-4. 89/07/11. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 50542:291-50542:293. 

8907180272 Requests extension of deadline for response to Generic Ltr 89-06, "Task 
Action Plan Item I.D.2-SPDS-10CFR50.54(f)," to no later than 890721. AddI time 
needed to allow for completion of thorough internal review of response. 
MROCZKA.E.J. Northeast Utilities. MROCZKA.E.J. Connecticut Yankee Atomic Power 
Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 89/ 
07/12. Document Control Branch (Document Control Desk). 2pp. 50572:169- 

50572:170. 

8907180146 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Plants have programs & procedures in place to monitor erosion/corrosion 
for both single-phase & two-phase flow sys. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/13. Document Control Branch (Document Control Desk). 3pp. 50572:270- 

50572:272. 

8907200025 Advises that 890525 Rev 12 to QA program topical rept consistent w/pro- 
visions of 10CFR50.54 & acceptable. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/13. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 4pp. 50597:099-50597:102. 

8907260188 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS - 
10CFR50.54(f)," SPDS for plants meet applicable requirements of SuppI 1 to NUREG- 
0737 & consistent w/ majority of positions provided in NUREG-1342. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCAKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
07/21. Document Control Branch (Document Control Desk). 8pp. 50673:055- 
50673:062. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280125 Forwards Insp Rept 50-336/89-08 on 890324-0504.No violations noted, 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/06/20. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp, 50313:322-50313:344. 

-8906280133 Insp Rept 50-336/89-08 on 890324-0504.No violations noted. Major 
areas inspected:plant operations.outage activities, surveillance, maint.plant incident 
repts & allegations. 

MCCABE, E.C. Region 1, Ofc of the Director. 89/06/20. 21pp. 50313:324-50313:344. 

8906290053 Ack receipt of 890125,0227 & 0331 Itrs informing NRC of proposed resolu- 
tions & corrective actions re regulatory effectiveness review.Actions will be examined 
during future insp. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/06/22. MROCZKA,E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 50364:051-50364:055, 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants,per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/06/23. RUSSELL.W.T. 
Region 1, Ofc of the Director. 3pp. 50388:296-50388:298. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end, 

ROSsi.C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120328 Responds to SuppI 3 to NRC Bulletin 88-008, "Thermal Stresses in Piping 
Connected to RCS." Issue represents no problem at any Millstone unit.Haddam Neck 
valves will be inspected for leakage during upcoming refueling outage. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 89/06/30. Document Control Branch (Document Control Desk). 2pp. 50514:333- 
• 50514:334. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 
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8907140161 Forwards Safety Insp Repts 50-245/89-15,50-336/89-14 & 50-423/89-10 
on 89061 9-23. No violations or deviations noted. 

BELLAMY, R.R. Region 1. Ofc of the Director. 89/07/07. MROC2KA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 50544:183-50544:192. 

-8907140167 Insp Repts 50-245/89-15.50-336/89-14 & 50-423/89-10 on 890619- 
23.No violations or deviations noted. Major areas inspected;efftuent, transportation & 
solid radwastn c.'ocrarrs ’“■c'jding mgt controls.audits.QA & program implementation. 
FURIA.J., ..-'NG.;". r:C"L"B= Reoion 1, Ofc of the Director. 89/07/05. 7pp. 
50544:186-50544:192. 

8907180123 Forwards response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs," consisting of revised justification for con- 
tinued operation for 23 stabilizer tube plugs. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROC2KA,E.J. Northeast Utilities. 89/07/12. Document Control Branch (Document 
Control Desk). 8pp. 50580:018-50580:025. 

8907180188 Informs of intension to shutdown plant to perform eddy current insp of de- 
fective steam generator tube plugs during Sept-Oct 1989.Shuldown will enable util to 
repair tube plugs. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities, 89/07/12. RUSSELL.W.T. Region 1. Ofc of the Di- 
rector. 2pp. 50557:165-50557:166. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907180506 Monthly operating rept for June 1989 for Millstone Unit 2.W/ 890710 Itr. 
NERON.G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 89/06/30. 5pp. 50572:321-50572:325. 


S. Reportable occurrences, LERs & related correspondence 

8907190349 LER 89-007-00:on 89061 3, condensate polishing facility radiation monitor 
operated w/o conducting source check. Caused by personnel error.No corrective 
action taken as source check added to procedure prior to event.W/890713 Itr. 
KOMOSKY.G.E., SCACE,S.E. Northeast Nuclear Enc-cv Co (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/07/13. 4p;; 2 ‘ :-509C2-212 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907110320 Advises that 890329 Rev 22 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE.W.E. Region 2. Ofc of the Director. 89/06/30. CARTWRIGHT.W.R. Virginia 
Power (Virg.nia Electric & Power Co.). 3pp. 50500:348-50500:350. 

8907180131 Forwards Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-09.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/07/07. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50576:192-50576:201. 

-8907180139 Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-08.Major areas 
inspected:solid wastes, transportation of radioactive mails & radwaste & followup on 
previously-identified insp findings. 

GLOERSEN.W.B., POTTER, J.P. Region 2, Ofc of the Director. 89/06/30. 8pp. 
50576:194-50576:201. 

8907190274 Responds to NRC 890515 Itr re violations noted in Insp Repts 50-338/89- 
15 & 50-339/89-1 S.Corrective actions:Health Physics supervisor will be required for 
any radiation work permit for work area w/greater than 15 R/h. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 6pp. 50594:179-50594:184. 

8907190317 Responds to NRC 890620 Itr re violations & deviations noted in Insp Repts 
50-338/89-11 & 50-339/89-1 1. Corrective actions:Administrative Procedure 20,48 re- 
vised & emergency response facility computer sys modified. 

STEWART. W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14, Document 
Control Branch (Document Control Desk). 5pp, 50581:205-50581:209. 


P. Operating license stage documents & correspondence 

8906300136 Confirms 890619 mgt meeting at Region II ofc to discuss self-assessment 
performed at facility.Proposed agenda end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/09. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50378:337-50378:338. 

8906290085 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclide within 60 days of Itr receipt. Samples to be analyzed for tritium.Fe- 
55,Sr-89 & Sr-90 in accordance w/util approved procedures. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/13. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50363:151-50363:152. 


8906270399 Forwards administrative change to Amends 116 & 99 to Licenses NPF-4 & 
NPF-7, revising Tech Spec Pages 3/4 6-1 for Units 1 & 2 & Page B3/4 6-1 for Unit 1 
re gas test pressure & containment Ic-^-'L^pc '-T--! 'escort'.-.:’,. 

STEWART, W.L. Virginia Power i v 'c r.;: Cc , 89/06/21. Document 

Control Branch (Document Contr:.' 'p;: r0303:31 5-50303:321. 

8906300081 Advises that NRC finds Cycle 8 core surveillance rept acceptable & grants 
waiver from 60-day advanced submittal requirement. 

ENGLE,L.B. Project Directorate 11-2. 89/06/26. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 50370:261-50370:263. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130368 Forwards Amend 117 to License NPF-4 & safety evaluation. Amend revises 
heatup & cooldown curves & associated low temp overpressurization setpoints to be 
valid for up to 10 EFPYs. 

ENGLE.L.B. Project Directorate II-2. 89/06/30. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 50536:057-50536:099. 

--8907130369 Amend 117 to License NPF-4, revising heatup & cooldown curves & asso- 
ciated low temp overpressurization setpoints to be valid for up to 10 EFPYs. 
BERKOW.H.N. Project Directorate II-2. 89/06/30, 34pp. 50536:059-50536:092. 

-8907130371 Safety evaluation supporting Amend 117 to License NPF-4. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 7pp. 
50536:093-50536:099. 

8907070193 Notification of 890713 meeting w/util in Rockville, MD for util evaluation & 
basis for selective on-line testing of ESFAS slave relays. 

ENGLE.L.B. Project Directorate II-2. 89/07/05. BERKOW.H.N. Project Directorate II-2. 
3pp. 50441:052-50441:054. 

8907100163 Summary of 890615 meeting w/util & Westinghouse re lead plant imple- 
mentation for Westinghouse MERITS Tech Specs. List of attendees, agenda & 
ME°rS c-ogram description end. 

~.\3LE . .5. ^’reject Directorate II-2. 89/07/05. Project Directorate II-2. 27pp. 
53i59:Cr.- -5:459 lO"'. 

8907100318 Summary of 890612 meeting w/util in Rockville, MD re plant configuration 
mgt oroq-am 'nforms that goal of program is to confirm that as-built plants in conform- 
s.nc-3 .V ce-'5 r-c -o-os.gn basis as described in FSAR. 

P'oed. Directorate 11-2. 89/07/06. Project Directorate 11-2. 20pp. 
50459:041-50459:060. 

8907130347 Notification of room change for 890718 meeting w/util in Rockville, MD for 
util to provide update on status of steam gencratcr "o- fcrthccm'ng f :ol cycle. 
ENGLE.L.B. Project Directorate 11-2. 89/07/06. ■zE.= KD’,V,H i'rb-o:; Directorate 11-2, 
3pp. 50537:060-50537:062. 

8907140264 Notification of 890718 meeting w/util in Rockville, MD to discuss steam 
generators for fc-rt'^ccm’-'c cycle. 

ENGLE.L.B. Pro ec: Direcb.'ax- 11-2. 89/07/06. BERKOW.H.N. Project Directorate 11-2. 
3pp. 50542:344-50542:346. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville, MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081 . 

8907120319 Forwards Amends 118 & 102 to Licenses NPF-4 & NPF-7. respectively & 
safety evaluation. Amends clarify Tech Spec 3.4.6. 1 re RCS leakage detection sys to 
bring sys into agreement w/Reg Guide 1 .45 & Rev 4 of Westinghouse STS. 

ENGLE.LB. Project Directorate 11-2. 89/07/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 50513:259-50513:274. 

-8907120323 Amends 118 & 102 to Licenses NPF-4 & NPF-7, respectively, clarifying 
Tech Spec 3.4.6. 1 re RCS leakage detection sys to bring sys into closer agreement 
w/Reg Guide 1 .45 & Rev 4 of Westinghouse STS. 

BERKOW.H.N. Project Directorate 11-2. 89/07/07. 10pp. 50513:262-50513:271. 

-8907120327 Safety evaluation supporting Amends 118 & 102 to Licenses NPF-4 & • 
NPF-7, respectively. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 3pp. 
50513:272-50513:274. 

8907180265 Responds to Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe Wall 
Thinning.’’ Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

S'"E‘.VAR"".’,V.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Co-itro! B'arch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907180333 Provides test plan re ESP slave relay testing.Tech Spec 3/4 3.2.1 & Tech 
Spec definition of slave relay testing being clarified as requested by NRC during 
890609 telcon & documented in util 890609 Itr.consistent w/NUREG-0452. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/12. Document 
Control Branch (Document Control Desk). 198pp. 50560:014-50560:213. 

8907250225 Forwards summar.' of mgf rreetirg held on 090619 at Region II ofc re self- 
assessment of facility.List of atienabes & hancoo: onci. 

EBNETER.S.D. Region 2, Ofc cl ne Droclo'. 8£ 0:’/i2. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 44pp. 50654:226-50654:268. 

8907180376 Advises that mod re reactor coolant standpipe installation will not be com- 
pleted during 1989 refueling outage as committed to in 880429 response to Insp Rept 
50-338/88-01 & 890106 & 0203 responses to Generic Ltr 88-17, 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 2pp. 50592:080-50592:081. 
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8907240497 Forwards corrected Amends 116 & 99 to Licenses NPF-4 & NPF- 
7,respectively.Amends added addi surveillance requirements for butterfly-type contain- 
ment isolation valves in containment ourqe & vacuum ejector lines. 

ENGLE, LB. Project Dirc:to'a'.e :i-2 B.'-'C/'i? CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 50640:066-50640:073. 

-8907240498 Corrected Amends 116 & 99 to Licenses NPF-04 & NPF-07, adding addI 
surveillance requirements for butterfly-type containment isolation valves in contain- 
ment purge & vacuum ejector lines. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/19. 6pp. 
50640:068-50640:073. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280120 Forwards Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50333:088-50333:097. 

-8906280124 Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24.No violations or 
deviations noted.Major areas inspected:primary & secondary chemistry, radwaste 
processing, radioactive effluents & environ monitoring. 

STODDART,P.G., COLLINS, D.M. Region 2. Ofc of the Director. 89/06/09. 8pp. 
50333:090-50333:097. 

8906280144 Forwards Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 administered 
on 890508-12. 

PEEBLES,T.A. Region 2, Ofc of the Director. 89/06/19. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50327:201-50328:093. 

-8906280150 Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 on 890508-12. Exams 
results:written exams & operating tests administered to two senior reactor operator & 
eight reactor ooerator applicants. All candidates passed exams. 

ARILDSEN,J.a'. BRCCKMAN.K.:.. Region 2, Ofc of the Director. 89/06/15. 120pp. 
50327:203-50327:322. 

8906300095 Confirms 890609 telcon between PE Fredrickson & GL Pannell re enforce- 
ment discretion for plant.Understands that during delay period,slave relays will either 
be tested or adequate basis for not testing will be provided to NRC. 

EBNETER,S.D. Region 2, Ofc of the Director. 89/06/21. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50378:105-50378:105. 

8906300056 Responds to NRC Bulletin 88-003 re GE latching-type HFA relays installed 
in Class 1 E safety-related applications. No relays identified as installed or spares for 
safety- related applications. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/06/22, Document 
Control Branch (Document Control Desk). 3pp. 50368:296-50368:298. 

8907100304 Forwards summary of 890524 enforcement conference re svc water sys 
heat transfer capability & reactor inventory perturbations. List of attendees & meeting 
handouts end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/06/23. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 47pp. 50456:316-50457:002. 

8907030185 Forwards safety evaluation approving util 890519 request to restart 
fadlity,per NRC review of util steam generator insp program & accepting 890528 re- 
sponse to NRC Bulletin 89-001 subj to noted clarifications in conclusion. 

ENGLE, LB. Project Directorate 11-2. 89/06/28. CARTWRIGHT,W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 50396:172-50396:176. 

“8907030187 Safety evaluation supporting restart of Unit 1 & util 890528 response to 
NRC Bulletin 89-001, “Failure of Westinghouse Mechanical Steam Generator Tube 
Plugs.” 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/28. 3pp. 
50396:174-50396:176. 

8907070230 Ack receipt of 890616 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/89-08 & 50-339/89-08. 

SINKULE.M.V. Region 2, Ofc of the Director. 89/06/28. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50440:351-50440:351. 

8907170477 Forwards Insp Repts 50-338/89-14 & 50-339/89-14 on 890418-0531 & 
notice of violation.Concerns about mats ability to ensure future independent review 
activities will meet both Itr & intent of Tech Specs. 

REYES, LA. Region 2, Ofc of the Director. 89/06/29. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50554:230-50554:260. 

“8907170479 Notice of violation from insp on 89041 8-0531. Violation noted:failure to 
adequately control location of fuel assemblies during fuel movement operations & fail- 
ure to adequately control maint operations. 

REYES, LA. Region 2. Ofc of the Director. 89/06/29. 3pp. 50554:232-50554:234. 

“8907170481 Insp Repts 50-338/89-14 & 50-339/89-14 on 890418-0531. Violation 
noted.Major areas inspected:plant status, maint,surveillance.ESF 
waikdown, operational safety verification, operating reactor events & LER follow-up. 
CALDWELLJ.L., KING.L.P., MUNRO,J.F. Region 2, Ofc of the Director. 89/06/27. 
26pp. 50554:235-50554:260. 

8906260403 NRC Info Notice 89-055. “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070142 Forwards SSOMI significant item status.To assure spray array motor-oper- 
ated valve operation, torque switches reset to value of 5.0 & appropriate documents 
revised to reflect new setting.Heavier spring packs will be installed on valves. 
STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 89/06/30. Document 
Control Branch (Document Control Desk). 6pp. 50444:100-50444:106. 

8907120368 Forwards Insp Repts 50-338/89-20 & 50-339/89-20 on 890605-09 & 12 - 
13. No violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/06/30. CARTWRIGHT.W.R. Virginia 
Power (Virginia Bectric & Power Co.). 2pp. 50515:012-50515:022. 


“8907120370 Insp Repts 50-338/89-20 & 50-339/89-20 on 890605-09 & 12-13. No vio- 
lations or deviations noted.Major areas inspected: results of 10-yr ultrasonic exam of 
Unit 1 reactor pressure vessel & observation of inservice activities. 

ECONOMOS.N.. COLEY.J., BLAKE, J.J. Region 2. Ofc of the Director. 89/06/28. 9pp. 
50515:014-50515:022. 

8907140172 Discusses Insp Repts 50-338/89-08,50-339/89-08,50-338/89-14 & 50- 
339/89-14 & forwards notice of violation. Violations noted:inadequate svc water supply 
to safety-related spray sys during accident conditions.W/o notice of violation. 
EBNE'^ER.S.D Region 2, Ofc of the Director. 89/07/05. CARTWRIGHT,W.R. Virginia 
Power ivirgn.a Electric & Power Co.). 3pp. 50541:050-50541:052. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130098 Responds to NRC 890607 Itr re violations noted in Insp Repts 50-338/89- 
13 & 50-339/89-1 3.Corrective actions:valve 2-MS-TV-201B disassembled & weld 
repair accomplished using post-weld heat treatment per Welding Technique 109C. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/06, Document 
Control Branch (Document Control Desk). 8pp. 50519:264-50519:271. 

8907180131 Forwards Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-09.No vio- 
lations or deviations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/07/07. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50576:192-50576:201. 

“8907180139 Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-08.Major areas 
lnspected:solid wastes, transportation of radioactive matls & radwaste & followup on 
previously-identified insp findings. 

GLOERSEN,W.B., POTTER,J.P. Region 2, Ofc of the Director. 89/06/30. 8pp. 
50576:194-50576:201. 

W 

8907180044 Responds to NRC 890710 Itr re violations noted in Insp Repts 50-338/89- 
18 & 50-339/89-18 on 89051 5-1 9.Corrective action: line identification corrected on 
seven feedwater sys radiographs. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/10. Document 
Control Branch (Document Control Desk). 7pp. 50578:265-50578:271. 

8907180265 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning.” Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151, 

8907180376 Advises that mod re reactor coolant standpipe installation will not be com- 
pleted during 1989 refueling outage as committed to in 880429 response to Insp Rept 
50-338/88-01 & 890106 & 0203 responses to Generic Ltr 88-17. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 2pp. 50592:080-50592:081. 

8907190274 Responds to NRC 890515 Itr re violations noted in Insp Repts 50-338/89- 
15 & 50-339/89-1 S.Corrective actions:Health Physics supervisor will be required for 
any radiation work permit for work area w/greater than 1 5 R/h. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 6pp, 50594:179-50594:184, 

8907190317 Responds to NRC 890620 Itr re violations & deviations noted in Insp Repts 
50-338/89-11 & 50-339/89-1 1, Corrective actions:Administrative Procedure 20.48 re- 
vised & emergency response facility computer sys modified. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 5pp. 50581:205-50581:209. 

8907250226 Forwards Insp Repts 50-338/89-12 & 50-339/89-12 on 890412-14 & 20-26 
& notice of violation. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/07/17. CARTWRIGHT.W.R. Virginia 
Power (Virginia Bectric & Power Co.). 2pp. 50661:160-50661:177. 

“8907250229 Notice of violation from insp on 890412-14 & 20-26.Violation 
noted:applied pressure in tests of containment isolation valves not in same direction 
as that when valve would be required to perform safety function. 

JUUAN.C.A. Region 2, Ofc of the Director. 89/07/17, 2pp. 50661:162-50661:163. 

“8907250230 Insp Repts 50-338/89-12 & 50-339/89-12 on 890412-14 & 20-26. Viola- 
tion noted.Major areas inspected;witnessing containment integrated leak rate 
test.reviewing test procedures & evaluating test results. 

WHITENER.H.L., BELISLE.Q.A. Region 2, Ofc of the Director. 89/07/07. 14pp. 
50661:164-50661:177. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114, 


R. Periodic operating reports & related correspondence 


8907190021 Monthly operating repts for June 1989 for North Anna Power Station Units 
1 & 2.W/890714 Itr. 

TILLACK,B., STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/06/30. 
12pp. 50592:169-50592:180. 


S. Reportable occurrences, LERs & related correspondence 
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8906300059 LER 89-008-01 :on 8904 14, determined that water flow to recirculation spray 
HXs less than design.Caused by inadequate maint procedures necessary to achieve 
throttled valve position. Valves repositioned.W/890623 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/06/23. 5pp. 50365:332- 
50365:336. 

8907100319 Special rept:on 890528, min number of operable smoke detectors on con- 
tainment recirculation air sys not restored to operable status within 14 days.On 
69G6C2.detec‘.o-s returned to operable status.Engineering evaluation underway. 
SfEW.AR’,,V.L Virc'^a -Aower (Virginia Electric & Power Co.). 89/06/27. Document 
Cont'c Ert-i-'r;.-! (Dca-r.-.enl Control Desk). 2pp. 50445:183-50445:184. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907260034 LER 89-01 2-00:on 890626,emergency diesel generator inadvertently start- 
ed during performance of reactor protection & ESF response time testing.Caused by 
personnel error.Personnel counseled.W/890720 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/07/20. 6pp. 50648:081- 
50648:086. 

8907280180 LER 89-01 3-00:on 890626.incore flux mapping frame assemble found 
unrestrained.Caused by inadequate installation. Engineering work request & 
10CFR50.59 safety evaluation written & approved.W/890721 Itr. 

KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 89/07/21. 4pp. 50676:191- 
50676:194. 


V. Operator Examinations 

8906280144 Forwards Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 administered 
on 890508-12. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/06/19. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50327:201-50328:093. 

-8906280150 Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 on 890508-12. Exams 
results:written exams & operating tests administered to two senior reactor operator & 
eight reactor operator applicants.AII candidates passed exams. 

ARILDSEN.J.A., BROCKMAN.K.L Region 2. Ofc of the Director. 89/06/15. 120pp. 
50327:203-50327:322. 

-8906280152 Forwards comments on written exams administered on 890508-12. 
KANE.G.L Virginia Power (Virginia Electric & Power Co.). 89/05/11. ARILDSEN.J. 
Region 2. Ofc of the Director. 134pp. 50327:323-50328:093. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8907110320 Advises that 890329 Rev 22 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

CLINE.W.E. Region 2. Ofc of the Director. 89/06/30. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 3pp. 50500:348-50500:350. 

8907180131 Forwards Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-09.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/07/07. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50576:192-50576:201. 

-8907180139 Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-08.Major areas 
inspect€d:solid wastes, transportation of radioactive matls & radwaste & followup on 
previously-identified insp findings. 

GLOERSEN.W.B. Region 2. Ofc of the Director. 89/06/30. 8pp. 50576:194- 
50576:201. 

8907190274 Responds to NRC 890515 Itr re violations noted in Insp Repts 50-338/89- 
15 & 50-339/89-15.Corrective actions:Health Physics supervisor will be required for 
any radiation work permit for work area w/greater than 15 R/h. 

STEWART, W.L. Virginia Power (Virginia Efectric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 6pp. 50594:179-50594:184. 

8907190317 Responds to NRC 890620 Itr re violations & deviations noted in Insp Repts 
50-338/89-11 & 50-339/89-1 1 .Corrective actions:Administrative Procedure 20.48 re- 
vised & emergency response facility computer sys modified. 

STEWART. W.L Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 5pp. 50681:205-50581:209. 


P. Operating license stage documents & correspondence 

8906300136 Confirms 890619 mgt meeting at Region II ofc to discuss self-assessment 
performed at facility. Proposed agenda end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/09. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50378:337-50378:338. 

8906290085 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclide within 60 days of Itr receipt. Samples to be analyzed for tritium, Fe- 
55,Sr-89 & Sr-90 in accordance w/util approved procedures. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/13. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50363:151-50363:152. 

8906270399 Forwards administrative change to Amends 116 & 99 to Licenses NPF-4 & 
NPF-7,revising Tech Spec Pages 3/4 6-1 for Units 1 & 2 & Page B3/4 6-1 for Unit 1 
re gas test pressure & containment leakage rates.respectively. 

STtWART.W.L Virginia Power (Virginia Electric & Power Co.). 89/06/21. Document 
Control Branch (Document Control Desk). 7pp. 50303:315-50303:321, 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co, of New York, Inc, 61 pp, 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130352 Forwards Amend 100 to Licenee NPF-7 & safety evaluation. Amend revises 
Tech Specs per statistical DNBR evaluation methodology for less restrictive negative 
moderator temp coefficient. 

ENGLE.LB. Project Directorate 11-2. 89/06/30. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.^ 3pp. 50536:113-50536:133. 

-8907130356 Amend 100 to License NP.'=-T.revs‘'"g Tech Specs per util statistical 
DNBR evaluation methodology for less 'os‘..' ’■■ecativ.-e moderator temp coefficient. 
BERKOW.H.N. Project Directorate 11-2. 8L.'::6 30. -3pp 50536:115-50536:127. 

-8907130360 Safety evaluation supporting Amend 100 to License NPF-7. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/06/30. 6pp. 
50536:128-50536:133. 

8907070193 Notification of 890713 resting •.v'ut^ in Rockville.MD for util evaluation & 
basis for selective on-line testing of ESFAS s -e'civs 

ENGLE.LB. Project Directorate 11-2. 89/07/05. 3E-KO/.,--!.N Project Directorate 11-2. 
3pp. 50441:052-50441:054. 

8907100163 Summary of 890615 meeting w/util & Westinghouse re lead plant imple- 
mentation for Westinghouse MERITS Tech Specs. List of attendees.agenda & 
MERITS program description end. 

ENGLE, L.B. Project Directorate 11-2. 89/07/05. Project Directorate 11-2. 27pp. 
50459:081-50459:107. 

8907100318 Summary of 890612 meeting w/util in Rockville.MD re plant configuration 
mgt program. Informs that goal of program is to confirm that as-built plants in conform- 
ance w/licensing design basis as described in FSAR. 

BUCKLEY.B. Project Directorate 11-2. 89/07/06. Project Directorate 11-2. 20pp. 
50459:041-50459:060. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville.MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907120319 Forwards Amends 118 & 102 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends clarify Tech Spec 3.4.6. 1 re RCS leakage detection sys to 
bring sys into agreement w/Reg Guide 1.45 & Rev 4 of Westinghouse STS. 
ENGLE.LB. Project Directorate 11-2. 89/07/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 50513:259-50513:274. 

-8907120323 Amends 118 & 102 to Licenses NPF-4 & NPF-7,respectively, clarifying 
Tech Spec 3.4.6. 1 re RCS leakage detection sys to bring sys into closer agreement 
w/Reg Guide 1.45 & Rev 4 of Westinghouse STS. 

BERKOW.H.N. Project Directorate 11-2. 89/07/07. 10pp. 50513:262-50513:271. 

“8907120327 Safety evaluation supporting Amends 118 & 102 to Licenses NPF-4 & 
NPF-7.respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 3pp. 
50513:272-50513:274. 

8907130226 Forwards Amend 101 to License NPF-7 & safety evaluation. Amend modi- 
fies Tech Spec Table 3.8-1 by deleting components from table previously removed & 
by correcting one typo. 

ENGLE.LB. Project Directorate 11-2. 89/07/07. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 50530:221-50530:230. 

“8907130229 Amend 101 to License NP=^-7.nod'fy:Rg Tech Spec Table 3.8-1 by delet- 
ing components from table previojsiy removed & ov correcting one type 
BERKOW.H.N. Project Directora:e .1 2. 89. 07/0/ 5pp. 50530224 -5C53::225 

“8907130231 Safety evaluation suDOdirg Amend 101 to License NPF-7. 

ENGLE, L. Office of Nuclear Reacio.- Regj.al on. Director (Post 870411). 89/07/07. 
2pp. 50530;229-50530:230. 

8907180265 Responds to Generic Ltr 89-08, ‘‘Erosion/Corrosion Induced Pipe Wall 
Thinning." Secondary piping insp program consisting of systematic & formalized ero- 
sion/corrosion monitoring program implemented. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch (Document Control Desk). 4pp. 50572:148-50572:151. 

8907180333 Provides test plan re ESF slave relay testing.Tech Spec 3/4 3.2.1 & Tech 
Spec definition of slave relay testing being clarified as requested by NRC during 
890609 telcon & documented in util 890609 Itr.consistent w.'NUREG-045? 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/12. Document 
Control Branch (Document Control Desk). 198pp. 50560:014-50560:213. 

8907250225 Forwards summary of mgt meeting held on 890619 at Region II ofc re self- 
assessment of facility.List of attendees & handout end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/07/12. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 44pp. 50654:226-50654:268. 

8907240243 "VEPCO North Anna Power Station Unit 2 Apr 1989 Reactor Containment 
Integrated Leakage Rate Test," per 10CFR50,App J.W/890714 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/14. 214pp. 
50639:183-50640:026. 

8907240497 Forwards corrected Amends 116 & 99 to Licenses NPF-4 & NPF- 
7, respectively .Amends added addi surveillance requirements for butterfly-type contain- 
ment isolation valves in containment purge & vacuum ejector lines. 

ENGLE.LB. Project Directorate 11-2. 89/07/19. CARTWRIGHT.W.R. Virginia Power 
(Virginia Electric & Power Co.). 2pp, 50640:066-50640:073. 
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-8907240498 Corrected Amends 116 & 99 to Licenses NPF-04 & NPF-07, adding addi 
surveillance requirements for butterfly-type containment isolation valves in contain- 
ment purge & vacuum ejector lines. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/19. 6pp. 
50640:068-50640:073. 


8907140172 Discusses Insp Repts 50-338/89-08,50-339/89-08.50-338/89-14 & 50- 
339/89-14 & forwards notice of viol,?.;'cn.Vic'at o-.s notcd-inrirloquate svc water supply 
Ic ss'et', relate:! sp'sy sys during 3r,c.:io'‘: con.';i:iofs.vV,'o rciice of viclotion. 
L:FNE"''LR.S D Rog O'- 2, Ofc of C ■■'oclo'. BS.'C ’ ■ C.'AR’ A'!-: Gi lT.'v\ M Virginia 
Power ivrg." a F e::l-ic & Power Co,;. 3pp ii-Oc- ■:-'j: 30-505'‘. ' -Oui'. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280120 Forwards Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24. No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50333:088-50333:097, 

-8906280124 Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24.No violations or 
deviations noted. Major areas inspected:primary & secondary chemistry. rad waste 
processing. -ad'cactye effluents & environ monitoring. 

STCDCAR'.P.G , CC..LIi\ 3.D.M. Region 2, Ofc of the Director. 89/06/09. 8pp. 
50333:090-50333:097. 

8906280144 Forwards Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 administered 
on 890508-12. 

PEEBLES.T.A. Region 2, Ofc of the Director. 89/06/19. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50327:201-50328:093. 

“8906280150 Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 on 890508-12. Exams 
results:written exams & operating tests administered to two senior reactor operator & 
eight reactor ccera:or apoi.cants.Ali candidates passed exams. 

ARILDSEN.J.A Roger- 2. D'c of the Director. 89/06/15. 120pp. 50327:203- 
50327:322. 

8906300095 Confirms 890609 telcon between PE Fredrickson & GL Pannell re enforce- 
ment discretion for plant.Understands that during delay period, slave relays will either 
be tested or adequate basis for not testing will be provided to NRC. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/21. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50378:105-50378:105. 

8907100304 Forwards summary of 890524 enforcement conference re svc water sys 
heat transfer capability & reactor inventory perturbations. List of attendees & meeting 
handouts end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/23. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 47pp. 50456:316-50457:002. 

8907030092 Forwards SSOMI Rept 50-339/89-200 on 890213-17 & 0227-0303. Four 
safety significant matters identified.Concerns raised re improperly sized motor-operat- 
ed valve actuators. 

VARGA.S.A. Division of Reactor ®ro;ects - ‘/II (Post 870411). 89/06/26. 
CARTWRIGHT.W.R. Virginia Power iVirgsra Electric & Power Co.). 8pp. 50395:159- 
50395:199. 

“8907030104 Insp Rept 50-339/89-200 on 890213-17 & 0227-0303.Potential enforce- 
ment items noted. Major areas inspected:evaluation of planned design changes & 
mods against regulatory requirements & licensee commitments. 

PARKHILL.R.W., IMBRO.E.V., HAUGHNEY.C.J. Special Inspection Branch. 89/06/07. 
33pp. 50395:167-50395:199. 

8907070230 Ack receipt of 890616 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/89-08 & 50-339, 89-08. 

SINKULE.M.V. Region 2, Ofc of the D recto-. 89'06/28 CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). Ip. 50440:351-50440:351. 

8907170477 Forwards Insp Repts 50-338/89-14 & 50-339/89-14 on 890418-0531 & 
notice of violation. Concerns about mats abiiity to ensure future independent review 
activities will meet both Itr & intent of Tech Specs. 

REYES, LA. Region 2, Ofc of the Director. 89/06/29. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50554:230-50554:260. 

“8907170479 Notice of violation from insp on 89041 8-0531 .Violation noted:failure to 
adequately control location of fuel assemblies during fuel movement operations & fail- 
ure to adequately control maint operations. 

REYES.L.A. Region 2, Ofc of the Director. 89/06/29. 3pp. 50554:232-50554:234. 

“8907170481 Insp Repts 50-338/89-14 & 50-339/89-14 on 890418-0531. Violation 
noted.Major areas inspected:plant status, maint.surveillance.ESF 
waikdown, operational safety verification, operating reactor events & LER follow-up. 
CALDWELL, J.L, KING.LP., MUNRO.J.F. Region 2. Ofc of the Director. 89/06/27. 
26pp. 50554:235-50554:260. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070142 Forwards SSOMI significant item status.To assure spray array motor-oper- 
ated valve operation, torque switches reset to value of 5.0 & appropriate documents 
revised to reflect new setting. Heavier spring packs will be installed on valves. 
STEWART,W.L, Virginia Power (Virginia Electric & Power Co.). 89/06/30. Document 
Control Branch (Document Control Desk). 6pp. 50444:100-50444:105. 

8907120368 Forwards Insp Repts 50-338/89-20 & 50-339/89-20 on 890605-09 & 12- 
13.No violations or deviations noted. 

JULIAN, C.A. Region 2, Ofc of the Director. 89/06/30. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50515:012-50515:022. 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130098 Responds to NRC 890607 Itr re violations noted in Insp Repts 50-338/89- 
13 & 50-339/89-1 S.Corrective actions:valve 2-MS-TV-201B disassembled & weld 
repair accomplished using post-weld heat treatment per Welding Technique 109C. 
STEWART, W.L, Virginia Power (Virginia Electric & Power Co.). 89/07/06. Document 
Control Branch (Document Control Desk). 8pp. 50519:264-50519:271. 

8907180131 Forwards Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-09.No vio- 
lations or deviations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/07/07. CARTWRIGHT,W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50576:192-50576:201. 

“8907180139 Insp Repts 50-338/89-19 & 50-339/89-19 on 890605-08.Major areas 
inspected:solid wastes,transportation of radioactive matls & radwaste & followup on 
previously-identified insp findings, 

GLOERSEN,W.B., POTTER,J.P. Region 2, Ofc of the Director, 89/06/30. 8pp. 
50576:194-50576:201. 


8907180044 Responds to NRC 890710 Itr re violations noted in Insp Repts 50-338/89- 
18 & 50-339/89-18 on 89051 5-1 9.Corrective action: line identification corrected on 
seven feedwater sys radiographs. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/10. Document 
Control Branch (Document Control Desk). 7pp. 50578:265-50578:271 . 

8907180265 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinnmg.” Secondary piping insp program consisting of systematic & formalized ero- 
sion /.xr'osor' iTon'tcrir'g orog'an implemented. 

STEV.ART,'A.L. v rgi-na PoAor (Virginia Electric & Power Co.). 89/07/11. Document 
Control Branch ■Document C.O''ircl Desk). 4pp. 50572:148-50572:151. 

8907190274 Responds to NRC 890515 Itr re violations noted in Insp Repts 50-338/89- 
15 & 50-339/89-1 5. Corrective actions:H6allh Physics supervisor will be required for 
any radiation work permit for work area w/greater than 15 R/h. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 89/07/14. Document 
Control Branch (Document Control Desk). 6pp. 50594:179-50594:184. 

8907190317 Responds to NRC 890620 Itr re violations & deviations noted in Insp Repts 
50-338/89-11 8 50-339/89-1 1 .Corrective actions:Administrative Procedure 20,48 re- 
vised & emergency resoonse facility computer sys modified. 

STEWART'.;','.:.. Povvf.'.'- (Virginia Electric & Power Co.). 89/07/14. Document 

Corlrc" Branc' ..Documonl Cor'.fo! Desk). 5pp. 50581:205-50581:209. 

8907250226 Forwards Insp Repts 50-338/89-12 & 50-339/89-12 on 890412-14 & 20-26 
& notice of violation. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/07/17. CARTWRIGHT.W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50661:160-50661:177. 

“8907250229 Notice of violation from insp on 890412-14 & 20-26. Violation 
noted:applied pressure in tests of containment isolation valves not in same direction 
as that when valve would be required to perform safety function. 

JULIAN,C.A. Region 2, Ofc of the Director. 89/07/17. 2pp. 50661:162-50661:163. 

“8907250230 Insp Repts 50-338/89-12 & 50-339/89-12 on 890412-14 & 20-26. Viola- 
tion noted.Major areas inspected:witnessing containment integrated leak rate 
test.reviewing test procedures & evaluating test results. 

WH1TENER,H.L., BELISLE,G.A. Region 2, Ofc of the Director, 89/07/07. 14 do. 
50661:164-50661:177. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Mat! Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp, 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907190021 Monthly Operating repts for June 1989 for North Anna Power Station Units 
1 & 2.W/890714 Itr. 

TILLACK,B., STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 89/06/30. 
12pp. 50592:169-50592:180. 


S. Reportable occurrences, UERs & related correspondence 


■8907120370 Insp Repts 50-338/89-20 & 50-339/89-20 on 890605-09 & 12-13. No vio- 
lations or deviations noted.Major areas inspected: results of 10-yr ultrasonic exam of 
Unit 1 reactor pressure vessel & observation of inservice activities. 

ECONOMOS.N., COLEY, J., BLAKE, J.J. Region 2, Ofc of the Director. 89/06/28. 9pp. 
50515:014-50515:022. ^ 


8907070137 Advises that 30 day rept re 890608 inoperable safeguards area ventilation 
sys not required since first damper in series operable.Safeguards area ventilation svs 
operable during incident. ' 

STEWART,W.L Virginia Power (Virginia Electric & Power Co,). 89/06/30. Document 
Control Branch (Document Control Desk). 1p. 50444:060-50444:060. 


8907130378 Suppis 890503 response to NRC Bulletin 88-011, "Pressurizer Surge Line 
Thermal Stratification Pressurizer Nozzle Loads Evaluation.” Increased nozzle loads 
will not affect structural integrity of pressurizer surge line & shell. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89/07/05. Document 
Control Branch (Document Control Desk). 3pp. 50532:351-50532:353. 


B»o7zt>oi5i Part 21 Rept 10CFR21 -0047 re control wiring insulation of inner jacket 
of owner? orunHs^Sed^ generator sets identified as 999 or MP series.Encl list 

KULCHAK,R.D. Morrison-knudsen Co., inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation. Director (Post 87041 1). 7pp. 50644:273-50644:279. 
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V. Operator Examinations 

8906280144 Forwards Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 administered 
on 890508-12. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/06/19. CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50327:201-50328:093. 

-8906280150 Exam Repts 50-338/OL-89-01 & 50-339/OL-89-01 on 890508-12. Exams 
results.-written exams & operating tests administered to two senior reactor operator & 
eight reactor operator applicants.AII candidates passed exams. 

ARILDSEN.J.A., BROCKMAN, K.L Region 2, Ofc of the Director. 89/06/15. 120pp. 
50327:203-50327:322. 

“8906280152 Forwards comments on written exams adr’iniste'ed O" 890508-12. 
KANE.G.L Virginia Power (Virginia Electric & Power Cc ) S9'C'- *. i. ARILDSEN.J. 
Region 2, Ofc of the Director. 134pp. 50327:323-50328:093. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


E Security, medical, emergency & fire protection plans 

8906290477 Forwards Safety Insp Rept 50-341/89-19 on 890613-15.No violations 
noted. Exercise weakness discussed, 

GREGER.LR. Region 3. Ofc of the Director. 89/06/23. SYLVIA.B.R. Detroit Edison 
Co. 3pp. 50363:106-50363:121. 

“8906290482 Insp Rept 50-341/89-19 on 890613-15.No violations,deviations or defi- 
ciencies noted. Exercise weakness noted.Major areas inspected:annual emergency 
preparedness exercise. 

PATTERSON, J., SNELL. W. Region 3. Ofc of the Director. 89/06/23. 13pp. 
50363:109-50363:121. 

8907120375 Advises that Rev 3 to security perscrne! training & qualification plan trans- 
mitted by 890525 & 0616 Itrs consistent w/10CF»50.5-:{o) & a::ce.o:ab:e 
GREGER.L.R. Region 3, Ofc of the Director. aS'36.'26. SYLVIA B.R Detroit Edison 
Co. 2pp. 50514:342-50514:343. 

8907140060 Rev 3 to Radiological Emergency Response Procedure RERP RAP-PR1- 
01, “RERP Procedures." 

RATINDO.M. Detroit Edison Co. 89/07/06. 9pp. 50541:053-50541:061. 

8907210218 Forwards Insp Rept 50-341/89-12 on 890225-0623.No violations noted. 
GREGER.LR. Region 3. Ofc of the Director. 89/07/14. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 50603:091-50603:102. 

“8907210220 Insp Rept 50-341/89-12 on 890225-0623.No violations noted. Major 
areas inspected:allegations pertaining to security operations at facility. 

PIRTLE.G.L, CREED.J.R. Region 3. Ofc of the Director. 89/07/12. 10pp. 50603:093- 
50603:102. 


H. General correspondence 

8907120091 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures, Sys & Components." 

SYLVIA, B.R, Detroit Edison Co. 89/07/03. Docketing & Services Branch. 3pp. 
50512:047-50512:052. 


1. Financial information 

8907180026 Responds to 890609 ltr re util plan to utilize financing option provided by 
Michigan Industrial Development Revenue Bond Act of 1963.NRC approval not re- 
quired since option essentially creditor transaction equivalent to mortgage. 
MURLEY,T.E. Office of Nuclear Reactor Regulation. Director (Post 870411), 89/07/ 
10. CHARNOFF.G. Shaw. Pittman, Potts & Trowbridge. 2pp. 50578:263-50578:264. 


J. Insurance & indemnity Information 

8907050495 FonA^ards Endorsement 127 to NELIA Policy NF-92 & Endorsement 23 to 
MAELU Policy MF-120. 

SYLVIA.B.R. Detroit Edison Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 5pp. 50412:273-50412:277. 


P. Operating license stage documents A correspondence 

8906300067 Ack receipt of util 890405 request to withdraw 881222 application for 
amend to License NPF-43 re objective of maintaining radioactive gaseous releases 
ALARA. 

STANG.J. Project Directorate III-1. 89/06/19. SYLVIA.B.R, Detroit Edison Co. 3pp. 
50379:310-50379:312. 

8906300249 Transmits Relief Requests PR-11, PR-1 2 & VR-53 for plant inservice testing 
program for pumps & valves.per 10CFR50.55a(g)(5)(iii). 

ORSER.W.S. Detroit Edison Co. 89/06/21. Document Control Branch (Document 
Control Desk). 5pp. 50378:171-50378:175. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 


8907130138 Forwards notice of consideration of issuance of amend to License NPF-43 
& opportunity for hearing. Amend revises Tech Specs to allow complete core off-load- 
ing w/provisions to suspend min count rate for source-range- monitor channels. 
STANG.J.F. Project Directorate tll-1. 89/07/03. SV..VIA.3.R. Detroit Edison Co. 3pp. 
50532:011-50532:017. 

-8907130141 Notice of consideration of issuance of amend to License NPF-43 & op- 
portunity for hearing. Amend revises Tech Specs to allow complete off-loading w/pro- 
visions to suspend min count rate requirement for sc!..''C“-'a-.gn rren'to' .'"‘'a-nels. 
YANDELL.L.A. Project Directorate III-1. 89/07/03. 'pr. ‘ ' 

8907130332 Forwards notice of consideration of issuance of amend to License NPF-43 
& opportunity for hearing.Amend revises Tech Specs to modify APRM flow biased rod 
block & scram limits to allow up to 100% power w/core flow reduction. 

STANG.J.F. Project Directorate III-1. 89/07/03. SYLVIA.B.R. Detroit Edison Co. 3pp. 
50536:204-50536:210. 

“8907130336 Notice of consideration of issuance of amend to License NPF-43 & op- 
portunity for .‘'ea‘"i''c.A'r0rd revises Tech Specs to modify APRM flow biased rod 
block & scrar ■m-is ‘.c atiov. up to 100% power w/core flow reduction re feedwater 
temp. 

YANDELLLA. Project Directorate III-1. 89/07/03. 4pp. 50536:207-50536:210. 

8907130382 Forwards notice of consideration of issuance of amend to License NPF-43 
re use of sodium pentaborate enriched w/B-10 to meet requirements of ATWS rule 
(10CFR50.62). 

STANG.J.F. Project Directorate III-1. 89/07/03. SYLVIA.B.R. Detroit Edison Co. 3pp. 
50536:103-50536:109. 

“8907130383 Notice of consideration of issuance of amend to License NPF-43 & op- 
portunity for hear'-'c .A.-iend revises Tech Specs to address use of sodium 
pentaborate, en.' chec * w B-V" isotope.to meet requirements of ATWS rule 
(10CFR50.62). 

YANDELLLA. Project Directorate III-1. 89/07/03. 4pp. 50536:106-50536:109. 

89Q7140007 Forwards notice of consideration of issuance of amend to License NPF-43 
& opportunity for hearing on 881222 application to revise Tech Spec Section 3/4.3.3 
& associated tables re primary & secendar.- containment functions. 

STANG.J.F. Project Directorate i'-'. SYLVIA.B.R. Detroit Edison Co. 3pp. 

50542:173-50542:180. 

“8907140008 Notice of consideration of issuance of amend to License NPF-43 & pro- 
posed NSHC determination & opportunity for hearing on 881222 request to revise 
Tech Spec Section 3/4.3.2 & associated tables re containment isolation. 

YANDELLLA. Project Directorate III-1. 89/06/19. 5pp. 50542:176-50542:180. 

8907170014 Forwards notice of consideration of issuance of amend to License NPF-43 
& opportunity for hearing.Amend revises Tech Specs to reflect plant operation follow- 
ing first fuel reload (Cycle 2). 

SfANG.J.F. P-oiect Directorate tll-1. 89/07/03. SYLVIA.B.R. Detroit Edison Co. 3pp. 
50545:35 l-5Cr54‘5:35’ 

“8907170016 Notice of consideration of issuance of amend to License NPF-43, revising 
Tech Specs to reflect plant operation following first fuel reload (Cycle 2). 
YANDELLLA. Project Directorate 111-1. 89/07/03. 4pp. 50545:354-50545:357. 

8907120068 Confirms 890712 meeting in Newport, Ml to discuss first refueling outage at 
plant, per 890705 discussion. Notice of significant licensee meeting end. 
GREENMAN.E.G. Division of Reactor Projects - I/!! (Post 870411). 89/07/06. 
SYLVIA.B.R. Detroit Edison Co. 2pp. 50515:056-50515:057. 

8907140287 Responds to NRC Generic Ltr 89-06, certifying that SPDS for plant fully 
meets requirements of NUREG-0737,Suppl 1 & takes into account info provided in 
NUREG-1342 re SPDS. 

ORSER.W.S. Detroit Edison Co. 89/07/10, Document Control Branch (Document 
Control Desk). 4pp. 50542:168-50542:171. 

8907200229 Notifies that contract awarded to C-E for upgrade of simulator dynamic 
software. 

ORSER.W.S, Detroit Edison Co. 89/07/13. Document Control Branch (Document 
Control Desk), ip. 50614:355-50614:355. 

8907210045 Forwards NRR Director 890605 ltr to Ecological Ctr of Southern California 
ack receipt of petition & stating that petition being t'-eated under 10CFR2.206. 
STANG.J. Project Directorate 111-1. 89/07/ v. S'‘',.V:A,r;.R Detroit Edison Co. 3pp. 
50615:242-50615:248. 

8907200368 Informs of change to independent safety engineering group (ISEG) report- 
ing responsibilities. Line responsibility for ISEG will be vice president of nuclear engi- 
neering & svc. 

SYLVIA, B.R. Detroit Edison Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 2pp. 50612:359-50612:360. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290404 Submits rev to 880728 response to Violation 88018-03 noted in Insp Rept 
50-341 /88-18.Corrective actionsrealibrs being integrated on instrumentation loop basis 
rather than each instrument in loop for more efficient performance. 

ORSER.W.S. Detroit Edison Co. 89/06/21. Document Control Branch (Document 
Control Desk). 2pp. 50364:184-50364:185. 

8906290177 Responds to NRC 890523 ltr re violations noted in Insp Rept 50-341/89- 
03.Corrective actions:maint procedures revised & key personnel evaluated for expect- 
ed high performance. 

ORSER.W.S. Detroit Edison Co. 89/06/22. Document Control Branch (Document 
Control Desk). 11pp. 50364:205-50364:215. 

8906290477 Forwards Safety Insp Rept 50-341/89-19 on 89061 3-1 5.No violations 
noted. Exercise weakness discussed, 

GREGER.LR. Region 3, Ofc of the Director, 89/06/23. SYLVIA.B.R. Detroit Edison 
Co. 3pp. 50363:106-50363:121. 
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—8906290482 Insp Rept 50-341/89-19 on 89061 3-1 5. No violations.deviations or defi- 
ciencies noted. Exercise weakness noted.Major areas inspectedrannual emergency 
preparedness exercise. 

PATTERSON, J., SNELL.W. Region 3, Ofc of the Director. 89/06/23. 13pp. 
50363:109-50363:121. 

8907050351 Forwards Safety Insp Repts 50-016/89-01 & 50-341/89-14 on 890522- 

26. No violations noted. 

GREGER.L.R. Region 3. Ofc of the Director. 89/06/27. SYLVIA, B.R. Detroit Edison 
Co. 2pp. 50408:191-50408:201. 

-8907050356 Insp Repts 50-016/89-01 & 50-341/89-14 on 890522-26.No violations or 
deviations noted.Major areas inspected: radiation protection program at Unit 2 during 
operation, -cl'jdir.g trr/ning & qualifications. 

PAUL.R.A., G[LA:\ r,V. H , SCHUMACHER, M.C. Region 3, Ofc of the Director. 89/06/ 

27. 9pp. 50408:193-50408:201. 

8907060171 Informs of postponement of decision re whether or not to withdraw viola- 
tion noted in Insp Repts 50-341/88-21 & 50-341 /86-39.Listed values for LPCI & core 
spray sys requested within 60 days of receipt of Itr. 

GREENMAN.E.G. "ccicn 2 Ofc of the Director. 89/06/27. SYLVIA, B.R. Detroit 
Edison Co. 2pp. :v34:i? ■;<:2-59432 COG. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070344 Responds to NRC 890531 Itr re violations noted in Insp Rept 50-341/89- 
IS.Corrective actions:three deviation event repts supplied to supervisor for review & 
action as necessary. 

SYLVIA,B.R. Detroit Edison Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 5pp. 50444:337-50444:341. 

8907050491 Responds to NRC 890601 Itr re violations noted in Insp Rept 50-341/89- 
08.Corrective actions:nuclear shift supervisor counseled on need to rept inoperability 
of single train safety sys to NRC & notification procedure revised. 

SYLVIA,B.R. Detroit Edison Co. 89/07/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 50408:313-50408:314. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalciad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110425 Forwards response to NRC Bulletin 88-010, “Nonconforming Molded-Case 
Circuit Breakers." Documentation for verifiable traceability to circuit breaker mfg for 
circuit breakers available & on file at facility. 

SYLVIA,B.R. Detroit Edison Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 8pp. 50501:327-50501:335. 

8907110154 Responds to NRC Unresolved Item 89015-02 noted in Insp Rept 50-341/ 
89-15 re potential design change (PDC) use vs deviation event rept (DER) in lead 
design documents.PDC not intended to replace DER program. 

SYLVIA,B.R. Detroit Edison Co. 89/07/07. Document Control Branch (Document Con- 
trol Desk). 3pp. 50501:268-50501:270. 

8907180178 Forwards Safety Insp Rept 50-341/89-11 on 890411-0605 & notice of 
violation.Util will be notified of NRC decision re enforcement action. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/07/11. SYLVIA.B.R. Detroit 
Edison Co. 2pp. 50560:312-50561:031. 

-8907180181 Notice of violation from insp on 89041 1-0605. Violations noted:testing of 
16 air-operated containment isolation valves was not adequate to properly demon- 
strate operability. 

GREENMAN,E.G. Region 3, Ofc of the Director. 89/07/11. 3pp. 50560:314- 
50560:316. 

“8907180184 Insp Rept 50-341/89-11 on 89041 1-0605. Violations noted. Major areas 
inspected:action on previous insp *ind:.nas ooerational 
safety,maint,surveillance, followup of events. LER followup & NjREG-0737 action 
items. 

RING.M.A. Region 3, Ofc of the Director. 89/07/07. 38pp. 50560:317-50561:031. 

8907210218 Forwards Insp Rept 50-341/89-12 on 890225-0623. No violations noted. 
GREGER.LR. Region 3, Ofc of the Director. 89/07/14. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 50603:091-50603:102. 

“8907210220 Insp Rept 50-341/89-12 on 890225-0623,No violations noted. Major 
areas inspected:allegations pertaining to security operations at facility. 

PIRTLE.G.L.. CREED.J.R. Region 3, Ofc of the Director. 89/07/12. 10pp. 50603:093- 
50603:102. 

8907110441 NRC Bulletin 89*002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports tk related correspondence 

8907260275 Monthly operating rept for June 1989 for Fermi 2.W/890717 Itr. 

ANTHONY, P.M., ORSER,W.S, Detroit Edison Co. 89/06/30. 4pp. 50676:250- 
50676:253. 


S. Reportable occurrenceSr LERs & related correspondence 

8907120349 LER 89-01 1-00:on 890602, backup manual scram breaker B failed to 
trip.Caused by mechanical binding of parts between undervoltage trip unit & circuit 
breaker.Design change to remove breaker scheduled.W/890703 Itr, 

PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 89/06/03. 5pp. 50511:354- 
50511:358. 


8907070213 LER 89-014-00:on 890603 & 18, discovered that both channels bypass/un- 
bypass functions were slightly above limits allowed in Tech Specs. Caused by empha- 
sis on c'-eckmc bypass ^■j'-..dion of bT.tab'o.Char-'e's p.-ope-Y calibrated.W/890703 Itr. 
ANTHCNY .= Detroit Ecsc- Cc fiG'OT'-:;: ipp, 50448:309-50448:314. 

8907120265 LER 89-012-00:on 890630,inadequate technical review of temporary proce- 
dure change caused Div I actuation. Appropriate actions taken by operator to restore 
affected cc-^coronts T-dorth technical review performed.W/890703 Itr, 

AN'HCNY.P., CRSER,W.S. Detroit Edison Co. 89/07/03. 5pp. 50511:359-50512:003. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8907110027 Advises that 890226 Rev 19 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable.Rev withheld (ref 10CFR73.21). 

SCARANO.R.A. Region 5, Ofc of the Director. 89/06/30. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 50501:105-50501:106. 

8907200026 Revised EPIPs,including Rev 1 to EP-005,Rev 2 to EP-100, EP-101,EP- 
102,EP-103 & EP-305. 

* Portland General Electric Co. 89/07/06. 46pp. 50589:034-50589:079. 


H. General correspondence 


8907070100 Informs of reorganization of util to more effectively utilize resources for op- 
erating facility.New organizational chart & License Change Application 182 requesting 
amend to License NPF-1 encl.W/o License Change Application 182. 

COCKFIELD.D.W. Portland General Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk). 3pp. 50552:191-50552:193. 

8907180063 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." NRC guidance 
on subj of procurement would be more appropriate than new regulations. 
COCKFIELD.D.W. Portland General Electric Co. 89/07/05. Docketing & Services 
Branch. Ip. 50562:350-50562:350. 


I. Financial information 


8907030213 Forwards Portland General Corp, Eugene Water & Electric Board & Pacific 
Power & Light Co 1988 annual financial repts. 

COCKFIELD.D.W. Portland General Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk), Ip. 50395:299-50396:088. 

“8907030214 “Portland General Corp 1988 Rept." 

HARRISON, K.L Portland General Corp. 88/12/31. 46pp. 50395:300-50395:347, 

“8907030215 "Pacificorp Annual Rept 1988." 

GLEASON, A.M., FRISBEE.D.C, PacifiCorp (formerly Pacific Power & Light). 88/12/31. 
68pp. 50395:348-50396:052. 

“8907030216 “Eugene Water & Electric Board 1988 Annual Rept." 

SOLIN.D.L. Eugene Water & Electric Board. 88/12/31. 36pp. 50396:053-50396:088, 


P. Operating license stage documents & correspondence 


8812220181 Advises that CRGR Meeting 152 will be held on 881214.Agenda listed. 
JORDAN, E.L. Committee to Review Generic Requirements. 88/12/07. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3, Ofc of the Director. 2pp. 50550:303-50550:304. 

“8812210333 Requests review of end draft NRC bulletin re pressurizer surge line de- 
flection due to thermal stratification, Proposed bulletin requests licensees to enter into 
program which incorporates thermal parameters for surge lines. 

SNIEZEK,J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/12/ 
06. JORDAN, E.L. Committee to Review Generic Requirements. 20pp. 50550:305- 
50551:092. 

“8812210343 “Pipe Whip Restraint Gaps Pressurized Surge Line Movement.” 
ROLLER,A.N. Portland General Electric Co. 88/05/31. 128pp. 50550:325-50551:092. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J,G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070074 Forwards application for amend to License NPF-1, consisting License 
Change Application 182,revising Tech Specs to reflect reorganization of util nuclear 
div. 

COCKFIELD.D.W. Portland General Electric Co. 89/06/30. Document Control Branch 
(Document Control Desk). 1 p. 50440:202-50440:206. 
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-8007070076 Application for amend to License N<=>c:.i cons'sti^g License Change 
AcpIica^'O'' 1S2 refecting reorganization of util ''.■...c.ear di-.-Cc'-.-ficete of svc & descrip- 

PO.I::iTA N'p'crdand General Electric Co. 89/06/30. 4pp. 50440;203-50440:206. 

89070701GO 'nforms cf .'ec'cnr.izatic.''. of util to more effectively utilize resources for op- 
erating c'ca^ za-.'C-ia. chart & License Change Application 182 requesting 

amend ‘.c Lce-sc- .\?F-i ar.::'. A' c License Charge Acp'icator 182. 

COCKFIELD.D.W. Portland General Electric :;d 69 Or. 30. Cocument Control Branch 
(Document Control Desk). 3pp. 50552:191-50552:193. 

8007180387 Requests that schedule for response to Generic Ltr 89-06 re certification 
that SPDS fully meets requirements of SuppI 1 to NUREG-0737,in context of NUREG- 
1342, be extended to 890815. 

COCKFIELD.D.W. Portland General Electric Co. 89/07/11. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 2pp. 50592:078-50592:079. 

8007240468 Forwards application for amend to License NPF-1, consisting of License 
Change Application 179. Amend changes description of turbine steam supply valves in 
Tech Spec Table 3.6-1 from motor-operated to air-operated. 

COCKFIELD.D.W. Portland General Electric Co. 89/07/19. Document Control Branch 
(Document Control Desk). Ip. 50641:043-50641:049. 

-8007240471 Application for amend to License NPF-1 consisting of License Change 
Application 179. Amend changes description of turbine steam supply valves in Tech 
Spec Table 3.6-1 from motor-operated to air-operated. 

COCKFIELD.D.W. Portland General Electric Co. 89/07/19. 3pp. 50641:044- 
50641:046. 

-8007240476 Proposed Tech Spec Table 3.6-1, “Containment Isolation Valves." 

* Portland General Electric Co. 89/07/19. 3pp. 50641:047-50641:049. 

8907250045 Forwards Amend 5 to PGE-1004, “Analyses of Pipe Sys Breaks Outside 
Containment," reissued as control copy. 

NELSON, R.M, Portland General Electric Co. 89/07/19. Document Control Branch 
(Document Control Desk). Ip. 50702:110-50702:304. 

-8907250068 Reissued Amend 5 to “Analyses of Pipe Sys Breaks Outside Contain- 
ment." 

* Portland General Electric Co. PGE-1004 A 05. 88/12/31. 205pp. 50702:111- 
50702:304. 

8007240494 Forwards justification for continued operation for insulation resistance for 
Amphenol electrical penetration assemblies, per Generic Ltr 88-07 commitment. 
COCKFIELD.D.W. Portland General Electric Co. 89/07/20. Document Control Branch 
(Document Control Desk). 40pp. 50644:110-50644:149. 

8007260302 Provides addi info re mgt observation program & clarification of content & 
scope.Purpose of program is for managers.supen/isors & foremen to conduct area 
waikdowns & job reviews & communicate & correct discrepancies. 

COCKFIELD.D.W. Portland General Electric Co. 89/07/20. Document Control Branch 
(Document Control Desk). 2pp. 50658:249-50658:250. 


Q. inspection reports, IE Bulletins & correspondence 

8906300073 Forwards rept of thimble tube insps.per NRC Bulletin 88-009. “Thimble 
Tube Thinning in Westinghouse Reactors." Nine of 58 tubes identified w/wali thinning 
greator than ya'-o.Ar 26 tubes, w/ wear greater than 30%, will be replaced. 

BARR, R.C '■‘ortlanc General Electric Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50378:285-50378:289. 

8907070118 Ack receipt of 890623 ltr informing NRC of steps taken to correct violations 
noted in Insp 50-344/89-13. 

MENDONCA.M. Region 5, Ofc of the Director. 89/06/28. COCKFIELD.D.W. Portland 
General Electric Co, Ip. 50443:211-50443:214. 

8907070312 Ack receipt of 890622 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/89-01, 

MENDONCA.M. Region 5. Ofc of the Director. 89/06/28. COCKFIELD.D.W. Portland 
General Electric Co. ip. 50443:236-50443:239. 

8907140064 Forwards Insp Rept 50-344/89-16 on 890514-0617. 

MENDONCA.M.M. Region 5. Ofc of the Director. 89/06/28. COCKFIELD.D.W. Port- 
land General Electric Co. 2pp. 50541:001-50541:013. 

-8907140065 Insp Rept 50-344/89-16 on 8905 14-06 17. Unresolved item noted re ap- 
propriate level of review necessary for lower tier procedures. Major areas 
inspected:operational safety verification, maint, surveillance & refueling activities. 
MENDONCA.M.M. Region 5, Ofc of the Director. 89/06/28. 11pp. 50541:003- 
50541:013. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120104 Responds to NRC 890605 ltr re violations noted in Insp Rept 50-344/89- 
lO.Corrective actions:util surveillance & test dept has ordered & received new portable 
vibration monitoring equipment that meets accuracy requirements. 

COCKFiELD,D.W. Portland General Electric Co. 89/07/05. Document Control Branch 
(Document Control Desk). 5pp. 50513:308-50513:312. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co, of New York, Inc. 60pp. 60449:001-50449:066. 

8007130010 Responds to NRC 890608 ltr re violations noted in Insp Rept 50-344/89- 
14.Corrective actions:maint tags hung on all lead shielding installations when problem 
identified & disciplinary action taken against lead shield coordinator. 

COCKFIELD,D.W. Portland General Electric Co. 89/07/07. Document Control Branch 
(Document Control Desk). 3pp, 50633:149-50533:151. 

8907240374 Ack receipt of 890705 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-344/89-10. Corrective actions will be verified during future insp. 
MENDONCA,M.M. Region 5, Ofc of the Director. 89/07/14. COCKFIELD.D.W, Port- 
land General Electric Co. Ip. 50640:220-50640:225. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260300 Forwards description of number of tubes plugged in each steam generator 
from inservice insp conducted during 1989 fefuo'inc outage 

COCKFIELD.D.W, Portland General Electric Co. 39'0/.2i Document Control Branch 
(Document Control Desk). 2pp. 50658:251-50658:252. 


R. Periodic operating reports & related correspondence 

8907140025 Monthly operating rept for June 1989 for Trojan Nuclear Plant.W/890707 
ltr, 

ULMER.F.J.. YUNDT.C.P. Portland General Electric Co. 89/06/30. 5pp. 50541:076- 
50541:080. 


S. Reportable occurrences, LERs & related correspondence 

8906290194 PNS-V-89-005:on 89061 5, licensee informed NRC of possible onsite use & 
sale of marijuana & cocaine by five contract employees.employed by Northwest 
Energy Svcs Co.Employees interviewed, searched & given urinanalyses on 890616. 
SCHAEFER.D.. SCHUSTER, M. Region 5. Ofc of the Director. 89/06/16. 2pp. 
50348:026-50348:027. 

8907070138 LER 89-01 2-00:on 890602, determined that several hangers of control room 
emergency ventilation sys did not match details of design drawings.Restriction placed 
on entry into Mode for hct s‘''jtdDv.".‘.V.T>90703 ltr. 

GUBERSKI.J.D.. ’^UNDTC.-. -on an;] General Electric Co. 89/07/03. 2pp. 
50447:312-50447:313. 

8907130279 LER 89-01 1-00:on 890607, MSIV bypass valve found to have stroke time 
that caused Tech Spec 3.3,2 to be exceeded. Caused by seal leak at valve. Valve re- 
placed & will be stroke time tested from Train A & B vent paths. W/890707 ltr. 
BLACKBURN.T.R., YUNDT.C.P. Portland General Electric Co. 89/07/07. 4pp. 
50511:284-50511:287. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
of-ator '■•cersirg exams. Svc list end. 

PAR' _OA’.j.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906290036 Forwards Safety Insp Rept 50-346/89-14 on 890424-0604. No response to 
violations required. 

KNOP.R.C. Region 3. Ofc of the Director. 89/06/22. SHELTON, D.C. Toledo Edison 
Co. 2pp. 50369:092-50369:1 10. 

-8906290037 Insp Rept 50-346/89-14 on 890424-0604. Violations noted.Major areas 
inspected:plant operations, radiological controls, maint/surveillance, emergency 

preparedness, security, engineering & technical support & safety assessment. 
DEFAYETTE,R.W. Region 3, Ofc of the Director. 89/06/22. 17pp. 50369:094- 
50369:110. 

8907100100 Proposed Change 4 to Rev 2 to EPIP HS-EP-02240, "Offsite Dose Assess- 
ment." Revised table of contents also end. 

BORLAND,I.M., STOR2,LF. Toledo Edison Co. 89/06/23. 67pp. 50507:223- 
50507:289. 

8907100137 Change 1 to Rev 4 of EPIP HS-EP-02410, "Operations Support Ctr Activa- 
tion & Response." 

MYERS,T.J. Toledo Edison Co. 89/06/24. 29pp. 50458:031-50458:059. 

8907070131 Discusses util participation in emergency response data sys. Completed 
“Emergency Response Data Sys Communication Description & Survey Questionnaire" 
for plant encl.PWR data point library ref files being compiled. 

SHELTON, D.C, Toledo Edison Co. 89/06/29. Document Control Branch (Document 
Control Desk). 11pp. 50443:166-50443:176. 

8907190183 Rev 3 to EPIP HS-EP-02260, "Radiological Controls in Davis-Besse Admin- 
istration Bldg." 

* Toledo Edison Co. 89/06/29. 25pp, 50580:217-50580:241. 

8907250278 Ack receipt of 890605 ltr informing NRC of steps taken to correct violation 
noted in Insp Rept 50-346/89-12 re failure to assemble fire brigade immediately upon 
receipt of any unplanned fire alarm. 

MILLER,H.J. Region 3, Ofc of the Director. 89/07/18. SHELTON, D.C. Toledo Edison 
Co. 2pp. 50642:226-50642:238. 

8907240328 Advises that 890616 Rev 7 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3. Ofc of the Director. 89/07/19. SHELTON.D.C. Toledo Edison 
Co. 2pp. 50636:226-50636:227. 
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H. General correspondence 


8907110146 Comment supporting proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SHELTON, D.C. Toledo Edison Co. 89/06/19. Document Control Branch (Document 
Control Desk). Ip. 50511:087-50511:087. 

8907190393 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plants Structures, Sys & Components." Mod to exist- 
ing regulations would not provide most effective course of action. 

SHELTON,D.C. Toledo Edison Co. 89/07/06. CHILK.S.J. Office of the Secretary of 
the Commission. Ip. 50592:107-50592:107. 


P. Operating license stage documents 8t correspondence 

8907180415 Forwards proposed rev to facility Tech Spec Surveillance Requirement 
4. 7. 7.2, allowing snubber functional test surveillance interval to be increased to max of 
30 months w/ comespo^ding increase in snubber test sample size. 

SHELTON, D.C ''docc r.d.scn Co. 89/06/10. Document Control Branch (Document 
Control Desk). 2pp. 50579:210-50579:213. 

--8907180419 Proposed Tech Specs.allowing snubber functional test surveillance inter- 
val to be increased to max of 30 months w/ corresponding increase in snubber test 
sample size. 

* Toledo Edison Co. 89/06/10. 2pp. 50579:212-50579:213. 

8906290422 Requests that results of review of end Allegation RIII-89-A-0081 & disposi- 
tion of matter be submitted within 30 days of Itr date.EncI withheld (ref 10CFR2.790). 
GREENMAN,E.G. Region 3. Ofc of the Director. 89/06/21. SHELTON, D. Toledo 
Edison Co. 2pp. 50337:271-50337:272. 

8907030027 Forwards safety evaluation supporting util 891106 response to NUREG- 
0737,TMI Action Item II.K.3.31 re small break LOCA analysis. 

WAMBACH.T.V. Project Directorate III-3. 89/06/26. SHELTON.D.C. Toledo Edison 
Co. 3pp. 50416:196-50416:198. 

8907100111 Provides revised response to Generic Ltr 88-05, “Boric Acid Corrosion of 
Carbon Steel Reactor Pressure Boundary Components in PWR Plants." Draft proce- 
dure for implementation of boric acid corrosion program developed. 

SHELTON.D.C. Toledo Edison Co. 89/06/26. Document Control Branch (Document 
Control Desk). 3pp. 50457:089-50457:091. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110262 Submits rev to plant-specific submittal for ATWS implementation 
(10CFR50.62).Util plans to design & install ATWS sys by end of sixth refueling 
outage.scheduled to begin in Feb 1990. 

SHELTON.D.C. Toledo Edison Co. 89/06/30. Document Control Branch (Document 
Control Desk). 35pp. 50501:060-50501:094. 

8907070258 Advises that util 880808 response to NUREG-0737,ltem II.D.1 re perform- 
ance testing of relief & safety valves acceptable. .Understands that util implemented 
insp & maint procedures for Crosby safety valve to be used in event of discharge. 
WAMBACH.T.V. Project Directorate 111-3. 89/07/05. SHELTON.D.C. Toledo Edison 
Co. 2pp. 50442:194-50442:223, 

-8902020177 “Technical Evaluation Rept TMI Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Davis-Besse Unit 1.” 

SEAQUIST.C.A., FINEMAN.C.P., NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, 
Inc.). FIN A-6492. EGG-NTA.8224. 88/08/31. NRC - No Detailed Affiliation Given. 
28pp. 50442:196-50442:223. 

8907110415 Requests 45-day extension until 890825 to respond to Generic Ltr 89- 
06, Task Action Plan Item I.D.2, “SPDS," to allow comprehensive & auditable docu- 
mentation to be generated. 

SHELTON.D.C. Toledo Edison Co. 89/07/05. Document Control Branch (Document 
Control Desk). Ip. 50501:029-50501:029. 

8907130292 Requests exemption to 10CFR50,App J to allow application of Tech Spec 
extension allowance to containment air lock testing.Tech Spec extension provision of 
25% is important scheduling tool. 

SHELTON.D.C. Toledo Edison Co. 89/07/05. Document Control Branch (Document 
Control Desk). 2pp. 50537:011-50537:012. 

8907240206 Submits response to Generic Ltr 89-08, “Erosion/Corrosion- Induced Pipe 
Wall Thinning." Program implemented that utilizes systematic measures to ensure that 
integrity of high energy carbon steel sys maintained. 

SHELTON.D.C. Toledo Edison Co. 89/07/14. Document Control Branch (Document 
Control Desk). 3pp. 50636:083-50636:085. 

8907250174 Provides addi info re util 890221 application for amend to License NPF- 
3, per 890510 telcon.Amend increases reactor protection sys response time require- 
ment for high flux/number of reactor coolant pumps on trip function. 

SHELTON.D.C. Toledo Edison Co. 89/07/19. Document Control Branch (Document 
Control Desk). 2pp. 50654:21 9-50654:220. 


Q. Inspection reports, IE Bulletins & correspondence 

8907030240 Forwards Safety Insp Rept 50-346/88-12 on 880504-0802 & notice of 
violation.Concerns raised re attitude exhibited in quality organization on acceptability 
of procedural noncompliance. 

GREENMAN.E.G. Region 3, Ofc of the Director. 88/09/22. SHELTON, D. Toledo 
Edison Co. 2pp. 50395:200-50395:236. 


“8907030242 Notice of violation from insp on 880504-0802. Violation noted:failure to 
ensure that only work specified in maint work package performed & several QC certi- 
fied inspectors did not complete qualification cards. 

GREENMAN.E.G. Region 3, Ofc of the Director. 88/09/22. 2pp. 50395:202- 
50395:203. 


-8907030246 Insp Rept 50-346/88-12 on 880504-0802.Violations noted.Major areas 
inspected:series of allegations re plant operation, including QC manager pressuring 
QC inspector to sign maint work order to accept radiographs not meeting ASME 
Code. 

MCCORMICK-BARGE. WARD.K.D., BARTON, T.C. Region 3. Ofc of the Director. 88/ 
09/21. 22pp. 50395:204-50395:236. 

8906290463 Updates 880915 response to discovery of loose parts in plant reactor 
vessel found during 880702 combined ASME Section XI & prefueling visual 
insp. Preparations & evaluations being performed during Refueling Outage 6 dis- 
cussed. 

SHELTON.D.C. Toledo Edison Co. 89/06/19. Document Control Branch (Document 
Control Desk). 3pp. 50388:299-50388:301. 


8906290036 Forwards Safety Insp Rept 50-346/89-14 on 890424-0604. No response to 
violations required. 

KNOP.R.C. Region 3. Ofc of the Director. 89/06/22. SHELTON.D.C. Toledo Edison 
Co. 2pp. 50369:092-50369:110. 

-8906290037 Insp Rept 50-346/89-14 on 890424-0604.Violations noted.Major areas 
inspected:plant operations.radiological controls, maint/surveillance, emergency 

preparedness, security, engineering & technical support & safety assessment. 
DEFAYETTE.R.W. Region 3, Ofc of the Director. 89/06/22, 17pp. 50369:094- 
50369:110. 

8907050333 Forwards Safety Insp Rept 50-346/89-15 on 890605-09.No violations 
noted. Response to concerns re use of request for info forms & document change re- 
quests to correct deficiencies identified in design documents requested. 
GREENMAN.E.G. Region 3. Ofc of the Director. 89/06/23. SHELTON, D. Toledo 
Edison Co. 2pp. 50413:055-50413:074. 

—8907050337 Safety Insp Rept 50-346/89-15 on 890605-09.No violations or deviations 
noted.Major areas inspected:review of allegation re operation of facility. 

KNOP.R.C. Region 3. Ofc of the Director. 89/06/23. 18pp. 50413:057-50413:074. 

8907070129 Advises that B&W planning to conduct demonstration of alternate exam uti- 
lizing mock-up of weld configuration for core flood nozzle inside diameter ultrasonic 
insp on 890808. 

SHELTON.D.C. Toledo Edison Co. 89/06/29. Document Control Branch (Document 
Control Desk). Ip. 50442:115-50442:115. 


8907070130 Responds to 890425 SALP 7 Board Rept 50-346/88-01 for period of Jan 
1988 - Feb 1989.Rept reflects continued improvement in performance at plant. 

* Toledo Edison Co. 89/06/29. Document Control Branch (Document Control Desk). 
Ip. 50549:235-50549:235. 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120382 Forwards Safety Insp Rept 50-346/89-17 on 890614-16.No violations 
noted. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/07/05. SHELTON.D. Toledo Edison 
Co. 2pp. 50513:070-50513:077. 


—8907120384 Insp Rept 50-346/89-17 on 890614-1 6.No violations noted. Major areas 
inspected:licensee self-initiated engineering evaluation efforts, including SSFIs for aux- 
iliary feedwater sys & station & instrument air sys. 

YIN.l.T., PHILLIPS, M.P. Region 3, Ofc of the Director. 89/07/05. 6pp, 50513:072- 
50513:077. 


8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts," Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp, 50449:001-50449:066. 

8907250278 Ack receipt of 890605 Itr informing NRC of steps taken to correct violation 
noted in Insp Rept 50-346/89-12 re failure to assemble fire brigade immediately upon 
receipt of any unplanned fire alarm. 

MILLER,H.J. Region 3, Ofc of the Director. 89/07/18. SHELTON.D.C, Toledo Edison 
Co. 2pp. 50642:226-50642:238. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI, C.E. Division of Operational Invents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240320 Forwards addendum to Insp Rept 50-346/89-08 transmitted by 890315 
Itr, consisting of comparisons of results of liquid sample collected during insp & criteria 
for comparing analytical measurements. 

GREGER.LR. Region 3, Ofc of the Director. 89/07/19. SHELTON,D. Toledo Edison 
Co. Ip. 50631:078-50631:080. 

—8907240325 Addendum to Insp Rept 50-346/89-08, consisting of comparisons of re- 
sults of liquid sample collected during insp & criteria for comparing analytical meas- 
urements. 

* Region 2, Ofc of the Director. 89/07/19. 2pp. 50631:079-50631:080, 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 11 3pp. 50630:001-50630:114. 
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R. Periodic operating reports & related correspondence 

8907200248 “Effluent & Waste !It;5pcsa! SeTiannual Rept.Davis-Besse Nuclear Power 
Static-- 'J-‘t ^ fC' Ju!-Dec 1984, 7. ’850222 

S.f.! 'c.eco Edison Co. 84/12/31. KEPPLER.J.G. Region 3. Ofc of the Di- 
.-eo:c - 5 "p c f 5 9 ; ■'7-50590: 1 63. 

8907200369 V.cr.th'y operating rept for June 1989 for Davis-Besse Nuclear Power 
Sis:.C" 7.. 895712 ir. 

SARSOUR.B., STORZ.L.F. Toledo Edison Co. 89/06/30. 6pp. 50588:330-50588:335. 


S. Reportable occurrences, LERs & related correspondence 

8906290385 Forwa.'ds --espcrse to 890310 Confirmatory Action Ltr CAL-RIII-89-008 re 
return of shift supervisor to :;cersed duties following improper withdrawal of group 3 
safety rod 5812-5 oe- 5535C1 telcon.EncI withheld (ref 10CFR2.790). 
SriELTCN.C.C. ’cied: Ea:szr. Co. 89/06/20. Document Control Branch (Document 
Control Desk). Ip. 50369:029-50369:029. 

8906290457 LER 88-029-01 :on 881218.control rod Group 3 safety rods dropped into 
core as result of t'o::b'e£hcot;’-g :r. CRD sys causing reactor to go subcritical.Caused 
by oe''Sc-nr!e! eTo- ‘/a..-:: pe.'scri'-a' ira.nac »V.' 893622 hr. 

ST-Q-f „ C ' s'tC=Z.'“=.' T oledo Ediso"n 'Co. 89/06/22. 4pp. 50366:056-50366:059. 

8907050105 LER 89-005-00:on 890530, unit experienced reactor trip from 100% power 
due to loss of condenser vacuum.Caused by failed splice in one phase of 13.8 kV 
feeder cable lead cab*e so'aled 3. 'esla'lc-d.W"8?C529 ltr. 

STOTZ.. -: S'CRZ_~ "ceccEcsc' Cc 59.35 79 ^pp 53356:045-50386:048. 

8907180156 LER 89-006-00:on 89061 4.determined that Tech Spec Surveillance Re- 
quirement 4.7.8.1.2.C had not been como.'efed V two ca.mma metrics fission 
detectors.Precautionary step added to --rcc.-r,:;'* DB--."-0:i3-3 W.'53C?i-i ltr. 
STOTZ.J.C., STORZ.LF. Toledo Edison Co. 89/07/14. 4pp. 50580:066-50580:069. 

89071 30295^ “C 3933 '4 I’sccv-.-red error in scheduling & actual performance of Sur- 
veilMscci "vZj rerre" 4 6 ' 3 i-ssting for personnel & emergency air locks.Caused 
by oversight. Ar-.\J .'rc..csl ?..:b.mhlcd & test interval changed. 

STOTZ.J.C., £T'ZR.Z,_ = '.“.vco Ecsc" Zc S"; '07/14. Document Control Branch 
(Document Control Desk). 4pp. 50557:286-50557:289. 


V. Operator Examinations 

8906290385 Forwards response to 890310 Confirmatory Action Ltr CAL-RIII-89-008 re 
return of shift supervisor to licensed duties following improper withdrawal of group 3 
safety rod on 8ai218.per 890501 telcon.EncI withheld (ref 10CFR2.790). 

SHELTON, D.C. Toledo Edison Co. 89/06/20. Document Control Branch (Document 
Control Desk). lp. 50369:029-50369:029. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PAR''LC'A.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ec Edison Cc of New York. Inc. 57pp. 50519:081-50519:136. 


8907240211 Notice of appearance.* Advises of author appearance in in proceeding. W/ 
Certificate of Svc. 

WEISMAN.R.M. Assistant General Counsel for Hearings & Enforcement. ^389 8900. 
89/07/11. 3pp. 50574:175-50574:177. 

8907260038 Joint stipulation.* Advises that parties will attempt to agree for future con- 
duct of proceeding & reflect agreeme-'t i-- f) 1 'o;;',-;:lior to bo filed by 891 103. Parties 
f'e-eahe*' will file periodic status repts /. ■ A.S..E C(.;'-ii;i;;:-i;o of Svc. 

.*.E 5V..--\.F V. Assistant General Counsel for Hearings & Enforcement. MILLER, J.H. 
Alabama Power Co. MILLER.J.H. Ba'ch. Binq.'-’am. Eaker, Hawthorne, Williams & 
Ward. #389 8939. 89/07/14. 3pp. 53532 .33'’ oOu:;.’'? 339 

8907240187 Order.’ Prehearing conference scheduled for 890721 in Birmingham, AL 
c.s“oc-.'od & bc-ginoirg H August. parties will file status repts apprising ASLB of 
D'OO'ess Ce':.:.c:a:c o' S.'O encl. Served on 890718. 

F='''E.. A:or»o Saio:/ and Loo-sing Appeal Panel. #389 8915. 89/07/17. Office 
of the General Counsel (Post 860701) 2pp 50574:151-50574:152. 

8907240161 Change of address for Farley Svc List.* Mailing address for WH Jordan 
listed.Certificate of Svc encl. Served on 890720. 

JULIAN, E.L. Docketing & Services Branch. #389 8931. 89/07/20. Atomic Safety and 
Licensing Appeal Panel. 2pp. 50574:085-50574:086. 

8907260049 Notice of appearance.* Advises that author will enter appearance in pro- 
ceeding c- bo‘'alf of licensee W^Ce.'l'ficate of Svc 

RE'^NdLCS .N.S Alabama -cag*- Co i4j£v\i/^v.L’js S Bishop, Cook, Purcell & Reyn- 
c.cs ^3B9 8540 89/07/20. 3pp. 50602:333-50602:335. 


H. General correspondence 

8907270265 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites.’’ 
10CFR72.6(c) should be revised to provide for fuel storage w/o ISFSI requirement. 
H'AIRSTCN.W 3. A’.abama Power Co. 89/07/07. Docketing & Services Branch. 3pp. 
50545.31 ’5-5-3648:3 18. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8906290446 Rev 7 to updated FSAR for Joseph M Farley Nuclear Plant, Units 1 & 2.W/ 
890622 ltr. 

HAIRSTON, W.G. Alabama Power Co. 89/07/31. 1,000pp. 50358:001-50360:054. 


M. Antitrust correspondence 

8907190004 Forwards antitrust settlement notice submitted *or FR publication. 
REEVES,E.A. Project Directorate 11-1. 89/07/13 ■■IA:RS'''C\,.\- G Alabama Power Co. 
2pp. 50592:118-50592:122. 


P. Operating license stage documents & correspondence 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8906290405 Forwards final exercise rept for 881102 full-participation joint exercise of 
0 . sim. c-m.ergenr.; preparedness plans for plant. 

.KAiA riC/.SK; Z. ."rcon-;: Emergency Management Agency. 89/06/20. CONGEL,F.J. 

& Emergency Preparedness (Post 870411). 'ip. 

”8906290407 “Farley Nuclear Power Plant Exercise Conducted on 881102," exercise 
rept. 

' Federal Emergency Management Agency. 89/01/25. 59pp. 50363:007-50363:061. 

8906290483 Revised EPIPs,including Rev 8 to FNP-O-EIP-18 & Rev 66 to FNP-O-EIP- 
8.VV/890623 ltr. 


HUDSPETH, J.B. Alabama Power Co. 89/06/23. 53pp. 50364:219-50364:271. 

Attachments A,B & C to EPIP FNP-O-EIP-8. "On-Call Schedule. 
MOREY, O.N. Alabama Power Co. 89/07/03. 9pp. 50562:308-50562:316. 


^^Pirn^’°W/8907lVlJ^^’^ FNP.O-BP-20. “Chemistry & Environ Support to Emergency 
HUDSPETH, J.B. Alabama Power Co. 89/07/12. 20pp. 50594:074-50594:093. 

8907190010 Attachment A, “On-Call Schedule" tc FN.=>-C-=’p. 8 
MOREY.D.N. Alabama Power Co. 89/07/13. 9pp. 53532- 1 o-O-SOSgp- 1 53 . 

8M7190016 Rev 67 to EPIP FNP-O-EIP-8, "Emergency Communications." W/890714 

HUDSPETH, J.B. Alabama Power Co. 89/07/14. 45pp. 50594:333-50595:017. 


G. Adjudicatory correspondence 


8906290094 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclide within 60 days of receipt of samples. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/13. HAIRSTON,W.G. Alabama 
Power Co. 2pp. 50363:356-50363:357. 

8907030199 Discusses schedule for completion of mods for NUREG-0737, Item II.D.1 to 
increase loop seal temp upstream of pressurizer safety valves.Projected implementa- 
tion date for Unit 1 's 910621 & 901221 for Unit 2. 

RtE’y.ES.E.A. =>roj--c; Dirocioraie 11-1 . 89/06/26. HAIRSTON,W.G. Alabama Power Co. 
oOp 53385.27*3-5038 b.27;-’. 


8906290^2 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list encl. 

^ARTLOWJ.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 


AZZZ -Z .7A,.7r? or '-'rs Tor awns re resolution or 

Level Redundancy." Svc list encl. 

^AHTLOWJ.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106 


8907180312 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
'z'®” designed to govern surveillance of structural integrity of high 
^ phase flow carbon steel piping sys, 

A'3“^srna Power Co. 89/07/13. Document Control Branch (Docu- 
me-. ^on'.'C! Doskj. 2pp. 50580:001-50580:002. 


Q. Inspection reports, IE Bulletins & correspondence 


8907070169 Forwards Insp Repts 50-348/89-11 & 50-364/89-11 on 890411- 0510 & 
notice of violation. 

Powfr®cS^2ppTi3:29?!io4^^^^^^ HAIRSTON, W.G. Alabama 


Birmingham.AL.W/ 

5OM2'146-5O30?142^^®^'^ Licensing Board Panel. #389 8816. 89/06/22. 3pp. 


'Zr;'7Y IT' . 'nsp on oyu4n-u5io. Violations 

actw contaln^^^^^^ integrity breached during replacement/ placement of fuel within re- 

REYES.LA. Region 2, Ofc of the Director. 89/06/16. 2pp. 50443:299-50443:300. 


proceeding be changed to reflect Judge 

JUUAfllF/i Geensing Board Panel. #389 8887. 69/07/06. 

JULIAN, t.L Docketing & Services Branch, ip. 50574:178-50574:178. 

w"So7/fl'“3pJ^S^:,?|!^^74?)i"“' & Enforcement. #389 


nntoH Ma #rr ^ ou - 1 1 ot ou-ue4/a9.i 1 on 890411-0510. Violations 

SbSvflSfn mSShi safety verification,monthly surveillance 

MAXwS L G F 'SP-tfRs & Unit 2 startup from refueling. 

25 Ispp 5M43:MV5044^;^^ 

*^“S“JpSo^sn5ted^ 50-348/89-12 & 50-364/89-12 on 890511-0610,No 
?orr-'ct.'2pp.-50^4Toei:5M45!^^^^^^^ HAIRSTON, W.G. Alabama 
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-8907070254 Insp Repts 50-348/89-12 & 50-364/89-12 on 89051 1-0610.No violations 
or deviations noted. Major areas inspected: operational safety verification, monthly sur- 
veillance t.E.”r5 & .design changes & mods. 

MAXWELL.G.". M /. .- C.ANTRElL.F.S. Region 2, Ofc of the Director. 89/06/ 
26. 11pp. 50444:063-50444:073. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170386 Responds to NRC Itr re violations noted in Insp Repts 50-348/89-11 & 50- 
364/89-1 1. Corrective actions:chemical injection valve restored & plant conditions sta- 
b''i2ed using c..;=ds". 2 c c‘ FNP-2-EEP-0. 

i"4!FS"C\,.\ 3 Aacama Power Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50548:170-50548:174. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves c' S'-.'lar Desicn." Svc list end. 

ROSSI, C.E. Division of Cpc-'aJ'ona. E.enis Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907180510 Monthly operating rept for June 1989 for JM Farley Nuclear Plant, Unit 1.W/ 
890712 Itr. 

MCREY,D.N., HAIRSTON,W.G. Alabama Power Co. 89/06/30. 5pp. 50580:036- 
50580:040. 


S. Reportable occurrences, LERs & related correspondence 

8907130320 LER 89-003-00:on 890531 -0609, five fire dampers tested below acceptance 
criterion of closing w/air flow in sys.Caused by different conditions in summer 
mode. Design change initiated to determine how dampers should be modified. W/ 
890705 Itr. 

MOREY,D.N., HAIRSTON,W.G. Alabama Power Co. 89/07/05. 4pp. 50512:033- 
50512:036. 

8907200328 LER 89-S02-00:on 89061 9, determined that situation existed that could 
have allowed unauthorized or undetected entry into svc water intake structure.No bar- 
rier existed on either end of line to prevent access.Security posted. W/89071 2 Itr. 
MOREY.D.N., HAIRSTON,W.G. Alabama Power Co. 89/07/12. 4pp, 50597:172- 
50597:175. 

8907240022 Special Rept 89-001 :on 890605, fire detection instrumentation sys disabled 
in order to support mods to access control area.Due to nature of work, sys could not 
be returned to svc within 14 days, per Tech Spec 3. 3.3. 9. 

HAIRSTON,W.G. Alabama Power Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50636:276-50636:277. 

8907260273 Special Rept 89-002:on 89061 5, fire damper declared inoperable.Caused by 
damper not meeting acceptance criterion of closing w/air flow in sys.Design change 
initiated to determine if damper will be modified or replaced. 

HAIRSTON,W.G. Alabama Power Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:106-50673:107. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907060264 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LIM- 
ERICK GENERATING STATION,UNITS 1 AND 2.Docket Nos. 50-352 And 50- 
353.(Philadelphia Electric Company) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-0991 308. 89/06/30. 
76pp. 50534:207-50534:274. 


F. Security, medical, emergency & fire protection plans 

8907060125 Responds to 890608 order re exemption under 10CFR51.6 & 50.12 con- 
cerning license for operation of facility. Exemption strongly opposed for listed 
reasons,including inadequacy of plan for evacuation in event of emergency. 
ROMANO,F.R. Air and Water Pollution Patrol. #289 8791, 89/06/14. 
MARGULIES,M.B., HARBOUR, J., KLtNE,J.R. Atomic Safety and Licensing Board 
Panel. Ip. 50450:317-50450:317. 

8907130335 Forwards public version of revised EPIPs,including Rev 1 to EP-204,Rev 5 
to EP-205 & Rev 17 to EP-291.W/DH Grimsiey 890707 release memo. 

HUNGER,G.A. Philadelphia Electric Co. 89/06/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50536:009-50536:010. 

“8907130343 Public version of revised EPIPs,including Rev 1 to EP-204, Rev 5 to EP- 
250 & Rev 17toEP-291. 

* Philadelphia Electric Co. 89/05/16. 29pp. 50536:01 1-50536:039. 


8906300053 Forwards Safety Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 
& 0607.Violations noted.Enforcement conference will be held on 890705 to discuss 
operators inability to properly classify certain events during walk-through exams. 
KNAPP.M.R. Region 1, Ofc of the Director. 89/06/21. MCNEILL,C.A. Philadelphia 
Electric Co. 3pp. 50381:262-50381:271. 

“8906300058 Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 & 0607. Viola- 
tions noted. Major areas inspected:changes to emergency preparedness 

program, emergency facilities, equipment, instrumentation & supplies. 

CONKLIN,C.. LAZARUS.W. Region 1. Ofc of the Director. 89/06/19. 7pp. 50381:265- 
50381:271. 


8907030069 Forwards Rev 12 to fire protection evaluation rept & Rev 19 to emergency 
plan (filed in PDR Category F). 

HUNGER, G.A. Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

“8907030136 Rev 12 to "Fire Protection Evaluation Rept.” 

* Philadelphia Electric Co. 89/06/30. 30pp. 50398:011-50398:040. 

8907120351 Forwards performance test rept on passive infrared intrusion detection 
equipment, per Apr 1989 rev of security plan. Adequate compensatory measures have 
been provided throughout test period. 

HUNGER, G.A. Philadelphia Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50513:175-50513:178. 


G. Adjudicatory correspondence 

8907030120 Corrected Certificate of Svc.* Certifies svc of applicant 890621 reply 
memorandum in support of motion for clarification or,alternatively,for exemption,on 
890622. 

RADER,R.M. Philadelphia Electric Co. #389 8834. 89/06/22. 2pp. 50311:339- 
50311:340. 


8907030015 Request by Intervenor RL Anthony to be continued as Intervenor in licens- 
ing process for Unit 2 & for hearing under 42 ESC Section 2239(a) as affected 
person,endangered by Philadelphia Electric failure to satisfy plant....* 

ANTHONY,R.L Anthony, R.L #389 8824. 89/06/23. Commissioners. 3pp. 
50311:107-50311:109. 


8907200082 Memorandum of Limerick Ecology Action, lnc,per prehearing conference 
order of ASLB of 890609.* Proposed alternatives for severe accident mitigation within 
scope of proceeding on remand.Certificate of Svc end. 

ELLIOTT,C.W. Limerick Ecology Action. #389 8854. 89/06/30. Atomic Safety and Li- 
censing Board Panel. 42pp. 50545:165-50545:206. 

8907200105 First rept of parties on implementation of stipulation for settlement & dis- 
missal of Graterford Inmates contention.* Standardized lesson plan for providing train- 
ing to dept of corrections personnel approvcc.W/Ceriil ciito of Svc. 

RADER,R.M. Philadelphia Electric Co #385 8864. 89/06/30. 5pp. 50545:346- 
50545:350. 

8907200108 Rept of parties.* Parties agree that further exam of large hydrogen recom- 
biner unnecessary since units already equipped w/recombiners & larger recombiners 
would be be cost beneficial.W/supporting documentation & Certificate of Svc. 
WETTERHAHN,M.J. Philadelphia Electric Co. ELLIOTT,C.W. Limerick Ecology Action. 
HODGDON,A. Assistant General Counsel for Hearings & Enforcement. #389 8855. 
89/06/30. 35pp. 50545:270-50545:304. 

8907200037 Notice of appointment of adjudicatory employees.* Advises that JH Conran 
& RL Pedersen have been appointed as Commission adjudicatory employees to 
advise Commission on issues re proceeding.W/Certificate of Svc. Served on 890705. 
CHILK.S.J. Office of the Secretary of the Commission. #389 8861. 89/07/03. 4pp. 
50545:244-50545:247. 

8907200175 NRC Staff memorandum supporting staff position re alternatives to be liti- 
gated.* Board should reject Limerick Ecology Action suggested items for litigation 
considered outside of scope of remand.W/Certificate of Svc. 

HODGDON.A.R. Assistant General Counsel for Hearings & Enforcement. #389 8871. 
89/07/03. Atomic Safety and Licensing Board Panel. I2pp. 50545:078-50545:089. 

8907200227 Licensee memorandum re proposed design mitigation alternatives for 
which agreement among parties could not be reached.* Only specific alternatives 
being considered by licensee & should be given attention.W/Certificate of Svc. 
WEttERHAHN,M.J. Philadelphia Electric Co. WETTERHAHN,M.J. Conner & Wetter- 
hahn. #389 8870. 89/07/03. Atomic Safety and Licensing Board Panel. 55pp. 
50546:151-50546:205. 


8907200051 Advises that Chairman KM Carr will tour facility on 890713. Any party wish- 
ing to have single representative attend must notify J Gutierrez by 89071 1 .W/Certifi- 
cate of Svc.Served on 890705. 

CYR,K.D. Commissioners. #389 8862. 89/07/05. Office of the General Counsel (Post 
860701). 3pp. 50545:248-50545:250. 

8907200045 Memorandum & order CLI-89-10.* Grants authorization for low power oper- 
ation pending completion of hearing on impacts of severe accident mitigation design 
alternatives.per applicant motion.W/Certificate of Svc.Served on 890707, 

CHILK.S.J. Office of the Secretary of the Commission. #389 8873. 89/07/07. Phila- 
delphia Electric Co. 17pp. 50545:126-50545:142. 

8907200101 Answer by Philadelphia Electric Co to request by RL Anthony for hearing & 
admission as Intervenor.* Anthony not entitled to new hearing on emergency plann- 
ning or other safety issues & request should be denied.W/Certificate of Svc. 

RADER, R.M. Philadelphia Electric Co. RADER, R.M. Conner & Wetterhahn. #389 
8879. 89/07/07. Commissioners. 13pp. 50545:096-60545:108, 

8907240215 Informs that TE Murtey issued low power license on 890710 for plant,which 
authorizes power levels not to exceed 5% of full power. 

HODGDON.A.P. Assistant General Counsel for Hearings & Enforcement. #389 8899. 
89/07/11. MARGULIES.M.B., HARBOUR, J., SHON,F.I Atomic Safety and Licensing 
Board Panel. Ip. 50574:234-50574:234. 



116 DOCKETED ITEMS 


8907240108 NRC Staff response to RL Anthony request for hearing & for intervention.* 
Commission should deny Anthony request due to Anthony interest not v/ithin scope of 
remand.W/Certificate of Svc. 

HODGDON.A.P. Assistant Genera' Counsel ‘-'earrgs & Enforcement. #389 8898. 
89/07/13. Commissioners. 9pp. fi'ju'’:' X-:-535''5 j'Z. 

8907240200 Motion of Inten/enor, Limerick Ecology Action Inc, to Reconsider/Stay/Sus- 
pend/Revckc O-do- Au'hcr'::inc Issuaroe cf Lew “ewe- Ol. for Limerick 2.* Consider- 
ation of ■ni-.ig.aiiC"- a ;or.''aliw--s Ce'i.t.eate of Svc end. 

ELLIOTT, C.W. Limerick Ecology Action. ELLIOTT,C.W. Poswistilo, Elliot & Elliot. #389 
8911. 89/07/13. Commissioners, 15pp. 50574:157-50574:171. 

8907240125 Advises that Commissioner KC Rogers will tour facility on 890727,Notifica- 
tion must be given to J Gutierrez no later than 890725 if party requests representative 
to attend subj activities. Served on 89071 8.W/Certificate of Svc. 

KARMAN.M. Commissioners. #389 8920. 89/07/17. Atomic Safety and Licensing 
Board Panel. 2pp. 50574:087-50574:089. 

8907240104 Memorandum & order.* Orders that severe accident mitigation 
alternatives, per NEPA,to be considered include containment heat removal, core resi- 
due capture & vontir.g.Ce'tificate a' o^cl Sc-'’yed on 890719. 

HARBOUR, J.. S-C\l-j. V.'* .RGLL ES .V.E Atomic Safety and Licensing Board 
Panel. #389 8921. 89/07/18. Office of the General Counsel (Post 860701). 20pp. 
50574:344-50575:003. 

8907240189 Notice of appointment of adjudicatory employee.* Advises that H Vander- 
mole appointed to advise Commission on issues in proceed'rc re severe accident 
mitigation design alternatives.W/Certificate of Svc.Servec c". 39C723. 

CHILK.S.J. Office of the Secretary of the Commission. #389 8928. 89/07/20. 4pp. 
50574:221-50574:224. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907030069 Forwards Rev 58 to FSAR (filed in PDR Category K). 

HUNGER, G.A. Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

-8907030134 Rev 58 to FSAR for Limerick Generating Station. Units 1 & 2. 

* Philadelphia Electric Co. 89/06/30. 200pp. 50396:31 6-50398:010. 


P. Operating license stage documents & correspondence 

8906290059 Forwards Amend 25 to License NPF-39 & safety evaluation. Amend revises 
Tech Specs to increase min level of water that must be maintained in spray pond to 
support operation of Unit 2. 

CLARK.R.J. Project Directorate 1-2. 89/06/16. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50363:325-50363:336. 

-8906290062 Amend 25 to License NPF-39. changing Tech Specs to increase min level 
of water that must be maintained in spray pond to support operation of Unit 2. 
BUTLER, W.R. Project Directorate 1-2. 89/06/16. 6pp. 50363:328-50363:333. 

-8906290063 Safety evaluation supporting Amend 25 to License NPF-39. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/16. 3pp. 
50363:334-50363:336. 

8906290397 Provides status of mods re four outstanding control room human engineer- 
ing discrepancies (HEDs) identified during Unit 1 CRDR program.HED TA-03 resolved 
& HED A1-02 reevaluated & priority lowered from Priority 2 to 4. 

HUNGER,G.A, Philadelphia Electric Co. 89/06/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50362:307-50362:309. 

8906280291 Forwards Amend 27 to License NPF-39 & safety evaluation. Amend revises 
Tech Specs re RHR & emergency svc water sys to reflect unit operation. 

CLARK,R.J. Project Directorate 1-2. 89/06/20. HUNGER, G.A. Philadelphia Electric Co. 
3pp. 50333:194-50333:223. 

-8906280293 Amend 27 to License NPF-39, revising Tech Specs re RHR & emergency 
svc water sys to reflect unit operation. 

BUTLER.W.R. Project Directorate 1-2. 89/06/20. 15pp. 50333:197-50333:212. 

-8906280295 Safety evaluation supporting Amend 27 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/20. 11pp. 
50333:213-50333:223. 

8906300028 Fowards SER accepting util 830906,1110 & 840508 responses to Generic 
Ltr 83-28, Item 4.5.3 re on-line functional testing of reactor trip sys,per BWR Owners 
Group Rept NECD-30844. 

CLARK.R.J. Project Directorate 1-2. 89/06/21. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50385:226-50385:257. 

-8906300034 SER accepting util responses to Generic Ltr 83-28. Item 4.5.3 re reactor 
trip sys reliability. 

* NRC - No Detailed Affiliation Given. 89/06/21. 2pp. 50385:229-50385:257. 

8907030222 Forwards Amend 29 to License NPF-39 & safety evaluation. Amend revises 
Tech Specs to achieve consistency, remove outdated matl & make minor text changes 
& correct errors. 

CLARK.R.J. Project Directorate 1-2. 89/06/22. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50388:330-50389:030. 

-8907030228 Amend 29 to License NPF-39.making administrative changes to Tech 
Specs to achieve consistency, removing outdated matl, making minor text changes & 
correcting errors. 

BUTLER^V.R. Project Directorate 1-2. 89/06/22. 48pp. 50388:333-50389:019. 

-8907030237 Safety evaluation supporting Amend 29 to License NPF-39. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 11pp. 
50389:020-50389:030. 

8906300061 Advises that util did not purchase any safety-related componets &/or parts 
for Planned Maint Sys, Inc from 850701 to present. 

HUNGER.G.A. Philadelphia Electric Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 50370:258-50370:258. 


8906300111 Responds to request for addi info re consideration of severe accident miti- 
gation design alternatives.Tables listing current estimated core damage frequency per 
reactc.' v- & dor'n.nnt population dose sequences end. 

HUNGER G Pn..adelphia Electric Co. 89/06/23. Document Control Branch (Docu- 
re.-.: Cc-lro: Deski. 37pp. 50378:050-50378:086. 

8907100028 Ack receipt of 89051 1 ltr re alleged discrimination against employee for en- 
gaging in protected activities. NRC considers matter closed by review of info. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/27. MCNEILL,C.A. Philadelphia 
Electric Co. 2pp. 50458:196-50458:197. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907100217 Forwards corrected Page 3/4 7-5 & overleaf Page 3/4 7-6 for Tech Specs 
to increase min level of water that must be maintained in spray pond to support oper- 
ation of units per Amend 25 to License NPF-39.W/0 end. 

CLARK.R.J. Project Directorate 1-2. 89/06/28. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50458:109-50458:111. 

8907100240 Forwards corrected Pages 3/4 3-21 & 3/4 3-22 for Amend 29 to License 
NPF-39.W/0 ends. 

CLARK.R.J. Project Directorate 1-2. 89/06/28. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50457:003-50457:005. 

8907030069 Forwards Amend 95 to OL application for Licenses NPF-39 & NPF-83, con- 
sisting of Rev 58 to FSAR (filed in Category K) & Rev 12 to fire protection evaluation 
rept & Rev 19 to emergency plan (filed in Category F). 

HUNGER.G.A. Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

--8907030133 Application for Amend 95 to Licenses NPF-39 & NPF-83. 

HELWIG.D.R. Philadelphia Electric Co. 89/06/29. 2pp. 50396:314-50396:315. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, ‘‘BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907130234 Forwards Amend 30 to License NPF-39 & safety evaluation. Amend revises 
Tech Specs to permit operation of reactor w/one of two reactor recirculation loops in 
svc under certain specified conditions. 

CLARK.R.J. Project Directorate 1-2. 89/06/30. HUNGER.G.A. Philadelphia Electric Co. 
4pp. 50532:240-50532:289. 

-8907130236 Amend 30 to License NPF-39, revising Tech Specs to permit operation of 
reactor w/one of two reactor recirculation loops in svc under certain specified condi- 
tions. 

BUTLER.W.R. Project Directorate 1-2. 89/06/30. 39pp. 50532:244-50532:282. 

-8907130239 Safety evaluation supporting Amend 30 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 7pp. 
50532:283-50532:289. 

8907130314 Forwards 890605 ltr to Ecology Ctr of Southern California re petition to fix 
or close all nuclear power reactors designed by GE.Ltr ack receipt of petition filed by 
Ecology Ctr & states petition filed under 1 0CFR2.206. 

CLARK,R.J. Project Directorate 1-2. 89/07/06, HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50537:002-50537:008. 

8907120032 Forwards License NPF-84,environ protection plan, notice of issuance of li- 
cense & Amend 5 to Indemnity Agreement B-101, for signature. License authorizes op- 
eration of unit at power levels not to exceed 5% rated power. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/07/10. 
HUNGER.G.A. Philadelphia Electric Co. 4pp. 50513:355-50514:026. 

--8907120039 "Environ Protection Plan (Nonradiological)." 

* NRC - No Detailed Affiliation Given. 89/07/10. 15pp. 50514:008-50514:022. 

8907180492 Notification of Significant Licensee Meeting 89-101 w/util on 890718 in 
King of Prussia.PA to discuss util engineering reorganization. 

DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/10. Region 1, Ofc of the Direc- 
tor. 2pp. 50580:011-50580:012. 

8907190017 Forwards application for amend to License NPF-39, consisting of Tech 
Spec Change Request 88-06,reflecting removal of organizational charts from Tech 
Specs per Generic Ltr 88-06. 

HUNGER.G.A. Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50585:136-50585:166. 

-8907190020 Application for amend to License NPF-39, reflecting removal of organiza- 
tional charts from Tech Specs per Generic Ltr 88-06. 

* Philadelphia Electric Co. 89/07/11. 18pp. 50585:138-50585:155. 

-8907190024 Proposed Tech Specs re administrative controls for util organization & in- 
dependent safety engineering group. 

* Philadelphia Electric Co. 89/07/11. 11 pp. 50585:156-50585:166. 

8907190046 Submits response to Generic Ltr 89-06. "Task Action Plan Item I.D,2- 
SPDS," concerning implementation status of SPDS at facilities.SPDS at Limerick Unit 
1 meets requirements of NUREG-0737.Suppl 1 & Unit 2 in startup testing program, 
HELWIG.D.R, Philadelphia Electric Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50585:266-50585:268. 

8907250332 Fon^^ards corrected Amend 29 to License NPF-39,Tech Spec Page 1-1 in- 
correctly xeroxed back-to-back to Page 3/4 1-2. 

CLARK, R.J. Project Directorate 1-2. 89/07/17. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50642:219-50642:222. 

-8907250334 Corrected Page 3/4 1-2 to Amend 29 to License NPF-39. 

* NRC - No Detailed Affiliation Given. 89/07/17, Ip. 50642:222-50642:222. 
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8907250086 Provides corrected addi info re severe accident mitigation design 
alternatives, per 890523 request.Revised Table 1-4, correcting total early fatality 
risk. end. 

HUNTCaER.G A °.^:‘adelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
■'■en: Ccn;'o- Dcsk- 3pp. 50655:191-50655:193. 

8907260211 Notificaiton of 890727 meeting w/util in Rockville, MD to discuss util re- 
sponse to request for addI info re plant severe accident mitigation issues. 

EU'LER.V.'.R Prcjoct Directorate 1-2. 89/07/24. MURLEY.T.E.. SNIEZEK.J. NRC - No 
Do;ai.cd .A:: iia; c.” Given. MIRAGLIA.F. Associate Director for Inspection & Technical 
Assossrre-v. 3pp. 50673:076-50673:078. 


Q. inspection reports, IE Bulletins & correspondence 

8906300053 Forwards Safety Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 
& 0607.Violations noted. Enforcement conference will be held on 890705 to discuss 
operators inability to properly classify certain events during walk th-cuc}'“ exams. 
KNAPP.M.R. Region T Ofc o^ the Director. 89/06/21. MCNELLCA. Philadelphia 
Electric Co. 3pp. 5':-38-. 262-50381. 271. 

-8906300058 Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 & 0607. Viola- 
tions noted. Major areas inspected:changes to emergency preparedness 
program, emergency facilities.equipment, instrumentation & supplies. 

CONKLIN, C.. LAZARUS.W. Region 1, Ofc of the Director. 89/06/19. 7pp. 50381:265- 
50381:271. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100224 Forwards Safety Insp Repts 50-352/89-10 & 50-353/89-16 on 890423- 
0528 & notice of violation. 

LINVILLE.J.C. Region 1, Ofc of the Director. 89/06/30. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 50457:031-50457:076. 

-8907100225 Notice of violation from insp on 890423-0528.Violation noted:temporary 
circuit alteration not initiated to remove hydraulic control unit (HCU) from svc & HCU 
blocking tags not removed. 

* Region 1, Ofc of the Director. 89/06/30. 3pp. 50457:034-50457:036. 

-8907100226 Insp Repts 50-352/89-10 & 50-353/89-16 on 890423-0528. Violations 
noted.Major areas inspected:tours,maint & surveillance testing, LERs & periodic 
repts,operational events & sys waikdowns. 

WILLIAMS,J.H.. KENNY.T.J. Region 1, Ofc of the Director. 89/06/26. 39pp. 
50457:037-50457:076. 

8907130234 Forwards Amend 30 to License NPF-39 & safety evaluation. Amend revises 
Tech Specs to permit operation of reactor w/one of two reactor recirculation loops In 
svc under certain specified conditions. 

CLARK, R.J. Project Directorate 1-2. 89/06/30. HUNGER, G.A. Philadelphia Electric Co. 
4pp. 50532:240-50532:289. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180203 Forwards Reactive Safety Insp Rept 50-352/89-14 on 890629. Violations 
noted.Concern expressed re lack of control in area of properly packaging matl to 
ensure external radiation levels mantained. Enforcement conference scheduled. 
KNAPP.M.R. Region 1, Ofc of the Director. 89/07/11. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 50575:352-50575:357. 

-8907180210 Reactive Insp Rept 50-352/89-14 on 890629.Violation noted. Major areas 
inspected:circumstances surrounding shipment of SeaVan to Quadrex Recycle Ctr. 
FURIA.J.T., BORES, R.J. Region 1. Ofc of the Director. 89/07/07. 3pp. 50575:355- 
50575:357. 

8907190367 Ack receipt of 890508 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-352/89-80 & 50-353/89-80. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/12. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 2pp. 50581:125-50581:138. 

8907240313 Notification of Enforcement Conference 89-109 on 890717 w/ util in King 
of Prussia.PA to discuss recent transportation violation. 

DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/12. Region 1, Ofc of the Direc- 
tor. 2pp, 50640:336-50640:337. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240253 Notification of Significant Licensee Meeting 89-117 w/util in Region I ofc 
on 890724 to discuss mid-cycle SALP review. 

DOERFLEIN.L.T. Region 1, Ofc of the Director. 89/07/19. Region 1, Ofc of the Direc- 
tor. 2pp. 50641:053-50641:054. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc, 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907170319 Monthly operating repts for June 1989 for Limerick .Generating Station.W/ 
890711 Itr, 

MURPHY, J.J.. LEITCH.G.M, Philadelphia Electric Co. 89/06/30. 11pp. 50555:079- 
50555:089. 


S. Reportable occurrences, LERs & related correspondence 


8907100125 Provides followup rept to util 890524 noncompliance Itr.Util has determined 
that blowdown diffuse line partially blocked w/either river silt settled in diffuser or built 
up inside pipe since diffuser inception.Matl will be removed, 

MCCORMICK, M.J. Philadelphia Electric Co. 89/06/20. BAUER, R. Pennsylvania, Com- 
monwealth of. 2pp. 50459:1 14-50459:1 15. 

8906290076 LER 89-040-00:on 89051 2,seismic ror’toring sys triaxiat response spec- 
trum analyzer printer failed to operate during cal o' furc-.scrai test.Caused by design 
deficiency.Upgraded controller circuit board & printer installed.W/890621 Itr. 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/06/21. 5pp. 

50366:046-50366:050. 

8907050368 LER 89-035-00:on 890506,control rods improperly verified as coupled to 
drives during facility second fuel cycle.Caused by rr=sa''g''.rert d:jrirg original 
installation.lnstallation procedures revised to prevent -ecjrron::!'. .V. S9J'326 :*/ 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/06/26. 8pp. 

50415:106-50415:113. 

8907050078 LER 89-041 -00:on 89061 3, determined that all four channels of primary 
containment post-LOCA radiation monitoring instrumentation inoperable in excess of 
Tech Spec time period.Caused by procedural deficiency. W/890627 Itr. 

ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/06/27. 5pp. 

50415:114-50415:118. 


8907130133 Forwards LER 89-039-00 re 890601 failure to meet License Condition 
2.C.(3'..a conco'ninc fire protection. 

MCCORM CK,M.„. 'Philadelphia Electric Co. 89/07/03. Document Control Branch 
(Document Control Desk). Ip. 50511:288-50511:302. 

“8907130137 LER 89-039-00:on 890601 .util identified deficiencies in safe shutdown ca- 
pabilities of facility in event of fire.Caused by lack of detailed procedures used in per- 
forming safe shutdown analysis. Various mods completed prior to startup. 
ENDRISS.C.R. Philadelphia Electric Co. 89/07/03. 14pp. 50511:289-50511:302. 

8907180260 LER 89-042-00:on 890509.determined that 17 of 185 CRD accumulator 
check valves could not maintain hydraulic control unit accumulator pressure above 
low pressure alarm setpoint of 970 psig.Caused by personnel error. W/890710 Itr. 
ENDRISS.C.R., MCCORMICK.M.J. Philadelphia Electric Co. 89/07/10. 6pp. 
50564:001-50564:006. 

8907210327 LER 88-01 9-01 :on 880506,17 agastat relays found w/missing or unsecured 
locking springs.Caused by inadvertent dislodging during work activities in relay 
cabinets.Memo & surveillance test written for future ref.W/890718 Itr. 

ENDRISS.C.R., MCCCORMICK.M.J. Philadelphia Electric Co. 89/07/18. 10pp. 
50597:219-50597:228. 


8907240503 NPDES noncompliance notification:on 89071 4, overflow from spray pond 
blowdown manhole & unpermitted discharge to Outfall 009 observed. Discharge 
stopped by repositioning barrier to account for increase in water level. 
MCCORMICK,M.J. Philadelphia Electric Co. 89/07/19. BAUER.R. Pennsylvania, Com- 
monwealth of. 3pp. 50641:050-50641:052. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8906290397 Provides status of mods re four outstanding control room human engineer- 
ing discrepancies (HEDs) identified during Unit 1 CRDR program.HED TA-03 resolved 
& HED A1-02 reevaluated & priority lowered from Priority 2 to 4. 

HUNGER, G.A. Philadelphia Bectric Co. 89/06/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50362:307-50362:309. 

8906280089 Approves util 880621 power ascension test program for facility, per Reg 
Guide 1.68,for execution, 

CLARK, R.J. Project Directorate 1-2. 89/06/20. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50331:343-50331:345. 

8906300028 Fowards SER accepting util 830906,1110 & 840508 responses to Generic 
Ltr 83-28, Item 4.5.3 re on-line functional testing of reactor trip sys, per BWR Owners 
Group Rept NECD-30844. 

CLARK.R.J. Project Directorate 1-2. 89/06/21. HUNGER.G.A. Philadelphia Electric Co. 
3pp. 50385:226-50385:257. 

“8906300034 SER accepting util responses to Generic Ltr 83-28,ltem 4,5.3 re reactor 
trip sys reliability. 

• NRC - No Detailed Affiliation Given. 89/06/21. 2pp. 50385:229-50385:257. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


8907060264 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF LIM- 
ERICK GENERATING STATION.UNITS 1 AND 2.Docket Nos. 50-352 And 50- 
353. (Philadelphia Eiectric Company) 

* Division of Reactor Projects - l/li (Post 870411). NUREG-0991 S08. 89/06/30. 
76pp. 50534:207-50534:274. 


F. Security, mfdical, emergency & fire protection plans 
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8907060125 Responds to 890608 order re exemption under 10CFR51.6 & 50.12 con- 
cerning license for operation of ^ac^ity Exer^ption strongly opposed for listed 
'■easo''S.r.c'uri‘ng ^adequacy of plan ‘or ■=■-/« :ija;i-:’! event of emergency. 
ROMANOF.R ” Air and Water Pollution Patrol. .?269 e79i.‘ 89/06/14. 

M.ARG'v^L ES.t'- HARBOUR, J., KLINE.J.R. Atomic Safety and Licensing Board 
Panel. Ip. 50450:317-50450:317. 

8907130335 Forwards public version of nevised EP'^^s mcluriirc Rev 1 to EP-204,Rev 5 
to EP-205 & Rev 17 to EP-291.W/DH G.-ms'ev '---case memo. 

HUNGER, G.A. Philadelphia Electric Co 59/C6.'20 Gocume-t Control Branch (Docu- 
ment Control Desk). 2pp, 50536:009-50536:010. 

-8907130343 Public version of revised EPIPs, including Rev 1 to EP-204, Rev 5 to EP- 
250 & Rev 17 to EP-291. 

* Philadelphia Electric Co. 89/05/16. 29pp. 50536:011-50536:039. 

8906300053 Forwards Safety Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 
& 0607. Violations noted.Enforcement conference will be held on 890705 to discuss 
operators inability to properly classify ce'tam «ev-crts du'inc walk-th.^ough exams. 
KNAPP, M.R. Region 1, Ofc of the Cirectc- tiS-.Oo. 2' MC.NEILL,C.A. Philadelphia 
Electric Co. 3pp. 50381:262-50381:271. 

-8906300058 insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 & 0607. Viola- 
tions noted.Major areas inspected:changes to emergency preparedness 
program, emergency facilities, equipment, instrumentation & supplies. 

CONKLIN,C. Region 1, Ofc of the Director. 89/06/19. 7pp. 50381:265-50381:271. 

8907030069 Forwards Rev 12 to fire protection evaluation rept & Rev 19 to emergency 
plan (filed in PDR Category F). 

HUNGER, G.A. Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

-8907030136 Rev 12 to “Fire Protection Evaluation Rept." 

* Philadelphia Electric Co. 89/06/30. 30pp. 50398:011-50398:040. 

8907120351 Forwards performance test rept on passive infrared intrusion detection 
equipment, per Apr 1 989 rev of security plan. Adequate compensatory measures have 
been provided throughout test period. 

HUNCaER.G.A. Philadelphia Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50513:175-50513:178. 

8907120032 Forwards License NPF-84, environ protection plan, notice of issuance of li- 
cense & Amend 5 to Indemnity Agreement B-101, for signature.License authorizes op- 
eration of unit at power levels not to exceed 5% rated power. 

VARGA.S.A. Division of Reactor Projects - 1/11 (Post 870411). 89/07/10. 
HUNGER.G.A. Philadelphia Electric Co. 4pp. 50513:355-50514:026. 

-8907120034 License NPF-84 for facility, authorizing operation of unit at power levels 
not to exceed 5% rated power. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
10. 9pp. 50513:359-50514:007. 


G. Adjudicatory correspondence 

8907030120 Corrected Certificate of Svc.* Certifies svc of applicant 890621 reply 
memorandum in support of motion for clarification or, alternatively, for exemption,on 
890622. 

RADER.R.M. Philadelphia Electric Co, 8834. 89/06/22. 2pp. 50311:339- 

50311:340. 

8907030015 Request by Intervener RL Anthony to be continued as Intervener in licens- 
ing process for Unit 2 & for hearing under 42 ESC Section 2239(a) as affected 
person, endangered by Philadelphia Electric failure to satisfy plant...,* 

ANTHONY,R.L. Anthony, R.L 1^^389 8824. 89/06/23. Commissioners. 3pp. 
50311:107-50311:109. 

8907200082 Memorandum of Limerick Ecology Acticr.Inc.por prehearing conference 
order of ASLB of 890609,* Proposed alternatives fer seve.'e accident mitigation within 
scope of proceeding on remand.Certificate of Svc end. 

ELLIOTT, C.W. Limerick Ecology Action, #389 8854. 89/06/30. Atomic Safety and Li- 
censing Board Panel. 42pp. 50545:165-50545:206. 

8907200105 First rept of parties on implementation of stipulation for settlement & dis- 
missal of Graterford Inmates contention. * Standardized lesson plan for providing train- 
ing to dept of corrections personnel approved.W/Certificate of Svc. 

RADER.R.M. Philadelphia Electric Co. #389 8864. 89/06/30. 5pp. 50545:346- 
50645:350. 

8907200108 Rept of parties.* Parties agree that further exam of large hydrogen recom- 
biner unnecessary since units already equipped w/recombiners & larger recombiners 
would be be cost beneficial.W/supporting documentation & Certificate of Svc. 
WETTERHAHN.M.J. Philadelphia Electric Co. ELLIOTT, C.W. Limerick Ecology Action. 
HODGDON.A. Assistant General Counsel for Hearings & Enforcement. #389 8855. 
89/06/30. 35pp, 50545:270-50545:304. 

8907200037 Notice of appointment of adjudicatory employees.* Advises that JH Conran 
& RL Pedersen have been appointed as Commission adjudicatory employees to 
advise Commission on issues re proceeding.W/Certificate of Svc.Served on 890705. 
CHILK,S.J. Office of the Secretary of the Commission. #389 8861. 89/07/03. 4pp. 
50545:244-50546:247. 

8907200175 NRC Staff memorandum supporting staff position re alternatives to be liti- 
gated.* Board should reject Limerick Ecology Action suggested items for litigation 
considered outside of scope of remand.W/Certificate of Svc, 

HODGDON.A.R. Assistant General Counsel for Hearings & Enforcement, #389 8871. 
89/07/03. Atomic Safety and Licensing Board Panel. 12pp. 60545:078-50545:089. 

8907200227 Licensee memorandum re proposed design mitigation alternatives for 
which agreement among parties could not be reached.* Only specific alternatives 
being considered by licensee & should be given attention. W/Certificate of Svc, 
WETTERHAHN.M.J. Philadelphia Electric Co. WETTERHAHN.M.J. Conner & Wetter- 
hahn. #389 8070. 89/07/03. Atomic Safety and Licensing Board Panel. 55pp, 
50546:151-50546:205. 


8907200051 Advises that Chairman KM Carr will tour facility on 890713. Any party wish- 
ing to have single representative attend must notify J Gutierrez by 89071 l.W/Certifi- 
cate of Svc.Served on 890705, 

CYR,K.D. Commissioners. #389 8862. 89/07/05. Office of the General Counsel (Post 
860701). 3pp. 50545:248-50545:250. 

8907200045 Memorandum & order CLI-89-10.* Grants authorization for low power oper- 
EiL:n cemp'etio" he.a'-'no o" ■'^oacts of severe accident mitigatio.n design 

a!!e"-a:..s£.pe' ^cp ca-: 'r.o;=cr ,V of Svc.Served on 89C707. 

CH LKSJ Cfhco of the Secretary of the Commission. #389 8873. 89/07/07. Phila- 
delphia Electric Co. 17pp. 50545:126-50545:142. 

8907200101 Answer by Philadelphia Electric Co to request by RL Anthof^v A 

admission as Intervenor.* Anthony not entitled ‘c ne.v ‘'■ca'-p c'’ p srn- 

ning or other safety issues & request should be :y Svc. 

RADER, R.M. Philadelphia Electric Co. RADER.R.M. Conner & Wetterhahn. #389 
8879. 89/07/07. Commissioners. 13pp. 50545:096-50545:108. 

8907240215 Informs that TE Murley issued low power license on 890710 for plant, which 
authorizes power levels not to exceed 5% of full power. 

HODGDON.A.P. Assistant General Counsel for Hearings & Enforcement. #389 8899. 
89/07/11. MARGULIES.M.B., HARBOUR.J.. SHON.F.J. Atomic Safety and Licensing 
Board Panel, ip. 50574:234-50574:234. 

8907240108 NRC Staff response to RL Anthony request for hearing & for intervention.* 
Commission should deny Anthony request due to Anthony interest not within scope of 
remand.W/Certificate of Svc. 

■HCCGCCN.A." /-ss's.'ar! Gene-a' Cou-'se! fo' ^c-a.-rps & Enforcement. #389 8898. 
39'C7-13 CDm.-n-ss or--srs. 9pp. 3:2 

8907240200 Motion of Intervenor.Limerick Ecology Action Inc.to Reconsider/Stay/Sus- 
pend/Revoke O'dor .A.'jthohz'.ng Issus'^ce of Low Power OL for Limerick 2.* Consider- 
ation of acciden: r.-.ga:io-' alrc.-nar-^es ‘mce.'ative Certificate c* Svc end. 

ELLIOTT, C.W. Lirre'ick Ecolog.' Ac:icn E__i3T7.C /; -cswai-'c Elliot & Elliot. #389 
8911.89/07/13 Comr s.s.cnors;. 15pp. 5057''-;: 57-505 /Y 17' 

8907240125 Advises that Commissioner KC Rogers will tour facility on 890727.Notifica- 
tion must be given to J Gutierrez no later than 890725 if party requests representative 
to attend subj activities.Served on 890718.W/Certificate of Svc. 

KARMAN.M. Commissioners. #389 8920. 89/07/17. Atomic Safety and Licensing 
Board Panel. 2pp. 50574:087-50574:089. 

8907240104 Memorandum & order.* Orders that severe accident mitigation 
alternatives, per NEPA,to be considered include containment heat removal,core resi- 
due capture & venting.Certificate of end. Served on 890719. 

HARBOUR,J., SHON,F.J., MARGULIES.M.B. Atomic Safety and Licensing Board 
Panel. #389 8921. 89/07/18. Office of the General Counsel (Post 860701). 20pp. 
50574:344-50575:003. 

8907240189 Notice of appointment of adjudicatory employee.* Advises that H Vander- 
mole appointed to advise Commission on issues in proceeding re severe accident 
mitigation design alternatives.W/Certificate of Svc.Served on 890720. 

CHILK,S.J. Office of the Secretary of the Commission. #389 8928. 89/07/20. 4pp. 
50574:221-50574:224. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8907030069 Forwards Rev 58 to FSAR (filed in PDR Category K). 

HUNGER.G.A, Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

—8907030134 Rev 58 to FSAR for Limerick Generating Station, Units 1 & 2. 

* Philadelphia Electric Co. 89/06/30. 200pp. 50396:316-50398:010. 


P. Operating license stage documents & correspondence 


8906300061 Advises that util did not purchase any safety-related componets &/or parts 
for Planned Maint Sys.lnc from 850701 to present. 

HUNGER.G.A. Philadelphia Electric Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 50370:258-50370:258. 

8906300111 Responds to request for addl info re consideration of severe accident miti- 
gation design alternatives.Tables listing current estimated core damage frequency per 
reactor yr & dominant population dose sequences end. 

HUNGER.G.A. Philadelphia Electric Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 37pp. 50378:050-50378:086. 

8907100028 Ack receipt of 89051 1 Itr re alleged discrimination against employee for en- 
gaging i'' protected activities. NRC considers matter closed by review of info. 
^USS.ELL.WT Region 1. Ofc of the Director. 89/06/27. MCNEILL, C.A. Philadelphia 
Ekclric Co. 2pp. 50458:196-50458:197. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907030069 Forwards Amend 95 to OL application for Licenses NPF-39 & NPF-83, con- 
sisting of Rev 58 to FSAR (filed in Category K) & Rev 12 to fire protection evaluation 
rept & Rev 1 9 to emergency plan (filed in Category F). 

HUNGER.G.A. Philadelphia Electric Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50396:312-50398:040. 

-8907030133 Application for Amend 95 to Licenses NPF-39 & NPF-83. 

HELWIG.D.R. Philadelphia Electric Co. 89/06/29. 2pp. 50396:314-50396:315. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co, of New York, Inc, 54pp. 50416:062-50416:106. 
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8907100201 Forwards Tech Specs, NUREG-1360 & SSER 8 re application for OL for 
Unit 2.W/0 end. 

CLARK, RJ. Project Directorate 1-2. 89/07/03. HUNGER, G.A. Philadelphia Electric Co. 
2pp. 50458:112-50458:113. 

8907130314 Forwards 890605 Itr to Ecology Ctr of Southern California re petition to fix 
or close all nuclear power reactors designed by GE.Ltr ack receipt of petition filed by 
Ecology Ctr & states petition filed under 10CFR2.206. 

CLARK, R.J. Project Directorate 1-2. 89/07/06. HUNGER, G, A. Philadelphia Electric Co. 
3pp. 50537:002-50537:008. 

8907120032 Forwards License NPF-84, environ protection plan, notice of issuance of li- 
cense & Amend 5 to Indemnity Agreement B-101, for signature, License authorizes op- 
eration of unit at power levels not to exceed 5% rated power. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 89/07/10. 
HUNGER, G.A. Philadelphia Electric Co. 4pp. 50513:355-50514:026. 

-8907120034 License NPF-84 for facility, authorizing operation of unit at power levels 
not to exceed 5% rated power. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
10. 9pp. 50513:359-50514:007. 

-8907120039 ‘‘Environ Protection P'ar (No'-'-'dio'ccica'' " 

* NRC - No Detailed Affiliation Gi'.or ' tf.'. " 5pp 50514:008-50514:022. 

--8907120042 Notice of issuance of License NPF-84 for Limerick Unit 2 to operate at 
reactor core power not in excess of 165 MWt,per Tech Specs & environ protection 
plan. 

BUTLER, W.R. Project Directorate 1-2. 89/07/10. 4pp. 50514:023-50514:026. 

8907180492 Notification of Significant Licensee Meeting 89-101 w/util on 890718 in 
King of Prussia, PA to discuss util engineering reorganization. 

DOERFLEIN,L.T. Region 1, Ofc of the Director. 89/07/10. Region 1, Ofc of the Direc- 
tor. 2pp. 50580:011-50580:012. 

8907190046 Submits response to Generic Ltr 89-06, "Task Action Plan Item I.D.2- 
SPDS,” concerning implementation status of SPDS at facilities.SPDS at Limerick Unit 
1 meets requirements of NUREG-0737,Suppl 1 & Unit 2 in startup testing program. 
HELWIG.D.R. Philadelphia Electric Co. 89/07/11, Document Control Branch (Docu- 
ment Control Desk). 3pp. 50585:266-50585:268. 

8907240149 Forwards results of leakage reduction program surveillance 

tests.Remaining tests will be performed after fuel reload. 

HUNGER, G, A. Philadelphia Electric Co. 89/07/14. Document Control Branch (Docu- 
ment Control Desk). 12pp. 50621:070-50621:081. 

8907250086 Provides corrected addi info re severe accident mitigation design 
alternatives,per 890523 request.Revised Table 1-4, correcting total early fatality 
risk, end. 

HUNGER,G.A. Philadelphia Electric Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50655:191-50655:193. 

8907260211 Notificaiton of 890727 meeting w/util in Rockvitle,MD to discuss util re- 
sponse to request for addI info re plant severe accident mitigation issues. 
BUTLER.W.R. Project Directorate 1-2. 89/07/24. MURLEY.T.E., SNIE2EK.J. NRC - No 
Detailed Affiliation Given. MIRAGLIA,F. Associate Director for Inspection & Technical 
Assessment (Post 870411). 3pp. 50673:076-50673:078. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280092 Forwards Safety Insp Rept 50-353/89-23 on 890605-07.No violations or 
deviations "oted. 

BEL-AM^'.F F. -'oqicr ‘, O'T :l tne Director. 89/06/16. MCNEILL.C.A. Philadeiphia 
Eoclr-c Co 2pp. 5:;3;';‘:r:3-*.-503.V jA2. 

-8906280093 Insp Rept 50-353/89-23 on 890605-07.No violation noted.Major areas 
inspected:licensee liquid & gaseous radioactive effluent control programs & solid rad- 
waste program including installations, testings & calibr. 

AUSTIN, M.A.. FURIA.J.T., JANG.J.C. Region 1. Ofc of the Director, 89/06/15. 7pp. 
50331:036-50331:042, 

8906300053 Forwards Safety Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 
& 0607. Violations noted. Enforcement conference will be held on 890705 to discuss 
operators inability to properly classify certain events during walk-through exams. 
KNAPP, M.R. Region 1, Ofc of the Director. 89/06/21. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 50381:262-50381:271. 

-8906300058 Insp Repts 50-352/89-11 & 50-353/89-17 on 890522-26 & 0607. Viola- 
tions noted.Major areas inspected:changes to emergency preparedness 
program.emergency facilities.equipment, instrumentation & supplies. 

CONKLIN, C.. LAZARUS.W. Region 1. Ofc of the Director. 89/06/19. 7pp. 50381:265- 
50381:271. 

8906300065 Forwards response to items requiring addi info & revised or supplemental 
info to Independent Const Assessment Insp Rept 50-353/89-200. 

HUNGER, G.A. Philadelphia Electric Co. 89/06/21. Document Control Branch (Docu- 
ment Control Desk). 16pp. 50378:295-50378:310. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907100224 Forwards Safety Insp Repts 50-352/89-10 & 50-353/89-16 on 890423- 
0528 & notice of violation. 

L1NVILLE,J.C. Region 1, Ofc of the Director. 89/06/30. MCNEILL.C.A. Philadelphia 
Electric Co. 3pp. 50457:031-50457:076. 

-8907100225 Notice of violation from insp on 890423-0528. Violation noted:temporary 
circuit alteration not initiated to remove hydraulic control unit (HCU) from svc & HCU 
blocking tags not removed. 

• Region 1, Ofc of the Director. 89/06/30. 3pp. 50457:034-50457:036. 

-8907100226 Insp Repts 50-352/89-10 & 50-353/89-16 on 890423-0528, Violations 
noted.Major areas inspected:tours.maint & surveillance testing, LERs & periodic 
repts, operational events & sys waikdowns. 

WILLIAMS.J.H., KENNY, T.J. Region 1, Ofc of the Director. 89/06/26. 39pp. 
50457:037-50457:076. 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 


8907140221 Forwards Safety Insp Rept 50-353/89-21 on 890530-0602.No violations 
noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/07. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 2pp. 50544:172-50544:180. 

-8907140223 Insp Rept 50-353/89-21 on 890530-0602. No violations or deviations 
noted.Major areas inspected:licensee activities re NRC Bulletin 79-14 concerning pipe 
supports & preservice insp of piping & components. 

CARRASCO,J.E., MCBREARTY.R.A., STROSNIDER,J. Region 1, Ofc of the Director. 
89/07/05. 7pp. 50544:174-50544:180. 


8907190367 Ack receipt of 890508 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-352/89-80 & 50-353/39-60. 

DURR.J.P. Pocior 1 0*c o^ the Director. 89/07/12. MCNEILL.C.A. Philadelphia Elec- 
tric Co. 2pp ■: 0581 : ‘ 25-50 5f: 1 ■ ■ 38. 


8907190312 Forwards Preoperational Insp Rept 50-353/89-20 on 890530- 0621. Pro- 
grams adequate to support testing & startup. 

BELLAMY, R.R. Peg'or. 1. O^c of the Director. 89/07/13. MCNEILL.C.A. Philadelphia 
Electric Co. 2pp. 50585.263-5C5S5.25 ' 

-8907190314 Preoperational Safety Insp Rept 50-353/89-20 on 890530-0621. Pro- 
grams adequate to support testing & startup.Major areas inspected:control of radioac- 
tive matl & contamination, surveys & monitoring, facilities & equipment & ALARA. 
DRAGOUN,!., LOESCH,R., PASCIAK.W. Region 1, Ofc of the Director. 89/07/13. 
11pp. 50585:271-50585:281. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc, 110pp. 50878:046-50878:159. 


8907240253 Notification of Significant Licensee Meeting 89-117 w/util in Region I ofc 
on 890724 to discuss mid-cycle SALP review. 

DOERFLE'N 1.*“ Regie" 1. Cfc of the Director. 89/07/19. Region 1, Ofc of the Direc- 
tor. 2pp. 5C341.053 ••5C64“:054. 


8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907170319 Monthly operating repts for June 1989 for Limerick Generating Station.W/ 
890711 Itr. 

MURPHY.J.J., LEITCH.G.M. Philadelphia Electric Co. 89/06/30. lipp, 50555:079- 
50555:089. 


S. Reportable occurrences, LERs & related correspondence 


8907100125 Provides followup rept to util 890524 noncompliance Itr.Util has determined 
that blowdown diffuse line partially blocked w/either river silt settled in diffuser or built 
up inside pipe since diffuser inception. Matl will be removed. 

MCCORMICK, M.J. Philadelphia Electric Co. 89/06/20. BAUER, R. Pennsylvania, Com- 
monwealth of. 2pp. 50459:114-50459:115. 


8907050296 Sigr‘/icant Deficiency Repts L2-89-08,38,43 & 45-48 re safe shutdown 
anaiv.sis.Corroc; VC actions completed & significant deficiencies considered resolved. 
KCWALSK',S.J P-iladelphia Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50413:150-50413:156. 

8907170414 Supplemental Deficiency Rept L2'89-44 re NUPRO test valves, installed on 
instrument line racks furnished by GE.not remaining leak tight during DBA 
conditions.lnitially reported on 890608. Root cause analysis will be performed. 
KOWALSKI, S.J. Philadelphia Electric Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50547:157-50547:160. 

8907180196 LER 89-001-00:on 89061 3, stringer ctr assembly containing seven startup 
neutron source pins unthreaded from top part of assembly & dropped to cask pit 
floor.Caused by personnel error.Source pins recovered.W/890714 Itr. 

ENDRISS.C.R., DOERING,J. Philadelphia Electric Co. 89/07/13. 7pp. 50580:070- 
50580:076. 

8907240503 NPDES noncompliance notification:on 8907 14, overflow from spray pond 
blowdown manhole & unpermitted discharge to Outfall 009 observed, Discharge 
stopped by repositioning barrier to account for increase in water level. 

MCCORMICK, M.J. Philadelphia Electric Co. 89/07/19. BAUER, R. Pennsylvania, Com- 
monwealth of. 3pp. 50641:050-50641:052. 


V. Operator Examinations 


8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc, 57pp. 50519:081-50519:136. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 
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F. Security, medical, emergency & fire protection plans 

8906290023 Forwards scope & objectives for 891025 annual emergency preparedness 
exercise, for review. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/06/21. Doc- 
ument Control Branch {Document Control Desk). 7pp. 50363:159-50363:165, 

8907100138 Forwards final exercise rept of 881 129 exercise of offsite radiological emer- 
gency preparedness plans site-specific to Artificial Island generating station.No defi- 
ciencies noted. 

KWIATKOWSKi.D. Federal Emergency Management Agency. 89/06/26. CONGEL.FJ. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
50508:004-50508:044. 

-8907100144 “Radiological Emergency Preparedness Exercise Evaluation Rept.” 

* Federal Emergency Management Agency. 89/06/13. 40pp. 50508:005-50508:044. 

8907170473 Forwards Safety Insp Rept 50-354/89-11 on 890501-0619. No violations 
noted. 

LINVILLE.J.C. Region 1. Ofc of the Director. 89/07/12. MILTENBERGER.S. Public 
Sen/ice Electric & Gas Co. of New Jersey. 2pp. 50562:284-50562:293. 

-8907170475 Safety Insp Rept 50-354/89-11 on 890501 -061 9.No violations 
noted.Major areas inspectedioperations.radiological controls, maint & surveillance 
testing.emergency preparedness, security & LER & open Item followup. 

SWETLAND.P.D. Region 1. Ofc of the Director. 89/07/10. 8pp. 50562:286-50562:293. 

6907250034 Provides schedule that emergency exercise objective & scenario info 
should be submitted for emergency exercise scheduled for wk of 891023.Schedule re- 
vised to reflect milestones in fEMA Guidance Memo EX-3, dtd 880226. 

LAZARUS.W.J. Reoion 1, Ofc of the Director. 89/07/14. MILTEN8ERGER,S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 50655:188-50655:190. 


H. General correspondence 

8907170206 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures,Sys & Components.” 
MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. 89/07/05. 
CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50537:125-50537:126. 


I. Financial information 


8907170468 Forwards “Public Svc Enterprise Group Inc, 1988 Annual Rept,” “Atlantic 
Energy Annual Rept 1988,” “Philadelphia Electric Co Annual Rept 1988“ & “Delmar- 
va Power 1988 Annual Rept." 

FRYLING.R. Public Service Electric & Gas Co. of New Jersey. 89/07/10. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 1p. 50553:144-50553:357. 


F. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050493 Forwards response to Generic Ltr 88-14, “Instrument Air Sys Problems Af- 
fecting Safety-Related Equipment.” Current air quality program consists of dew point 
testing,particle size testing & oil content (hydrocarbon) testing. 

MILTtNBERGER,S. Public Service Electric & Gas Co. of New Jersey. 89/06/29. Doc- 
ument Control Branch (Document Control Desk). 10pp. 50413:211-50413:220. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907130372 Fonvards notice of environ assessment & finding of no significant impact re 
871125 proposed amend to License NPF-57,revising Tech Specs to eliminate unnec- 
essary surveillance tests of filtration & ventilation sys. 

BUTLER, W.R. Project Directorate 1-2. 89/07/03. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 50537:041-50537:047. 

-8907130376 Environ assessment & finding of no significant impact re 871125 applica- 
tion for amend to License NPF-57,r€vlsing Tech Specs to separate reactor bldg 
filtration, recirculation & ventilation sys into two separate sections. 

BUTLER, W. Project Directorate 1-2. 09/07/03. 4pp. 50537:044-50537:047. 

8907130381 Forwards 890605 ltr to Ecology Ctr of Southern California re petition to fix 
or dose reactors designed by GE.Ltr states that petition being treated under 
10CFR2.206. 

SHIRAKI.C. Project Directorate 1-2. 89/07/06. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey, 3pp. 50536:286-50536:292. 

8907170077 Responds to Generic Ltr 89-06 re comparison of facility SPDS against re- 
quirements of NUREG-0737,Suppl 1.AII discrepancies resolved & appropriate revs to 
plant documents will be completed & verified by 890831. Supporting info end. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 89/07/10. Document 
Control Branch (Document Control Desk). 19pp. 50559:085-50559:103. 

8907250006 Fonvards Amend 28 to License NPF-57 & safety evaluation. Amend clari- 
fies that sampling for tritium will be taken directly from spent fuel pool area rather than 
from ventilation exhaust. 

SHIRAKI.C. Project Directorate 1-2. 89/07/10. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp, 50655:149-50655:159. 

-8907250008 Amend 28 to License NPF-57,clarifying that sampling for tritium will be 
taken directly from spent fuel pool area rather than from ventilation exhaust. 

BUTLER, W.R. Project Directorate 1-2. 89/07/10. 6pp. 50655:152-50655:157. 

-8907250009 Safety evaluation supporting Amend 28 to License NPF-57. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/10. 2pp. 
50655:158-50655:159. 


8907180328 Forwards “Assessment of Impacts of Salem & Hope Creek Generating Sta- 
tions on Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Caretta) Sea Tur- 
tles.” Rept incorporates items outlined in 881214 ltr & NRC suggestions. 
MILTENBERGER.S. Public Service Electric & Gas Co. c' Mc..v Jc'sey BS/C’/12. Doc- 
ument Control Branch (Document Control Desk). 3pp. 

“8907180405 “Assessment of Impacts of Salem & Hope Creek Generating Stations on 
Kemp Ridley (Lepidochelys Kempi) & Loggerhead (Caretta Caretta) Sea Turtles." 

* Public Service Electric & Gas Co. of New Jersey. 89/06/30. 93pp. 50572:177- 
50572:269. 


Q. inspection reports, IE Bulletins & correspondence 


8907030173 Grants util 871211 Relief Requests 3. 1.1. 1,3. 1.1. 2 & 3. 1.1. 3 re inservice 
insp plan Category B-A reactor vessel welds.per 87121 1 SER. 

BUTLER.W.R. Project Directorate 1-2. 89/06/27. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 5pp. 50384:004-50384:008. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170473 Forwards Safety Insp Rept 50-354/89-11 on 890501 -061 9.No violations 
noted. 

LINVILLE.J.C. Region 1. Ofc of the Director. 89/07/12. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 2pp. 50562:284-50562:293. 

“8907170475 Safety Insp Rept 50-354/89-11 on 890501 -061 9.No violations 
noted.Major areas inspected:operations, radiological controls, maint & surveillance 
testing.emeroency preparedness,security & LER & open item followup. 
Sv\.E’.A.ND,P.D. Region 1. Ofc of the Director. 89/07/10. 8pp. 50562:286-50562:293. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 09-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8906280067 Monthly operating rept for May 1989 for Hope Creek Generating 
Station.W/89061 5 ltr. 

JENSEN.H., HAGAN.J. Public Service Electric & Gas Co. of New Jersey. 89/05/31. 
10pp. 50330:283-50330:292. 

8907200376 Monthly operating rept for June 1989 for Hope Creek Generating 
Station.Unit 1.W/890715 ltr. 

JENSEN.H., BRENNAN, C.. HAGAN.J. Public Service Electric & Gas Co. of New 
Jersey. 89/06/30. 13pp. 50595:164-50595:176. 


S. Reportable occurrences, LERs & related correspondence 

8906290486 LER 89-01 2-00:on 890607, HPCI sys declared inoperable due to steam 
supply valve packaging leakage on outboard steam supply isolation valve.Caused by 
compression of packing during normal packing gland adjustments.W/890621 ltr. 
COWLES.R.B., HAGAN.J. Public Service Electric & Gas Co. of New Jersey. 89/06/21. 
4pp. 50348:014-50348:017. 

8907070159 LER 89-006-01 :on 890310,discovered that 26 R frequency surveillance pro- 
cedures exceeded Tech Spec overdue dates by intervals of 1 to 10 days.Caused by 
data inputting error in surveillance tracking computer sys.W/890628 ltr. 

COWLES.R.B., HAGAN.J. Public Sen/ice Electric & Gas Co. of New Jersey. 69/06/28. 
5pp. 50447:334-50447:338. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28, Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 
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Q, Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc Jist end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc, 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. IIOpp, 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection pians 

8907130313 Forwards Rev 24 to physical security plan.Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). Ip. 50530:249-50530:249. 

8907130302 Forwards Safeguards Insp Repts 50-206/89-17.50-361/89-17 & 50-362/ 
89-17 on 89061 9-23. No violations noted. Repts withheld (ref 10CFR73.21). 

PATE.R.J. Region 5, Ofc of the Director. 89/07/06. BASKIN.K.P. Southern California 
Edison Co. 2pp. 50530:246-50530:247. 

8907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R.S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & S.respectively). 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH, D. Blade-Tribune. Oceanside, CA. 7pp. 50530:137-50530:163. 

-8907120015 Forwards Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 on 
850211-15 & notice of violation. 

MONTGOMERY. J.L. Region 5, Ofc of the Director. 85/03/14. BASKIN.K.B. Southern 
California Edison Co. 2pp. 50530:144-50530:145. 

-8907120021 Partially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 85C2- M5 ‘Violalions noted Majcr a-oas inspected:drug allegations. 

* Reg.on 5 Ofc of ’.no D!roc;:3r B5.'33.' 14. 2pp. 50530:146-50530:149. 

-8907120027 Insp Repts 50-206/87-23,50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted. Major areas inspected: substance abuse program. 

* Region 5. Ofc of the Director. 87/08/12. 4pp. 50530:150-50530:153. 

-8907120047 Forwards Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 
880104-08.No violations noted. 

MONTGOMERY.J.L. Region 5, Ofc of the Director. 88/01/22. BASKIN.K.P. Southern 
California Edison Co. 2pp. 50530:154-50530:155. 

-8907120053 Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 880104- 
08. No violations noted. Major areas 'nspected:dn,!c tostr.c.Rept partially withheld. 

* Region 5, Ofc of the Director. 88/0- 22 3pp. 50530- ' L6-50530:158. 

-8907120060 Forwards Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 
88051 6-20.No violations noted. 

MONTGOMERY.J.L Region 5, Ofc of the Director. 88/06/06. BASKIN.K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 

-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20.No violations noted. Major areas inspected:licensee corporate investigation of drug 
program. Rept partially withheld. 

* Region 5, Ofc of the Director. 88/06/06. 3pp. 50530:161-50530:163. 

-8907120096 Partially withheld memo documenting 860813 telcon re drug abuse at fa- 
cility. 

NORDERHAUG.L.R. Region 5, Ofc of the Director. 86/08/20. Region 5, Ofc of the 
Director. 2pp. 50530:169-50530:170. 

-8907120103 Partially deleted ltr notifying of results of employee medical 
exam.Condition identified that may adversely affect performance of assigned duties as 
licensed operator. 

RAY.H.B. Southern California Edison Co. 87/10/09. MARTIN, J.B. Region 5, Ofc of the 
Director. Ip. 50530:171-50530:171. 

-8907120113 Partially deleted memo on 861023 telcon from contractor employee ex- 
pressing concern that use of drugs is widespread throughout trades. 

JOHNSON, P.H. Region 5, Ofc of the Director. 86/10/23. Region 5, Ofc of the Direc- 
tor. Ip. 50530:172-50530:172. 

-8907120121 Partially deleted memo documenting 871218 courtesy rundown telcon re 
alleged forging of positive urinalysis test results. 

SCHAEFER, D. Region 5, Ofc of the Director. 87/12/18. Region 5, Ofc of the Director. 
2pp. 50530:173-50530:174. 

-8907120124 Partially deleted memo updating rept of alleged forging of positive urinaly- 
sis test results 

NORDERHAUG,L.R. Region 5, Ofc of the Director. 87/12/21. Region 5, Ofc of the 
Director. 2pp. 50530:175-50530:185. 


H. General correspondence 

8907260041 Informs of effort by ‘‘Airport Site Coalition” to nominate potential site(s) for 
major airport to svc future Orange County air traffic.Complete set of background/tech- 
nical matls re adequacy &/or concerns end for review & comment. 

HULSI2ER.G.L. San Clemente, CA. 89/07/10. KNIGHTON.G. NRC - No Detailed Af- 
filiation Given. 220pp. 50657:094-50658:158. 


P. Operating license stage documents & correspondence 


8906290217 Informs of MA Kelly termination of employment effective 890609,per 
10CFR50.74. License SOP-50172-1 expired. 

MORGAN,H.E. Southern California Edison Co. 89/06/21. Document Control Branch 
(Document Control Desk). Ip. 50363:155-50363:155. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFR50.62). Agenda end. 

LYNCH.M D. Droiect D-ectorate III-3. 89/06/22. HANNON,J.N. Project Directorate III- 
3. 4pp. 5C379:357-5C379:360 

8906290472 Confirms 890627 mgt meeting at plant site to discuss issues of recent mgt 
interest, per 890613 & 16 telcons w/NRC.Agenda & notice of meeting end. 
ZIMMERMAN,R.P. Region 5. Ofc of the Director. 89/06/23. BASKIN.K.P. Southern 
California Edison Co. 4pp. 50348:022-50348:025. 

8907050164 Advises that 890508 response to License Condition 2.C.7 re steam genera- 
tor/RCS delta temp & shutdown cooling sys initiation temp limits suitably 
conservative, prior to five effective full power yrs.acceptable. 

HICKMAN.D.E. Project Directorate V. 89/06/23. BASKIN.K.P. Southern California 
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 50408:233-50408:235. 

8907050208 Denies util 881229 request for partial exemption from requirements of 
10CFR50.62 re ATWS.Cost/benefit & value/impact ratios, forming basis for 
exemption.considered before issuance of ATWS rule. 

HOLAHAN.G.M. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 89/06/23. BASKIN.K.P. Southern California Edison Co. COTTON.G.D. San 
Diego Gas & Electric Co. 6pp. 50403:037-50403:042. 

8907050019 Forwards request for addi info re 881219 & 30 requests to extend calibr 
interval for area & high-range containment dose rate monitors from 18 months to 24 
months.Response requested within 30 days of ltr receipt. 

HICKMAN.D.E. Project Directorate V. 89/06/26. BASKIN.K.P. Southern California 
Edison Co. 4pp. 50401:234-50401:237. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

O’MtALlA.M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 50530:355-50530:355. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to ali holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, ‘‘BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120146 Forwards revised proposed Tech Spec 3/4.10.7, "18 Month Channel Ca- 
librs," in response to NRC request for addI justification for one time exception from 
surveillance testing requirements. 

BASKIN.K.P. Southern California Edison Co. 89/06/30. Document Control Branch 
(Document Control Desk). 14pp. 50513:293-50513:307. 

-8907120150 Proposed Tech Spec Table 3.10.2 re instrumentation subj to suspension 
of Spec 4.0.3 for 18 month surveillance requirements. 

* Southern California Edison Co. 89/06/30. ip. 50513:307-50513:307. 

8907180345 Forwards Amends 74 & 62 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Specs 3/4.8.2.1, "DC Sources,” to increase in- 
terval for 1 8 month surveillance tests to at least once per refueling interval. 
HICKMAN.D.E. Project Directorate V. 89/06/30. BASKIN.K.P. Southern California 
Edison Co. 5pp. 50578:166-50578:191. 

-8907180351 Amends 74 & 62 to Licenses NPF-10 & NPF-15, respectively, revising 
Tech Spec 3/4.8.2.1, ‘‘DC Sources,” to increase interval for 18 month surveillance 
tests to at least once per refueling interval. 

KNIGHTON.G.W. Project Directorate V. 89/06/30. 16pp. 50578:171-50578:186. 

-8907180354 Safety evaluation supporting Amends 74 & 62 to Licenses NPF-10 & 
NPF-1 S.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 3pp. 
50578:187-50578:189. 

-8907180356 Notice of issuance of Amends 74 & 62 to Licenses NPF-10 & NPF- 
15, respectively.revising Tech Spec 3/4.8.2.1 re dc sources to increase interval for 18- 
month surveillance tests to once per refueling interval. 

HICKMAN.D.E. Project Directorate V. 89/06/30. 2pp. 50578:190-50578:191. 

8907210374 Notification of 890717 meeting w/iead plant utils in Rockville.MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907180227 Fonwards Amend 12 to Topical Rept SCE-1-A, “QA Program.” 

ROSENBLUM.R.M. Southern California Edison Co. 89/07/14. Document Control 
• Branch (Document Control Desk). 3pp. 50558:1 93-50558:353. 

-8907180234 Amend 12 to Topical Rept SCE-1-A, "QA Program." 

BASKIN.K.P. Southern California Edison Co. SCE-1-A A12. 89/07/31. 157pp. 
50558:196-50558:353. 
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8907180318 Responds to Generic Ltr 89-06, "SPDS." NRC requirements satisfied by 
critical functicre mr:'''tor;r..;; sy-i Implementation of six listed items recommended by 
NRC to '...remade rrcn:tori''.~ sys .-'Xpected to be completed by 910101. 

NANuV.F.R Sc:j;'i<;-rn C;;..iorr: ;■ Edison Co. 89/07/14. Document Control Branch 
(Document Control Desk). 2pp. 50577:041-50577:042. 


Q. Jnspection reports, IE Bulletins & correspondence 

8907050103 Forwards Insp Repts 50-206/89-15,50-361/89-15 & 50-362/89-15 on 
890508-26.No violations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/06/16. BASKIN. K.P. Southern Califor- 
nia Edison Co. 2pp. 50418:070-50418:086. 

-8907050108 Insp Repts 50-206/89-15,50-361/89-15 & 50-362/89-15 on 890508- 
26.Major areas inspected:licensee events.written repts of nonroutine events.followup 
of unresolved & open items. periodic & special repts & occupational exposure. 
RUSSELL, J., GARCIA.E. Region 5, Ofc of the Director. 89/06/16. 15pp. 50418:072- 
50418:086. 

8907100012 Forwards Enforcement Conference Repts 50-361/89-19 & 50-362/89-19 
on 890602 & notice of violation.Importance of prompt corrective actions for identified 
encineeri-^c program deficiencies add-’esseri dunne conference. 
rAU..KENEERRV E F.nc.c' 5. O'c c Isroct'or. 89/06/22. PAPAY.L.T. Southern 
Ca':fc"iic Edison Cc. 3pp. 50457:135-50457:145. 

-8907100013 Notice of violation from insp on 881 021 -8904 lO.Violation noted.refrigerant 
(Freon) levels necessary to assure operability of emergency chillers were not property 
translated into procedures. 

FAULKENBERRY.B. Region 5. Ofc of the Director. 89/06/22. 2pp. 50457:138- 
50457:139. 

-8907100015 Enforcement Conference Repts 50-361/89-19 & 50-362/89-19 on 
890602. Violations noted. Major areas discussed:concerns re inoperability of emergency 
chillers at facility. 

JOHNSON, P.H. Region 5. Ofc of the Director. 89/06/14. 6pp. 50457:140-50457:145. 

8907180494 Forwards Exam Rept 50-361 /OL-89-01 for Units 2 & 3 administered on 
890512.Candidate failed to meet min qualification requirements for licensing. 
KfRSCH.D.F. Region 5, Ofc of the Director. 89/06/22. MCCARTHY, C.B. Southern 
California Edison Co, 2pp. 50576:219-50576:320. 

-8907180499 Exam Rept 50-361 /OL-89-01 on 890512.Exam resultsisole candidate 
failed written exam. 

JOHNSTON, G.W., MILLER, L.F. Region 5. Ofc of the Director. 89/06/20. 103pp. 
50576:221-50576:320. 

8906300154 Responds to NRC 890526 ltr re violations noted in Insp Repts 50-206/89- 
11,50-361/89-11 & 50-362/89-1 1. Corrective action: special order issued to alert oper- 
ators to potential for failure of flux connectors in post-accident environ. 

BASKIN, K.P. Southern California Edison Co. 89/06/26. Document Control Branch 
(Document Control Desk). 5pp. 50368:166-50368:170. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050142 Notifies that response to Items 1 & 4 of NRC Bulletin 88-010 "Noncon- 
forming Molded Case Circuit Breakers" & followup rept will be submitted by 
890731, per util 890330 response. 

NANDY.F.R. Southern California Edison Co. 89/06/30. Document Control Branch 
(Document Control Desk). Ip. 50399:254-50399:254. 

8907060183 Suppt 1 to NRC Info Notice 89-045, "Metatclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130302 Forwards Safeguards Insp Repts 50-206/89-17,50-361/89-17 & 50-362/ 
89-17 on 89061 9-23.No violations noted.Repts withheld (ref 10CFR73.21). 

PATE.R.J. Region 5, Ofc of the Director. 89/07/06. BASKIN, K.P. Southern California 
Edison Co. 2pp. 50530:246-50530:247. 

0907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encI.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5,respectively). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH, D. Blade-Tribune, Oceanside, CA. 7pp. 50530:137-50530:163. 

-8907120015 Forwards Insp Repts 50-206/85-06.50-361/85-06 & 50-362/85-05 on 
850211-15 & notice of violation. 

MONTGOMERY, J.L Region 5, Ofc of the Director. 85/03/14. BASKIN.K.B. Southern 
California Edison Co. 2pp. 50530:144-50530:145. 

-8907120021 Partially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 85021 1 -1 S.Violations noted.Major areas inspectedidrug allegations. 

* Region 5, Ofc of the Director. 85/03/14. 2pp. 50530:146-50530:149. 

-8907120027 Insp Repts 50-206/87-23,50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted.Major areas inspected: substance abuse program. 

* Region 5, Ofc of the Director. 87/08/12. 4pp. 50530:150-50530:153. 

-8907120047 Forwards Insp Repts 50-206/88-01.50-361/88-01 & 50-362/88-01 on 
880104-08.No violations noted. 

MONTGOMERY, J.L Region 5, Ofc of the Director. 88/01/22. BASKIN, K.P. Southern 
(California Edison Co. 2pp. 50530:154-50530:155. 

-8907120053 Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 880104- 
08.No violations noted.Major areas inspectedidrug testing.Rept partially withheld. 

* Region 5. Ofc of the Director. 88/01/22. 3pp. 50530:156-50530:158. 

-8907120060 Forwards Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 
88051 6-20.No violations noted. 

MONTGOMERY, J.L. Region 5. Ofc of the Director. 88/06/06. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 


-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20.No violations noted.Major areas inspected:licensee corporate investigation of drug 
program. Rept partially withheld. 

* Region 5, Ofc of the Director, 88/06/06. 3pp. 50530:161-50530:163. 

8907140069 Ack receipt of 880626 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-206/89-11, 50-361/89-11 & 50-362/89-11. 

MENDONCA.M.M. Region 5. Ofc of the Director. 89/07/10. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50545:058-50545:071. 

8907170035 Responds to NRC 890602 ltr re violations noted in Insp Repts 50-206/89- 
06,50-361/89-06 & 50-362/89-06. Corrective actions; personnel instructed on need to 
make reportability determinations based on Tech Specs in effect at test times. 

BASKIN, K.P. Southern California Edison Co. 89/07/12. Document Control Branch 
(Document Control Desk). 7pp. 50554:156-50554:162. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves cf Sir 'ar " Sve list end. 

ROSSI, C.E. Division of C;; :--'":; c'i£i! E-.-:.-;?, Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260093 Responds to NRC 890721 ltr re violations noted in Insp Repts 50-361/88- 
35 & 50-362/88-37.Corrective actions:appropriate personnel received addi instructions 
on prompt initiation of nonconformance rept. 

BASKIN.K.P. Southern California Edison Co. 89/07/21. Document Control Branch 
(Document Control Desk). 7pp. 50659:036-50659:042. 


R. Periodic operating reports & related correspondence 


8907180416 "San Onofre Nuclear Generating Station 10CFR50,59 Annual Rept 1988." 
W/89071 1 ltr. 

NANDY.F.R. Southern California Edison Co. 88/12/31. 98pp. 50560:214-50560:311. 

8907260314 Monthly operating repts for June 1989 for San Onofre Units 2 & 3.W/ 
890714 ltr. 

SIACOR.E.R., NANDY.F.R. Southern California Edison Co. 89/06/30. 14pp. 
50672:355-50673:008. 


S. Reportable occurrences, LERs & related correspondence 

8907100117 RO:on 890408-0531, during routine surveillances, 14 latching & 10 closure 
mechanism failures found. Tech Spec 3.7.9 action statement established until door re- 
stored to operable status. 

NANDY.F.R. Southern California Edison Co. 89/06/16. MARTIN.J.B. Region 5, Ofc of 
the Director. 3pp. 50457:261-50457:263. 

8906290295 LER 89-009-00;on 890523, three snubbers in containment found to be 
inoperabie.On 890606, snubber located in safety injection line found partially 
unpinned.Caused by detachment of snap ring & excessive side 'ch:i'''<: V.‘'^dZv:22 
MORGAN, H.E. Southern California Edison Co. 89/06/22. 7pp. 

8907070241 LER 89-01 0-00:on 890520, determined that main steam safety valve 
(MSSV) flow capacities likely less tha-' r.arnplato Csusor; by mfg error in ad- 
justing c'^aracteristics. MSSVs will be 

MORG-\\,.-.F. Southern California Edison Co. 89/06/30. 2pp. 50447:353-50447:354. 

8907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encI.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5, respectively). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune, Oceanside, CA. 7pp. 50530:137-50530:163. 

“8808010313 Forwards sa^oguards ove-“t log for Apr-June 1988. 

MORGAN, H.E. Southern r.-::lsor. Co. 88/07/22. Document Control Branch 

(Document Control Desk). 5pp. 50530:164-50530:168. 

8907180478 Forwards revs to three LERs as discussed in Insp Repts 50-206/89-06,50- 
361/89-06,& 50-362/89-06.LER procedure used by compliance personnel for prepar- 
ing & processing LERs has been enhanced by adding precautions & independent 
review. 

MORGAN, H.E. Southern California Edison Co, 89/07/12. Document Control Branch _ 
(Document Control Desk). 2pp. 50580:101-50580:130. 

“8907180483 LER 88-031 -01 :on 88081 5, determined that delay factor of about 400 ms 
was not accounted for during previous time tests of control element ass:;rl:;'v.Cr:u3C'd 
by decay of control element drive mechanism coils.Tech Spec amena :.n '..atvic 
MORGAN.H.E. Southern California Edison Co. 89/07/12. 9pp. 50580:114-50580:122. 

8907200373 LER 87-028-01 :on 871 206, spurious action of containment pumo ’sdaticn 
sys (CPIS) train B initiated from containment area radiation monitor 2RT -7557 Cause:: 
by noise spike in CPIS actuation circuitry.Module assomciy rcmov-:.G.'.V B:;:;''! / 
MORGAN, H.E. Southern California Edison Co. 89. O"^/! 7. 5pp. 5'.)5ii7.''6V-5059-'''.7i. 

8907260066 Special rept:on 890707, ■Tiotec''Olog‘'cal mcnitchng instrumentation channels 
out-of-svc for more than 7 cays to pe.-fo'm sem -v'lCja monitc-r.g instrumentation 
channel calibr surveillance.Tower will be back in sve by 85;)7?i 
NANDY.F.R. Southern California Edison Co. 89/07/19. Document Control Branch 
(Document Control Desk). 1 p. 50658:360-50658:360. 


V. Operator Examinations 


8907180494 Forwards Exam Rept 50-361 /OL-89-01 for Units 2 & 3 administered on 
890512.Candidate failed to meet min qualification requirements for licensing. 
KfRSCH.D.F. Region 5. Ofc of the Director. 89/06/22. MCCARTHY.C.B. Southern 
California Edison Co. 2pp. 50576:219-50576:320. 
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-8907180499 Exam Rept 50-361 /OL-89-01 on 89051 2. Exam resultsisole candidate 
failed written exam. 

JOHNSTON, G.W., MILLER, LF. Region 5, Ofc of the Director. 89/06/20. 103pp. 
50576:221-50576:320. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8907130313 Forwards Rev 24 to physical security plan. Rev withheld (ref 10CFR73.21). 
MORGAN, H.E. Southern California Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). Ip. 50530:249-50530:249. 

8907130302 =‘cr.vards Ssf 2 C..r:'ds Insp Repts 50-206/89-17.50-361/89-17 & 50-362/ 
89-17 on ■-ivoatcrs noted. Repts withheld (ref 10CFR73.21). 

PATE,R.J. '^cc^c-- 5 O'r t*--- D^-ector. 89/07/06. BASKIN, K.P. Southern California 
Edison Co. 2pi: "0=3: 2-'‘-6 247. 

8907120011 Fifth partial response to FOIA request for records. App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R.S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5, respectively). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune, Oceanside. CA. 7pp. 50530:137-50530:163. 

—8907120015 Forwards Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 on 
850211-15 & notice of violation. 

MONTGOMERY, J.L. Region 5. Ofc of the Director. 85/03/14. BASKIN.K.B. Southern 
California Edison Co. 2pp. 50530:144-50530:145. 

-8907120021 Partially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 85021 1-1 5. Violations noted. Major areas inspected:drug allegations. 

* Region 5, Ofc of the Director. 85/03/14. 2pp. 50530:146-50530:149. 

-8907120027 Insp Repts 50-206/87-23,50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted. Major areas inspected: substance abuse program. 

* Region 5, Ofc of the Director. 87/08/12. 4pp. 50530:150-50530:153. 

-8907120047 Forwards Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 
8801 04-08. No violations noted. 

MONTGOMERY, J.L. Region 5. Ofc of the Director. 88/01/22. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50530:154-50530:155. 

-8907120053 Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 880104- 
08. No violations noted. Major areas inspected:druc testmc.Reot pa-l'ally withheld. 

* Region 5, Ofc of the Director. 88/01/22. 3pp. 56 -50530 158 

-8907120060 Forwards Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 
88051 6-20. No violations noted. 

MONTGOMERY,J.L. Region 5, Ofc of the Director. 88/06/06. BASKIN,K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 

-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20. No violations noted. Major areas inspected:licensee corporate investigation of drug 
program. Rept partially withheld. 

* Region 5, Ofc of the Director. 88/06/06. 3pp. 50530:161-50530:163. 

-8907120096 Partially withheld memo documenting 860813 telcon re drug abuse at fa- 
cility, 

NORDERHAUG,L.R. Region 5, Ofc of the Director. 86/08/20. Region 5, Ofc of the 
Director. 2pp. 50530:169-50530:170. 

-8907120103 Partially deleted Itr notifying of results of employee medical 
exam.Condition identified that may adversely affect performance of assigned duties as 
licensed operator. 

RAY,H.B. Southern California Edison Co. 87/10/09. MARTIN,J.B. Region 5, Ofc of the 
Director. Ip. 50530:171-50530:171. 

-8907120113 Partially deleted memo on 861023 telcon from contractor employee ex- 
pressing concern that use of drugs is widespread throughout trades. 

JOHNSON, P.H Region 5. Ofc of the Director. 86/10/23. Region 5, Ofc of the Direc- 
tor. Ip. 50530:172-50530:172 

-8907120121 Partially deleted memo documenting 871218 courtesy rundown telcon re 
al'eged fcrging o' positive urinalysis test results. 

SCHAEFER, D. Region 5, Ofc of the Director. 87/12/18. Region 5, Ofc of the Director. 
2pp. 50530:173-50530:174. 

-8907120124 Partially deleted memo updating rept of alleged forging of positive urinaly- 
sis test results. 

NORDERHAUG,L.R. Region 5, Ofc of the Director. 87/12/21. Region 5, Ofc of the 
Director. 2pp. 50530:175-50530:185. 


H. General correspondence 

8907260041 Informs of effort by "Airport Site Coalition" to nominate potential site(s) for 
major airport to svc future Orange County air traffic.Complete set of background/tech- 
nical matls re adequacy &/or concerns end for review & comment. 

HULSI2ER,G.L. San Clemente, CA. 89/07/10. KNIGHTON,G. NRC - No Detailed Af- 
filiation Given. 220pp. 50657:094-50658:158. 


P. Operating license stage documents & correspondence 

8906290217 Informs of MA Kelly termination of employment effective 890609,per 
10CFR50.74.License SOP-50172-1 expired. 

MORGAN, H.E. Southern California Edison Co. 89/06/21. Document Control Branch 
(Document Control Desk). Ip. 50363:155-50363:155. 


8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFD50.62). Agenda end. 

LYNCH,M.D. Projoc: D.-r.c-.cr.^tr,- ■■ -3 89/06/22. HANNON.J.N. Project Directorate III- 
3. 4pp. 50379:357-50379:360. 

8906290472 Confirms 890627 mgt meeting at plant site to discuss issues of recent mgt 
interest,per 890613 & 16 telcons w/NRC. Agenda & notice of meeting end. 
ZIMMERMAN,R.P. Region 5, Ofc of the Director. 89/06/23. BASKIN,K.P. Southern 
California Edison Co. 4pp. 50348:022-50348:025. 

8907050208 Denies util 881229 request for partial exemption from requirements of 
10CFR50.62 re ATWS. Cost/ benefit & value/impact ratios,forming basis for 
exemption,considered before issuance of ATWS rule. 

HOLAHAN.G.M. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 89/06/23. BASKIN,K.P. Southern California Edison Co. COTTON,G.D. San 
Diego Gas & Electric Co. 6pp. 50403:037-50403:042. 

8907050019 Forwards request for addi info re 881219 & 30 requests to extend calibr 
interval for area & high-range containment dose rate monitors from 18 months to 24 
months. Response requested within 30 days of Itr receipt. 

HICKMAN,D.E. Project D^'c-ctorate 7. 89/06/26. BASKIN, K.P. Southern California 
Edison Co. 4pp. ’ i 23''. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

0’MEALIA,M. Doc-Search Associates. 89/06/26. GRIMSLEY,D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. Slppr. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907180345 Forwards Amends 74 & 62 to Licenses NPF-10 & NPF-15, respectively & 
safety evaluation.Amends revise Tech Specs 3/4.8.2.1, "DC Sources," to increase in- 
terval for 18 month surveillance tests to at least once per refueling interval. 

HICKMAN, D.E. Project Directorate V. 89/06/30. BASKIN,K.P. Southern California 
Edison Co. 5pp. 50578:1 66-50578:1 91 . 

-8907180351 Amends 74 & 62 to Licenses NPF-10 & NPF-15,respectively, revising 
Tech Spec 3/4.8.2.1, "DC Sources," to increase interval for 18 month surveillance 
tests to at least once per refueling interval. 

KNIGHTON,G.W. Project Directorate V. 89/06/30. 16pp. 50578:171-50578:186. 

-8907180354 Safety evaluation supporting Amends 74 & 62 to Licenses NPF-10 & 
NPF-15, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/30. 3pp. 
50578:187-50578:189. 

-8907180356 Notice of issuance of Amends 74 & 62 to Licenses NPF-10 & NPF- 
15,respectively,revising Tech Spec 3/4.8.2.1 re dc sources to increase interval for 18- 
month surveillance tests to once per refueling interval. 

HICKMAN,D.E. Project Directorate V. 89/06/30. 2pp. 50578:190-50578:191. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville, MD to discuss 
implementation of revised STS. 

EMCH,R.L. Technical Specifications Branch. 89/07/06. CAL\/0,J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907180227 Forwards Amend 12 to Topical Rept SCE-1-A, "QA Program." 
ROSENBLUM,R.M. Southern California Edison Co. 89/07/14. Document Control 
Branch (Document Control Desk). 3pp. 50558:193-50558:353. 

-8907180234 Amend 12 to Topical Rept SCE-1-A, "QA Program." 

BASKIN, K.P. Southern California Edison Co. SCE-1-A A12. 89/07/31. 157pp. 
50558:196-50558:353. 

8907180318 Responds to Generic Ltr 89-06, "SPDS." NRC requirements satisfied by 
critical functions monitoring sys. Implementation of six listed items recommended by 
NRC to upgrade monitoring sys expected to be completed by 910101. 

NANDY,F.R. Southern California Edison Co. 89/07/14. Document Control Branch 
(Document Control Desk). 2pp. 50577:041-50577:042. 

8907250210 Forwards end to 890612 application for amend to License NPF-15,consist- 
ing of Tech Spec Change 292,revising pressure- temp limit curves,per NRC request. 
NANDY,F.R. Southern California Edison Co. 89/07/19. Document Control Branch 
(Document Control Desk). 2pp. 50661:192-50661:193. 

-8907250213 Proposed Tech Specs re revised pressure-temp limit curves. 

* Southern California Edison <Jo. 89/07/19. 19pp. 50661:216-50661:290. 


Q. Inspection reports, IE Bulletins & correspondence 


8907050103 Forwards Insp Repts 50-206/89-15,50-361/89-15 & 50-362/89-15 on 
890508-26. No violations noted. 

YUHAS,G.P. Region 5, Ofc of the Director. 89/06/16. BASKIN,K.P. Southern Califor- 
nia Edison Co. 2pp. 50418:070-50418:086. 

-8907050108 Insp Repts 50-206/89-15.50-361/89-15 & 50-362/89-15 on 890508- 
26. Major areas inspected:licensee events.written repts of nonroutine events, followup 
of unresolved & open items,periodic & special repts & occupational exposure. 
RUSSELL, J.. GARCIA,E. Region 5, Ofc of the Director. 89/06/16. 15pp. 50418:072- 
50418:086. 
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8907100012 Forwards Enforcement Conference Repts 50-361/89-19 & 50-362/89-19 
on 890602 & notice of violation.Importance of prompt corrective actions for identified 
engineering proa'am deficiencies addressed during conference. 

FAULKEN3ERRY.3. Region 5. Ofc of the Director. 89/06/22. PAPAY.L-T. Southern 
California Edison Co. 3pp. 50457:135-50457:145. 

--8907100013 Notice of violation from insp on 881 021 -890410. Violation noted:refrigerant 
(Freon) levels necessary to assure operability of emergency chillers were not properly 
translated into procedures. 

FAULKENBERRY.B. Region 5. Ofc of the Director. 89/06/22. 2pp. 50457:138- 
50457:139. 

-8907100015 Enforcement Conference Repts 50-361/89-19 & 50-362/89-19 on 
890602.Violations noted.Major areas discussediconcerns re inoperability of emergency 
ch 'lers at ‘acility 

JC-iNSCN.P I-. Pe-gicn 5. Ofc of the Director. 89/06/14. 6pp. 50457:140-50457:145. 

8907180494 Forwards Exam Rept 50-361 /OL-89-01 for Units 2 & 3 administered on 
89051 2.Candidate failed to meet min qualification requirements for I'cersinp 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/06/22. VCCAR ' -r ,C E; Southern 
California Edison Co. 2pp. 50576:219-50576:320. 

-8907180499 Exam Rept 50-361 /OL-89-01 on 89051 2.Exam results:sole candidate 
failed written exam. 

JOHNSTON.G.W. Region 5. Ofc of the Director. 89/06/20. 103pp. 50576:221- 
50576:320. 

8906300154 Responds to NRC 890526 Itr re violations noted in Insp Repts 50-206/89- 

1 1.50- 361 /89-1 1 & 50-362/89-1 1. Corrective action: special order issued to alert oper- 
ators to potential for failure of flux connectors in post-accident environ. 

BASKIN, K.P. Southern California Edison Co. 89/06/26. Document Control Branch 
(Document Control Desk). 5pp. 50368:166-50368:170. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 87041 1). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050142 Notifies that response to Items 1 & 4 of NRC Bulletin 88-010 “Noncon- 
forming Molded Case Circuit Breakers" & followup rept will be submitted by 
890731 ,per util 890330 response. 

NANDY,F.R. Southern California Edison Co. 89/06/30. Document Control Branch 
(Document Control Desk). 1p. 50399:254-50399:254. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130302 Forwards Safeguards Insp Repts 50-206/89-17,50-361/89-17 & 50-362/ 
89-17 on 89061 9-23.No violations noted. Repts withheld (ref 10CFR73.21). 

PATE.R.J. Region 5, Ofc of the Director. 89/07/06. BASKIN, K.P. Southern California 
Edison Co. 2pp. 50530:246-50530:247. 

8907120011 Fifth partial response to FOIA request for records. App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5, respectively). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune. Oceanside. CA. 7pp. 50530:137-50530:163. 

-8907120015 Forwards Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 on 
850211-15 & notice of violation. 

MONTGOMERY,J.L. Region 5. Ofc of the DYector. 85/03/14. BASKIN.K.B. Southern 
California Edison Co. 2pp 53530-1 •:r..5053C:i/.5. 

-8907120021 Partially withheld Insp Repts 50-206/85-06.50-361/85-06 & 50-362/85-05 
on 85021 1-1 5. Violations noted.Major areas inspected:drug allegations. 

* Region 5, Ofc of the Director. 85/03/14. 2pp. 50530:146-50530:149. 

-8907120027 Insp Repts 50-206/87-23.50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted.Major areas inspected: substance abuse program. 

* Region 5, Ofc of the Director. 87/08/12. 4pp. 50530:150-50530:153. 

-8907120063 Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 880104- 
08.No violations noted.Major areas inspected: drug testing. Rept partially withheld. 

* Region 5, Ofc of the Director. 88/01/22. 3pp. 50530:156-50530:158. 

-8907120060 Forwards Insp Repts 50-206/88-14.50-361/88-12 & 50-362/88-12 on 
88051 6-20.No violations noted. 

MONTGOMERY, J.L Region 5. Ofc of the Director. 88/06/06. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 

-8907120063 Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 880516- 
20.No violations noted.Major areas inspected:licensee corporate investigation of drug 
program.Rept partially withheld. 

* Region 5, Ofc of the Director. 88/06/06. 3pp. 50530:161-50530:163. 

8907140069 Ack receipt of 880626 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-206/89-11, 50-361/89-11 & 50-362/89-1 1. 

MENDONCA.M.M. Region 5, Ofc of the Director. 89/07/10. BASKIN, K.P. Southern 
California Edison Co. 2pp. 50545:058-50545:071. 

8907170035 Responds to NRC 890602 Itr re violations noted in Insp Repts 50-206/89- 

06.50- 361 /89-06 & 50-362/89-06.Corrective actions: personnel instructed on need to 
make reportability determinations based on Tech Specs in effect at test times. 

BASKIN, K.P. Southern California Edison Co. 89/07/12. Document Control Branch 
(Document Control Desk). 7pp. 50554:156-50554:162. 

8907110441 NRC Bulletin 89-002, ‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-60878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


8907260093 Responds to NRC 890721 Itr re violations noted in Insp Repts 50-361 /BB- 
SS & 50-362/88-37.Corrective actions:appropriate personnel received addi instructions 
on prompt initiation of nonconformance rept. 

BASKIN, K.P. Southern California Edison Co. 89/07/21. Document Control Branch 
(Document Control Desk). 7pp. 50659:036-50659:042. 


R. Periodic operating reports & related correspondence 


8907180416 "San Onofre Nuclear Generating Station 10CFR50.59 Annual Rept 1988" 
W/890711 Itr. 

NANDY.F.R. Southern California Edison Co. 88/12/31. 98pp. 50560:214-50560:311, 

8907260314 Monthly operating repts for June 1989 for San Onofre Units 2 & 3.W/ 
890714 Itr. 

SIACOR,E.R., NANDY.F.R. Southern California Edison Co. 89/06/30, 14pp. 
50672:355-50673:008. 


S. Reportable occurrences, LERs & related correspondence 


8907100117 RO:on S^'C406-C53^c■J'in:; routine surveillances, 14 latching & 10 closure 
mechanism failures fcjrc Tocn Spec 3.7.9 action statement established until door re- 
stored to operable status. 

NANDY.F.R. Southern California Edison Co. 89/06/16. MARTIN, J.B. Region 5, Ofc of 
the Director. 3pp. 50457:261-50457:263. 

8907110001 PNO-V-89-038:on 890629, excessive shaft leakage identified while perform- 
ing inservice testing of LPSI pump.WaIkdown to verify primary plant instrumentation 
transmitters properly conformed to equipment qualification requirements performed, 
JOHNSQN.P. Region 5, Ofc of the Director. 89/07/03. 1p. 50495:070-50495:070. 

8907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R,S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & 5, respectively). 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH.D. Blade-Tribune, Oceanside, CA. 7pp. 50530:137-50530:163, 

-8808010313 Forwards safeguards event log for Apr-June 1988. 

MORGAN, H.E. Southern California Edison Co. 88/07/22. Document Control Branch 
(Document Control Desk). 5pp. 50530:164-50530:168. 

8907180478 Forwards revs to three LERs as discussed in Insp Repts 50-206/89-06,50- 
361 /89-06,& 50-362/89-06. LER procedure used by compliance personnel for prepar- 
ing & processing LERs has been enhanced by adding precautions & Independent 
review. 

MORGAN, H.E. Southern California Edison Co. 89/07/12. Document Control Branch 
(Document Control Desk). 2pp. 50580:101-50580:130. 

-8907180484 LER 89-001 -01 :on 8901 06, reactor tripped on low steam generator level 
after partial loss of non-IE uninterruptible power supply power occurred.Caused by 
fault in inverter constant voltage transformer main core.Jumper removed. 
MORGAN.H.E. Southern California Edison Co. 89/07/12. 8pp. 50580:123-50580:130. 

8907210326 Forwards LER 89-001, Rev 2.Rev 1 contained incorrect page which resulted 
in omission of one sentence. 

MORGAN.H.E, Southern California Edison Co. 89/07/14. Document Control Branch 
(Document Control Desk). Ip. 50597:229-50597:237. 

—8907210357 LER 89-001 -02:on 8901 06, reactor tripped on low steam generator level 
after partial loss of non-IE uninterruptible power supply power. Caused by fault in in- 
verter eVT windings. Jumper removed & main core transformer replaced, 
MORGAN.H.E. Southern California Edison Co. 89/07/14. 8pp. 50597:230-50597:237. 

8907260066 Special rept:on 890707, meteorological monitoring instrumentation channels 
out-of-svc for more than 7 days to perform semiannual monitoring instrumentation 
channel calibr surveillance.Tower will be back in svc by 890721. 

NANDY.F.R. Southern California Edison Co. 89/07/19. Document Control Branch 
(Document Control Desk). Ip. 50658:360-50658:360. 


V. Operator Examinations 


8907180494 Forwards Exam Rept 50-361 /OL-89-01 for Units 2 & 3 administered on 
89051 2.Candidate failed to meet min qualification requirements for licensing. 
KIRSCH.D.F. Region 5. Ofc of the Director. 89/06/22. MCCARTHY.C.B. Southern 
California Edison Co. 2pp. 50576:219-50576:320. 

—8907180499 Exam Rept 50-361 /OL-89-01 on 89051 2.Exam results:sole candidate 
failed written exam. 

JOHNSTON.G.W., MILLER, L.F. Region 5, Ofc of the Director. 89/06/20. 103pp. 
50576:221-50576:320. 


8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


C. Utility Environmental Report (ER), amends & correspondence 

8907050248 Responds to violation noted in Insp Repts 70-0135/89-02 & 70-0364/89- 
01 on 8904 10-1 3. Notice should be withdrawn based on misunderstanding of require- 
ments & circumstances of entry/exit procedures for eddy current area. 

CULBERSON, D.G. Babcock & Wilcox Co. 89/06/21. BELLAMY, R.R. Region 1, Ofc of 
the Director. 4pp. 50401:275-50401:277. 
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F. Security, medical, emergency & fire protection plans 

8906290405 Forwards final exercise rept for 881102 full-participation joint exercise of 
•■adic'Dr.'ca' emergoncy preparedness plans for plant. 

.r, Federa; Emergency .Vanecemcr* Agc-ncv 89/06/20. CONGEL,F.J. 
Division of Radiation Pro:ection & E'''n--c.6''cv .=-c;:;a'e.-:no.ss (Post 870411). Ip. 
50363:006-50363:061. 

-8906290407 "Farley Nuclear Power Plant Exercise Conducted on 881 102," exercise 
rept. 

* Federal Emergency Management Agency. 89/01/25. 59pp. 50363:007-50363:061. 

8906290483 Revised EPIPs, including Rev 8 to FNP-O-EIP-18 & Rev 66 to FNP-O-EIP- 
8.W/890623 Itr, 

HUDSPETH, J.B. Alabanna Power Co. 89/06/23. 53pp. 50364:219-50364:271. 

8907170118 Revised Attachments A.B & C to EPIP FNP-O-EIP-8, “On-Call Schedule." 
MOREY.D.N. Alabama Power Co. 89/07/03. 9pp. 50562:308-50562:316. 

8907190009 Rev i to EPiP FNP-O-EIP-20, “Chemistry & Environ Support to Emergency 
Plan," W/890712 Itr. 

HUDSPETH, J.B. Alabama Power Co. 89/07/12, 20pp. 50594:074-50594:093. 

8907190010 Attachment A, "On-Call Schedule" to EPIP FNP-O-EIP-8. 

MOREY.D.N. Alabama Power Co. 89/07/13. 9pp. 50592:160-50592:168. 

8907190016 Rev 67 to EPIP FNP-O-EIP-8, “Emergency Communications.” W/890714 
Itr. 

HUDSPETH, J.B. Alabama Power Co. 89/07/14. 45pp. 50594:333-50595:017. 


G. Adjudicatory correspondence 

8907030036 Notice.* Notifies of 890621 prehearing conference in Birmingham, ALW/ 
Certificate of Svc.Served on 890623. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #389 8816. 89/06/22. 3pp. 
50382:140-50382:142. 

8907240024 Requests that svc list for plant proceeding be changed to reflect Judge 
Jordan stated address, 

MCDOW.J. Atomic Safety and Licensing Board Panel. #389 8887. 89/07/06. 
JULIAN, E.L. Docketing & Services Branch. Ip. 50574:178-50574:178. 

8907240208 Notice of appearance.* Advises that author enters appearance in 
OTceodmiq.'.V/OGrt'fiC'-te c' Svc. 

LiCF-CEN 'CK,E V. /■sfi:sl:-nt General Counsel for Hearings & Enforcement. #389 
8901. 89/07/11. 3pp. 50574:172-50574:174. 

8907240211 Notice of appearance.* Advises of author appearance in in proceeding.W/ 
Certificate of Svc. 

WE1SMAN,R.M. Assistant General Counsel for Hearings & Enforcement. #389 8900. 
89/07/11. 3pp, 50574:175-50574:177. 

8907260038 Joint stipulation.* Advises that parties will attempt to agree for future con- 
duct of proceeding & reflect agreement in stipulation to be filed by 891 103. Parties 
thereafter will file periodic status repts w/ASLB.W/Certificate of Svc. 

WEISMAN,R,M. Assistant General Counsel for Hearings & Enforcement. MILLER,J.H. 
Alabama Power Co. MILLER, J.H. Ba'ch. Binghar^, Baker, Hawthorne, Williams & 
Ward. #389 8939. 89/07/14. 3pp. 5060.^33 '.'-B',-. 6? 2:339. 

8907240187 Order.* Prehearing conference scheduled for 890721 in Birmingham,AL 
canceled & beginning in August, parties will file status repts apprising ASLB of 
orcg-csii Conif o\ 'S\z cn:-.Served on 890718. 

"FYE,.. Axmic Sa'vjiv a-.c Licensing Appeal Panel. #389 8915. 89/07/17. Office 
of the General Counsel (Post 860701). 2pp. 50574:151-50574:152. 

8907240161 Change of address for Farley Svc List,* Mailing address for WH Jordan 
listed.Certificate of Svc encl.Served on 890720. 

JULIAN. E.L. Docketing & Services Branch. #389 8931. 89/07/20. Atomic Safety and 
Licensing Appeal Panel. 2pp. 50574:085-50574:086. 

8907260049 Notice of appearance.* Advises that author will enter appearance in pro- 
cesd'T'q on be^’alf of licensee.W/Certificate of Svc. 

REY\C..DS N 5. Alabama Power Co. REYNOLDS.N.S. Bishop, Cook, Purcell & Reyn- 
olds. #389 8940. 89/07/20. 3pp. 50602:333-50602:335. 


H. Generar correspondence 

8907270265 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." 
10CFR72.6(c) should be revised to provide for fuel storage w/o ISFSI requirement. 
HAIRSTON.W.G. Alabama Power Co. 89/07/07. Docketing & Services Branch. 3pp. 
50648:316-50648:318. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8906290446 Rev 7 to updated FSAR for Joseph M Farley Nuclear Plant, Units 1 & 2.W/ 
890622 Itr. 

HAIRSTON.W.G. Alabama Power Co. 89/07/31. 1,000pp. 50358:001-50360:054. 


M. Antitrust correspondence 

8907190004 Fonvards antitrust settlement notice submitted for FR publication. 

REEVES, E. A. Project Directorate 11-1. 89/07/13. HAIRSTON.W.G. Alabama Power Co. 
2pp. 50592:118-50592:122. 


P. Operating license stage documents & correspondence 

8906290094 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclide within 60 days of receipt of samples. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/13. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 50363:356-50363:357, 


8907030199 Discusses schedule for cempletion of mods for NUREG-0737, Item II.D.1 to 
increase loop seal temp upstream of pressurizer safety valves. Projected implementa- 
tion date for Unit 1 is 910621 & 901221 for Unit 2. 

REEVES, E.A. Project Directorate 11-1. 89/06/26. HAIRSTON.W.G. Alabama Power Co. 
3pp. 50385:275-50385:277. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp. 50416:062-50416:106. 

8907180312 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Program plan designed to govern surveillance of structural integrity of high 
energy single phase & two phase flow carbon steel piping sys. 

HAIRSTON.W.G. Alabama Power Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50580:001-50580:002. 


Q. Inspection reports, IE Bulletins & correspondence 


0907070169 Forwards Insp Repts 50-348/89-11 & 50-364/89-11 on 890411- 0510 & 
notice of violation. 

REYES.LA. Region 2, Ofc of the Director. 89/06/16. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 50443:297-50443:315. 

“8907070171 Notice of violation from insp on 89041 1-0510. Violations 

noted:containment integrity breached during replacement/ placement of fuel within re- 
actor containment. 

REYES.LA. Region 2. Ofc of the Director. 89/06/16. 2pp. 50443:299-50443:300. 

“8907070175 Insp Repts 50-348/89-11 & 50-364/89-11 on 890411-0510. Violations 
noted. Major areas inspected:operational safety verification, monthly sun/eillance 
observation, monthly maint observation, LERs & Unit 2 startup from refueling. 
MAXWELL, G.F., MILLER.W.H., CANTRELL.F.S. Region 2. Ofc of the Director. 89/05/ 
25. 15pp. 50443:301-50443:315. 


8907070253 Forwards Insp Repts 50-348/89-12 & 50-364/89-12 on 89051 1-061 0.No 
violations or deviations noted. 

VERRELLI.D.M. Region '2, Ofc of the Director. 89/06/27. HAIRSTON.W.G. Alabama 
Power Co. 2pp. 50444:061-50444:073. 

“8907070254 Insp Repts 50-348/89-12 & 50-364/89-12 on 89051 1-0610.No violations 
or deviations noted.Major areas inspected: operational safety vehfication.monthly sur- 
veillance cbsor.aticn.LERs & drsici charqes & mods. 

MAXWELL.3.F. M i.LEF.V*..H . CA'N''RE1.1,F.S. Region 2. Ofc of the Director. 89/06/ 
26. 1 1pp. 50444:063-50444:073. 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907170386 Responds to NRC Itr re violations noted in Insp Repts 50-348/89-1 1 & 50- 
364/89-1 1 .Corrective actions:chemical injection valve restored & plant conditions sta- 
bilized using guidance of FNP-2-EEP-0. 

HAIRSTON.W.G. Alabama Power Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50548:170-50548:174. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


R. Periodic operating reports & related correspondence 


8907160511 Monthly operating rept for June 1 989 for JM Farley Nuclear Plant, Unit 2.W/ 
890712 ltr. 

MOREY.D.N., HAIRSTON.W.G. Alabama Power Co. 89/06/30. 5pp. 50579:335- 
50579:339. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
• erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411), 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc, 57pp. 50519:081-50519:136. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 
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f. Security, medical, emergency & fire protection pfans 

8507050307 A(2v;ses tns! Apr t??3 '-3. *: p^ys'ca’ secjnty plan transmitted by 890421 

'Sr corsistfin* '* 'prsvrsicns of ' 5-i.o i scceptabie. 

CLi'Sr/i ? 5 0'*c 0* !'-3 ,i: 63 35 2S riAiRSTON.W.G. Georgia Power 

Cc. 3pp. ’ .■ " 25: 


8907240033 Ack receipt of util 890530 Itr withdrawing 880711 request for relief from 
ASME Code Section XI requirement for testing Class 2 portions of main steam lines of 
units at 1.25 times design pressure.Code Case N-479 .acceotab'e ^O’’ use at plant. 
CROCKER. Drcjcct Cirecfo'afo 11-3. 89/07/19. RS'-O', 7. Cj Georgia Power 

Co. 2pp. 5C53S -j'lcj'S-i'js 


H. General correspondence 

8907270150 Ccrr.men! cpp: = 
Spe-nf Nudea’- rue! in 

50643' 183-50648; 191’ 


•es -CC=n£C:’2 & 170 re “Storage of 
■age Oas-a a: Nuc;ear Power Reactor 
rV'--: :cr sicage w -o ISFSl requirement. 
0". Occket-.g & Services Branch. 3pp. 


P. Operating license stage documents & correspondence 

8906290127 Fom'ards Amends 164 & 101 to Licenses DPR-57 & NPF-5, respectively & 
safety e'/aiuation;, Amends change Tech Specs re primary containment isolation 

valves, 

:-:.:v'n= ._= r- ^-^-orate l!-3. 89/0'6/20. HAIRSTON, W.6. Georgia Power 


-89G€29C‘S32 «-• 

~£9e629C139 S; 



"64 i «01 Ic L ce.nses DPP-57 & NPF-5, respectively, changing 
i. u 3;"'*a''me-: ac-aton valves. 

: ecr. D 'edc'ale :-3, 53 C6. 20, 24pp. 50348:030-50348:053. 
fvaluaticn supporting Amends 164 & 101 to Licenses DPR-57 & 
_ Reactor Regulation, Director (Post 870411). 89/06/20. 5pp. 


0906290178 AppLcation for amends to Licenses DPR-57 & NPF-5,revising Tech Spec 
for thermal power & power distribution limits (fuel rods), reactivity control sys & defini- 
ho^'s % 2d'“:r;s'*''sl,ve 

Control Branch (Document 

-8906290180 OroDOsed Tech Specs revising reactivity control sys & removal of cycle- 
scec' : p.a’2“'e!e' . r;is 

=='-c : 3e.v ;a E.rctno & Gas Co. of New Jersey. 89/06/22. 55pp. 50352:256- 

50352:310. 


89^290231 informs that no electrical com.ponents obtained from Planned Maint 
Sys - -aspr-se !■; 39:522 request for info. 

»•, 3 '3e:rg a Rower Co. 89/06/23. VAN CLEAVE, V. Region 4. Ofc of the 

Director. 2pp, 50364:178-50364:179. a . w i 


8906290(^2 Generic Ltr 89-10 to all licensees cf operating nuclear power plants & hold- 
ers of CPs nuclear power plants re safetv-'elaiec mctcr-ooerated valve testinq & 
scry f' -srce S VC list end. ' ' ® 

^ Associate Directc' tor Prcjects (R-cst B7C411). 89/06/28. Consolidat- 
es odsc.- of New York. Inc. e'p- 5:4 16.:C1-50416:C61. 

89«300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
;f®L, ^ 0*1 ' BWR Water Level Redundancy.’* Svc list end 

^ Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
es c-,'3c- „c. Of New York, inc. 54pp. 50416:062-50416:106. 

890605 Itr ack receipt of petition filed by Ecology Ctr of 
»uthern_Caafornia,for info, Ltr states that petition being treated under 10CFR2 206 of 
commission regulation. ■ « 

»-3. 89/06/30. HAlRSTON,W.G. Georgia Power 

r-.ee::r.g w/lead plant utils in RockvIlle.MD to discuss 
89/07/06. CALVO.J.A. Technical Specifi- 

rod injection sys testability at power.Util 
actuation signal to ATWS rod injection so- 
T al.cw actuaton relays to be energized. 

Ccn?o;SY. (Document 

response to Generic Ur 88-14 re instrur,»ntal air 
'“74 7 -to' rr equipment. Actions remaining for closure 

- --7 'to- cr seismic support of accu.mulatcrs. ^ 

Dc."Tc! Das". 3coTc555.'25t5G5sVllY^^^ document Control Branch (Document 

in Birmingham,AL to discuss status of 
n- 

a4ion DPR-57 & NPF-S, respectively & 

roc F Ci^anyes a-tion level re suppression pool temp from 95 F to 

Cc HAIRST0N.W.Q. Georgia Power 

-«w?2®wa# AwwMte 166 & 10'2 to Ucem*?* HPP C7 s. kioc e . 

MATrtCVl®.D.B. Ptoiect Dreclorate I1-3. 89/07/18.^. 50703:044-S07(»fl56. 

evalualiot) aipporSng Amerids IBS 4 102 to Ucenses DPH-S7 4 
'’*9'''®“®^ »«=•« (Post 8704in. 89/07/18. 7pp. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300068 Forwards Insp Repts 50-321/89-07 & 50-366/89-07 on 890422-0526.Li- 
censee identified violations not cited 

HERDT.A.R. Recton 2. Ofc c^ ton Director. 89/06/19. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 533'';iO'.-i-:j037S 'JGi 

“8906300074 Insp Repts 50-321/89-07 & 50-366/89-07 on 890422-0526. Licensee 
identified violations not being cited. Major areas inspected:operational safety 
verification, maint observations & surveillance testing observations. 

MENNING J E VJSSEP R A SINKULE,M.V. Region 2, Ofc of the Director. 89/06/ 
19 :5pc 5C3.'3 C’6-5':3-.'3.03', 


8907030233 Advises that util 880224 Rev 2 to inservice insp program for second 10-yr 
interval acceptable except as noted in ends. 

CROCKER, LP. Project Directorate 11-3. 89/06/22. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 50391:001-50391:003. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907180253 Forwards Insp Repts 50-321/89-10 & 50-366/89-10 on 890527- 0623.De- 
tails re licensee non-cited violations described in rept. 

HERD'RA.R. Region 2, Ofc of the Director. 89/07/05. HAIRSTON, W.G. Georgia 

Power Co. 2pp. 50577:176-50577:193. 


-8907180261 Insp Repts 50-321/89-10 & 50-366/89-10 on 8905270623.No violations 
noted.Major areas inspected:operational safety verification, maint 

observations, surveillance testing observations, calibr & surveillance procedures & 
records. 

MENNING J.E. MUSSER.R.A.. HERDT.A.R. Region 2, Ofc of the Director. 89/07/05. 
16dd. 50577: 178.50877- i on 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001 -50449:066. 

890615 Itr re violations noted in Insp Repts 50-321/89- 
02 & 50-366/89-02.Corrective actions: administrative hold placed on use of air line- 
supplied respiratory protection equipment until f^tttocs '.-.stalled 

89/:7.'.')7 Docur-.e-i Control Branch (Document 
Control Desk). 1 1 pp. 5052C;0l 9-5: 520:0? 9 

''® safety sys functional insp of emergency 
^ ® revised to reflect correct switchgear 

room heater loads by next FSAR update on 900722 ^ 

Document Control Branch (Document 

Control Desk). 4pp. 50555:041-50555:044. 


insp Repts 50-321/89-11 & 50-366/89-11 on 89061 9-23.Noted 
tion?bdng^me^^"^^ criteria for categorization of licensee identified viola- 

Powrci1pp''s^(i6"29loo°M HAIRSTON, W.G. Georgia 

Repts 50-321/89-11 & 50-366/89-11 on 890619-23. Violation 
noted.Maior areas inspected.-licensee actions re previous insp findings & NRC bulle- 

^0629:'^2-5062^207 2, Ofc of the Director. 89/07/10. 6pp. 

P™l?to^rp.5Si77".0?y5ol7?!or4^ HAIRSTON, W.G. Georgia 

Corrosion Cracking of High Hardness Type 
Cnec!“?r'“ oTa^^^^^ S350W Swing 

Si5Med‘ESn<g.?fSeX"!k."iru 

^*®‘l Supplied to 

ROSSI, C. E. Wyision of Operational Events Assessment (Post 8704111 8q/n7/2>n 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001 -50630; 11 4 ‘ 

8907260237 Informs of agreement reached during 890719 telcon re IGSCC exam fnr 

frZ uZToi?:* 

C^f^74:5l^lS6 HAIRST0N,W,G. Georgia Power 


R. Periodic operating reports & related correspondence 


50579:062. 


tor Hatch Units 1 & 2. W/890710 Itr 
Co. 89/06/30. 12pp. 50579:051- 
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S. Reportable occurrences, LERs & related correspondence 

8907140015 Special Rept 89-004:on c3Cr)25..scc:"n:j devices for penetrations in 3 h fire- 
rated east wall breached in excess oi ;;:«/» -rrc-ach necessitated by scheduled work 
activities. Penetrations sealed, inspected & declared operable on 890608. 

HAIRSTON, W.G. Georgia Power Co. 89/07/05. Document Control Branch (Document 
Control Desk). 4pp. 50544:193-50544:196. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907260152 Requests listed items for requalification program evaluation scheduled for 
wks of 890911 & 25.NRC to administer operating & written exams & discuss w/quali- 
fied personnel & operators schedule for processing exams.Ref matl requirements 
end. 

PEEBLES,T.A. Region 2, Ofc of the Director. 89/07/17. HAIRSTON,W.G. Georgia 
Power Co. 8pp. 50673:170-50673:177. 

8907260160 Requests listed items for reactor operator & senior operator licensing 
exams scheduled for wk of 891 009. All reactor operator & senior reactor operator li- 
cense application info should be submitted at least 30 days before first exam date. 
PEEBLES,!. A. Reqior 2. Ofc of the Director. 89/07/19. HAIRSTON, W.G. Georgia 
Power Co. 11pp. 5b6"'.3:(;'^3-53672 j99. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907030101 Rev 8 to EPIP 1904.07, "Protective Action Recommendations." 

* Arkansas Power & Light Co. 89/05/16. 14pp. 50390:339-50390:352. 

8906300250 Revised EPIPs, including Rev 10 to 1903.02, Rev 8 to 1903.03 & Rev 9 to 
1903.04. 

* Arkansas Power & Light Co. 89/06/21. 33pp. 50378:017-50378:049. 

8907120283 Forwards public version of Rev 10 to EPIP 1903.13, "Notification of Corpo- 
rate Official." W/890707 release memo. 

* Arkansas Power & Light Co. 89/06/22. NRC - No Detailed Affiliation Given. 2pp. 
50513:078-50513:089. 

”8907120289 Public version of Rev 10 to EPIP 1903.13, "Notification of Corporate Offi- 
cial." 

CAMPBELL, T.G. Arkansas Power & Light Co. 89/06/22. 10pp. 50513:080-50513:089. 

8907130298 Forwards Rev 16 to industrial security plan. Rev withheld (ref 10CFR73.21). 
JAMES, D.E. Arkansas Power & Light Co. 89/07/10, Document Control Branch (Docu- 
ment Control Desk). Ip. 50530:252-50530:252. 

8907190060 Ack receipt of 890505 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/89-11 & 50-368/89-1 1. Open Items 313/8512-09 & 368/ 
8512-09 will not be closed until security sys improvements completed. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. CAMPBELL, G, Arkansas 
Power & Light Co. 2pp. 50585:095-50585:099. 

8907210276 Rev 8 to EPIP 1904.001. "Offsite Dose Projections - Germs Computer 
Graphics Method." 

* Arkansas Power & Light Co. 89/07/11. 79pp. 50603:149-50603:227. 

8907240165 Revised EPIPs, including Rev 26 to 1903.010, "Emergency Action Level 
Classification," Rev 3 to 1903.012, "CERS Notifications" & Rev 17 to 1903.030, 
"Evacuation." 

* Arkansas Power & Light Co. 89/07/11. 34pp. 50648:350-50649:023, 


J. Insurance & indemnity information 

8907050081 Forwards Endorsement 29 & Amendatory Endorsement 30 to NELIA Policy 
NS-381. 

JAMES, D.E. Arkansas Power & Light Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50399:324-50399:326. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907260154 Forwards Amend 7 to updated SAR for Arkansas Nuclear One Units 1 & 2. 
TURK.C.H. Arkansas Power & Light Co. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50727:001-50734:165. 

”8907260155 Amend 7 to updated SAR for Arkansas Nuclear One Unit 1. 

JAMES, D.E. Arkansas Power & Light Co. 89/07/21. 1,000pp. 50727:004-50729:121. 

”8907280201 Amend 7 to updated SAR for Arkansas Nuclear One Unit 2, 

* Arkansas Power & Light Co. 89/07/21. 2500pp. 50729:122-50734:165. 


P. Operating license stage documents & correspondence 

8907050159 Forwards safety evaluation accepting util responses to NUREG-0737,ltem 
II.D.1, "Performance Testing of Relief & Safety Valves." Confirms 890428 telcon w/ 
util re calculation performed on subj bending moments. 

POSLUSNY.C. Project Directorate IV. 89/06/01. CAMPBELL, T.G. Arkansas Power & 
Light Co. 13pp. 50401:245-50401:257. 

8906300036 Forwards Amends 124 & 98 to Licenses DPR-51 & NPF-6, respectively & 
safety evaluation. Amends modify Tech Specs to reflect planned changes to util orga- 
nization & change designated members of plant safety committee, 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/06/21. CAMPBELL,T.G, Ar- 
kansas Power & Light Co. 4pp. 50365:1 10-50365:144. 


”8906300038 Amends 124 & 98 to Licenses DPR-51 & NPF-6, respectively, changing 
Tech Specs to reflect planned changes to util organization & designated members of 
plant safety committee. 

HEBDON.F.J. Project Directorate IV. 89/06/21. 28pp, 50365:114-50365:141. 

—8906300039 Safety evaluation supporting Amends 124 & 98 to Licenses DPR-51 & 
NPF-6, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 3pp. 
50365:142-50365:144. 

8907050178 Forwards safety evaluation concluding that diverse scram sys & diverse ini- 
tiation of turbine trip meet requirements of 10CFR50.62 re ATWS events for light 
water cooled nuclear power plants. 

POSLUSNY.C. Project Directorate IV. 89/06/21. CAMPBELL, T.G. Arkansas Power & 
Light Co. 5pp. 50401:084-50401:102. 

”8907050185 Safety evaluation concluding that diverse scram sys & diverse initiation of 
turbine trip meet requirements of ATWS rule (10CFR50.62). 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 14pp. 
50401:089-50401:102. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CF=50.62i.Aqo''(la end. 

LYNCH, M.D. Proec: Circ-doraie 11-3 89/06/22. HANNON.J.N. Project Directorate III- 
3. 4pp. 50379:357-50379:360. 

8907030002 Provides background info on regulatory analysis supplementing NRC pro- 
posed backfit.per 890413 request.Util expected to provide schedule for implementa- 
tion of required improvements. 

HOLAHAN,G.M. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 89/06/22. CAMPBELL.T.G. Arkansas Power & Light Co. 5pp. 50391:115- 
50391:199. 

”8902030163 Forwards proposed plant-specific backfit for improved auxiliary feedwater 
sys reliability analyses for required improvement in secondary DHR capability at plant. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/01/ 
31. STELLO,V. Ofc of the Executive Director for Operations. 6pp. 50391:120- 
50391:199. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 87041 1 ). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61 pp, 50416:001-50416:061. 

8907070278 Advises that util developing appropriate Tech Spec for inadequate core 
cooling instrumentation following safety review committee meeting on 890808, per 
NRC 890323 request. 

JAMES, D.E. Arkansas Power & Light Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 50443:179-50443:179. 

8907050334 Ack receipt of 890307 response to Generic Ltr 88-14, "Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment." Response acceptable. 
HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/06/29. CAMPBELL.T.G. Ar- 
kansas Power & Light Co. 3pp. 50412:146-50412:148. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110265 Notification of 890707 significant licensee meeting in Region IV to discuss 
reliability of instruments for RCS reduced inventory operations, maint activities in re- 
sponse to flange leak on reactor head & organizational interfaces. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/03. Region 4, Ofc of the Director. 
2pp. 50530:001-50530:002. 

8907130322 Forwards corrected pages for Amends 124 & 98 to Licenses DPR-51 & 
NPF-6,respectiveIy.Changes previously made by Amends 123 & 97 not included in 
Units 1 & 2 Tech Specs. 

HARBUCK.C.C., POSLUSNY.C. Project Directorate IV. 89/07/06. CAMPBELL.T.G. Ar- 
kansas Power & Light Co. 7pp. 50530:204-50530:210. 

”8907130334 Corrected Amends 124 & 98 to Licenses DPR-51 & NPF-6, 
respectively, re function & composition of safety review committee. 

* NRC - No Detailed Affiliation Given. 89/07/06. 4pp. 50530:211-50530:214. 

8907190332 Responds to addi questions re implementation of Generic Ltr 88-17.Ques- 
tions re capabilities of RCS level instrumentation used when plant in DHR operation. 
EWING, E.C. Arkansas Power & Light Co. 89/07/06. Document Control Branch (Docu- 
ment Control Desk). 7pp. 50594:1 1 1-50594:1 17. 

8907180449 Submits substitute oath of affirmation page for 890307 response to Generic 
Ltr 88-14, "Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." 
JAMES, D.E. Arkansas Power & Light Co. 89/07/07. HEBDON.F.J. Project Directorate 
IV. 2pp. 50578:136-50578:137. 

8907190173 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/07/11, CAMPBELL,G. Arkansas 
Power & Light Co. 4pp. 50593:081-50593:084, 

8907190344 Advises that response to Generic Ltr 83-28.ltem 4,5.3, "Reactor Trip Reli- 
ability - On-Line Functional Testing of Reactor Trip Sys" consistent w/achieving high 
reactor trip sys reliability. 

POSLUSNY,C. Project Directorate IV. 89/07/17. CAMPBELL, G. Arkansas Power & 
Light Co. 3pp. 50585:050-50585:052. 

8907260127 Forwards followup info to util 890414 submittal & meeting w/NRC re dis- 
covery of reduced sve water flow & other discrepancies which could have reduced 
post-LOCA long-term containment cooldown. 

TURK,C.H. Arkansas Power & Light Co. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 18pp. 50659:001-50659:018. 
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8907260130 Fcwards proprietary & nonproprietary CEN-386-P & CEN-386- 

"Verification of Acceptability of 1-Pin Burnup Limit of 60 MWD/kg for 
C-5 'il'i ='/.’= =ue;.'' Info supports request t‘-at bat:'- avo-aqe '’'nit be deleted. 

Tjrot'ru A'Vancac Power & Light Co. i::- 1'" 2Z --CS IS.\’'C. C"'ice of Nuclear 

.-eactc; Peg- at.cr, C-rectcr (Post 870411). 7pp. 50662:001 -50662;097. 

-S3072SC133 N:.'-c"co''etan, “Verification of Acceptability of 1-Pin Burnup Limit of 60 
VAC x- ’Z- C-E tExlc PA'P. Fuel.” 

• Co.-bist::.' Erg neen.-g :nc. CEN-386-NP. 89/06/30. 90pp. 50662:008-50662:097. 

8907260079 Discusses Rev 11 to QA manual operations submitted to NRC on 
890721. per 10CFR50.54(a)(3) & 10CFR50.71.Rev re organizational changes & 
:'-arges tc rented current p.'actices in implementing requirements of manual. 
C4.vP5El._,T 3. Arkansas Power & L:gnt Co. 53/07/21. Document Control Branch 
(Dcc-rer: Cc.rtrc Desk;. 3pp. 50659;033-50659;035. 

8907260094 Rev 11 to “QA Manual Operations.” 

HUMPHREY.LW.. CAMPBELL J.G. Arkansas Power & Light Co. 89/07/22. 155pp. 

50677:058-50677:212. 


8907190060 Ack receipt of 890505 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/89-11 & 50-368/89-11. Open Items 313/8512-09 & 368/ 
8512-09 will not be closed until security sys improvements completed. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 50585:095-50585:099. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8907110281 Responds to violations noted in Insp Repts 50-313/89-10 & 50-368/89- 
lO.Corrective actions:when transmitter isolated & flow indication lost, decay heat flow 
secured S S-r.e/fanc-c procedure changed. 

E,V:.\3.EC. -i'-a^sas Power & ugh; Co. 89/06/14. MILHQAN.J.L Region 4, Qfc of 
;re Di'ectc'. 6pp 5.:-495.2l6-5C.i55:22l. 


8906290088 Forwards summary of evaluations & schedule for proposed actions for 
NRC Bulletin 88-004, Question S.Response for question delayed due to need for eval- 
uation of vendor data & testing. 

JAMES.D.E. Arkansas Power & Light Co. 89/06/15. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50369:111-50369:115. 

8907110104 Suppis response to violation noted in Insp Repts 50-313/88-35 & 50-368/ 
88-35.per 890523 request.Corrective actions:concerns addressed re sign-offs on 
stated test valve alignment tags to confirm hands on verification. 

EWING.E.C. Arkansas Power & Light Co. 89/06/16. MILHQAN.J.L Region 4. Qfc of 
the Director. 2pp. 50495:223-50495:224. 


8907030193 P'cpcses roebrg \r. A.-'ingtcn.TX Ic discuss SALP process in Region 
i v.mc'cv:''g :c'~.~,."'cai.cn a '-cc-nsew rr'.g; & Reg or Iv £n^O'’cement chilosochy. 
MA.R-..N = D P-ug.or; 4 CL' c' the D.rc-cior 59/:6.-2C. CAMP3EL..G. ArKansas 
Power & Light Co. 2pp. 50391:205-50391:206. 


8906290093 Requests relief from ASME Boiler & Presure Vessel Code, Section XI re 
inservice insp & lists justification for not performing internal exams. 

JAMES.D E. Arkansas Power & Light Co. 89/06/22. Document Control Branch (Docu- 
me-i Dcr;.'c Dos-'.). 3pr 50369:214-50369:216. 


8906290154 Responds to NRC 890424 It' 'e notice of vio'aticn & answers to proposed 
civil penalty re environ qualification.per I'-sp Repts 36-24, 86-32 & 88-05. 

Arkansas Power & Light Co. 89/06/22. Ofc of Enforcement (Post 
870413). 20pp. 50369:061-50369:080. 


8907050177 Forwards Insp Repts 50-313/89-26 & 50-368/89-26 on 890605-09 & notice 
of deviation. 


MILHOAN.J.L. Region 4. Ofc of the Director. 89/06/22. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 50415:238-50415:246. 


-8907050188 Notice of deviation from insp on 890605-09.Deviation noted- new preven- 
tive rr.aint c'ograr ^es n.c; beer, comp-et-r-d & imnlcmentec 
• Reg.on 4. Ctc o: -.."e Dirsc;- =5 36,22. Ip SO-i 15:243-504 15:240. 


-8907050195 Insp Repts 50-313/89-26 & 50-368/89-26 on 890605-09. Deviation 
Spec required calibr program & preventive maint 
of P*3ot instrumentation for components not addressed in Tech 

fo4?i?246 Director. 89/06/21. 6pp. 50415:241- 


cl. 

conference on 890612 re Insp Repts 
Smmary.®'°^ ^ 50.368/89-04.Subj discussed at meeting described in end meeting 

Arkansas 
vcuge Power QrcuK 

Co,S'|&L°eS <S. 

50-313/89.23 & 50-368/89-23 on 890605-14 & noUce 
CAMPBELL, G. Arkansas 

A pSSf." 'T '"IP 800605-14. Violation noleddicensee failed 

lo^oywe c^piete & accurate info re two independent RCS level indiratinnc 
Region 4. Ofc of the Director. 89/07/06. Ip. 50495!l 99-504951^ 

io495!^KI^^2i2:''’' ®5IDLE,W.C. Region 4, Ofc of the Director. 89/07/06. 13pp. 

Power CAMPBELUG, Arkansas 


8907070081 PNO-IV-89-042;on 890623, plant shutdown commenced due to increased 
RCS leakage.Caused by fatigue in vent line on reactor coolant pump C seal pressure 
sensing line.Plant heatup expected to begin on 890626. 

CHAMBERLAIN, D. Region 4, Ofc of the Director, 89/06/26. 2pp. 50440-185- 
50440:186. 

8907110389 LER 89-01 1-00:on 890608, discovered that fire door separating plant fire 
areas being propped open w/o fire watch stationed as required by Tech 
Specs. Caused by personnel error.Fire door opened. Periodic training provided.W/ 
890707 Itr. 

MlLLAR,D., EWING.E.C. Arkansas Power & Light Co. 89/07/07. 4pp. 50448:352- 
50448:354. 


8907190351 Discusses mgt meeting on 890612 re actions taken by util to reduce back- 
log of past due LERs.Meeting summary & list of attendees end, 

MILHQAN.J.L Region 4, Qfc of the Director. 89/07/10. CAMPBELL.G. Arkansas 
Power & Light Co. 4pp. 50593:357-50593:360. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility. Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.L.W. Commissioners. 89/05/19. JQHNSTON.J.B. Senate. Energy & Natural Re- 
sources. 1p. 50519:137-50519:137. 

-8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 115. 

ZECH.L.W. Commissioners. 89/05/02. JQHNSTON.J.B. Senate. Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for CL re op- 
erator licensing exams.Svc list end. ^ ^ 

Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


irSlic ^ Transportation of Contaminated Injured 

ndiyiduals From Site to Offsite Medical Facility." W/890623 Itr 

5oS8^89-50^88*^95^^^^'"^'^’^'’ ‘^^ke Power Co. 89/06/23. 7pp. 


. v/'iaia rviyi nan lor iNuciear Station: 

Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 




"^"^s^GtkieK"'’'”" F'O'i' Generic Emergency Re- 

* Duke Power Co. 89/06/30. 34pp. 50444:190-50444:223. 

""9* ''"P'ementing prooedures.W/ 

S)"i®pp°5®ote • con- 


CMIP-1 Rev 20 to CMIP 1 Rav/ procedures, including Rev 29 to 

24 to CPIPy& RbvT6m!p 9 22 to CMIP.2.Rev 34 to 5MlP-7,Rev 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907190340 ^rwards public version of Rev 19 to Station Directive 38? “Ataiinn 
Tnrlr¥S^! W/890718 release memo. directive 3.8.2. Station 

Jol ^sk) #pp° 5M85°2T^^^^^^ Document Control Branch (Document Con- 
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-8907190345 Public version of Rev 19 to Station Directive 3.8.2, "Station Emergency 
Crcan'zatiop ’’ 

VCCCNN'ELL.T.L. Duke Power Co. 89/07/01. 25pp. 50585:204-50585:228. 

8907200418 Forwards Insp Repts 50-369/89-17 & 50-370/89-17 on 890605- 09.No vio- 
lations or deviations noted. Unresolved item identified. 

JULIAN.C.A. Rogicn 2. Ofc of the Director. 89/07/13. TUCKER. H.B. Duke Power Co. 
2pp. 50614:080-50614.092. 

-8907200423 Insp Repts 50-369/89-17 & 50-370/89-17 on 890605-09.No violations or 
deviations -ctcd.VL:;.?' inspected: responses to previous insp findings.including 
followup or \R:.; ii-; ■’.s =5-001 & 88-003 & on 10CFR21 rept on breakers. 
MERRIWEATHER.N., CONLON.T.E. Region 2. Ofc of the Director. 89/07/10. 11pp. 
50614:082-50614:092. 

8907250184 Forwards summary of NRC comments re action items arising from McGuire 
Alert critique on 890307-08. Alert critique beneficial & should result in improved coordi- 
nation of joint response to future e'^emencv situations. 

EBNETER.SD Regie- 2 O'c of M-g Drecur 89/07/14. TUCKER.H.B. Duke Power 
Co. 3pp. 5CG::5 ?0'i-5j6:;:f ■?" = 

8907260312 Notifies that request to incorporate new info into Tech Spec bases for re- 
actor vessel level indication sys in conflict w/NUREG-0737 & Reg Guide 1.97 & 
denied, per util 870630 & 880603 Itrs. 

HOOD.D.S. Project Directorate 11-3. 89/07/19. TUCKER.H.B. Duke Power Co. 4pp. 
50676:224-50676:227. 


I. Financial information 

8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed operating reactor as evidence of guarantee of payment of deferred 
premiums, per 10CFR1 40.21. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 

-8907130186 "Duke Power, 1988 Annual Rept." 

* Duke Power Co. 88/12/31. 68pp. 50576:111-50576:182. 


P. Operating license stage documents & correspondence 

8906290024 Fon^vards summary of 890525 meeting re nuclear plant design basis 
documentation. List of attendees & handout end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/15. TUCKER.H.B. Duke Power 
Co. 26pp. 50357:328-50357:353. 

8906290411 Submits correction/clarificaton to util 890508 response to Generic Ltr 88- 
14, “Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Pro- 
ram on critical air demand equipment is in addition to investigations performed. 
UCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906280185 Forwards response to Item 8a to NUREG-0737,ltem II.D.1, “Performance 
Testing of Relief & Safety Valves," clarifying 890501 response re error in SLUGGER 
computer program. 

TUCKER.H.B. Duke Power Co. 89/06/16. Document Control Branch (Document Con- 
trol Desk). 13pp. 50333:021-50333:033. 

8906290061 Responds to 890615 telcon & NRC 890608 ltr expressing concern & dis- 
agreement re util position on use of physical barriers in Region 2 of spent fuel 
pool. Util agreed to reinstate commitment to provide barriers. 

TUCKER.H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:145-50364:146. 

8906290068 Forwards revised curves for heatup & cooldown limitations to agree w/cor- 
rect Westinghouse data attached to 890122 ltr discussed during 890615 telcon. 
TUCKER.H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 5pp. 50369:129-50369:133. 

8907050505 Informs that PC-based backup for data transmission will not be in place 
until 891016 due to delays in equipment procurement & installation. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 2pp. 50403:052-50403:053. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050182 Forwards SER accepting licensee 831104 & 850524 responses to Generic 
Ltr 83-28, Item 4.5.3, "Reactor Trip Reliability - On-Line Functional Testing of Reactor 
Trip Sys.” Technical Evaluation Rept EGG-NTA-8341 also end. 

HOOD.D.S. Project Directorate II-2. 89/06/29. TUCKER.H.B. Duke Power Co. 2pp, 
50417:205-50417:206. 

-8907050186 Safety evaluation supporting responses to Generic Ltr 83-28, Item 4.5.3 
re reactor trip sys reliability. 

* NRC - No Detailed Affiliation Given. 89/06/29. 2pp. 50417:207-50417:235. 

8907060034 Forwards corrected Amends 88 & 77 to License NPF-9 & Amends 69 & 95 
to License NPF-1 7, consisting of Tech Spec Pages V & 3/4 7-1 3, respectively. 
HOOD.D.S. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 2pp. 
50431:349-50431:352. 

-8907060040 Corrected Amends 88 & 69 to Licenses NPF-9 & NPF-1 7, 

respectively, consisting of revised Tech Spec Page V. 

* NRC - No Detailed Affiliation Given. 89/06/29. Ip. 50431:351-50431:351. 

-8907060105 Corrected Amends 77 & 95 to Licenses NPF-9 & NPF-1 7. 

respectively, consisting of revised Tech Spec Page 3/4 7-13, 

* NRC - No Detailed Affiliation Given. 89/06/29. Ip. 50431:352-50431:352. 

8907110023 Forwards safety evaluation granting relief from hydrostatic pressure testing 
requirement of Section XI of ASME Boiler & Pressure Vessel Code, per 880627 & 
890216 requests.Util alternative NDE & inservice leak testing acceptable. 
MATTHEWS.D.B. Project Directorate II-3. 89/06/29. TUCKER.H.B. Duke Power Co. 
4pp. 50495:243-50495:250. 


—8907110026 Safety evaluation granting request for relief from hydrostatic testing re- 
quirements of Section XI of ASME Code. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/29. 4pp. 
50495:247-50495:250, 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907130101 Forwards Amends 99 & 81 to Licenses NPF-9 & NPF-1 7, respectively & 
safety evaluation, Amends change Tech Specs by replacing Figure 3/4 7-1, "Nuclear 
Sve Water Sys" w/more legible figure & correct typos. 

HOOD.D. Project Directorate 11-3. 89/07/ ic. TUCKER.H.B. Duke Power Co. 3pp. 
50533:306-50533:319. 

-8907130108 Amends 99 & 81 to Licenses- NPF-9 & NPF-1 7, respectively, changing 
Tech Specs by replacing Figure 3/4 7-1, “Nuclear Sve Water Sys” w/more legible 
figure & corroctirg typos. 

MAT”HE'.VS,D.E Project Directorate 11-3. 89/07/10. 9pp. 50533:309-50533:317. 

-8907130111 Safety evaluation supporting Amends 99 & 81 to Licenses NPF-9 & NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/10. 2pp. 
50533:318-50533:319. 

8907210347 Forwards Rev 4 to “Process Control Program." 

TUCKER.H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

-8907240028 Rev 4 to "Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 

8907240202 Forwards response to NRC 890511 request for comments on ANL rept re 
main steam line breaks in ice condenser plants.No equipment required for main steam 
line break mitigation located close enough to break location to be affected. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 5pp. 50679:057-50679:061 . 

8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS, L. A. Project Directorate 11-3. 89/07/19. MATTHEWS.D.B. Project Directorate 
II-3. 5pp. 50615:352-50615:356. 

8907260312 Notifies that request to incorporate new info into Tech Spec bases for re- 
actor vessel level indication sys in conflict w/NUREG-0737 & Reg Guide 1,97 & 
denied,per util 870630 & 880603 Itrs. 

HOOD.D.S. Project Directorate II-3. 89/07/19. TUCKER.H.B. Duke Power Co. 4pp. 
50676:224-50676:227. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280292 Advises that violation re design control has been categorized as Severity 
Level IV, per 890428 enforcement conference & insp rept.dtd 890421 .Since NRC 
wants to encourage licensee initiative, notice will not be issued. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/14. TUCKER.H.B. Duke Power 
Co. 2pp. 50333:246-50333:247. 

8906280270 Informs that corrective actions in 890316 response to notice of violation re 
Insp Repts 50-369/88-33 & 50-370/88-33 will not be completed until 891 201. Delay 
due to broadened scope of work including revs to procedures. 

TUCKER.H.B. Duke Power Co. 89/06/15, Document Control Branch (Document Con- 
trol Desk). 1p. 50333:087-50333:087. 

8906290411 Submits correction/clarificaton to util 890508 re^onse to Generic Ltr 88- 
14, "Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Pro- 
ram on critical air demand equipment is in addition to investigations performed. 
UCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906290470 Provides response to NRC Bulletin 89-001, "Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8907070141 Forwards 870831 & 880229 Itrs transmitting semiannual effluent release 
repts for 1988, revised to incorporate supplemental attachment describing identified re- 
lease. Transcription error in 880229 rept corrected, 

TUCKER.H.B. Duke Power Co. 89/06/20, Document Control Branch (Document Con- 
trol Desk). Ip. 50441:322-50442:051. 

-8907120344 Revised semiannual effluent release rept for Jan-June 1987, incorporating 
supplemental attachment describing identified release & correcting transcription error 
re quantification of abnormal release. 

* Duke Power Co. 87/06/30. 32pp. 50441:326-50441:360, 

-8907120347 Revised semiannual radioactive effluent release rept for Jul-Dec 1987, in- 
corporating supplemental attachment describing identified release. 

• Duke Power Co. 87/12/31. 61pp. 50442:001-50442:051, 

8907050349 Responds to violation noted in Insp Repts 50-369/89-12 & 50-370/89- 
1 2.Corrective action:semiannual effluent release repts for CY87 have been resubmit- 
ted & Tech Spec requirements reviewed by responsible individuals. 

TUCKER.H.B. Duke Power Co. 89/06/23. Document Control Branch (Document Con- 
trol Desk). 2pp. 50415:226-50415:227. 

8907070250 Ack receipt of 890519 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/89-05 & 50-370/89-05. NRC understands that revised re- 
sponse addressing weakness in mgt oversight will be submitted. 

HERDT,A.R. Region 2, Ofc of the Director. 89/06/23. TUCKER.H.B. Duke Power Co. 
Ip. 50455:180-50456:180. 
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8907070044 Ack receipt of S90605 Itr informing NRC of steps taken to correct violations 
ncce: '-sc ==cts -::-3e9."59-:2 & 50-370/89-02. 

P£85_83 y A 2 3‘c cr the Director. 89/06/26. TUCKER, H.B. Duke Power 

8907060229 Forwards request for add! info re NRC Bulletin 88-008, "Thermal Stresses 
■- s'o'-: C:-cect-3d to RCS." 

N =':cec‘ Drectoraie 11-3. 89/06/29. TUCKER, H.B. Duke Power Co. 


SS:S2504:3 "l-Z info Notice 89-055. "Degradation of Containment Isolation Capability 
.: . ~ Lre Break." Svc list end. 

P'DSS'CE. D'*-'s..cn of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:01 9-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
'c'ated ccr-o less Continued epe-atien of Ingersoll-Rand LPI pumps justified since 
c,jmcs CO not ."to'ac' during mu.'tip.e pump operation, 

"wC.'i.ER H.B. Dj-'.e ^ewer Cic. 39 06/30. Document Control Branch (Document Con- 
trol Desk), 33pp. 50533:323-50533:355. 

8907130342 Responds to violations noted in Insp Repts 50-369/89-1 1-01 & 50-370/89- 

^LC.<EF',-! E Duke Power Co. 89/07/05, Document Control Branch "(bocument Con- 
trol Desk). 5pp. 50532:200-50532:204. 

8SK57060t83 Suppt 1 to NRC Info Notice 89-045, ‘'Metalclad,Low Voltage Power Circuit 
B.'ea.'Tsrs ReiUrc.sned Substandard Farts." Svc list end. 

.RCSS;,C.E. Divis.c.n d Ozeraionai Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001, “Failure of Westing- 
house Steam Generator Tube Mechanical Plugs" acceptable. Util indicated that no me- 
chsnica' p_^ugs. W',susp-act heat njmbe.'-s.instaPed at facilities. 

"iCCD.DS. P'c-.ec; j-redcratc- ;:-3 39/07-'06 MATTHEWS, D.B. Project Directorate II- 
3. 2pp,. 50541'Cl4-5054-::015, 


8907060299 LER 89-01 1-00:on 890530, radwaste facility ventilation sys declared 
inoperable.Caused by inappropriate action due to operator declaring wrong compo- 
nent coemble oe-'senne! '•einstructed.W/890630 Itr. 

SIPE,.A . .VCCCWEi... " _ Duke Power Co. 89/06/30. 8pp. 50414:338-50414:345. 

8907130374 Special rept.'on 890601 .diesel generator 1A shut down due to lack of oil 
flow.Due to test being :ze'*c:'rr.- 2 c!.’'Z''^a‘ stop would not shutdown engine.New oil 
added & pumps primed, '’u'cc-c.-argi'.' nods under ■'-'‘vf^stientto" 

TUCKER, H.B. Duke Pow-c' Cr. 89 T-’ 18 Docume'": (Document Con- 

trol Desk). 2pp. 50536:281-50536:282. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp, 50519:081-50519:136. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 


8906290274 EPIP RP/O/A/5700/05, "Care & "’’''an son da tier' of Contaminated Injured 
Individuals From Site to Offsite Medical Facility 9. I' Itr. 

LEONARD.J.R., MCCONNELL.T.L, TUCKER, H.B. Duke Power Co. 89/06/23. 7pp. 
50388:289-50388:295. 


8907130143 Forwards public version of Rev 30 to "Crisis Mgt Plan for Nuclear Sta- 
tions." W/DH Grimsiey 890706 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341. 


8907180153 Ack receipt of 890623 response to violations noted in Insp Repts 50-369/ 
89-12 & 53-3'0/39-12, 

CClLINSD.M =5ec'or ? Cto of the Director. 89/07/07. TUCKER.H.B. Duke Power 
Co. Ip. 5C5'”r-*i47-8;57i; 

8907200418 Forwards Insp Repts 50-369/89-17 & 50-370/89-17 on 890605- 09 No vio- 
lations or de'/3tto"s "oted 'J'’-toso*vod item id-:r.t.-f'ed. 

Co. 

—89C72C0423 Ins? Repts 5C-3€9.'39-''7 & 50-370/89-17 on 890605-09. No violations or 
oev.'at.ons ''?ted..Majcr a'eas inspected: responses to previous insp findings, includinq 
tc.’cwup on NRC Ej"e:!.-.s S5-C31 & 38-003 & on 10CFR21 rc-ot on breakers 

50614‘082 506?A092 Director. 89/07/10. 11pp. 

89072^046 Ack receipt of 890705 Itr mtorminc NRC ?f steps taken to correct violations 
noted in Insp Repts 50-369/89-11 & EMTG. cf?-' ' 

REYES L A^^oegto"' 2 Oto of the Director. 89/07/17. TUCKER.H.B. Duke Power Co 
ip. .'.sc-iCn ■-■.:25c 

8^7260284 Submits supplemental response to NRC Bulletin 88-010, "Nonce nfcr-m^nc 
j!CM-«-,Eae UircL.t Breakers." Util plans to inspect safety-related circuT b'eak'‘-fs 'c“ 
-Si-;; = b-Jletto •.sing l.ns? cuod.nes iss.jec z/ NUMARC initiatives. 

trS-Di“k)"3pp"ioi^/^'^5iy2.' 

Cracking of High Hardness Type 
! Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
on^of Yaives Of Similar Design." Svc list end. ® 

Events Assessment (Post 870411). 89/07/19 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


--8907130146 Rev 30 to "Crisis Mgt Plan for Nuclear Stations." 

• Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907070058 Forwards "Description of Additions to & Deviations From Generic Emer- 
gency Response Guidelines." 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). Ip. 50444:189-50444:223. 


-8907070060 "Description of Additions to & Deviations From Generic Emergency Re- 
sponse Guidelines." ' 

* Duke Power Co. 89/06/30. 34pp. 50444:190-50444:223. 

Forwards public version of revised crisis mgt implementing procedures W/ 
890711 release memo. => <- 

TUCj<ER H B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
tro Desk . 2dd. 50566- i .47-.c;nc;RR-'?ao ' 


—8907180105 Public version of crisis mot !mp'erre’'tirg procedures ‘r.-'k;'-'''''’ ■ 29 to 

J? C^^'P-yRev 24 to Fi.;;.v 2P‘to CMIP-2.Rk ;r, CV:"' 7, Rev 

24 to CPIP-8 & Rev to CMIP-9. 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907190340 ^rwards public version of Rev 19 to Station Directive 3.8.2, "Station 
Emetoency Organization." W/890718 release memo. 

Document Control Branch (Document Con- 

-8907190345 Public version of Rev 19 to Station Directive 3.8.2, "Station Emergency 
Uraanization. ® ^ 

MCCONNELL.T.L. Duke Power Co. 89/07/01. 25pp. 50585:204-50585:228. 


056 ‘“Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.’’ Svc list end. lu 

Operational Events Assessment (Post 870411). 89/07/20 
wC.>Ss..;-ia.ed odison Co. of New York, Inc. 1 13pp. 50630:001-50630:1 14. 


Insp Repts 50-369/89-17 & 50-370/89-17 on 890605- 09.No vio- 
lations or deviations noted.Unresolved item identified 

app-'MemTO-loeulosa: tucker, H.B. Duka Powar Co. 


R. Periodic operating reports & related correspondence 

'F* transmitting semiannual effluent release 
iden«ed re- 

fp: 

1987, incorporating 
^ transcription erro®r 

uuke Power Co. 67/06,/30. 32pp. 50441 ;326-50441;360. 

MiW Povw Co, 87/12/31. aipp. o0442:00 1-50442:051. 

s. ReportaMe occurrences, LERs 8. related correspondence 

^*^;e«e^to39.50oy£sM“ ®®'®l®l®'te«''ely 

pea, MCCONfCLUTL Duke Power Co. 89/06/08. 10pp. 50416:166-50416:175. 

'’®®'‘®i * ''ll' conclude past 
tinknown.Caused by f^esian deficien^^r blackout conditions are 


/ on Byueuo-os.No violations or 

deviations noted.Major areas inspected: responses to previous insp findings including 

MFRHiwciTi?co®M ' .i, ' 0CFR21 rept on breaker! ® 

M614-09l*^^^^’^ Region 2, Ofc of the Director. 89/07/10. 11pp. 50614:082- 

®®Swita?Tflon-?nTnTO °J commerits re action items arising from McGuire 

Kp^y®655:2of-5o"6l5:ffl8.°’ ®® TUCKER.H.B. Duke Power 

incorporate new info into Tech Spec bases for re- 
"'^‘-"’EG-0737 & Reg Guide 1.97 & 

5^76:224:50676127.''®°’°'®’® ®®^°T/19. TUCKER.H.B. Duke Power Co, 4pp. 

I. Financial information 

®®fcVnsM‘®oSSn® 1115!^°"/'^®'-';:^ ‘^®‘ ®'J' "I®'"'®!"® "dedeiel protection for each 

JS)^yy°ol7"6To®4-5!^^^^^^^^^^ (Ddcumemcon- 

-8907^0186 "Duke Power,1988 Annual Rept." 

Duke Power Co. 88/12/31. 68pp. 50576:1 11-50576:182. 
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P. Operating license stage documents & correspondence 

8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
documentation.List of attendees & handout end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/06/15. TUCKER, H.B. Duke Power 
Co. 26pp. 50357:328-50357:353. 

890629041 1 Submits correction/clarificaton to util 890508 response to Generic Ltr 88- 
14, “Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Pro- 
gram on critical air demand equipment is in addition to investigations performed. 
TUCKER, H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906280185 Forwards response to Item 8a to NUREG-0737,ltem II.D.1, "Performance 
Testing of Relief & Safety Valves," clarifying 890501 response re error in SLUGGER 
computer program. 

TUCKER, H.B. Duke Power Co. 89/06/16. Document Control Branch (Document Con- 
trol Desk). 13pp. 50333:021-50333:033. 

8906290061 Responds to 890615 telcon & NRC 890608 ltr expressing concern & dis- 
agreement re util position on use of physical barriers in Region 2 of spent fuel 
pool. Util agreed to reinstate commitment to provide barriers. 

TUCKER, H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:145-50364:146. 

8906290068 Forwards revised curves for heatup & cooldown limitations to agree w/cor- 
rect Westinghouse data attached to 890122 ltr discussed during 890615 telcon. 
TUCKER, H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 5pp. 50369:129-50369:133. 

8907050505 Informs that PC-based backup for data transmission will not be in place 
until 891016 due to delays in equipment procurement & installation. 

TUCKER, H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 2pp. 50403:052-50403:053. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050182 Forwards SER accepting licensee 831104 & 850524 responses to Generic 
Ltr 83-28, Item 4.5.3, “Reactor Trip Reliability - On-Line Functional Testing of Reactor 
Trip Sys.” Technical Evaluation Rept EGG-NTA-8341 also end. 

HOOD,D.S. Project Directorate 11-2. 89/06/29. TUCKER.H.B. Duke Power Co. 2pp. 
50417:205-50417:206. 

-8907050186 Safety evaluation supporting responses to Generic Ltr 83-28, Item 4.5,3 
re reactor trip sys reliability. 

* NRC - No Detailed Affiliation Given. 89/06/29. 2pp. 50417:207-50417:235. 

8907060034 Forwards corrected Amends 88 & 77 to License NPF-9 & Amends 69 & 95 
to License NPF-1 7, consisting of Tech Spec Pages V & 3/4 7-1 3, respectively. 
HOOD,D.S. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 2pp. 
50431:349-50431:352. 

-8907060040 Corrected Amends 88 & 69 to Licenses NPF-9 & NPF-1 7, 

respectively, consisting of revised Tech Spec Page V. 

* NRC - No Detailed Affiliation Given. 89/06/29. Ip. 50431:351-50431:351. 

-8907060105 Corrected Amends 77 & 95 to Licenses NPF-9 & NPF-17, 

respectlvely,consisting of revised Tech Spec Page 3/4 7-13, 

* NRC - No Detailed Affiliation Given. 89/06/29. Ip. 50431:352-50431:352. 

8907110023 Forwards safety evaluation granting relief from hydrostatic pressure testing 
requirement of Section XI of ASME Boiler & Pressure Vessel Code, per 880627 & 
890216 requests.Util alternative NDE & inservice leak testing acceptable. 
MATTHEWS.D.B. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 
4pp. 50495:243-50495:250. 

-8907110026 Safety evaluation granting request for relief from hydrostatic testing re- 
quirements of Section XI of ASME Code. 

' Office of Nuclear Reactor Regulation. Director (Post 870411). 89/06/29. 4pp. 
50495:247-50495:250. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy," Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp, 50416:062-50416:106. 

8907130101 Forwards Amends 99 & 81 to Licenses NPF-9 & NPF-17. respectively & 
safety evaluation.Amends change Tech Specs by replacing Figure 3/4 7-1, “Nuclear 
Svc Water Sys" w/more legible figure & correct typos. 

HOOD.D. Project Directorate II-3. 89/07/10. TUCKER.H.B. Duke Power Co. 3pp. 
50533:306-50533:319. 

—8907130108 Amends 99 & 81 to Licenses NPF-9 & NPF-1 7, respectively, changing 
Tech Specs by replacing Figure 3/4 7-1, “Nuclear Svc Water Sys" w/more legible 
figure & correcting typos. 

MATTHEWS.D.B. Project Directorate 11-3. 89/07/10. 9pp. 50533:309-50533:317. 

-8907130111 Safety evaluation supporting Amends 99 & 81 to Licenses NPF-9 & NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/10. 2pp. 
50533:318-50533:319. 

8907210347 Forwards Rev 4 to "Process Control Program." 

TUCKER.H.B. Duke Power Co, 89/07/13. Document Control Branch (Document Com 
trot Desk). 1p. 50616:275-50617:011. 

—8907240028 Rev 4 to “Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 

8907240202 Forwards response to NRC 890511 request for comments on ANL rept re 
main steam line breaks in ice condenser plants. No equipment required for main steam 
line break mitigation located close enough to break location to be affected. 
TUCKER.H.B. Duke Power Co. 89/07/17, Document Control Branch (Document Con- 
trol Desk). 5pp. 50679:057-50679:061. 


8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS, L.A. Project Directorate 11-3. 89/07/19. MATTHEWS.D.B. Project Directorate 
11-3. 5pp. 50615:352-50615:356. 

8907260312 Notifies that request to incorporate new info into Tech Spec bases for re- 
actor vessel level indication sys in conflict w/NUREG-0737 & Reg Guide 1.97 & 
denied,per util 870630 & 880603 Itrs. 

HOOD,D.S, Project Directorate II-3. 89/07/19. TUCKER, H.B. Duke Power Co. 4pp. 
50676:224-50676:227. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280292 Advises that violation re design control has been categorized as Severity 
Level IV,per 890428 enforcement conference & insp rept.dtd 890421. Since NRC 
wants to encourage licensee initiative,notice will not be issued. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/06/14. TUCKER.H.B. Duke Power 
Co. 2pp. 50333:246-50333:247. 

8906280270 Informs that corrective actions in 890316 response to notice of violation re 
Insp Repts 50-369/88-33 & 50-370/88-33 will not be completed until 891 201. Delay 
due to broadened scope of work including revs to procedures. 

TUCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). Ip. 50333:087-50333:087. 

8906290411 Submits correction/clarificaton to util 890508 response to Generic Ltr 88- 
14, “Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Pro- 
gram on critical air demand equipment is in addition to investigations performed. 
TUCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906290470 Provides response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs," No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8907070141 Fonvards 870831 & 880229 Itrs transmitting semiannual effluent release 
repts for 1 988,revised to incorporate supplemental attachment describing identified re- 
lease. Transcription error in 880229 rept corrected, 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). Ip. 50441:322-50442:051. 

8907050349 Responds to violation noted in Insp Repts 50-369/89-12 & 50-370/89- 
1 2.Corrective action:semiannual effluent release repts for CY87 have been resubmit- 
ted & Tech Spec requirements reviewed by responsible individuals. 

TUCKER.H.B. Duke Power Co. 89/06/23. Document Control Branch (Document Con- 
trol Desk). 2pp. 50415:226-50415:227. 

8907070250 Ack receipt of 890519 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/89-05 & 50-370 /89-05.NRC understands that revised re- 
sponse addressing weakness in mgt oversight will be submitted. 

HERDT.A.R. Region 2. Ofc of the Director. 89/06/23. TUCKER.H.B. Duke Power Co, 
Ip. 50455:180-50455:180. 

8907070044 Ack receipt of 890605 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/89-02 & 50-370/89-02. 

PEEBLES.T.A. Region 2. Ofc of the Director. 89/06/26. TUCKER.H.B. Duke Power 
Co. 1p. 50445:079-50445:079. 

8907060229 Forwards request for addi info re NRC Bulletin 88-008, "Thermal Stresses 
in Piping Connected to RCS." 

JABBOUR.K.N. Project Directorate II-3. 89/06/29. TUCKER.H.B. Duke Power Co. 
5pp. 50414:328-50414:332. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc. 64pp. 50519:019-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss.Continued operation of Ingersoll-Rand LPI pumps justified since 
pumps do not interact during multiple pump operation. 

TUCKER.H.B. Duke Power Co. 89/06/30, Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 

8907130342 Responds to violations noted in Insp Repts 50-369/89-11-01 & 50-370/89- 
11 -01. Corrective actionsrvent valves added to piping to allow proper sys venting, ECCS 
piping layouts & processes reviewed & evaluated & test procedure changed. 
TUCKER.H.B. Duke Power Co. 89/07/05. Document Control Branch (Document Con- 
trol Desk). 5pp. 50532:200-50532:204. 

8907060183 SuppI 1 to NRC Info Notice 89-046, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001, "Failure of Westing- 
house Steam Generator Tube Mechanical Plugs" acceptable.Util indicated that no me- 
chanical plugs, w/suspect heat numbers, installed at facilities. 

HOOD,D.S. Project Directorate 11-3. 89/07/06. MATTHEWS,D.B. Project Directorate II- 
3. 2pp. 50541:014-50541:015. 

8907140213 Forwards info for 4th refueling outage steam generator tube inservice Insp 
completed on 880708,per Tech Specs 4.4,5.5b & 6.9.2. 

TUCKER, H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 22pp. 50543:172-50543:193. 

8907180153 Ack receipt of 890623 response to violations noted in Insp Repts 50-369/ 
89-12 & 50-370/89-12. k h 

COLLINS,D.M. Region 2, Ofc of the Director, 89/07/07. TUCKER.H.B. Duke Power 
Co. Ip. 50579:147-50579:147. 
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8&07200418 Forwards Insp Repts 50-369/89-17 & 50-370/89-17 on 890605- 09.No vio- 
lations or deviations noted. Unresolved item identified. 

JULIAN.C.A. Region 2, Ofc of the Director. 89/07/13. TUCKER, H.B. Duke Power Co. 
2pp. 50614:080-50614:092. 

—8907200423 Insp Repts 50-369/89-17 & 50-370/89-17 on 890605-09.No violations or 
deviations nc'ed.Majcr a-sas insoected: responses to previous insp findings, including 
followup on NRC 3l;IIc;:''S 5S-0C': & 88-003 & on 10CFR21 rept on breakers. 
MERR1WEATHER,N., CONLON.T.E. Region 2, Ofc of the Director. 89/07/10. 11pp. 
5061 4:082-5061 4:092. 

8907260046 Ack receipt of 890705 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/89-11 & 50-370/89-11. 

REYES,L.A. Region 2. Ofc of the Director. 89/07/17. TUCKER.H.B. Duke Power Co. 
Ip. 50 674:258-50674:258. 

8907260284 Submits supplemental response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers." Util plans to inspect safety-related circuit breakers re- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
41 0 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907070141 Forwards 870831 & 880229 Itrs transmitting semiannual effluent release 
repts for 1 988,revised to incorporate supplemental attachment describing identified re- 
lease. T ranscription error in 880229 rept corrected. 

TUCKER.H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk), ip. 50441:322-50442:051. 

—8907120344 Revised semiannual effluent release rept for Jan-June 1987, incorporating 
supplemental attachment describing identified release & correcting transcription error 
re quantification of abnormal release. 

* Duke Power Co. 87/06/30. 32pp. 50441:326-50441:360. 

—8907120347 Revised semiannual radioactive effluent release rept for Jul-Dec 1987,in- 
corporating supplemental attachment describing identified release. 

* Duke Power Co. 87/12/31. 51pp. 50442:001-50442:051. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, nnedical, emergency & fire protection plans 

8907130003 Revised EPIPs, including Rev 4 to L2P-1200-5 re offsite protective actions 
& Rev 2 to LZP-1210-2 on nuclear accident reporting sys.Index end. 

* Commonwealth Edison Co. 89/06/23. 27pp. 50512:053-50512:080. 


J. Insurance & indemnity information 

8906290064 Forwards Endorsements 55,28.205,179,55,37.117.100,108 & 97 to NELIA 
& MAELU Policies NF-227,MF-114.NF-43,MF-22.NF-253, MF-104.NF-187,MF-54.NF- 
201 & MF -64. respectively. 

OSTEB.J- Commonwealth Edison Co. 89/06/19. DINIT2,I. Office of Nuclear Reactor 
Regulation. Director (Post 87041 1). 1 1pp. 50363:345-50363:355. 


P. Operating license stage documents A correspondence 

8907100277 Fonvards addi info needed to complete review of proposed license amend 
for Unit 2 high density spent fuel racks, per 890418 & 0531 requests.Rev to determina- 
tion of NSHC also end. 

MORGAN. W.E. Commonwealth Edison Co. 89/06/06. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 245pp. 50446:205-50447:090. 

8907050214 Application for amends to Licenses NPF-11 A NPF- 18, updating pressure/ 
temp curves of Tech Specs & associated info, per Rev 2 to Reg Guide 1.99, “Radi- 
ation Embrittlement of Reactor Vessel Mails." 

MORGAN, W.E. Commonwealth Edison Co. 89/06/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 50416:355-50417:018. 

—8907050216 Proposed Tech Specs.updating pressure/temp curves & associated info. 

* Commonwealth Edison Co. 89/06/21. 18pp. 50417:001-50417:018. 

8907050354 SuppI to application for amend to Licenses NPF-11 & NPF-18, revising 
Tech Specs to conform w/diesel generator test schedule recommendations of Gener- 
ic Ltr 84-15. 

MORGAN.W-E. Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 5pp. 50408:208-50408:232. 

—8907050357 Proposed Tech Specs re conformance w/diesel generator test schedule 
recommendations of Generic Ltr 84-15. 

* Commonwealth Edison Co. 89/06/23. 20pp. 60408:213-50408:232. 


8907030122 Forwards corrected Amends 66 & 47 to Licenses NPF-11 & NPF- 
1 8,respectively,correcting typos. 

SHEMANSKI.P.C. Project Directorate III-2. 89/06/26. KOVACH, T.J, Commonwealth 
Edison Co. 2pp. 50396:284-50396:311. 

-8907030138 Corrected Amends 66 & 47 to Licenses NPF-11 & NPF-18, respectively 
re administrative controls for offsite dose calculation manual, radwaste treatment 
sys,audit functions, & min shift crew composition. 

* NRC - No Detailed Affiliation Given. 89/06/26. 26pp. 50396:286-50396:31 1. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
desig^n & const assurance for upcoming OL cases. 

0’MEALIA,M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees :f operati.ng •'u.-.'en-' .oo.ver plants & hold- 
ers of CPs for nuclear power plants re sa:el.'-.'eia:«'^d mr.tc.'-cco'-;:-:.- valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050117 Forwards safety evaluation for plant DCRDR. 

SHEMANSKI,P,C. Project Directorate III-2. 89/06/28. KOVACH.T.J. Commonwealin 
Edison Co. 4pp. 50399:327-50399:334. 

-8907050120 SER supporting DCRDR for LaSalle County Station Units 1 & 2. 

* NRC - No Detailed Affiliation Given. 89/06/28. 4pp. 50399:331-50399:334. 

8907050328 Forwards response to request for addI info re Generic Ltr 83-28 re use of 
info handling sys & mgt controls. 

MORGAN,W.E. Commonwealth Edison Co. 89/06/29. Document Control Branch 
(Document Control Desk). 3pp. 50417:104-50417:106. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070095 Responds to 890501 request for addi info re Generic Ltr 88-01 re IGSCC in 
stainless steel piping for BWRs. 

RICHTER, M.H. Commonwealth Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 69pp. 50445:081-50445:149. 

8907070202 Documents 890623 telcon re Static-O-Ring reportability. Discussion con- 
cluded that 30-day rept not required & plant would only have to provide NRC w/ 
Static-O-Ring dp switch summary rept on quarterly basis. 

MORGAN,W.E. Commonwealth Edison Co. 89/07/03. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). ip. 50441:183-50441:183. 

8907070206 Submits more detailed info in Tech Spec bases re dicsc-l ce"S'Gtor 'csding 
requirements.per NRC request for addi info re 870728 & Bbi -C.'' app c-itc' S for 
amends to Licenses NPF-11 & NPF-18. 

MORGAN, W.E. Commonwealth Edison Co. 89/07/03. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 50444:076-50444:099. 

-8907070208 Proposed Tech Specs re steam generator testing requirements. 

* Commonwealth Edison Co. 89/07/03. 20pp. 50444:080-50444:099. 

8907120167 Forwards TE Murley 890605 Itr to Ecology Ctr of California ack receipt of 
petition filed by ctr & advising that petition being treated under 10CFR2.206. 
SHEMANSKI.P.C. Project Directorate III-2. 89/07/06. KOVACH.T.J. Commonwealth 
Edison Co. 5pp. 50512:094-50512:102. 

8907140075 Forwards Amends 67 & 49 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation. Amends revise Tech Specs by allowing operation of both units w/ 
suppression pool temps up to 105 F. 

SHEMANSKI.P.C. Project Directorate 111-2. 89/07/07. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 50544:227-50544:247. 

-8907140078 Amends 67 & 49 to Licenses NPF-11 & NPF-18, respectively, revising 
Tech Specs by allowing operation of both units w/suppression pool temps up to 105 

SHEMANSKI.P.C. Project Directorate III-2. 89/07/07. 12pp. 50544:230-50544:241. 

-8907140081 Safety evaluation supporting Amends 67 & 49 to Licenses NPF-11 & 
NPF-1 B.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 6pp. 
50544:242-50544:247. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER.M.H, Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907140207 Forwards environ assessment & finding of no significant impact re 871204 
request & 890310 suppI to eliminate Tech Spec 4.0. 2.b from refuel outage interval 
SLirv0llld,ncQS 

SHEMANSKI.P.C. Project Directorate III-2. 89/07/12. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 50544:197-50544:204. 

-8907140211 EIA supporting proposed amends to Licenses NPF-11 & NPF-18. 
SHEMANSKI.P.C. Project Directorate III-2. 89/07/12. 6pp. 50544:199-50544:204. 

8907200347 Notification of 890802 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues at facilities. 

SIEGEL.B.L, Project Directorate III-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
III-2. 3pp. 50588:354-50588:366. 

8907240281 Notification of 890801 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues re plants. 

SIEGEL, B.L. Project Directorate III-2. 89/07/20. SHEMANSKI.P.C. Project Directorate 
III-2. 5pp. 50641:059-50641:063. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 
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Q. inspection reports, IE Bulletins & correspondence 


8907050147 Requests addl info re all valves addressed by BWR Owners Group in 
NEDC-31 322 within 1 month. 

GREENMAN.E.G “egic.-' 3 Ofc cf the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 

8907050331 Forwards addl info re containment tendon wire strength & tendon inservice 
■nsps.oe'' B90503 request. 

VCRG^'^N V. E Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 17pp. 50408:326-50408:342. 

8907050256 Forwards Maint Team Insp Repts 50-373/89-10 & 50-374/89-10 on 
890501-05,15-19 & 25 & notice of violation.lnsp team conclusion that maint satisfacto- 
rily performed & effective noted. Weaknesses discussed. 

MILLER, H.J. Region 3, Ofc of the Director. 89/06/28. REED,C. Commonwealth 
Edison Co. 3pp. 50431:279-50431:330. 

—8907050265 Notice of violation from insp on 890501-05,15-19 & 25. Violations 
noted:failure to demonstrate that diesel generator automatic trips automatically by- 
passed as stated & failure to review listed procedures for adequacy. 

MILLER,H.J. Region 3. Ofc of the Director. 89/06/28. 4pp. 50431:282-50431:285. 

-8907050268 Insp Repts 50-373/89-10 & 50-370/89-10 on 890501-05,15-19 & 
25 Violations. st'e-gths & weaknesses noted.Major areas inspected: maint,support of 
mairii & 'cl.'i:e:: .•'"■c: ac;.v ’.los. 

E r.K, S.D.. CART=-. T.-l. CiHOULES.N.C. Region 3, Ofc of the Director. 89/06/27. 
45pp. 50431 :286-5043 1:330. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907110376 Forwards Safety Insp Repts 50-373/89-14 & 50-373/89-14 on 890523- 
0616 & notice of violation. 

GREGER.L.R. Region 3, Ofc of the Director. 89/06/30. REED,C. Commonwealth 
Edison Co. 2pp. 50530:112-50530:136. 

—8907110377 Notice of violation from insp on 890523-061 6. Violations noted:licensee 
failed to include appropriate quantitative & qualitative acceptance criteria specified by 
Tech Specs for aforementioned ventilation sys into implementing procedure. 
GREGER.LR. Region 3. Ofc of the Director. 89/06/30. 2pp. 50530:114-50530:115. 

-8907110382 Insp Repts 50-373/89-14 & 50-374/89-14 on 890523-0616. Violations 
noted.Major areas inspected:licensee radwaste/ transportation program,including or- 
ganization & mgt control, training & qualifications, gaseous & liquid radwastes. 
GILLC.F., SLAWINSKI,W.J., SNELL,W.G. Region 3, Ofc of the Director. 89/06/30. 
21pp. 50530:116-50530:136. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008.*Suppl 3 re piping subi to unac- 
ceptable thermal stratification.Review indicated that Dresden, Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wail 
Thinning," Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 


8907190064 Monthly operating repts for June 1989 for Lasalle Units 1 & 2.W/890707 
ltr. 

THUNSTEDT.J.W., DIEDERICH,G.J. Commonwealth Edison Co. 89/06/30. 21pp. 
50592:242-50592:263. 

8907110398 Forwards errata to radioactive effluent repts for 1984 & 1985 to correct 
error where all particulate radionuclides reported rather than those w/half-lives greater 
than 8 days. 

DIEDER1CH,G.J. Commonwealth Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). 1 p. 50495:226-50495:238. 

-8907110401 Errata to effluent & waste disposal semiannual rept for 1984. 

* Commonwealth Edison Co. 84/12/31 . 6pp. 50495:227-50495:232. 

—8907110406 Errata to effluent & waste disposal semiannual rept for 1985. 

* Commonwealth Edison Co. 85/12/31. 6pp. 50495:233-50495:238. 


S. Reportable occurrences, LERs & related correspondence 


8906300203 LER 89-01 9-00:on 890526,determined that previous test results of LTS- 
400-16 did not meet acceptance criteria of Reg Guide 1.52. Root cause of event was 
that charcoal adsorber efficiency of 90% assumed. W/890626 ltr. 

ROUMELIOTIS.G.. DIEDERICH.G.J. Commonwealth Edison Co. 89/06/26. 7pp. 
50366:060-50366:066. 

8907050215 LER 89-020-00:on 890529, unit 250 volt dc main feed circuit breaker to bus 
121Y failed during manual closure attempt, rendering RCIC sys inoperable. Caused by 
failure of main feed circuit breaker.Closing mechanism repaired.W/890627 ltr. 
TENNYSON.M., DIEDERICH,G.J. Commonwealth Edison Co. 89/06/27. 4pp. 
50386:056-50386:059. 

8907110299 LER 89-009-01 :on 890302, phase to ground fault occurred at Phase C light- 
ning arrestor on primary side of sys auxiliary transformer.Caused by phase to ground 
fault that occurred from lightning arrestor due to blown debris.W/890627 ltr. 
SAMOLINSKI.S.J.. DIEDER1CH,G.J. Commonwealth Edison Co. 89/06/27. 8pp. 
50449:084-50449:091. 

8907110309 LER 89-005-02:on 890207, determined that Static-O-Ring main steam line 
flow switch exceeded rejection limits.Caused by instrument drift.Replacement flow 
switch installed, calibr & placed in svc on 89021 0.W/890627 ltr. 

UPSHAW, P.A., DIEDERICH,G.J. Commonwealth Edison Co. 89/06/27. 5pp. 
50454:259-50454:263. 

8907110190 LER 89-021 -00:on 890609,RCIC outboard isolation valve failed to 
open.Caused by build-up of corrosion products between stem & stem nut causing 
breaker to trip.Valve operator disassembled, inspected & repaired.W/890707 ltr. 
TENNYSON.M.. DIEDERICH.G.J. Commonwealth Edison Co. 89/07/07. 5pp. 
50449:101-50449:105. 

8907170463 Special rept:on 890529,seismic monitoring sys inoperable for more than 30 
days due to failure of master & slave cards. Cards replaced & skew adjusted, 
DIEDERICH.G.J. Commonwealth Edison Co. 89/07/07. DAVIS, A.B. Region 3, Ofc of 
the Director. Ip. 50554:261-50554:261. 

8907170470 Special rept: on 890621, ultraviolet light detectors in fire detection Zone 1-26 
& 2-26 inoperable for greater than 14 days.Caused by rerack mod (M-1 -2-86-002) 
work.Hourly fire watch patrol established to inspect affected areas. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/07/07, DAVIS, A.B. Region 3, Ofc of 
the Director. Ip. 50562:297-50562:297. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907130003 Revised EPIPs.including Rev 4 to L2P-1200-5 re offsite protective actions 
& Rev 2 to LZP-1210-2 on nuclear accident reporting sys. Index end. 

* Commonwealth Edison Co. 89/06/23. 27pp. 50512:053-50512:080. 


P. Operating license stage documents & correspondence 

8907100277 Forwards addl info needed to complete review of proposed license amend 
for Unit 2 high density spent fuel racks.per 890418 & 0531 requests.Rev to determina- 
tion of NSHC also end. 

MORGAN,W.E. Commonwealth Edison Co. 89/06/06. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 245pp. 50446:205-50447:090. 

8906300165 Identifies need for waiver of compliance for Unit 2.Waiver of compliance 
requested to be in effect until forthcoming amend request approved by NRC. 
MORGAN, W.E. Commonwealth Edison Co. 89/06/16. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 3pp. 50368:163-50368:165. 

8907050214 Application for amends to Licenses NPF-11 & NPF-1 8, updating pressure/ 
temp curves of Tech Specs & associated info.per Rev 2 to Reg Guide 1,99, "Radi- 
ation Embrittlement of Reactor Vessel Matls." 

MORGAN.W.E. Commonwealth Edison Co. 89/06/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp, 50416:355-50417:018. 

-8907050216 Proposed Tech Specs, updating pressure/temp curves & associated info. 

* Commonwealth Edison Co. 89/06/21, 18pp. 50417:001-50417:018. 

8907050354 SuppI to application for amend to Licenses NPF-11 & NPF-1 8, revising 
Tech Specs to conform w/diesel generator test schedule recommendations of Gener- 
ic Ltr 84-15. 

MORGAN.W.E. Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 5pp. 50408:208-50408:232. 

-8907050357 Proposed Tech Specs re conformance w/diesel generator test schedule 
recommendations of Generic Ltr 84-15. 

* Commonwealth Edison Co. 89/06/23. 20pp. 50408:213-50408:232. 

8907030122 Forwards corrected Amends 66 & 47 to Licenses NPF-11 & NPF- 
1 8, respectively, correcting typos. 

SHEMANSKLP.C. Project Directorate III-2. 89/06/26. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 50396:284-50396:31 1 . 

-8907030138 Corrected Amends 66 & 47 to Licenses NPF-11 & NPF-1 8, respectively 
re administrative controls for offsite dose calculation manual, radwaste treatment 
sys.audit functions, & min shift crew composition. 

* NRC - No Detailed Affiliation Given. 89/06/26. 26pp. 50396:286-50396:311. 
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8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

O’MEALIA.M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). 1p. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050117 Forwards safety evaluation for plant DCRDR. 

SHEMANSKI.P.C. Project Directorate III-2. 89/06/28. KOVACH.T.J. Commonwealth 
Edison Co. 4pp. 50399:327-50399:334. 

-8907050120 SER supocrt'-c DCRDR for LaSalle County Station Units 1 & 2. 

* NRC - No Detai ed a:icn Gsver 89/06/28. 4pp, 50399:331-50399:334. 

8907050328 Forwards response to request for addi info re Generic Ltr 83-28 re use of 
in'o handliro sys & mgt controls. 

.MCFGan,,*;'.e Commonwealth Edison Co. 89/06/29. Document Control Branch 
(Document Control Desk). 3pp. 50417:104-50417:106. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTL0W,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070095 Responds to 890501 request for addI info re Generic Ltr 88-01 re IGSCC in 
stainless steel pipirq *or B'A'^s. 

RICHTER, M.H. Ccrr on.voaii;' Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 69pp. 50445:081-50445:149. 

8907070202 Documents 890623 telcon re Static-O-Ring reportability. Discussion con- 
cluded that 30-day rept not required & plant would only have to provide NRC w/ 
Static-O-Ring dp switch summary rept on quarterly basis. 

MORGAN.W.E. Commonwealth Edison Co. 89/07/03. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 50441:183-50441:183. 

8907070206 Submits more detailed info in Tech Spec bases re diesel generator loading 
requirements,per NRC request for addi info re 870728 & 881102 applications for 
amends to Licenses NPF-11 & NPF-18. 

MORGAN.W.E. Commonwealth Edison Co. 89/07/03. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 50444:076-50444:099. 

-8907070208 Proposed Tech Specs re steam generator testing requirements. 

* Commonwealth Edison Co. 89/07/03. 20pp. 50444:080-50444:099. 

8907120167 Forwards TE Murley 890605 ltr to Ecology Ctr of California ack receipt of 
petition filed by ctr & advising that petition being treated under 10CFR2.206. 
SHEMANSKI.P.C. Project Directorate III-2. 89/07/06. KOVACH,T.J. Commonwealth 
Edison Co. 5pp. 50512:094-50512:102. 

8907140075 Forwards Amends 67 & 49 to Licenses NPF-11 & NPF-18, respectively & 
safety evaluation. Amends revise Tech Specs by allowing operation of both units w/ 
suppression pool temps up to 105 F. 

SHEMANSKI,P.C. Project Directorate III-2. 89/07/07. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 50544:227-50544:247. 

“8907140078 Amends 67 & 49 to Licenses NPF-11 & NPF-18, respectively, revising 
Tech Specs by allowing operation of both units w/suppression pool temps up to 105 

SHEMANSKLP.C. Project Directorate 111-2. 89/07/07. 12pp. 50544:230-50544:241. 

-8907140081 Safety evaluation supporting Amends 67 & 49 to Licenses NPF-11 & 
NPF-18, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 6pp. 
50544:242-50544:247. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER, M.H. Commonwealth Edison Co. 89/07/11. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907140207 Forwards environ assessment & finding of no significant impact re 871204 
request & 890310 suppi to eliminate Tech Spec 4,0.2.b from refuel outage interval 
surveillances. 

SHEMANSKLP.C. Project Directorate III-2, 89/07/12. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 50544:197-50544:204. 

8907200347 Notification of 890802 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues at facilities. 

SIEGEL.B.L. Project Directorate 111-2. 89/07/18. SHEMANSKI.P.C. Project Directorate 
lil-2. 3pp. 50588:354-50588:356. 

8907240281 Notification of 890801 meeting w/util in Downers Grove, IL to discuss con- 
trol room habitability issues re plants. 

S1EGEL,B.L Project Directorate III-2. 89/07/20. SHEMANSKLP.C. Project Directorate 
III-2. 5pp. 50641:059-50641:063. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21, MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


Q. Inspection reports, IE Bulletins & correspondence 

8907050147 Requests addi info re all valves addressed by BWR Owners Group in 
NEDC-31322 within 1 month. 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 50412:234-50412:235. 

8907050331 Forwards addi info re containment tendon wire strength & tendon inservice 
insps.per 890503 request. 

MORGAN.W.E. Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 17pp. 50408:326-50408:342. 


8907050256 Forwards Maint Team Insp Repts 50-373/89-10 & 50-374/89-10 on 
890501-05,15-19 & 25 & notice of violation. Insp team conclusion that maint satisfacto- 
rily performed & effective noted. Weaknesses discussed. 

MILLER, H.J. ‘=!ec:'on ? c* the Director. 89/06/28. REED.C, Commonwealth 
Edison Co. 3pp ■j;---.':' 2/:;- 5,:-"..”: 3 5 5 

-8907050265 Notice of violation from insp on 890501-05,15-19 & 25. Violations 
noted:failure to demonstrate that diesel generator automatic trips automatically by- 
passed as stated & failure to review listed procedures for adequacy. 

M1LLER,H.J. Region 3. Ofc of the Director. 89/06/28. 4pp. 50431:282-50431:285. 

-8907050268 Insp Repts 50-373/89-10 & 50-370/89-10 on 890501-05,15-19 & 
25 Vic'at'c'-s st'-s-g‘hs & weaknesses noted. Major areas inspected:maint, support of 
ma-'". S 'e'atec ng; ac:=-:ties. 

E.CK.F.rj.. . CHOULES,N.C. Region 3, Ofc of the Director. 89/06/27. 

45pp. 50431:286-50431:330. 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by Ene'-qy I ine Break.” Svc list end. 

ROSS, OF. C'.':3iL'n of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110376 Forwards Safety Insp Repts 50-373/89-14 & 50-373/89-14 on 890523- 
0616 & notice of violation. 

GREGER,L.R. Region 3, Ofc of the Director. 89/06/30. REED.C. Commonwealth 
Edison Co. 2pp. 50530:112-50530:136. 

-8907110377 Notice of violation from insp on 890523-061 6. Violations noted:licensee 
failed to include appropriate quantitative & qualitative acceptance criteria specified by 
Tech Specs for aforementioned ventilation sys i"-to F'occri.-''e. 

GREGER,L.R. Region 3, Ofc of the Director. 30. 2p;:- rCtifLM : -'-50530:1 15. 

-8907110382 Insp Repts 50-373/89-14 & 50-374/89-14 on 890523-0616. Violations 
noted.Major areas inspected.-licensee radwaste/ transportation p' 0 G'-!n.--c''.Tl’''c or- 
ganization & mgt control, training & qualifications.gaseous & liquio 'ac.vsstes 
GILL.C.F., SLAWINSKI.W.J., SNELL.W.G. Region 3, Ofc of the Director. 89/06/30. 
21pp. 50530:116-50530:136. 

8907060183 Suppi 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, ‘‘Noncorform'ng M-o'ded-Case Circuit 
Breakers." Waikdown/inventory search of safety- ro.ati-d & r:omm(vcf: grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008,Suppl 3 re piping subj to unac- 
ceptable thermal stratification.Review indicated that Dresden, Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 

8907190064 Monthly operating repts for June 1989 for Lasalle Units 1 & 2.W/890707 
ltr. 

THUNSTEDT.J.W., DIEDERICH.G.J. Commonwealth Edison Co. 89/06/30. 21pp. 
50592:242-50592:263. 

8907110398 Forwards errata to radioactive effluent repts for 1984 & 1985 to correct 
error where all particulate radionuclides reported rather than those w/half-lives greater 
than 8 d^s. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/07/03. Document Control Branch 
(Document Control Desk). Ip. 50495:226-50495:238. 

“8907110401 Errata to effluent & waste disposal semiannual rept for 1984. 

* Commonwealth Edison Co. 84/12/31. 6pp. 50495:227-50495:232. 

“8907110406 Errata to effluent & waste disposal semiannual rept for 1985. 

* Commonwealth Edison Co. 85/12/31. 6pp. 50495:233-50495:238. 


S. Reportable occurrences, LERs & related correspondence 

8907170463 Special repbon 890529, seismic monitoring sys inoperable for more than 30 
days due to failure of master & slave cards. Cards replaced & skew adjusted. 
DIEDERICH.G.J. Commonwealth Edison Co. 89/07/07. DAVIS.A.B. Region 3, Ofc of 
the Director. Ip. 50554:261-50554:261. 

8907170470 Special rept:on 890621, ultraviolet light detectors in fire detection Zone 1-26 
& 2-26 inoperable for greater than 14 days.Caused by rerack mod (M-1 -2-86-002) 
work.Hourly fire watch patrol established to inspect affected areas. 

DIEDERICH.G.J. Commonwealth Edison Co. 89/07/07. DAVIS.A.B. Region 3. Ofc of 
the Director. Ip. 50562:297-50562:297. 
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8907180145 LER 89-007-00:on 89061 2, unit sys auxiliary transformer deluge sys inad- 
vertently actuated. Inadvertent actuation being investigated.Actuation tentatively attrib- 
uted to electrical malfunction.New bushing installed.W/890712 Itr. 

SAMOLINSKI.S., DIEDERICH.G.J. Commonwealth Edison Co. 89/07/12. 5pp. 
50578:006-50578:010. 

8907200027 LER 89-008-00:on 89061 4, sys auxiliary transformer to bus 243 closed un- 
expectedly while attempting to parallel diesel generator 2B w/offsite power 
source. Caused by procedural delicienc/ L'nt.ro ge-'^orator 'oo aceo.ViV. 890714 Itr. 
SAMPSON.P., DIEDERICH.G... Ccmmorwea::r'. EoiScr-n Co. 59'C7.'14. 6pp. 
50597:148-50597:153. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8906290011 Forwards revised objectives for plant emergency preparedness exercise 
scheduled for 890830. 

BURSKI.R.F. Louisiana Power & Light Co. 89/06/22. Document Control Branch (Doc- 
ument Control Desk). 11pp. 50369:081-50369:091. 

8907130161 Revised EPIPs, including Rev 14 to EP-001-010, “Unusual Event” & Rev 6 
to EP-003-020, "Emergency Preparedness Drills & Exercises." W/890705 Itr. 
LEONARD, T.R.. BURSKI,R.F. Louisiana Power & Light Co. 89/07/05. 129pp. 
50533:020-50533:148. 

8907170459 Revised EPIPs,including Rev 14 to EP-001-020, “Alert” & Rev 9 to EP-002- 
052. “Protective Action Guidelines." W/89071 1 Itr. 

VCGAnA,J.R . BL'F^S.K ,F F. Louisiana Power & Light Co. 89/07/11. 41pp. 
50554:115-50554:155. 


P. Operating license stage documents & correspondence 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFR50.62). Agenda end. 

LYNCH,M.D. Project Directorate III-3. 89/06/22. HANNON, J.N. Project Directorate III- 
3. 4pp. 50379:357-50379:360. 

8906290082 Generic Ltr 89-10 to ail licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution -of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907200159 Responds to Generic Ltr 89-06, “SPDS." Facility fully meets requirements 
of NUREG-0737,Suppl 1. Facility SPDS became fully tested, installed, accepted & 
turned over to operations for use in Feb 1 989. 

BURSKI.R.F. Louisiana Power & Light Co. 89/07/11. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50595:214-50595:216. 

8907200136 Forwards “Compliance w/IOCFR 50.62 Reduction of Risk From ATWS 
Events," as result of continuing discussion & 881220 request for addi info based on 
new designs. 

BURSKI.R.F. Louisiana Power & Light Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 2pp. 50590:257-50590:310. 

-8907200140 “Compliance W/10CFR50.62 Reduction of Risk From ATWS Events." 

* Louisiana Power & Light Co. 89/07/31. 46pp. 50590:259-50590:310. 


Q. Inspection reports, IE Bulletins & correspondence 

8907050184 Discusses nonconformances noted re 35 purchase orders placed w/Gismo 
Co prior to June 1980 w/o supplier on approved list. Ebasco maintains high confi- 
dence level that procurement of subj matl does not represent safety consideration. 
HEALY.C.R. Ebasco Services, Inc. (subs, of Enserch Corp.). 89/06/19. BRACH.E.W. 
Vendor Inspection Branch. 2pp. 50417:134-50417:135. 

8907030184 Proposes meeting in Arlington.TX to discuss SALP process in Region 
IV, improving communication w/licensee mgt & Region IV enforcement philosophy. 
MARTIN. R.D. Region 4, Ofc of the Director. 89/06/20. DEWEASt.J.G. Louisiana 
Power & Light Co. 2pp. 50391:207-50391:208. 

8906290380 Responds to NRC Bulletin 89-001, "Failure of Westinghouse Steam Gener- 
ator Tube Plug." Sample of each heat will be examined for primary water stress corro- 
sion cracking, should any of listed plugs be removed. 

BURSKI.R.F. Louisiana Power & Light Co. 89/06/22. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50362:355-50362:357. 

8906300098 EN-89-065:on 890628,notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 will be issued.based on failure to properly evaluate AsME 
Section XI test results for HPSI pump B. 

LUEHMAN.J. Ofc of Enforcement (Post 870413). LIEBERMAN.J. Region 1, Ofc of the 
Director. 89/06/23. Ip. 50370:260-50370:260. 

8907070101 Discusses Insp Rept 50-382/89-09 on 890308-09 & forwards notice of vio- 
lation & proposed imposition of civil penalty in amount of $50,000.Violation re failure 
to follow requirements for testing HPSI pump B noted. 

MARTIN, R.D, Region 4, Ofc of the Director. 89/06/28. DEWEASE.J.G. Louisiana 
Power & Light Co. 4pp. 50440:207-50440:212. 


—8907070104 Notice of violation & proposed imposition of civil penalty in amount of 
$50, 000. Violations noted:on 881122,ECCS subsystem inoperable & unit not placed in 
hot standby & hot shutdown mode per Tech Specs. 

MARTIN,R.D. Region 4, Ofc of the Director. 89/06/28. 2pp, 50440:211-50440:212. 

8907070334 Ack receipt of 890609 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/89-11. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/28. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 50442:129-50442:135. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110229 Forwards Insp Rept 50-382/89-14 on 890522-26.No violations or devi- 
ations noted. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/05. DEWEASE,J.G. Louisiana 
Power & Light Co. 2pp. 50530:048-50530:062. 

—8907110233 Insp Rept 50-382/89-14 on 890522-26. No violations or deviations 
noted.Major areas inspected:radwaste mgt & effluent control programs & review of 
special & semiannual effluents repts. 

CHANEY,H.D., BAER,R.E. Region 4, Ofc of the Director. 89/07/03. 13pp. 50530:050- 
50530:062. 


8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120160 Responds to NRC 890606 Itr re violation noted in Insp Rept 50-382/89-06 
on failure to follow procedures.Corrective actions:addl actions will be taken to empha- 
size mgt desire to have effective, comt?rehensive torquing program. 

BURSKLR.F. Louisiana Power & Light Co. 89/07/06. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50514:348-50514:350. 

8907110431 Fonwards Insp Rept 50-382/89-15 on 890605-09 & 20-21, No violations or 
deviations noted. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/07. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 50500:290-50500:303. 

-8907110432 Insp Rept 50-382/89-15 on 890605-09 & 20-21. No violations or devi- 
ations noted.Major areas inspected:storage of emergency diesel generator fuel 

011. containment bldg temp profiles & action on previously identified insp findings. 
BOARDMAN.J.R., STETKA.T.F. Region 4, Ofc of the Director. 89/07/06. 12pp. 
50500:292-50500:303. 

8907180134 Responds to NRC Itr re violations noted in App A of Insp Rept 50-382/89- 

12. Corrective actions:Radiological Deficiency Rept 89-12 written against auxiliary oper- 
ator for reaching across radioTogically restricted area boundary. 

BURSKLR.F. Louisiana Power & Light Co. 89/07/10. Document Control Branch (Doc- 
ument Control Desk). 6pp, 50577:158-50577:163. 

8907190270 Forwards agenda for 890808 meeting of senior util executives sponsored 
by Region IV at Univ of Texas.Map to facilitate access to meeting room also end. 
MARTIN, R.D. Region 4, Ofc of the Director. 89/07/11. BARKHURST.R.P. Louisiana 
Power & Light Co. 4pp. 50594:185-50594:188. 

8907190255 Forwards Exam Rept 50-382/OL-89-01 administered during wk of 
89051 5.AII candidates passed exams & appropriate licenses issued. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/14. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 50580:257-50581:080. 

—8907190257 Exam Rept 50-382/OL-89-01 on 89051 5-1 9. Exam results:seven operator 
applicants passed complete operator licensing exam & three senior reactor operator 
applicants passed retake exam. 

GRAVES, D.N., PELLET,J.L. Region 4, Ofc of the Director. 89/07/12. 182pp. 
50580:259-50581:080. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co, of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114, 


R. Periodic operating reports & related correspondence 


8907200099 Monthly operating rept for June 1989 for Waterford 3. W/89071 7 Itr. 
CENTOLANZLP.. BURSKI.R.F, Louisiana Power & Light Co. 89/06/30. 7pp. 
50595:354-50595:360. 


S. Reportable occurrences, LERs & related correspondence 

8907060063 LER 89-01 0-01 :on 890520, determined that low recirculation flow not includ- 
ed in pump operability which resulted in noncompliance w/Tech Spec 4.0.5.Caused by 
miscommunication. Procedures revised.W/890630 ltr. 

DAVIS, G.M., MCGAHA,J,R. Louisiana Power & Light Co. 89/06/30. 8pp. 50415:146- 
50415:153. 

8907190362 LER 88-030-02:since 881 1 lO.number of discrepancies identified in fire- 
rated assemblies.Caused by inadequate fire assembly design, installation & insp pro- 
gram during initial plant const.W/890713 Itr, 

HOLDER,A.L., MCGAHA,J.R. Louisiana Power & Light Co. 89/07/14. 12pp. 
50583:128-50583:139. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
er?/.cr c-rrsinc S'.z list end. 

G ■'■S;--.'.: Director for Projects (Post 870411). 89/07/06. Consolidat- 

ed Edison Co. of New York, inc, 57pp. 50519:081-50519:136, 

8907190255 Forwards Exam Rept 50-382/OL-89-01 administered during wk of 
89051 S.Ail candidates passed exams & appropriate licenses issued. 

MILHOAN.J.L. Region 4, Ofc of the Director, 89/07/14. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 50580:257-50581:080. 

-8907190257 Exam Rept 50-382/OL-89-01 on 890515-1 9.Exam results:seven operator 
applicants passed complete operator licensing exam & three senior reactor operator 
ap"‘ :a'-‘.£ 'd.rikc: exam. 

oFAVESr.N. -E.LET.J.L. Region 4. Ofc of the Director. 89/07/12. 182pp. 
50580:259-50581:080. 


DOCKET 50-383 WATERFORD GENERATING STATION, UNIT 4 


P. Operating license stage documents & correspondence 

8907100312 TECHNICAL SPECIFICATIONS FOR LIMERICK GENERATING STATION. 
UNIT 2. Docket No. 50-383. (Philadelphia Electric Company) 

* Division of Reactor Projects - I/ II (Post 870411). NUREG-1360. 89/06/30. 600pp. 
50497:089-50498:262. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906290072 Revised EPIPs, including Rev 12 to EP-IP-007.Rev 7 to EP-IP-035 & Rev 4 
to EP-IP-051,W/890616 itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/16. 95pp. 50352:125-50352:219. 

8907210003 Responds to NRC 890616 Itr re violations noted in Insp Repts 50-387/89- 
12 & 50-388/89-1 2.Corrective actions:combo shop surveyed w/no evidence of con- 
tamination & health physics technicians retrained re occurrence. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/17. BELLAMY.R.R. Region 1, 
Ofc of the Director. 3pp. 5061 5:339-5061 5:341 . 


P. Operating license stage documents & correspondence 

8906300069 Forwards application for Proposed Amend 124 to License NPF-14, changing 
Cycle 5 MCPR figures to expand flow dependent operating limit to 30% rated core 
flow. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/22. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 50379:313-50379:325. 

-8906300071 Proposed Amend 124 to License NPF-14. changing Cycle 5 MCPR figure 
due to misinterpretation of Cycle 5 licensing analyses results by util & expanding flow 
dependent MCPR operating limit to 30% rated core flow. 

* Pennsylvania Power & Light Co. 89/06/22. Ip. 50379:316-50379:316. 

-8906300107 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for average planar linear heat generation rate 

* Pennsylvania Power & Light Co. 89/06/22 Opp 50379:31 /'-50379:325. 

8907050271 Rev to proposed Amend 122 to License NPF-14, implementing recommen- 
dations of NRC Bulletin 88-007.Suppl 1, "Power Oscillations in BWRs.” 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/22. BUTLER.W.R. Project Direc- 
torate 1-2, 3pp. 50431:249-50431:253. 

-8907050312 Proposed Tech Spec Figure 3.4. 1.1-1, "Thermal Power Restrictions." 

* Pennsylvania Power & Light Co. 89/06/22. 2pp. 50431:252-50431:253. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
desig^n & const assurance for upcoming OL cases. 

O'MEALIA.M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). 1p. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110249 Submits addi info re proposed Amends 116 & 66 to Licenses NPF-14 & 
66,respectively.Administrative setpoint check results did not fail Tech Spec trip set- 
point requirement. . 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/05. BUTLER.W.R, Project Direc- 
torate 1-2. 2pp. 50498:359-50498:360. 

8907130060 Forwards NRR director 890605 Itr to representative of Ecology Ctr of 
Southern California ack receipt of petition filed by ctr & stating that petition beinq 
treated under 10CFR2.206. 

THADANI.M.C. Project Directorate 1-2, 89/07/06. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 50536:1 59-50536:165. 

8907260151 Forwards summary of 890622 meeting w/utif.per 890712 request.One inter- 
nal NRC paragraph deleted. 

THADANI.M.C. Project Directorate 1-2. 89/07/24. SHOLLY.S. MHB Technical Associ- 
ates. Ip. 50673:248-50673:346. 

—8907060093 Summary of 890622 meeting w/util for briefing on util methodology for 
evaluation of severe accident risks at plant.Agenda.risk mat summary presentation & 
list of attendees end. 

THADANI.M.C. Project Directorate 1-2. 89/06/28. VARGA.S.A. NRC - No Detailed Af- 
filiation Given. 95pp. 50673:249-50673:346. 


--8907120202 Forwards summary of 890505 presentation by utii of approach to risk 
mgt, associated studies using IPE approach methodology & significant results of 
studies.Viewgraphs & list cf atte-dee-.s alsc end. 

THADANI.M.C. NRC - No A--' 'icT.-or- Given. 89/05/12. VARGA.S.A. NRC - No 

Detailed Affiliation Given. 2pp. 50673:344-50673:346. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280079 Forwards Radiological Controls Insp Repts 50-387/89-12 & 50-388/89-12 
on 890515-19 & notice of violation. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/06/16. KEISER.H.W. Pennsylvania 
Powers Light Co. 3pp. 50328:094-50328:105. 

“8906280082 Notice of violation from insp on 89051 5-1 9. Violation noted:severai tools 
released from controlled zone. 

* Region 1, Ofc of the Director. 89/06/16. Ip. 50328:097-50328:097. 

-8906280087 Insp Repts 60-387/89-12 & 50-388/89-12 on 890515-19. Violations 
noted. Major areas inspected:radiological controls organization & staffing.personnel 
qualifications & training, corrective action sys.performance monitoring & audits. 
NIMITZ.R.L., PASCIAK.W. Region 1. Ofc of the Director. 89/06/16. 8pp. 50328:098- 
50328:105. 


8907050271 Rev to proposed Amend 122 to License NPF-14, implementing recommen- 
dations of NRC Bulletin 88-007, Supp1 1, “Power Oscillations in BWRs." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/22. BUTLER.W.R. Project Direc- 
torate 1-2. 3pp. 50431:249-50431:253. 

8907030082 Advises that util 880224 response to NRC Bulletin 88-001, "Defects in 
Westinghouse Circuit Breakers" acceptable since sub] breakers not used for Class IE 
svc at facilities. 

THADANI.M.C. Project Directorate 1-2. 89/06/23. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 50^15 193 :jC4:S '95 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl.C.E. Division of Cperational Events Assessment (Post 870411). 89/06/30, 
Consolidated Edison Co. of New York, Inc, 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170491 Forwards Safety Insp Repts 50-387/89-16 & 50-388/89-14 on 890612- 
16.No violations noted. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/07/06. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 50555:116-50555:128. 

-8907170492 Insp Repts 50-387/89-16 & 50-388/89-14 on 890612-16.No violations 
noted.Major areas inspected:radiological & "o-rr^diccgcai chemistry 
program, indudirig confirmatory measurements. stds ana:ys-s-oi'-:,nisi'y & lab QA/QC. 
MCNAMARA.N.f.. KOTTAN.J.J., BORES, ^.... .Region 1,'Ofc of the Director. 89/07/ 
06. 11pp. 60555:118-50555:128. 


8907170338 Advises that NRC plans to conduct insp of training programs during wk of 
890821. Util requested to provide matls listed in end Attachment 1 to Region 1 ofc by 
890721. 

GALLO.R.M. Operations Branch (870.: ■'3-85 ‘2 P) 89/07/07. KEISER.H.W. Pennsyl- 
vania Power & Light Co. 4pp. 50555-100-50555:' i 

8907180504 Forwards Safety Insp Repts 50-387/89-11 & 50-388/89-11 on 890508-12 
& 22-26.No violations or unresolved items noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 50578:142-50578:152. 

-8907180508 Insp Repts 50-387/89-11 & 50-388/89-11 on 890508-12 & 22-26. No vio- 
lations or unresolved items noted.Major areas inspeded:design,design 
changes.mods.temporary bypasses & installation & testing of hardware associated w/ 
mods. 

TRAPP, J.M.. EAPEN.P.K. Region 1. Cfc of the Director. 89/07/03. 9pp. 50578:144- 
50578:152. 


8907210003 Responds to NRC 890616 Itr re violations noted in Insp Repts 50-387/89- 
12 & 50-388/89-1 2. Corrective actions:combo shop surveyed w/no evidence of con- 
tamination & health physics technicians retrained re occurrence. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/17. BELLAMY.R.R. Region 1, 
Ofc of the Director. 3pp. 50615:339-50615:341. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


H. Periodic operating reports & related correspondence 


8907200405 Monthly operating repts for June 1989 for Susquehanna Steam Electric 
Station.Units 1 & 2.W/890717 Itr. 

YOUNG, K.A., KEISER.H.W. Pennsylvania Power & Light Co. 89/06/30. 
MCDONALD, W.G. Office of Administration (Post 890205), 13pd. 50595:179- 
50595:191. 
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S. Reportable occurrences, LERs & related correspondence 

8906280073 LER 89-01 5-00:on 890521, loss of RHR sys shutdown cooling after closure 
of suction inboard isolation valve occurred. Caused by Procedure SE-1 59-200 in which 
installation of temporary jumper was readily accessible.W/890621 Itr. 
RUSANOWSKY.P.P.. BYRAM, R.G. Pennsylvania Power & Light Co. 89/06/21. 4pD. 
50337:131-50337:134. 

8907060047 LER 89-019-00:on 890526,determined that damaged fire Seals 
inoperable.Caused by failure to identify penetration seal damage on fire rating/oper- 
ability of penetrations.Fire watch established. W/890628 Itr. 

ERTMAN,J.S.. BYRAM,R.G. Pennsylvania Power & Light Co. 89/06/28. 5pp. 
50416:176-50416:180. 

8907070292 LER 89-004-00:on 890531, discovered that purge of containment drywell & 
noble gas gross activity performed w/o isotopic analysis.Caused by miscommunica- 
tions between operations & chemistry personnel.Training being conducted. W/890630 
Itr. 

WEHRY.R.R., BYRAM, R.G. Pennsylvania Power & Light Co. 89/06/30. 4pp. 
50447:339-50447:342. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907170338 Advises that NRC plans to conduct insp of training programs during wk of 
890821. Util requested to provide matls listed in end Attachment 1 to Region 1 ofc by 
890721. 

GALLO, R.M. Operations Branch (870413-881217). 89/07/07. KEISER.H.W. Pennsyl- 
vania Power & Light Co. 4pp. 50555:108-50555:111. 


DOCKET SO-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8906290072 Revised EPIPs.including Rev 12 to EP-IP-007,Rev 7 to EP-IP-035 & Rev 4 
to EP-IP-051.W/890616 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/16. 95pp. 50352:125-50352:219. 

8907210003 Responds to NRC 890616 Itr re violations noted in Insp Repts 50-387/89- 
12 & 50-388/89-1 2.Corrective actions:combo shop surveyed w/no evidence of con- 
tamination & health physics technicians retrained re occurrence. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/17. BELLAMY, R.R. Region 1, 
Ofc of the Director. 3pp. 50615:339-50615:341. 


P. Operating license stage documents & correspondence 

8906300149 Forwards application for Proposed Amend 75 to License NPF-22 incorpo- 
rating requirements of NRC Bulletin 88-007, SuppI 1, "Power Oscillations in BWRs" in 
place of existing detect & suppress requirements. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/23, BUTLER, W.R. Project Direc- 
torate 1-2. 14pp. 50379:169-50379:202. 

“-8906300151 Application for Proposed Amend 75 to License NPF-22,changing Tech 
Specs per NRC Bulletin 88-007, SuppI 1, "Power Oscillations in BWRs." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/23. Ip. 50379:183-50379:183. 

—8906300153 Proposed Tech Specs re recirculation loops - two loop operation, thermal 
power/core flow limitations, recirculation loops - single loop operation & RCS surveil- 
lance requirements. 

• Pennsylvania Power & Light Co. 89/06/23. 19pp. 50379:184-50379:202. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

O’MEALIA.M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Sen/ices (Post 890205). Ip. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110249 Submits addi info re proposed Amends 116 & 66 to Licenses NPF-14 & 
66, respectively .Administrative setpoint check results did not fail Tech Spec trip set- 
point requirement. . 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/05. BUTLER.W.R. Project Direc- 
torate I-2. 2pp. 50498:359-50498:360. 

8907130060 Forwards NRR director 890605 Itr to representative of Ecology Ctr of 
Southern California ack receipt of petition filed by ctr & stating that petition being 
treated under 1 0CFR2.206. 

THADANI.M.C. Project Directorate I-2. 89/07/06, KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 50536:1 59-50536:1 65. 

8907260151 Forwards summary of 890622 meeting w/util,per 890712 requestOne inter- 
nal NRC paragraph deleted. 

THADANI.M.C. Project Directorate 1-2. 89/07/24. SHOLLY.S, MHB Technical Associ- 
ates. 1 p. 50673:248-50673:346. 

-8907060093 Summary of 890622 meeting w/util for briefing on util methodology for 
evaluation of severe accident risks at plant.Agenda,risk mgf summary presentation & 
list of sittondoos oncl 

THADANI.M.C, Project Directorate 1-2. 89/06/28. VARGA.S.A. NRC - No Detailed Af- 
filiation Given. 95pp. 50673:249-50673:346. 


-“8907120202 Forwards summary of 890505 presentation by util of approach to risk 
mgt, associated studies using I PE approach methodology & significant results of 
studies. Viewgraphs & list of attendees also end. 

THADANI.M.C. NRC - No Detailed Affiliation Given. 89/05/12. VARGA.S.A. NRC - No 
Detailed Affiliation Given. 2pp. 50673:344-50673:346. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280079 Forwards Radiological Controls Insp Repts 50-387/89-12 & 50-388/89-12 
on 890515-19 & notice of violation. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/16. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 50328:094-50328:105. 

-“8906280082 Notice of violation from insp on 89051 5-1 9.Violation noted:several tools 
released from controlled zone. 

* Region 1, Ofc of the Director. 89/06/16. Ip. 50328:097-50328:097. 

-8906280087 Insp Repts 50-387/89-12 & 50-388/89-12 on 890515-19. Violations 
noted.Major areas inspected:radiological controls organization & staffing.personnel 
qualifications & training, corrective action sys, performance monitoring & audits. 
NIMIT2,R.L. PASCIAK.W. Region 1, Ofc of the Director. 89/06/16, 8pp. 50328:098- 
50328:105. 

8906300149 Forwards application for Proposed Amend 75 to License NPF-22 incorpo- 
rating requirements of NRC Bulletin 88-007,Suppl 1, “Power Oscillations in BWRs" in 
place of existing detect & suppress requirements. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/23. BUTLER.W.R. Project Direc- 
torate 1-2. 14pp. 50379:169-50379:202. 

”8906300151 Application for Proposed Amend 75 to License NPF-22,changing Tech 
Specs per NRC Bulletin 88-007,Suppl 1, ‘‘Power Oscillations in BWRs." 

KEISER.H.W. Pennsylvania Power & Light Co. 89/06/23. Ip. 50379:183-50379:183. 

8907030082 Advises that util 880224 response to NRC Bulletin 88-001, "Defects in 
Westinghouse Circuit Breakers" acceptable since subj breakers not used for Class IE 
svc at facilities. 

THADANI.M.C. Project Directorate 1-2. 89/06/23. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 50416:193-50416:195. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

6907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170491 Forwards Safety Insp Repts 50-387/89-16 & 50-388/89-14 on 890612- 
l6.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/07/06. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 50555:116-50555:128. 

-8907170492 Insp Repts 50-387/89-16 & 50-388/89-14 on 890612-16.No violations 
noted.Major areas inspected:radiological & nonradiological chemistry 
program, including confirmatory measurements.stds analysis-chemistry & lab QA/QC. 
MCNAMARA.N.T., KOTTAN.J.J.. BORES,R.J. Region 1, Ofc of the Director. 89/07/ 
06. 11pp. 50555:118-50555:128. 

8907170338 Advises that NRC plans to conduct insp of training programs during wk of 
890821 .Util requested to provide matls listed in end Attachment 1 to Region 1 ofc by 
890721. 

GALLO, R.M. Operations Branch (870413-881217). 89/07/07. KEISER.H.W. Pennsyl- 
vania Power & Light Co. 4pp. 50555:108-50555:111. 

8907180504 Forwards Safety Insp Repts 50-387/89-11 & 50-388/89-11 on 890508-12 
& 22-26.No violations or unresolved items noted. 

DURR,J.P. Region 1, Ofc of the Director. 89/07/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 50578:142-50578:152. 

-8907180508 Insp Repts 50-387/89-11 & 50-388/89-11 on 890508-12 & 22-26. No vio- 
lations or unresolved items noted.Major areas inspected:design.design 
changes, mods, temporary bypasses & installation & testing of hardware associated w/ 
mods. 

TRAPP.J.M., EAPEN.P.K. Region 1, Ofc of the Director. 89/07/03. 9pp. 50578:144- 
50578:152. 

8907210003 Responds to NRC 890616 Itr re violations noted in Insp Repts 50-387/89- 
12 & 50-388/89-1 2.Corrective actions:combo shop surveyed w/no evidence of con- 
tamination & health physics technicians retrained re occurrence. 

KEISER.H.W. Pennsylvania Power & Light Co. 89/07/17. BELLAMY.R.R. Region 1, 
Ofc of the Director. 3pp. 50615:339-50615:341. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & reiated correspondence 


8907200405 Monthly operating repts for June 1989 for Susquehanna Steam Electric 
Station.Units 1 & 2.W/890717 Itr. 

YOUNG.K.A., KEISER.H.W. Pennsylvania Power & Light Co. 89/06/30. 
MCDONALD, W.G. Office of Administration (Post 890205). 13pp. 50595:179- 
50595:191. 
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S. Reportable occurrences, LERs & related correspondence 

8906290318 LER 89-005-00:on 890520, discovered that reactor bldg HVAC sys Zones I 
& III had been cross-tied from 890511 -20. Caused by railroad access bay design & 
personnel error.^ct Ecif ■'"'■am-na S9-26 ■conducted for personnel.W/890621 Itr. 
WEHRY.R.R., z 'RAf.'.R Q -V'-s. Power & Light Co. 89/06/21. 5pp. 

50366:037-50366:041. 


V. Operator Examinations 

8907060026 Generic Ur 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects {Post 870^11). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 505 ' 9-08 1-5051 9: 1 36. 

8907170338 Advises that NRC plans to conduct insp of training programs during wk of 
890821. Util requested to provide matls listed in end Attachment 1 to Region 1 ofc by 
890721. 

GALLO, R.M. Operations Branch (870413-881217). 89/07/07. KEISER,H.W. Pennsyl- 
vania Power & Light Co. 4pp. 50555:108-50555:111. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8807210255 Advises that revised page to Rev 13 to physical security plan transmitted 
by 880623 Itr consistent w/provisions of 10CFR50.54(p) & acceptable. 

CLINE, W.E. 2 C': the- Drector. 88/07/07, WOODY,C.O. Florida Power & 

Light Co. 3pp Az23‘ ' i:1-'-e.-'3™ *5;- 

8907130023 Forwards Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/28. CONWAY, W.F. Florida Power 
& Light Co. 2pp. 50535:338-50536:008. 

-8907130024 Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No violations or 
deviations noted.Ma;or areas inspected;annual radiological emergency response exer- 
cise conducted on 890524 & status of emergency preparedness open items. 
CUNNINGHAM,A.L Region 2, Ofc of the Director. 89/06/27. 29pp. 50535:340- 
50536:008. 

8907050173 Notification of 890712 meeting w/util in Rockville, MD to discuss safeguards 

iSSLI@S. 

NORRIS, J.A. Project Directorate 11-2. 89/06/29. BERKOW,H.N. Project Directorate II- 
2. 3pp. 50403:305-50403:307. 

8907210062 Forwards SALP Repts 50-335/89-13 & 50-389/89-13 for period Nov 1987 - 
Apr 1989. Overall performance of plant was excellent.Room for improvement in sever- 
al of rating categories noted. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/07/10. WOODY.C.O. Florida Power 
& Light Co. 2pp. 50615:310-50615:338. 

-8907210065 SALP Repts 50-335/89-13 & 50-389/89-13 for Nov 1987 - Apr 1989. 

• Region 2. Ofc of the Director. 89/04/30. 27pp. 50615:312-50615:338. 

8907140079 Forwards Rev 21 to physical security plan.Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY.C.O. Florida Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:341-50541:342. 

8907140082 Forwards Rev 5 to guard training & qualification plan.Rev withheld (ref 
10CFR2.790(a)(3)). 

WOODY.C.O. Florida Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50541:323-50541:324. 


1. Financial information 


8907190135 Forwards financial repts for Kissimmee Util Authority, Orlando Utils Com- 
mission & cities of Bushnell & Ocala. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 280pp. 50582:036-50583:024. 

-8907190145 "1988 Annual Rept for Orlando Utils Commission.” 

POPE.T.C. Orlando Utilities Commission. 88/12/31, 40pp. 50582:344-50583:024. 


P. Operating license stage documents & correspondence 

8907070318 "Reactor Containment Bldg l.ntegrated Leak Rate Test." W/890628 Itr. 
TREADWELL, J., MUMPER, D., WOOD”‘',C.'C. .^Icrca Power & Light Co. 89/04/03. 
91pp. 50444:229-50444:320. 

8906300141 Informs that resolution of items outlined in Section 5.2 of technical evalua- 
tion repts re NUREG-0737,ltem II.D.1, “Performance Testing of Relief & Safety 
Valves" will be cor^p'eted by 891215. 

WOODY.C.O. Fior.ca ."o-Ae-- & Light Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk), ip. 50368:120-50368:120. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050284 Forwards results of field survey for plant beach survey procedure complet- 
ed on 890524 & reduction of field survey data completed on 890605.Dune condition 
acceptable, per Unit 1 Tech Spec 5.1.3. 

WOODY.C.O. Florida Power & Light Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50416:286-50416:290. 

8907050477 Advises that util & consultant conducted air quality testing per Generic Ltr 
88-1 4. Air quality met air quality requirements of Instrument Soc of America. 
WOODY.C.O. Florida Power & Light Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 50408:206-50408:206. 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907140240 Advises that 890623 completion date for NUREG-0737,ltem II.D.1 re per- 
formance testing of relief & safety valves satisfactory. 

NORRIS.J.A. Project Directorate 11-2. 89/07/11. WOODY.C.O. Florida Power & Light 
Co. 2pp. 50541:333-50541:334. 

8907180311 Notification of 890808 meeting w/util in Rockville, MD to discuss mod of 
CE-1 critical heat flux correlation & exchange info between util & NRC to determine 
acceptable review approach. 

NORRIS.J.A. Project Directorate 11-2. 89/07/13. BERKOW.H.N. Project Directorate II- 
2. 3pp. 50579:098-50579:100, 

8907210168 Advises that Rev 15 to QA program consistent w/provisions of 
10CFR50,App B & acceptable. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/07/13. WOODY.C.O. Florida Power & 
Light Co. 2pp. 50615:308-50615:309. 


Q. Inspection reports, IE Bulletins & correspondence 


8907070218 Ack receipt of 890612 Itr .N"C of steps taken to correct violations 

noted in Insp Repts 50-335/89-10 & ■: 

SINKULE.M.V. 2 O': the Director. 89/06/28. WOODY.C.O. Florida Power 

& Light Co. 1p. .234. 

8907130023 Forwards Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/28. CONWAY.W.F. Florida Power 
& Light Co. 2pp. 50535:338-50536:008. 

-8907130024 Insp Repts 50-335/89-15 & 50-389/89-15 on 890523-26.No violations or 
deviations noted. Major areas inspected:annual radiological emergency response exer- 
cise conducted on 890524 & status of emergency preparedness open items. 
CUNNINGHAM.A.L., RANKIN.W.H. Region 2, Ofc of the Director. 89/06/27. 29pp. 
50535:340-50536:008. 

8907120307 Ack receipt of 890616 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/89-11 & 50-389/89-11. 

CLINE.W.E, Region 2, Ofc of the Director. 89/06/29. WOODY.C.O. Florida Power & 
Light Co. Ip. 50513:100-50513:100. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170424 Notification of 890718 meeting in Jensen Beach, FL to discuss SALP Board 
assessment. 

CRLENJAK J •Reoior' 2 Ofc of the Director. 89/07/06. Region 2, Ofc of the Director. 
2pp. :30=5£.C33-r53559.:B4 

8907170456 Confirms 890703 telcon between D Chaney & K Poertner re mgt meeting 
scheduled for 890718 at plant sito.Voet'nv;; '-equested to review results of SALP pro- 
grer re aoora'sal of performance b;. so.ed’oo NRC managers. 
ne.NETER.S C Region 2, Ofc of the Director. 89/07/06. WOODY,C.O. Florida Power 
& Light Co. Ip. 50554:356-50554:356. 

8907210062 Forwards SALP Repts 50-335/89-13 & 50-389/89-13 for period Nov 1987 - 
Apr 1989.0verall performance of plant was excellent.Room for improvement in sever- 
al of rating categories noted. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/07/10. WOODY.C.O. Florida Power 
& Light Co. 2pp. 50615:310-50615:338. 

-8907210065 SALP Repts 50-335/89-13 & 50-389/89-13 for Nov 1987 - Apr 1989. 

* Region 2, Ofc of the Director. 89/04/30. 27pp. 50615:312-50615:338. 

8907260002 Forwards inservice insp rept for Unit 2. 

WOODY.C.O. Florida Power & Light Co. 89/07/17. Document Control Branch (Docu- 
ment Control Desk). 1p. 50674:013-50674:157. 

-8907260004 Inservice insp rept for 890201 -0428.Exam included Class I & II compo- 
nents «& piping sys, 

* Florida Power & Light Co. 89/07/17. 144p. 50674:014-50674:157. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Sve list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907250305 NPDES monitoring rept for May 1989 for St Lucie Units 1 & 2.W/890717 
ltr. 

WOODY.C.O. Florida Power & Light Co. 89/05/31. 3pp. 50642:223-50642:225. 

8907200390 Monthly operating repts for June 1 989 for St Lucie Units 1 & 2 & Turkey 
Point Units 3 & 4.W/890717 Itr, 

BONETT.D.M. Florida Power & Light Co. 89/06/30. 18pp. 50589:001-50589:018. 
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S. Reportable occurrences, LERs & related correspondence 

8907120017 LER 89-004-00:on 890605, leak rate on containment penetration 10 ex- 
ceeded allowance, per Tech Spec 4. 6.1. 7.3. Caused by personnel error.Technical 
nrir-nus' chanoc- --jLi'' 'U.d VV. tijr/'T):.- Itr. 

hOL TIE. C C y.'CC!:: r' C. FIc' ■■■:,w:;r & Light Co. 89/07/05. 4pp. 50510:331- 
50510:334. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8906290393 Requests that review of end allegations re plant, including those generic 
from other TVA nuclear power plants, be initiated & findings forwarded to NRC. 
LIAW.B.D. TVA Projects Division. 89/06/20. KtNGSLEY,O.D. Tennessee Valley Au- 
thority. 9pp. 50362:279-50362:287. 

8906300063 Forwards Rev 2 to “Watts Bar Nuclear Plant Prestart Test Program Correc- 
tive Action Program Plan,” clarifying Exhibit A. 

RAY,M. Tennessee Valley Authority. 89/06/26. Document Control Branch (Document 
Control Desk). 2pp. 50370:132-50370:160. 

-8906300066 Rev 2 to "Watts Bar Nuclear Plant Prestart Test Program Corrective 
Action Program Plan.’’ 

SMITH, T.R., JONES, M.K. Tennessee Valley Authority. 89/06/15. 27pp. 50370:134- 
50370:160. 

8906300112 Forwards Rev 1 to "Watts Bar Nuclear Plant Heat Code Traceability Cor- 
rective Action Program Plan.’’ 

RAY,M. Tennessee Valley Authority. 89/06/26. Document Control Branch (Document 
Control Desk). 2pp. 50378:265-50378:284. 

-8906300115 Rev 1 to, “Watts Bar Nuclear Plant Heat Code Traceability Corrective 
Action Program Plan." 

JOHNSON,G., WOODS,T.R., MURDOCK.J.F. Tennessee Valley Authority. 89/06/26. 
18pp. 50378:267-50378:284. 

8906300198 Forwards TVA response to 890407 questions raised by NRC in 890407 
telcon re plant corrective action program for vendor info. Plant corporate requirements 
fo-- processing & control of vendor manuals being developed. 

RAY,M.J. Tennessee Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50379:135-50379:139. 

8906300223 Forwards Rev 2 to "Instrument Lines Corrective Action Program Plan." 
Document revised to address instrument line separation as insp attribute included in 
ergineenna '■ecuirer^ents document. 

RAY.M.J. ■'"c-nressoo Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50370:199-50370:224. 

-8906300224 Rev 2 to “Watts Bar Nuclear Plant Instrument Lines Corrective Action 
Program Plan.’’ 

DENNEY,W.H„ FULLER, E.D. Tennessee Valley Authority. 89/06/26. 24pp. 

50370:201-50370:224. 

8906300225 Forwards Rev 3 to “...QA Records Corrective Action Program Plan," elimi- 
nating ambiguous licensing commitment wording. 

RAY,M.J. Tennessee Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50378:001-50378:016. 

-8906300227 Rev 3 to, "Watts Bar Nuclear Plant QA Records Corrective Action Pro- 
gram Plan." 

MCDONALD. J. A. Tennessee Valley Authority. 89/06/26. 14pp. 50378:003-50378:016. 

8906300231 Forwards Rev 1 to "Cable Issues Corrective Action Program Plan." 
RAY.M.J. Tennessee Valley Authority. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50365:262-50365:324. 

-8906300233 Rev 1 to "Cable Issues Corrective Action Program Plan." 

SWALLOWS, R., BROWN, K., FULLER. E. Tennessee Valley Authority. 89/06/12. 61pp. 
50365:264-50365:324. 

8907050060 Requests listed info re seismic design considerations for safety-related ver- 
tical steel tanks, per USI A-40, "Seismic Design Criteria.” NRC recommended method 
for seismic analysis of above-ground tanks end. 

BLACK, S.C. Assistant Director for Projects. 89/06/27. KINGSLEY, O.D. Tennessee 
Valley Authority. 5pp. 50418:059-50418:063. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance, Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050247 Forwards Rev 1 to "Watts Bar Nuclear Plant Equipment Seismic Qualifica- 
tion Corrective Action Program Plan.” 

RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp, 50403:239-50403:266. 

-8907050254 Rev 1 to “Watts Bar Nuclear Plant Equipment Seismic Qualification Cor- 
rective Action Program Plan." 

MCCALL.J.K., JOHNSON, H.C. Tennessee Valley Authority. 89/06/15. 25pp. 

50403:242-50403:266. 

8907050260 Forwards Rev 1 to "Watts Bar Nuclear Plant Unit 1 Hanger & Analysis 
Update Program Corrective Action Program Plan.” Requests NRC review & subse- 
quent endorsement of revised corrective action plan. 

RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50416:144-50416:165. 


-8907050261 Rev 1 to "Watts Bar Nuclear Plant Unit 1 Hanger & Analysis Update Pro- 
gram Corrective Action Program Plan." 

CARSON.W.D. Tennessee Valley Authority. 89/06/27. 20pp. 50416:146-50416:165. 

8907050353 Forwards Rev 2 to "Watts Bar Nuclear Plant Design Baseline & Verification 
Program Corrective Action Program Plan," incorporating comments raised in 890208 
presentation. 

RAY.M.J, Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50416:107-50416:143. 

-8907050359 Rev 2 to "Watts Bar Nuclear Plant Design Baseline & Verification Pro- 
gram Corrective Action Program Plan." 

LYONS.J.R. Tennessee Valley Authority. 89/06/29. 34pp. 50416:110-50416:143. 

8907050363 Forwards Rev 1 to "Watts Bar Nuclear Plant Seismic Analysis Corrective 
Action Program Plan." 

RAY.M.J. Tennessee Valley Authcrty. 89/06^29, Document Control Branch (Docu- 
ment Control Desk). 3pp. 50-'!:)1 2"'9 =04:2 0.2: 

-8907050367 Rev 1 to "Watts Bar Nuclear Plant Seismic Analysis Corrective Action 
Prog.'’3m Plan." 

JD-^NSON.V.h.. HUNT.R.J., FULLER.E. Tennessee Valley Authority. 89/06/29. 
105pp. 50401:282-50402:025. 

8907060080 Informs that TVA will provide general upgrade for unit FSAR to support fuel 
load of Unit l.per 890405 & 0601 meetings w/ NRC & NRC 890202 Itr re SER. 
RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50434:345-50434:347. 

8907130333 Advises that util 881209 response .adequate'y addresses items requested 
in Generic Ltr 88-11, “NRC Position of Radiato.n cmtr.tt.emoT. of Reactor Vessel 
Mails & Impact on Plant Operations." 

BLACK.S.C. TVA Projects Division. 89/06/29. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. ' 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110078 Discusses development plan for plant Tech Specs based on Westinghouse 
MERITS STS.TVA plans on submitting draft Tech Specs by 890115. 

RAY.M.J. Tennessee Valley Authority. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50530:045-50530:047. 

8907110421 Requests use of Pittsburgh-Des Moines Steel Corp expertise for comple- 
tion of necessary repairs to makeup water storage tanks using TVA ASME Section XI 
program. 

RAY.M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50501:031-50501:033. 

8907140261 Requests addi info re nuclear QA plan within 60 days o‘ mce’ct of Itr. 
BLACK.S.C. TVA Projects Division. 89/07/10. KINGSLEY.O.D. Tcrnessoo '.aioy Au- 
thority. 14pp. 50542:266-50542:279. 

8907140269 Responds to Generic Ltr 89-06, "SPDS.” Util fully meets requirements of 
NUREG-0737.Suppl 1. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907140284 Notification of 890720 meeting w/licensee in Spring City.TN to discuss ver- 
tical slice review program results. 

AULUCK.R. TVA Projects Division. 89/07/12. BLACK.S. TVA Projects Division. 3pp. 
50541:320-50541:322. 

8907180242 Forwards "Corrective Action Program Plan Matrices," listing conditions ad- 
verse to quatity.employee concerns, 10CFR50.55(e) repts.violation responses & verti- 
cal slice review discrepancy repts. 

RAY.M.J. Tennessee Valley Authority. 89/07/13, Document Control Branch (Docu- 
ment Control Desk). 99pp. 50556:344-50557:140. 

8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items. 

BLACK, S.C. Assistant Director for Projects. 89/07/18. MURLEY,T,E. NRC - No De- 
tailed Affiliation Given. 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907250205 Discusses 890106 proposal to reduce meteorological & environ monitoring 
programs due to extensive preoperationa! data collected & target schedule of approx 
2 yrs for completion. Monitoring program reduced as outlined in End 1 . 

RAY,M.J. Tennessee Valley Authority. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50654:269-50654:272. 

8907250200 Provides results of evaluation of condition adverse to quality rept (CAQR) 
program.No programmatic or generic weaknesses identified in CAQR program. 
RAY,M.J. Tennessee Valley Authority. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50654:280-50654:282. 


F. Security, medical, emergency & fire protection plans 


8907120010 Revised emergency plan.App A.W/890707 Itr. 

RAY,M.J. Tennessee Valley Authority, 89/06/20. 12pp. 50515:079-50515:090. 

8907250190 Revised Central Emergency Control Ctr (CECC) EP'Ps. including Rev 3 to 
CECC-EPIP-1, "EDO Notification Checklist" & Rev 4 to CFCC-EF :=-2, “Ccerations 
Duty Specialist Procedure for Notification..,." W/890719 Itr. 

SHELUR.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 
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8907250205 Discusses 890106 proposal to reduce meteorological & environ monitoring 
programs due to extensive preoperational data collected & target schedule of approx 
2 yrs for co.Tp.’ctcn fv^cnitorlng orcg'an 'educed as outlined in Enel 1. 

RAY.M.J. ~c-nnossc~- ^'aiicy Auircrity. BG 'CV'/20. Document Control Branch (Docu- 
ment Conirc. CesKi. 5C-:5-'‘.:263-f)C654.272 


Q. Inspection reports, IE Bulletins & correspondence 

8907050127 Advises of determination that new plant SALP period should begin on 
890522 w/receipt of “Watts Bar Nuclear Performance Plan." SALP period will be no 
longer than 1 8 months. 

BLACK, S. Assistant Director for Projects. 89/06/23. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50401:128-50401:129. 

8907060074 Forwards revised response to NRC Bulletin 88-004 re adequacy of miniflow 
sys for safety-related pumps.Util will install full-flow check valve downstream of each 
RHR HX & miniflow path for Unit 1. 

RAY.J.M. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50432:280-50432:285. 

8907120348 Ack receipt of 890609 supplemental response to violations noted in Insp 
Repts 50-390/87-03 & 50-391 /87-03.Supplemental response clarifies & supports NRC 
understanding of util evaluation process & acceptable. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/29, KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50514:352-50514:353. 

8907120352 Ack receipt of 890607 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-390/89-02. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/06/29. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50512:155-50512:156. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by Hioh Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045. "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:00 1-50449:066. 

8907200103 Forwards Insp Repts 50-390/89-07 & 50-391/89-07 on 890522-061 6.No 
violations noted. 

WILSON.B.A. Region 2. Ofc of the Director. 89/07/11. KINGSLEY.O.D. Tennessee 
Valley Authority. 2pp. 50595:192-50595:209. 

-8907200107 Insp Repts 50-390/89-07 & 50-391/89-07 on 890522-061 6.No violations 
noted.Major areas inspected:reviews of fire prevention & fire protection, testing of pipe 
supports & restraint sys. 

BRANCH.M.W.. WALTON.G.A., HUMPHREY.P.G. Region 2. Ofc of the Director. 89/ 
07/11. 16pp. 50595:194-50595:209, 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907030047 Interim deficiency rept re support of Class 1 E cables installed in long verti- 
cal cable tray runs.lnitially reported on 890526, Listing of commitments made encl.Final 
repts will be submitted before Unit 2 fuel loading. 

* Tennessee Valley Authority. 89/06/26, Document Control Branch (Document (Con- 
trol Desk). 5pp. 50391:246-50391:250, 

8907120014 Final deficiency rept re failure of Beckman Co auxiliary feedwater steam 
Mnerator level controllers.lnitially reported on 860430.Defective controllers, sent to 
Rosemount. Replacements will be installed prior to fuel load. 

RAY,M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50510:348-50510:351. 

8907130337 Final deficiency & Part 21 rept re defective weld in component cooling 
water surge tank.lnitially reported on 89061 2.Caused by poor workmanship during Ap- 
plied Engineering Co fabrication. Crack in baffle plate repaired. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50536:283-50536:285. 

8907140141 Final deficiency rept re improper selection & unauthorized mods to limit 
switches.lnitially reported on 89061 2.Util will revise design output documents Including 
vendor valve drawings to state which limit switch models used. 

RAY.M.L. Tennessee Valley Authority. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50545:052-50545:057. 

8907170453 Final Part 21 & deficiency rept re failure of Melamine torque switches in 
Limitorque valve actuators due to post-mold shrinkage or breakage of cam lug.lnitially 
reported on 89021 6,Switches will be replaced by fuef load, 

RAY,M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50555:075-50555:078. 

89072^202 Final deficiency rept re lack of complete controlling design input 
requrrements. Initially reported on 871 030. Design baseline & verification program cor- 
rective action program developed to ensure plant licensing & design basis accurate. 
RAY,M.J. Tennessee Valley Authority. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50654:322-50654:325 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
otential transfer & decommissioning w/NRC. 

ECH.L.W. Commissioners. 89/05/19. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

“8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 6. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:145-50519:145. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTLOW,J.G. Associa-.o .D-rec;cr for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8906290393 Requests that review of end allegations re plant, including those generic 
from other TVA nuclear power plants.be initiated & findings forwarded to NRC. 
LIAW.B.D. TVA Projects Division. 89/06/20. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 9pp. 50362:279-50362:287. 

8907050060 Requests listed info re seismic design considerations for safety-related ver- 
tical steel tanks.per USI A-40, “Seismic Design Criteria." NRC recommended method 
for seismic analysis of above-ground tanks end. 

BLACK, S.C. Assistant Director for Projects. 89/06/27. KINGSLEY.O.D. Tennessee 
Valley Authority. 5pp. 50418:059-50418:063. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050247 Forwards Rev 1 to "Watts Bar Nuclear Plant Equipment Seismic Qualifica- 
tion Corrective Action Program Plan." 

RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50403:239-50403:266. 

“8907050254 Rev 1 to “Watts Bar Nuclear Plant Equipment Seismic Qualification Cor- 
rective Action Program Plan.” 

MCCALL.J.K.. JOHNSON.H.C. Tennessee Valley Authority. 89/06/15. 25pp, 
50403:242-50403:266. 

8907050363 Forwards Rev 1 to “Watts Bar Nuclear Plant Seismic Analysis Corrective 
Action Program Plan." 

RAY.M.J. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50401:279-50402:025. 

“8907050367 Rev 1 to “Watts Bar Nuclear Plant Seismic Analysis Corrective Action 
Program Plan." 

JOHNSON, M.H., HUNT.R.J., FULLER, E. Tennessee Valley Authority. 89/06/29. 
105pp. 50401:282-50402:025. 

8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88-11, “NRC Position of Radiation Embrittlement of Reactor Vessel 
Matls & Impact on Plant Operations." 

BLACK,S.C. TVA Projects Division. 89/06/29. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 4pp. 50536:356-50536:359. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110078 Discusses development plan for plant Tech Specs based on Westinghouse 
MERITS STS.TVA plans on submitting draft Tech Specs by 890115. 

RAY.M.J. Tennessee Valley Authority. 89/07/05. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50530:045-50530:047. 

8907110421 Requests use of Pittsburgh-Des Moines Steel Corp expertise for comple- 
tion of necessary repairs to makeup water storage tanks using TVA ASME Section XI 
program. 

RAY.M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50501:031-50501:033. 

8907140261 Requests addi info re nuclear QA plan within 60 days of receipt of Itr. 
BLACK, S.C. TVA Projects Division. 09/07/10. KINGSLEY.O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907140269 Responds to Generic Ltr 89-06, "SPDS." Util fully meets requirements of 
NUREG-0737,Suppl 1. 

RAY.M.J. Tennessee Valley Authority. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50541:325-50541:332. 

8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items. 

BLACK.S.C. Assistant Director for Projects. 89/07/18. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 4pp. 50654:187-50654:190. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL.R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50629:271-50629:275. 



DOCKETED ITEMS 141 


8907250205 Discusses 890106 proposal to reduce meteorological & environ monitoring 
programs due to extensive preoperational data collected & target schedule of approx 
2 yrs for completion. Monitoring program reduced as outlined in End 1. 

RAY.M.J. Tennessee Valley Authority. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50654:269-50654:272. 

8907250200 Provides results of evaluation of condition adverse to quality rept (CAQR) 
program. No programmatic or generic weaknesses identified in CAQR program. 
RAY.M.J. Tennessee Val'r-y Ajthcrty S9/C7.'21. Document Control Branch (Docu- 
ment Control Desk). 3pp. fOGo-'- 2;;j-5r,'i54 


F. Security, medical, emergency & fire protection plans 

8907120010 Revised er^emencv o'an.App A.W/890707 Itr. 

RAY.M.J. Tennessee Va e-s Aj-.I-c-.:,. 89/06/20. 12pp. 50515:079-50515:090. 

8907250190 Revised Central Emergency Control Ctr (CECC) ^-'cludi'^g Rev 3 to 

CECC-EPIP-1, “EDO Notification Checklist" & Rev 4 to CPCC-E?I--?. -Cpe'a-ic-'s 
Duty Specialist Procedure for Notification....’’ W/890719 Itr. 

SHELL, R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 

8907250205 Discusses 890106 proposal to reduce meteorological & environ monitoring 
programs due to extensive preoperational data collected & target schedule of approx 
2 yrs for completion. Monitoring program reduced as outlined in End 1. 

RAY.M.J. Tennessee Valley Authority. 39/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 5065^- 2G9-5C65-'‘.:272. 


Q. Inspection reports, IE Bulletins & correspondence 

8907050127 Advises of determination that new plant SALP period should begin on 
890522 w/receipt of “Watts Bar Nuclear Performance Plan.” SALP period will be no 
longer than 18 months. 

BLACK, S. Assistant Director for Projects. 89/06/23. KINGSLEY, O.D. Tennessee 
Valley Authority. 2pp. 50401:128-50401:129. 

8907060074 Forwards revised response to NRC Bulletin 88-004 re adequacy of miniflow 
sys for safety- -elated oumos.Util will install full-flow check valve downstream of each 
RHR :-X & r:r ii'jw path Icr Unit 1. 

RAY.J.M. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50432:280-50432:285. 

8907120348 Ack receipt of 890609 supplemental response to violations noted in Insp 
Repts 50-390/87-03 & 50-391 /87-03.Supplemental response clarifies & supports NRC 
understanding of util evaluation process & acceptable. 

WILSON, 3. A. Assistant Director for Inspection Programs. 89/06/29. KINGSLEY.O.D. 
Tennessee Valley Authority. 2pp. 50514:352-50514:353. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907200103 Forwards Insp Repts 50-390/89-07 & 50-391/89-07 on 890522-061 6.No 
violations noted. 

WILSON, B.A. Region 2, Ofc of the Director. 89/07/11. KINGSLEY,O.D. Tennessee 
Valley Authority. 2pp. 50595:192-50595:209. 

-8907200107 Insp Repts 50-390/89-07 & 50-391/89-07 on 890522-061 6.No violations 
noted. Major areas inspected :reviews of fire prevention & fire protection,testing of pipe 
supports & restraint sys. 

BRANCH.M.W., WALTON,G.A., HUMPHREY,P.G. Region 2, Ofc of the Director. 89/ 
07/11. 16pp. 50595:194-50595:209. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI, C.E. Division of Operational ^ents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907210077 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Insps will be performed at scheduled refueling outages to establish rate of 
wall loss & whether rev to insp intervals & matl replacement warranted. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 5pp, 50629:27-' -50623:275 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc, 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907030047 Interim deficiency rept re support of Class 1 E cables installed in long verti- 
cal cable tray runs.lnitially reported on 890526.Listing of commitments made encl.Final 
repts will be submitted before Unit 2 fuel loading. 

Tennessee Valley Authority. 89/06/26. Document Control Branch (Document Con- 
trol Desk). 5pp. 50391:246-50391:250. 

8907120014 Final deficiency rept re failure of Beckman Co auxiliary feedwater steam 
g^enerator level controllers.lnitially reported on 860430. Defective controllers sent to 
Rosemount. Replacements will be installed prior to fuel load. 

RAY.M.J. Tennessee Valley Authority. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp, 50510:348-50510:351. 

8907170453 Final Part 21 & deficiency rept re failure of Melamine torque switches in 
Limitorque valve actuators due to post-mold shrinkage or breakage of cam lug, Initially 
reported on 89021 6.Switches will be replaced by fuel load. 

RAY.M.J. Tennessee Valley Authority. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50555:075-50555:078. 


8907250202 Final deficiency rept re lack of complete controlling design input 
requirements.lnitially reported on 871 030. Design baseline & verification program cor- 
rective action program developed to ensure plant licensing & design basis accurate. 
RAY.M.J. Tennessee Valley Authority. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50654:322-50654:325. 


U. Congressional/Executive Correspondence 


8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & riorc'mTiissic''inq w/NRC. 

ZECH.LW. Commissc'iors 8.305/ i 3. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

“8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 6. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate. Energy & Natural Re- 
sources. 1p. 50519:145-50519:145. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8907030167 Pages 102 & 103 to Rev 25 to Emergency Plan-100, "Radiation Emergen- 
cy Plan." Pages inadvertently omitted in providing Rev 25.W/890621 Itr, 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/02/28. 3pp. 50391:259- 
50391:261. 


8906290514 Forwards Amend 3 to “Virgil C Summer Nuclear Station Fire Protection 
Evaluation Rept," updated as of 890301. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/21. HAYES.J.J. Document 
Control Branch (Document Control Desk). 2pp. 50339:203-50340:243. 

“8906290515 Amend 3 to “Virgil C Summer Nuclear Station Fire Protection Evaluation 
Rept." 

* South Carolina Electric & Gas Co. 89/06/30. 300pp. 50339:205-50340:243. 

8907060023 Revised emergency plan p-’ocedures.incluriHg Rev 9 to EPP-018, "Emer- 
gency Training & Drills" & Rev 1 1 to E^P-j 22, •'Ve'ii caticr’ of Communications Oper- 
ability." W/890628 Itr. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/28. 48pp. 50434:255- 
50434:302. 


8907200123 Advises that 890605 Amend 26 to physical security plan consistent w/pro- 
visions of 10CFR50.54(p) & acceptable. Understands that more detailed description of 
wall ref in Item 12 on Page 5-7-B will be included in next amend. 

CLINE, W.E. Region 2, Ofc of the Director. 89/06/29. BRADHAM.O.S. South Carolina 
Electric & Gas Co. 3pp. 50606:351-50606:353. 

8907200332 Forwards Insp Rept 50-395/89-10 on 890605-08.No violations or devi- 
ations noted. 

COLLINS, D.M. Reg^^on 2, Ofc of the Director. 89/07/11. BRADHAM.O.S. South Caroli- 
na Electric & Gas Co. 2pp. 50586:192-50586:206. 

“8907200334 Insp Rept 50-395/89-10 on 890605-08.No violations or deviations 
noted. Major areas inspected:obsen/ation & evaluation of annual radiological emergen- 
cy response exercise. 

CUNNINGHAM.A.L, RANKIN.W.H. Region 2, Ofc of the Director. 89/07/07. 13pp. 
50586:194-50586:206. 


8907180400 Rev 7 to Emergency Plan Procedure EPP-012, “Onsite Personnel Account- 
ability & Evacuation." W/890713 Itr. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/07/13. 13pp.. 50596:017- 
50596:030. 


P. Operating license stage documents & correspondence 


8906280140 Forwards safety evaluation re request for relief from ASME Code Section 
XI re hydrostatic test requirement. 

ADENSAM.E.G. Project Directorate 11-1. 89/06/22. BRADHAM.O.S. South Carolina 
Electric & Gas Co. 3pp. 50330:070-50330:075. 

“8906280157 Safety evaluation re request for relief from Section XI re hydrostatic test 
requirement. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/22. 3pp. 
50330:073-50330:075. 


8907030207 Forwards comments on util response to Generic Ltr 88-1 7 re expeditious 
actions for loss of DHR for plant.Aspects of response not fully understood listed for 
consideration. 

HAYES.J.J. Project Directorate 11-1. 89/06/26. BRADHAM.O.S. South Carolina Electric 
& Gas Co. 4pp. 50391 :270-50391 :273. 

8907070182 Discusses util developed & implemented erosion/corrosion monioring 
program.per Generic Ltr 89-08. Procedure for controlling program is General Test Pro- 
cedure 308, “Corrosion/Erosion Detection & Evaluation Program." 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/26, Document Control 
Branch (Document Control Desk). 2pp. 50454:332-50454:333. 
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8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411), 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050036 Forwards corrected Amend 78 to License NPF-12 re auto shunt 
trip, correcting tycos or °ar;GS 3/4 3-5, 3/4 3-13 & 3/4 3-14. 

HAYES,J.J. -re.-:::: E 'ocic'f.- -59/06/28. BRADHAM,O.S. South Carolina Electric 
& Gas Co. 3pp J-IC 1 225-5 l--I- '.233 

-8907050039 Corrected Amend 78 to License NPF-l2,correcting typos on Pages 3/4 3- 
5,3/4 3-13 & 3/4 3-14. 

* NRC - No Detailed Affiliation Given. 89/06/28. 8pp. 50401:226-50401:233. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100200 Responds to Generic Ltr 88-1 7, per 890123 commitment. Appropriate 
scheduling procedure revised. 

BRADHAm.O.S. South Carolina Electric & Gas Co. 89/06/30. Document Control 
Branch (Document Control Desk). 1p. 50458:242-50458:242. 

8907110081 Forwards rept to replace previously submitted 316(a) reaffirmation re re- 
newal amend for NPDES SC0030856, entitled, “1988 Computer Mathematical Study of 
Thermal Plume in Monticello Reservoir Generated by VC Summer Station." 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/30. WALTER.C.W. South 
Carolina, State of. 2pp. 50501:254-50501:267. 

-8907110136 “1988 Computer Mathematical Study of Thermal Plume in Monticello 
Reservoir Generated by VC Summer Station.” 

* NUS Corp. 89/05/02. 12pp. 50501:256-50501:267. 

8907110379 Certifies that plant SPDS mods will fully meet requirements of NUREG- 
0737,Suppl 1 taking into account info in NUREG-1342.per Generic Ltr 89-06.SPDS an- 
ticipated to be fully operational by 900801, per end milestones. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/07/07. Document Control 
Branch (Document Control Desk). 2pp. 50501:034-50501:035. 

8907180443 Forwards revised Amends 76 & 77 to License NPF-12 cc-rect'-'c tveos. 
HAYES,J.J. Project Directorate 11-1. 89/07/12. BRADHAM.O.S. Sou'.n Caro na Electric 
& Gas Co. 3pp. 50579:228-50579:234. 

-8907180445 Corrected pages to Amend 76 to License NPF-12 re containment sys & 
electrical power sys. 

‘ Project Directorate 11-1. 89/07/12. 3pp, 50579:231-50579:233. 

-8907210298 Corrected Page 3/4 8-1 to Amend 77 to License NPF-12 re electrical 
power sys. 

* Project Directorate 11-1. 89/07/12. Ip. 50579:234-50579:234. 

8907210313 Forwards Rev 4 to General Test Procedure GTP-302, “Inservice Testing of 
Valves," per 890717 telcon. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/07/19. HAYES.J.J. Document 
Control Branch (Document Control Desk). Ip. 50617:012-50617:136. 

-8907210228 Rev 4 to General Test Procedure GTP-302, “Inservice Testing of Valves." 
WALKER, L. South Carolina Electric & Gas Co. 89/03/31. 124pp. 50617:013- 
50617:136. 

8907260265 Summary of 890621 meeting w/util in Rockville.MD re status of licensing 
issues for plant. Discusses possibility of next refueling outage being moved from Mar 
1990 to Fall 1990. 

HAYES.J.J. Project Directorate 11-1. 89/07/21. Project Directorate 11-1. 15pp. 
50676:228-50676:242. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280240 Forwards Insp Rept 50-395/89-09 on 890501 -31. No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Ofc of the Director. 89/06/09. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 2pp. 50330:312-50330:326. 

—8906280262 Insp Rept 50-395/89-09 on 890501 -31. No violations noted. Major areas 
inspected:monthly surveillance.maint & surveillance observations, operational safety 
verification, ESF sys waikdown, onsite followup of events & written repts. 
PREVATTE.R.L.. HOPKINS, P.C., CANTRELL.F.S. Region 2, Ofc of the Director. 89/ 
06/09. 13pp. 50330:314-50330:326. 

8906290077 Requests util complete analyses of liquid samples spiked w/radionuclides 
within 60 days of receipt of sample.Spiked samples will be sent annually as part of 
routine insp program. 

COLLINS, D.M. Region 2. Ofc of the Director. 89/06/13. BRADHAM.O.S. South Caroli- 
na Electric & Gas Co. 2pp. 50370:053-50370:054. 

8906280286 Withdraws 890501 request for enforcement discretion re Tech Spec 3.6.4, 
"Containment Isolation Valves," since valve repaired during unplanned plant outage. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/14. EBNETER.S.D. Region 
2, Ofc of the Director. 1 p. 50337:041 -50337:041 . 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907180206 Confirms 890630 telcon w/DM Verrelli re 890728 enforcement conference 
in Region II ofc to discuss unqualified operator standing watch at facility.Proposed 
agenda end. 

EBNETER.S.D. Region 2. Ofc of the Director. 89/07/11. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 3pp. 50557:1 85-50557:1 87. 


8907200332 Forwards Insp Rept 50-395/89-10 on 890605-08. No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/07/11. BRADHAM.O.S. South Caroli- 
na Electric & Gas Co. 2pp. 50586:192-50586:206. 

—8907200334 Insp Rept 50-395/89-10 on 890605-08. No violations or deviations 
noted. Major areas inspected:observation & evaluation of annual radiological emergen- 
cy response exercise. 

CUNNINGHAM.A.L.. RANKIN, W.H. Region 2, Ofc of the Director. 89/07/07. 13pp 
50586:194-50586:206. 


8907250237 Forwards Insp Rept 50/395/89-11 on 890601 -30. Violations not being cited 
because criteria for categorization of licensee-identified violations met. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/07/12. BRADHAM.O.S. South Caro- 
lina Electric & Gas Co. 2pp. 50654:191-50654:202. 

-8907250239 Insp Rept 50-395/89-11 on 890601 -30. No violations noted. Major areas 
inspected:monthly maint observations.operational safety verification. ESF sys walk- 
down & onsite followup of events. 

PREVATTE.R.L, HOPKINS.P.C., MODENOS.L.P. Region 2. Ofc of the Director. 89/ 
07/12. 10pp. 50654:193-50654:202. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8967050227 Forwards Technical Rept 89-1, “Seismic Activity Near VC Summer Nuclear 
Station," for Jan-Mar 1989. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/30. Document Control 
Branch (Document Control Desk), ip. 50431:260-50431:278. 

-8907050231 Technical Rept 89-1 “Seismic Activity Near VC Summer Nuclear Station," 
for Jan-Mar 1989. 

TALWANI.P. South Carolina, Univ. of, Columbia, SC. 89-1. 89/03/31. 17pp. 
50431:261-50431:278. 

8907140166 Monthly operating rept for June 1989 for VC Summer Nuclear Station.W/ 
890706 ltr. 

HALTIWANGER.J., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/30. 
BARRY, LW. Document Control Branch (Document Control Desk). 5pp. 50541:280- 
50541:284. 


S. Reportable occurrences, LERs & related correspondence 


8906280064 Summary of Operating Reactors Events Meeting 89-21 on 890531. List of 
attendees & related info end. 

LANNING.W.D. Events Assessment Branch. 89/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 50330:010-50330:021. 

8906280282 Special Rept SPR 89-006:on 9905 '' ^.fire !B-203 declared inoperable 
due to broken welds & warping of door & o-' H:?":>.?fi>,r£ac;:.' shut down & entered 
mini-outage for repairs. Fire Door RB-303 returned to svc on 890609. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/16. EBNETER.S.D. Region 
2, Ofc of the Director. 2pp. 50333:070-50333:071. 

8906290516 LER 89-01 0-00:on 890527,discovered that channel check for sodium hy- 
droxide storage tank level not performed as required by Tech Spec 3.3.3.6.Caused by 
personnel error. Procedure 135.001 revised & issued.W/890623 ltr. 

HIGGINS.W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/21. 4pp. 
50348:018-50348:021. 

8907060246 LER 89-01 1-00:on 890528, manual reactor trip initiated following pressurizer 
safety value failure. Cause under i'^vest'gat'cr. Operato's monitored RCS pressure & 
prepared to initiate safety in oci.cn W 3:;0c? ' ‘.r 

HIGGINS.W.R., BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/27. 4pp, 
50766:295-50766:298. 

8907180098 Special Rept SPR 89-007:on 89061 1, smoke detectors in reactor bldg spuri- 
ous alarmed & could not be reset outside bldg. Entry into reactor bldg restricted due 
to unit being at 100% power.Work request initiated fo- 'eoair dijrha next outage. 
BRADHAM.O.S. South Carolina Electric & Gas Co. 99 Oc/29. lFBNETER.S.D. Region 
2, Ofc of the Director. 2pp. 50578:140-50578:141. 

8907100195 Notifies of 890624-28 fish kill, discovered in circulating water discharge 
bay.Caused by increased temp at bottom of discharge bay.Regulatory agencies noti- 
fied. 

BRADHAM.O.S. South Carolina Electric & Gas Co. 89/06/30. South Carolina, State 
of. 3pp. 50459:022-50459:024. 

8907200309 Summary of Operating Reactors Events Meeting 89-26 on 89071 2.Events 
discussed & significant elements of events presented in Enel 2. List of attendees also 
end. 

HAUGHNEY.C.J. Events Assessment Branch. 89/07/13. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 14pp. 50614:217-50614:230. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907130013 Advises portions of 890404 & 11 Rev 6 tn ci:~rci t^airTc & q‘J*'‘%ation 
plan unacceptable. Corrected pIS'' .should be Eroi c sc-ssi-.;j unac- 

oeof^blc chnnccs '.vithho'd (ref v0C--R2.":.-0' 

S.:;/Vi.-\\C..“'.A Ofc of the Director. 89/06/03. SORENSEN, G.C. Washing- 

-.c-' f',joic ?=cv.-:- System. 3pp. 50520:070-50520:072. 


H. General correspondence 

8907170080 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Plant Structures, Sys & Components." Util 
accepts NUMARC comments. 

SORENSEN, G.C. Washington Public Power Supply System. 89/07/06. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 50537:128-50537:128. 


P. Operating license stage documents & correspondence 

8906280058 Discusses plant ATWS mod schedule.Two issues re logic relays & topical 
rept need clarification. 

SORENSEN, G.C. Washington Public Power Supply System. 89/06/16. Document 
Control Branch (Document Control Desk). 2pp. 50330:085-50330:086. 

8906290478 Forwards Director of NRR 890605 Itr to representatives of Ecology Ctr of 
Southern California (ECSC), acknowledging receipt of ECSC petition & states that peti- 
tion being treated under 10CFR2.206. 

SAMWORTh-i.R.B. Project Directorate V. 89/06/23. SORENSEN,G.C. Washington 
Public Power Supply System. 3pp. 50369:217-50369:223. 

8907060012 Application for amend to License NPF-21, modifying Tech Spec Tables 
3.3. 7.5-1 & 4. 3. 7.5-1 re accident monitoring instrumentation & surveillance require- 
ments. 

SORENSEN, G.C. Washington Public Power Supply System. 89/06/23. Document 
Control Branch (Document Control Desk). 4pp. 50432:141-50432:146. 

--8907060014 Proposed Tech Specs Tables 3.3.7.5-1 & 4.3.7.5-1 changes re accident 
monitoring instrumentation & surveillance requirements. 

* Washington Public Power Supply System. 89/06/23. 2pp. 50432:145-50432:146. 

8907130081 Forwards Amend 71 to License NPF-21 & safety evaluation. Amend revises 
Tech Spec 3/4. 2.6, “Power/Flow Instability" to redefine segment of reactor core 
power/flow map in which operation prohibited. 

S‘-..M‘.VCR‘'i!.=.F. Project Directorate V. 89/06/23. SORENSEN,G.C. Washington 
Puoiir, Pov;<j' S-jpp y System. 4pp. 50536:166-50536:203. 

-8907130085 Safety evaluation supporting Amend 71 to License NPF-21. 
KNlGHTON,G.W. Project Directorate V. 89/06/23. 3pp. 50536:170-50536:172. 

-8907130089 Amend 71 to License NPF-21 .revising Tech Spec Section 3/4.2.6, 
"Power/Flow Instability" to redefine segment of reactor core power/flow map in which 
operation prohibited. 

* Washington Public Power Supply System. 89/06/23. 31pp. 50536:173-50536:203. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

P,-*.='~LOW J.3. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
o:! Ecison Co of New York, Inc. 54pp. 50416:062-50416:106. 

8907120341 Advises that final response to Generic Ltr 88-14, "Instrument Supply Sys 
Problems Affecting Safety-Related Equipment," including outage test results.will be 
provided by 890728. 

SORENSEN,G.C. Washington Public Power Supp'y Syster*’ 89 '07/06. Document 
Control Branch (Document Control Desk). Ip. 505'''.:35-';-505i-''.:35^. 

89C7240420 Confirms agreement made during 890713 telcon w/G Bouchey re response 
on suit.^.oi-:!y c’ l.ve ccmr'ujrciaiiy procured items. Response should be resubmitted to 
identify characteristics required to be verified to ascertain item acceptability. 
FAULKENBERRY,B. Region 5, Ofc of the Director. 89/07/14. MAZUR, D.W. Washing- 
ton Public Power Supply System. Ip. 50640:301-50640:301. 


Q. Inspection reports, IE Bulletins & correspondence 

8906300208 Forwards Insp Rept 50-397/89-14 on 890509-1 9.No violations noted. 
KIRSCH.D.F. Region 5, Ofc of the Director. 89/06/02. SORENSEN, G.C. Washington 
Public Power Supply System. 2pp. 50368:11 1-50368:119. 

-8906300211 Insp Rept 50-397/89-14 on 890509-1 9.No violations noted. Major areas 
inspected:inservice insp activities. 

CLARK, C.M.. RICHARDS,S.A. Region 5, Ofc of the Director. 89/06/02. 7pp. 
50368:113-50368:119. 

8906300016 Fonvards Insp Rept 50-397/89-11 on 89031 3-041 6. No violations 
noted.Concerns raised re time required to ensure establishment & implementation of 
root cause analysis program & 890311 rod drift event. 

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/06/12. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 50378:316-50378:330. 

-8906300018 Insp Rept 50-397/89-11 on 89031 3-041 6.No violations noted. Major 
areas inspected:licensee actions on previous insp findings, ESF status,surveillance & 
maint programs, LERs, special insp topics & procedural adherence. 

JOHNSON, P.H. Region 5, Ofc of the Director. 89/06/09. 13pp, 50378:318-50378:330. 

8906290448 Confirms 890614 telcon re 890628 enforcement conference w/ util in 
Walnut Creek,CA to discuss potential enforcement issues concerning environ qualifi- 
cation of electrical & commercial grade procurement & dedication process. 
ZIMMERMAN, R.P, Region 5, Ofc of the Director. 89/06/23. OXSEN,A.L. Washington 
Public Power Supply System. 3pp, 50352:001-50352:003. 


8907070086 “cr.va'ds Sa'cty Sys Outage Mod Insp Rept 50-397/89-21 on 890327- 
0407 & :"C3-26.v .vl be sub] of separate correspondence & will be discussed 

at 890628 enforcement conference. 

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/06/23. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 50441:036-50441:043. 

-8907070087 Insp Rept 50-397/89-21 on 890327-0407 & 0508-26.Potential enforce- 
ment item noted.Major areas inspected:dedication of commercial grade matl for use in 
s.afetv-reiatod applications. 

R:CHARDS.S P-ogc."- 5 Ofc of the Director. 89/06/23. 6pp. 50441:038-50441:043. 

8907140057 Forwards Insp Rept 50-397/89-13 on 890417-0603 & notice of 
violation.Numerous shutdown cooling isolations, experienced during current refueling 
outage.will be discussed at 890628 enforcement conference. 

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/06/28. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 50541:018-50541:041. 

-8907140058 Notice of violation from insp on 89041 7-0603.Violation noted:on 
89051 6,barrier not installed across entry to RWCU HX room & unauthorized worker 
allowed free access to area & failure to rept 890210 inoperability of suction valve. 
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 89/06/28. 2pp. 50541:020- 
50541:021. 

-8907140059 Insp Rept 50-397/89-13 on 89041 7-0603. Violations noted.Major areas 
inspected:control room operations, licensee actions on previous insp findings.ESF 
status.surveillance & maint programs f^ eview of periodic repts. 

JOHNSON,P.H. Region 5. Ofc of the Director. 89/06/21. 21pp. 50541:022-50541:041. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York, Inc, 64pp. 50519:019-50519:080. 

8907110162 Requests reevaluation of installed items be completed & submitted no later 
than 890707, per 890628 enforcement conference.Understands reevaluation based on 
enhanced o-'oeu-'emert program 

FAULKENBERR'''.:?. Reoion 5. Ofc of the Director. 89/07/03. MAZUR, D.W. Washing- 
ton •’’ubiic Powty Supply System, ip. 50495:213-50495:213. 

8907210039 Forwards Mgt Meeting Rept 50-397/89-18 on 890526.Findings of SSOMI 
encouraged to be reviewed w/appropriate actions taken to correct problems & root 
causes. 

Z(MMERMAN,R.P. Region 5, Ofc of the Director. 89/07/05. SORENSEN,G.C. Wash- 
ington Public Power Supply System. 2pp. 50629:168-50629:184. 

-8907210042 Mgt Meeting Rept 50-397/89-18 on 890526.Maior areas discussed:recent 
plant activities,including licensee progress in addressing & resolving SALP conclusions 
& recommendations included in 1 987-88 SALP rept. 

JOHNSON.P.H. Region 5, Ofc of the Director. 89/07/03. 15pp. 50629:170-50629:184, 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907170280 Provides justification for continued use of five installed items identified in 
Insp Rept 50-397/89-21, in response to BH Faulkenberry 890703 Itr.Final results & as- 
sessment of addi commercial grade items will be provided by 890815. 

BOUCHEY,G.D. Washington Public Power Supply System. 89/07/10. 
FAULKENBERRY,B. Region 5, Ofc of the Director. 7pp. 50555:101-50555:107. 

8907180144 Responds to concerns noted in Insp Rept 50-397/89-01 re implementation 
of root cause analysis (RCA) program & RCA rept prepared for 890311 rod drift 
event.Plans to combine elements of process & document results in incident rept. 
BOUCHEY, G.D. Washington Public Power Supply System, 89/07/12. Document Con- 
trol Branch (Document Control Desk). 2pp. 50578:237-50578:238. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907190022 Monthly operating rept for June 1989 for WPPSS-2.W/890710 Itr. 
HUTCHISON, LB„ POWERS,C.M. Washington Public Power Supply System. 89/06/ 
30. 4pp. 50630:249-50630:252. 


S. Reportable occurrences, LERs & related correspondence 

8907140077 Summary of Operating Reactors Events Meeting 89-24 on 890621. On 
89061 5,potential unmonitored primary coolant release path to environ discovered at 
WPPSS-2.0n 89061 7, loss of offsite power occurred at Brunswick,Unit 2. 
HAUGHNEY,C.J. Events Assessment Branch. 89/06/22. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 14pp. 50541:081-50541:094. 

8906300101 LER 89-021 -00:on 890527,electrical protection assembly breaker tripped 
causing loss of power to reactor protection; sys bus B.Cause unknown.Upgraded 
breaker equipment will be installed.W/890623 Itr, 

ARBUCKLE.J.D., POWERS,C.C. Washington Public Power Supply System. 89/06/23. 
5pp. 50365:346-50365:350. 

8907100288 Forwards LER 89-020-00 on 890527.Two related events associated w/ESF 
isolation involving RHR sys discussed.Plant personnel erred in overlooking verbal noti- 
fication of second event. 

POWERS, C.M. Washington Public Power Supply System. 89/06/26. Document Con- 
trol Branch (Document control Desk). 1p. 50456:294-50456:301. 
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-8907100289 LER 89-020'00:on 890527 & 0605, during local leak rate testing, valve 
RHR-V-9 automatically isolated.Caused by procedural inadequacy & inadequate cor- 
rective action following second event.Procedure modified. 

ARBUCKLE.J.D. Washington Public Power Supply System. 89/06/26. 7pp. 50456:295- 
50456:301. 

8907100051 LER 89-022-00:on 890530, loss of secondary containment during core alter- 
ations due to unisolatable lines occurred. Caused by simultaneous activities.RHR heat 
exchanger isolation valves closed to reestablish integritv.W' ^990629 Itr. 

FULLER. R.E., POWERS, C.M. Wasninotc' PLfcic ^cwer Sucplv System. 89/06/29. 
7pp. 50451:085-50451:091. 

8907100048 LER 89-023-00:on 890531. ESF isolations & actuations occurred due to 
loss of reactor protection sys bus during testing. Caused by personnel error.Logic sys 
functional test procedure revised.Test eng^-^eer counseled. W/S90630 Itr 
ARBUCKLE.J.D., POWERS.C.M. Wasl'.rot.'jn ^uh.'iC =ower Supc v System 89/06/30. 
7pp. 50451:075-50451:081. 

8907190359 LER 89-024-00*or esoeM.seccndar; containment bypass leakage found 
greater than allowed by das.cn oas.s.Caused uy equipment design deficiency.Check 
valves in common discharge ■ine c' CPC ojmp installed to prevent leakage. W/89071 4 
Itr. 

DAVISON.W.S., POWERS.C.M. Washington Public Power Supply System. 89/07/14. 
6pp. 50583:140-50583:145. 

8907240014 LER 89-025-00:on 890617 & 18,three separate but related events occurred 
which caused ESF isolations & actuations during excess flow check valve 
testing.Caused by inadequate procedure.Procedure modified. W/89071 7 Itr. 
ARBUCKLE.J.D. Washington Public Powe- Suppiv System. POWERS.C.M. Niagara 
Mohawk Power Corp. 89/07/17. 9pp. 50534:337-50634:34 = 

8907280223 LER 89-026-00:on 89061 9, testing confirmed that selected penetrations in 
steam tunnel could fail to perform as pressure boundary following design basis main 
steamline break.Caused by inadequate design mgt programs. W/89071 9 Itr. 

FULLER, R.E.. POWERS,C.M. Washington Public Power Supply System. 89/07/19. 
5pp. 50684:082-50684:086. 


V. Operator Examinations 

8907100188 Responds to 890508 request for formal review of dynamic scenario for re- 
qualification exams. Formal review requested will be accomplished as part of sched- 
uled requalification program evaluation in Feb 1990.per NUREG-1021. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/06/26. FISHER.G. Washington Public 
Power Supply System, ip. 50458:165-50458:165. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp, 50519:081-50519:136. 


DOCKET SO-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906280109 Forwards Insp Rept 50-400/89-10 on 890522-26.No violations or devi- 
ations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/12. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50333:010-50333:018. 

-8906280115 Insp Rept 50-400/89-10 on 890522-26. Major areas inspected: radiation 
protection program.including organization & mgt controls.external & internal exposure 
control, control of radioactive matl & contamination, surveys & monitoring. 

WRIGHT, F.N.. POTTER,J.P. Region 2, Ofc of the Director. 89/06/08. 7pp. 50333:012- 
50333:018. 

8907070028 Forwards Insp Rept 50-400/89-12 on 890522-26.No violations or devi- 
ations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/23. EURY.L.W, Carolina Power & 
Light Co. 2pp. 50440:191-50440:199. 

-8907070029 Insp Rept 50-400/89-12 on 890522-26.No violations or deviations 
noted.Major areas inspected:operational readiness of site emergency preparedness 
program.including review of emergency plan & associated implementing procedures. 
KREH.J.L., RANKIN.W.H. Region 2, Ofc of the Director. 89/06/21. 7pp. 50440:193- 
50440:199. 

8906300060 Forwards objectives for annual emergency preparedness exercise sched- 
uled for 890914, per 841011 request. Exercise to fulfill biennial excercise requirements 
for local county govts. 

LOFLIN.L.l. Carolina Power & Light Co. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50379:307-50379:309. 

8907050046 Documents that emergency operating procedure revs & training completed 
prior to startup from second fuel cycle, per Generic Ltr 83-28 & TMI Item I.C.1. 
LOFLIN.L.l. Carolina Power & Light Co. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:002-50418:002. 

8907110370 Forwards Insp Rept 50-400/89-11 on 89051 5-1 9.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2. Ofc of the Director. 89/07/05. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50501:341-50501:343. 

-8907110372 Partially withheld Insp Rept 50-400/89-11 on 890515-19 (ref 10CFR2.790 
& 73.21 ).No violations or deviations noted.Major areas inspected:physical security pro- 
gram & vital area barriers.Noncited violation confirmed. 

MASNYK,0.. MCGUIRE.D.R. Region 2, Ofc of the Director. 89/06/28. Ip. 50501:343- 
50501:343. 

8907170442 Revised plant emergency procedures.including Rev 3 to PEP-322, "Re- 
questing Assistance From Agreement Organizations" & Rev 4 to PEP-103, "Site 
Emergency Coordinator - Technical Support Ctr." W/890707 Itr. 

HINNANT.C.S. Carolina Power & Light Co. 89/07/07. 107pp. 50543:290-50544:036. 


8907210159 Advises of 890918-29 initiative insp of emergency operating procedure insp 
program to verify that procedures accurate & specified actions can be accomplished 
using existing equipment & controls. 

REYES.LA. Pecic- 3 Of: cf t‘-£ Director. 89/07/13. EURY,LW. Carolina Power & 
Light Co. 2pp =06" ~.22'.-z2-6 \ 5 223. 

8907260193 Forwards Rev 15 to emergency plan PLP-201. Changes to emergency 
action levels submitted for review & will not be implemented until receipt of NRC ap- 
proval. 

RICHEY, R.B. Carolina Power & Light Co. 89/07/20. Document Control Branch (Docu- 
ment Control Desk). Ip. 50657:045-50657:093. 

-8907260198 Rev 15 to Plant Operating Manual PLP-201, "Emergency Plan.” W/two 
oversize figures. 

HINNANT.C.S. Carolina Power & Light Co. 89/07/20. 47pp. 50657:046-50657:093. 


H. General correspondence 


8907050309 Forwards current organizational chart for environ & radiation control unit at 
facility. 

SIPP.J.R. Carolina Power & Light Co. 89/06/23. WRIGHT.F. Region 2, Ofc of the Di- 
rector. 2pp. 50450:288-50450:289. 


P. Operating license stage documents & correspondence 


8907180263 Fonvards AEOD Technical Review Rept AEOD/T911, "Evaluation of Indi- 
vidually Reported Safety Sys LERs for Their Combined Significance." 

MANNING.F.M. Reactor Operations Analysis Branch. 89/06/20. ROSENTHAL.J. Re- 
actor Operations Analysis Branch. Ip. 50578:121-50578:125. 

-8907180278 AEOD/T911, "Evaluation of Individually Reported Safety Sys LERs for 
Their Combined Significance." 

MANNING.F.M. Office for Analysis & Evaluation of Operational Data, Director, 89/06/ 
20. 4pp. 50578:122-50578:125. 

8907030191 Advises that util 890203 response to Generic Ltr 88-14, "Instrument Air 
Sys Problems Affecting Safety-Related Equipment," acceptable.Post-implementation 
audit insp planned to confirm response to Itr & judge effectiveness. 

BECKER, R.A. Project Directorate 11-1. 89/06/26. EURY.L.W. Carolina Power & Light 
Co. 2pp. 50391:234-50391:235. 

8907050202 Advises that util did not purchase electrical components &/or parts from 
Planned Mai'~t Sys.'nc.m response to NRC 890522 Itr. 

LOFLIN,L.I. Ca-c: na Powe' & Light Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:064-50418:067. 

-8907050210 Requests that util review records to verify whether electrical components 
or &/or parts procured from Planned Maint Sys.lnc.Response requested within 30 
days of Itr receipt. 

HAYES, B.B. Office of Investigations (Pre 880201). 89/05/22. LOFLIN.L. Carolina 
Power & Light Co. 3pp. 50418:065-50418:067. 

8907050046 Documents that emergency operating procedure revs & training completed 
prior to startup from second fuel cycle, per Generic Ltr 83-28 & TMI Item I.C.1 . 
LOFLIN.LI. Carolina Power & Light Co. 89/06/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 50418:002-50418:002. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 87041 1 ). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907060142 Suppis 890417 application for amend to License NPF-63, revising Tech 
Spec 6.9. 1.6 re core operating limits rept in support of Cycle 3 reload, per NRC com- 
ments. 

CUTTER,A.B. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 50434:011-50434:013. 

-8907060146 Proposed Tech Spec 6.9.1. 6, "Core Operating Limits Rept." 

* Carolina Power & Light Co. 89/06/29. 2pp. 50434:012-50434:013. 

8907060248 Forwards addi info re util 89041 1 application for amend to License NPF- 
63,changing Tech Specs to revise limit for max fuel enrichment. 

LOFLIN.LI. Carolina Power & Light Co. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50431:339-50431:342. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070180 Application for amend to License NPF-63.revising Tech Specs re pressure- 
temp limitations on RCS, heatup & cooldown rates & associated low temp overpres- 
sure protection sys setpoints & enable temp. Detailed description end. 

CUTTER.A.B. Carolina Power & Light Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 14pp. 50442:136-50442:180. 

-8907070181 Proposed Tech Specs re RCS cooldown & heatup limitations. 

‘ Carolina Power & Light Co. 89/06/30. 31pp. 50442:150-50442:180. 

8907170259 Submits addI info re implementation status of SPDS for plant in response 
to Generic Ltr 89-06, "Task Action Item l,D.2 - SPDS.Util certifies that SPDS meets 
requirements of NUREG-0737. 

CUTTER.A.B. Carolina Power & Light Co. 89/07/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50560:007-50560:008. 

8907170369 Retyped Tech Spec amend bar pages.per 890417 rev to Tech Specs on 
Cycle 3 reload. 

LOFLIN.LI. Carolina Power & Light Co. 89/07/13. 47pp. 50548:182-50548:229. 
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8907190072 Requests certification for each proposed Tech Spec exception to be grant- 
ed under Generic Ltr 87-09 that remedial measures prescribed for affected action 
statements consistent w/ updated FSAR & supporting safety analyses. 

BECKER. P.A D-ciect Directorate 11-1. 89/07/13. EURY.L.W. Carolina Power & Light 
Co. 3pp. 5:^S;: 0'::-5C58;:.C62 

8907260096 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Program provides controls & assurances that structural integrity of high- 
energy carbon steel sys maintained as required by Generic Ltr 89-08. 

CUTTER, A.B. Carolina Power & Light Co. 89/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50673:063-50673:064, 


Q. inspection reports, (E Bulletins & correspondence 

8906280109 Forwards Insp Rept 50-400/89-10 on 890522-26.No violations or devi- 
ations noted. 

COLLINS, D.M. Roqio- 2. Ofc c" the Director. 89/06/12. EURY,L.W. Carolina Power & 
Light Co. 2pp. 50333:0 '0-5:333 Clfi. 

-8906280115 Insp Rept 50-400/89-13 o" 690522-26 Major .areas irscc-cted: radiation 
protection program. including organiza: cn & mgs con:rc's. externa. & internal exposure 
control, control of radioactive matl & ccntamiraT on surveys & Tto-.iic'Tg 
WRIGHT, F.N., POTTER.J.P. Region 2, Cfc o‘ the Di.'ector. 89/3-6/08. ?pp. 50333:012- 
50333:018. 

8907070028 Forwards Insp Rept 50-400/89-12 on 890522-26.No violations or devi- 
ations noted. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/23. EURY,L.W. Carolina Power & 
Light Co. 2pp. 50440:191-50440:199. 

-8907070029 Insp Rept 50-400/89-12 on 890522-26.No violations or deviations 
noted. Major areas inspected:operational readiness of site emergency preparedness 
prcq-an. including '■evie-w of emergency plan & associated implementing procedures. 
.KREh.w L... RANK N.'.V.H. Region 2, Ofc of the Director. 89/06/21. 7pp. 50440:193- 
50440:199. 

8907110020 Discusses licensee confirmation of response to NRC Bulletin 88-004.Action 
considered complete. 

BECKER. R.A. Project Directorate 11-1. 89/06/28. ADENSAM,E.G. Project Directorate 
11-1. Ip. 50500:274-50500:274. 

8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907110370 Forwards Insp Rept 50-400/89-11 on 89051 5-1 9.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2, Ofc of the Director. 89/07/05. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50501:341-50501:343. 

-8907110372 Partially withheld Insp Rept 50-400/89-11 on 890515-19 (ref 10CFR2.790 
& 73.21). No violations or deviations noted. Major areas inspected:physical security pro- 
gram & vital area barriers.Noncited violation confirmed, 

MASNYK.O., MCGUIRE,D.R. Region 2, Ofc of the Director. 89/06/28. Ip. 50501:343- 
50501:343. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180194 Fon/vards Insp Rept 50-400/89-13 on 890524-0620. No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/07/07. EURY.L.W. Carolina Power 
& Light Co. 2pp. 50558:020-50558:028. 

“8907180199 Safety Insp Rept 50-400/89-13 on 890524-0620.No violations or devi- 
ations noted.Major areas inspected:operational safety verification.surveillance & maint 
observations, compliance w/ ATWS rule (10CFR50.62) & NRC Bulletin 89-001. 
BRADFORD.W.H., SHANNON, M.C., DANCE.H.C. Region 2, Ofc of the Director. 89/ 
07/06. 7pp. 50558:022-50558:028. 

8907210159 Advises of 890918-29 initiative insp of emergency operating procedure insp 
program to verify that procedures accurate & specified actions can be accomplished 
using existing equipment & controls. 

REYES.L.A. Region 2, Ofc of the Director. 89/07/13. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50615:222-50615:223. 

8907110441 NRC Bulletin 89-002, ‘‘Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, ‘‘Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907180503 Monthly operating rept for June 1989 for Harris Nuclear Power Plant, Unit 
1.W/890711 ltr. 

HALE.M., RICHEY,R.B. Carolina Power & Light Co. 89/06/30. 5pp. 50572:326- 
50572:330. 


S. Reportable occurrences, LERs & related correspondence 

8907050130 LER 88-002-01 :on 8801 19, vent stack 5A wide range gas monitor 
Rm#1WV-3547-1 declared inoperable, per Tech Spec 3.3.3,11. Caused by maint sur- 
veillance test not being completed as scheduled.New procedure initiated. W/890626 
ltr. 

JEFFRIES.C.K., RICHEY,R.B. Carolina Power & Light Co. 89/06/26. 5pp. 50411:356- 
50411:360. 


8907170058 Potential significant deficiency & Part 21 rept re insufficient actuator force 
to open atmospheric dump valves. New plug assembly & new piston ring assembly 
should be installed. NRC also informed of problem. 

STERUD,C.G. Control Components, Inc. 89/06/28. HINNANT,S. Carolina Power & 
Light Co. 2pp. 50548:084-50548:085. 

8907050440 LER 89-01 0-00:on 890529, Tech Specs violation occurred when performing 
incorrect reactor coolant analysis.Caused by personnel error.Correct analysis for 
sample completed. Technician involved counseled. W/890629 ltr. 
SCHWABENBAUER,R, RICHEY,R.B. Carolina Power & Light Co. 89/06/29. 4pp. 
50407:179-50407:182. 

8907250137 LER 89-01 1-00:on 890607, inaccurate reading from resistance temp detec- 
tor (RTD) used to measure thermocouple ref junction box temp reported.Caused by 
corrosion of RTD terminal contacts.Connection repaired.W/890719 ltr. 

LEW,G.T., RICHEY,R.B. Carolina Power & Light Co. 89/07/19. 5pp. 50645:061- 
50645:065. 


V. Operator Examinations 

8907180094 Requests that end ref mails be furnished to NRC by 890721 for requalifi- 
cation program evaluation scheduled for wks of 891002 & 09.Requirements for devel- 
oping & conducting exams & NRC rules & guidance for examinees also end. 
PEEBLES,T.A, Region 2, Ofc of the Director. 89/07/05. EURY,L.W. Carolina Power & 
Light Co. 8pp. 50579:090-50579:097. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8907110035 Forwards corrected Pages 10-12 to Rev 2 to physical security 
plan,correcting typos.W/o end. 

SANDQUIST,G.M. Utah, Univ. of, Salt Lake City, UT. 89/06/30. EVERETT, R.J. Region 
4, Ofc of the Director. Ip. 50530:012-50530:012. 

8907190385 Advises that 890719 & 0630 Rev 2 to physical security plan consistent w/ 
provisions of 10CFR50.54(p) & acceptable. 

MURRAY,B. Region 4, Ofc of the Director. 89/07/10. BROPHY.J.J. Utah. Univ. of. 
Salt Lake City, UT. 2pp. 50593:314-50593:315. 


S. Reportable occurrences, LERs & related correspondence 

8907110228 PNO-IV-89-045:on 890703, earthquake near Tremonton,UT 

occurred. Earthquake safety interlocks did not trip & no damage occurred. 

MURRAY.B. Region 4, Ofc of the Director. 89/07/05. 1p. 50495:215-50495:215. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


I. Financial information 


8907170227 ‘‘1988 Dairyland Power Cooperative Annual Rept." 

TAYLOR,J.W., WILLINK.W. Dairyland Power Cooperative. 88/12/31. 32pp. 

50559:051-50559:082. 


J. Insurance & indemnity information 

8907100134 Forwards Endorsements 71,72,73,74,75 & 76 to NELIA Policy NF-217. 
FREUHLING,O.C. Dairyland Power Cooperative. 89/06/27. DINITZ,!. NRC - No De- 
tailed Affiliation Given. 7pp. 50507:318-50507:324. 


P. Operating license stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
sunreillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907180280 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2, SPDS." All 
spent fuel transferred from reactor to spent fuel storage well & on 870804,License 
DPR-45 amended to possess- but-do-not-operate status. 

TAYLOR.J.W. Dairyland Power Cooperative. 89/07/10. Document Control Branch 
(Document Control Desk). 1 p. 50580:026-50580:026. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Cb. of New York, Inc. 60pp. 50449:001-50449:066, 
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8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Iriternal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:1 14. 


U. Congressional/Executive Correspondence 

89052t0533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH,L.W. Commissioners. 89/05/ f9. JOHNSTON,J,B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110284 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 1. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON,J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:138-50519:140. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907170269 Advises that 890103 Rev 7 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion in plan.Unoerstands that abbrevia- 
tions on Figure 10 will be added to next plan rev. 

BELLAMY.R.R. Region 1, Ofc of the Director. 89/06/29. BERATTA.J.P. Niagara 
Mohawk Power Corp. 3pp. 50548:081-50548:083. 


P. Operating license stage documents & correspondence 


8906280217 Forwards safety evaluafic*' sccc?o*rc licensee responses to Generic Ltr 
83-28, Items 4.5.3, “Reactor Trip Ro.ac.'iiy Sys for All Domestic Operating Reactors." 
Contractor rept also end. 

SLOSSON.M.M. Project Directorate 1-1. 89/06/22. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp, 50330:251-50330:282. 

-8906280218 Safety evaluation re Generic Ltr 83-28, Item 4.5.3, "Reactor Trip Sys Reli- 
ability for All Domestic Operating Reactors." Intervals for on-line functional testing 
consistent w/ achieving high reactor the sys re!Ts!:‘"*y at all reactors. 

* NRC - No Detailed Affiliation Given. 8;}.':6.22 2pp 50330:253-50330:282. 

8906290476 Advises that no electrical components or parts procured from Planned 
Maint Sys, Inc from 850701 to present, in response to 890522 Itr. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/06/22. Region 4, Ofc of the Director. 
1p. 50362:220-50362:220. 

8907030200 Forwards NRR director 890605 Itr to Ecology Ctr of Southern California 
representative ackncw'edgmg receipt of pet^ion filed by ctr & advising that petition 
being treated under 1 0CF.R2 .iC5 c' C::mrr !Sso'i regulations. 

SLOSSON.M.M. Project Directorate I-1. 89/06/23. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 50391:241-50391:245. 

8907050229 Requests withdrawal of 880901 request for exemption from requirements 
of 10CFR21.31 for procurement of replacement parts for drywell & diesel exhaust 
vacuum relief valves from GPE Controls. Vendor will not let 10CFR21 apply. 

TERRY, C.D. Niagara Mohawk Power Corp. 89/06/27. Document Control Branch 
(Document Control Desk). Ip. 50418:004-50418:004. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants. & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110350 Forwards response to Generic Ltr 89-08 re implementation of long-term 
erosion/corrosion monitoring program. Unit 2 erosion-corrosion program being formal- 
ized & planned to be issued prior to first refueling outage. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/07/05. Document Control Branch 
(Document Control Desk). 3pp, 50501:338-50501:340, 

8907120315 Notification of 890712 meeting w/util in Rockville, MD to discuss licensing 
action status. 

SLOSSON.M.M. Project Directorate 1-1. 89/07/05. CAPRA, R.A. Project Directorate I- 
1. 3pp. 50510:352-50510:354. 

8907180432 Advises that 890627 request for withdrawal of 880901 limited exemption 
from requirements of 10CFR21.31 for procurement of replacement parts of drywell & 
diesel exhaust vacuum relief valves from GPE Controls granted. 

SLOSSON.M.M. Project Directorate 1-1. 89/07/10. BURKHARDT.L Niagara Mohawk 
Power Corp. 2pp, 50579:235-50579:236, 


8907180072 Provides response to Generic Ltr 89-06, "Task Action Plan Item 1.D.2 - 
SPDS." Certification stating plant Unit 1 SPDS sys meets requirements of NUREG- 
0737,Suppl 1 & plant Unit 2 SPDS sys will be modified to meet NUREG-0737,Suppl 1 
end. 

TERRY.C.D. Niagara Mohawk Power Corp. 89/07/11. Document Control Branch 
(Document Control Desk). 6pp. 50579:340-50579:345. 


Q. inspection reports, IE Bulletins & correspondence 


8906290080 Forwards Safety Insp Repts 50-220/89-15 & 50-410/89-13 on 890508- 
12. No violations noted. 

DURR.J. Region 1. Ofc of the Director. 89/06/20. BURKHARDT.L. Niagara Mohawk 
Power Corp. 2pp. 50369:116-50369:128. 

-8906290084 Insp Repts 50-220/89-15 & 50-410/89-13 on 890508-12.No violations 
noted.Major areas inspected:licensee implementation of second 10-yr interval inserv- 
ice testing program & inservice testing of diesel generator valves. 

GOLLA.J.A., EAPEN.P.K. Region 1, Ofc of the Director. 89/06/13. 11pp. 50369:118- 
50369:128. 

8906300134 Forwards util response to 890522 SALP.Util agrees w/need to improve sur- 
veillance testing data & upgrading design basis for core spray & HPCI sys. 
BURKHARDT.L. Niagara Mohawk Power Corp. 89/06/23. Document Control Branch 
(Document Control Desk). I3pp. 50379:140-50379:152. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050384 Forwards current status of efforts to provide traceability for molded-case 
circuit breakers, in response to NRC Bulletin 88-0l0.Total of 32 molded-case circuit 
breakers traced to circuit breaker mfg.Final response will be sent by 890831. 
TERRY.C.D. Niagara Mohawk Power Corp. 89/06/30. Document Control Branch 
(Document Control Desk). 5pp. 50450:294-50450:298. 

8907170049 Responds to NRC 890606 Itr re violations noted in Insp Repts 50-220/89- 
05 & 50-41 0/89-05.Corrective actions-.emergency Work Request 160666 generated & 
addi shift mgt individual w/senior reactor operator license included as reviewer. 
BURKHARDT.L. Niagara Mohawk Power Corp. 89/07/05. Document Control Branch 
(Document Control Desk). 4pp. 50554:163-50554:166. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907200330 Monthly operating rept for June 1989 for Nine Mile Point Nuclear Station 
Unit 2.W/890711 Itr. 

TOMLINSON,E.S., WILLIS.J.L. Niagara Mohawk Power Corp. 89/06/30. 20pp. 
50612:237-50612:256. 

8907240304 Provides plant status rept for 890603-0711, 

COOK.W.A. Region 1, Ofc of the Director. 89/07/12. WIGGINS. J.T. Region 1, Ofc of 
the Director. 4pp. 50641:055-50641:058. 


S. Reportable occurrences, LERs & related correspondence 

8906290176 LER 89-01 7-00:on 89051 9, discovered that temp measurement for main 
steam line tunnel leads end via E31-N618B was not taken on 890407.Caused by per- 
sonnel error.Individual counseled & second operator added to shift.W/890620 Itr. 
SMITH.R.G., WILLIS.J.L. Niagara Mohawk Power Corp. 89/06/20. 5pp. 50337:140-' 
50337:144. 

8906290184 LER 89-016-00:on 890519,dur.ng second level review of daily checks pro- 
cedure for 890508 & 09, determ .neo that u.-t in violation of Tech Spec 3,1.5 re stand- 
by liquid control sys. Caused by personnel error. Procedures revised.W/890620 Itr. 
SMITH.R.G., WIILIS.J.L. Niagara Mohawk Power Corp. 89/06/20. 5pp. 50337:135- 
50337:139. 

8906290221 Advises that nonconforming condition.discussed in LER 89-02, re penetra- 
tion seals associated w/circulating water sys flood boundary could constitute substan- 
tial safety hazard. Further info will be provided, 

TERRY.C.D, Niagara Mohawk Power Corp. 89/06/20. Document Control Branch 
(Document Control Desk). Ip, 50363:304-50363:304. 

8906300110 LER 89-002-01 :on 8901 25, unidentified electrical blockout in wall found not 
to have been sealed.Caused by combination of installation & design 
deficiencies.Engineering design change documents issued to correct deficiencies.W/ 
890622 Itr. 

WARD.K., WILLIS.J.L. Niagara Mohawk Power Corp. 89/06/22. 9pp. 50365:337- 
50365:345. 

8907100253 LER 89-01 8'00:on 890530, determined that Operations Surveillance Proce- 
dure N2-OSP-EGS-M001 did not provide for verification of valve operability.Caused by 
procedural deficiency in inservice test program.W/890629 Itr. 

THOMAS, K.B., WILLIS.J.L. Niagara Mohawk Power Corp. 89/06/29. 5pp. 50450:352- 
50450:356. 
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8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co., Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 50644:273-50644:279. 

8907190342 LER 89-01 9-00:on 89061 3, discovered that area unit cooler required for 
operability of Div II svc water sys had been returned to svc w/defect.Caused by per- 
sonnel error. Operability of redundant component verified.W/890713 Itr. 

SMITH, R.G., WILLIS,J.L Niagara Mohawk Power Corp. 89/07/13. 5pp. 50583:076- 
50583:080. 

8907240008 LER 89-020-00:on 89061 9, surveillance procedure did not contain correct 
pump vibration limiting acceptance criteria as required by inservice test 
program.Caused by procedural deficiency.Surveillance procedure revised. W/89071 7 
Itr. 

THOMAS,K.B., BURKHARDT.L. Niagara Mohawk Power Corp. 89/07/17. 6pp. 
50644:093-50644:098. 


V. Operator Examinations 

8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp, 50519:081-50519:136. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907190323 Forwards Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 
0602.No violations noted. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/07/13. SIEBER.J.D. Duquesne Light 
Co. 2pp. 50582:015-50582:026. 

-8907190325 Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 0602.No 
violations noted.Major areas inspected:emergency preparedness program including 
review of previously identified insp findings & changes to program. 

GORDON, C.2. Region 1. Ofc of the Director. 89/07/12. 10pp. 50582:017-50582:026. 


P. Operating license stage documents & correspondence 

8906290498 Forwards application for amend to License NPF-73,consisting of License 
Change Request 18,revisng Tech Specs re max svc water temp limit, recirculation 
spray HXs svc water flow requirements & containment air partial pressure limits. 
SIEBER.J.D. Duquesne Light Co. 89/06/22. Document Control Branch (Document 
Control Desk). Ip. 50364:147-50364:164. 

-8906290502 Application for amend to License NPF-73, revising Tech Specs re max svc 
water temp limit, recirculation spray HXs svc water flow requirements & containment 
air partial pressure & containment average air temp operating limits. 

SIEBER.J.D. Duquesne Light Co. 89/06/22. Ip. 50364:148-50364:148. 

—8906290506 Proposed Tech Specs re max svc water temp limit, recirulation spray HXs 
svc water flow requirements & containment air partial pressure & containment average 
air temp operating limits. 

• Duquesne Light Co. 89/06/22. 16pp. 50364:149-50364:164. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907110112 Forwards application for amends to Licenses DPR-66 & NPF-73, revising 
Tech Specs re reactivity control sys providing consistency between units & correcting 
errors. 

SIEBER.J.D. Duquesne Light Co. 89/06/29. Document Control Branch (Document 
Control Desk). Ip. 50500:358-50501:023. 

-8907110113 Application for amends to Licenses DPR-66 & NPF-73, revising Tech 
Specs re reactivity control sys, providing consistency between units & correcting 
errors. 

SIEBER.J.D. Duquesne Light Co. 89/06/29. 1p. 50500:359-50500:359. 

-8907110118 Proposed Tech Specs re reactivity control sys, providing consistency be- 
tween units & correcting errors, 

* Duquesne Light Co. 89/06/29. 25pp. 50500:360-50501:023. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907100050 Notification of 890711 meeting w/util in Rockville, MD to discuss status of 
various licensing actions. 

TAM.P.S. Project Directorate 1-4. 89/07/03. STOLZ.J.F. Project Directorate 1-4. 3pp. 
50457:206-50457:208. 

8907140292 Forwards functional requirements matrix, similarity document & description 
of continuing plant safety monitoring sys verification & validation program accompa- 
nied by grapnical representation of proaram.per 890510 request. 

SIEBER.J.D. Duquesne Light Co. 89/07/07. Document Control Branch (Document 
Control Desk). 19pp. 50639:164-50639:182. 

8907200323 Forwards Amends 142 & 18 to Licenses DPR-66 & NPF-73. respectively & 
safety evaluation. Amends revise Tech Specs to delete Table 4.5-5. “Reactor Vessel 
Matl Irradiation Surveillance,..,’’ & Surveillance Requirement 4.4,9. 1.c. 

TAM.P.S. Project Directorate I-4. 89/07/12. SIEBER,J.D. Duquesne Light Co. 3pp. 
50614:199-50614:216. 

—8907200327 Amends 142 & 18 to Licenses DPR-66 & NPF-73, respectively, revising 
Tech Specs by deleting Table 4.5-5. “Reactor Vessel Matl Irradiation Surveillance 
Schedule,’’ & associated Sunreillance Requirement 4.4.9.I.C. 

STOLZ,J.F. Project Directorate 1-4. 89/07/12. 13pp. 50614:202-50614:214. 


“8907200331 Safety evaluation supporting Amends 142 & 18 to Licenses DPR-66 & 
NPF-73 , respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/12. 2pp. 
50614:215-50614:216. 

8907200421 Discusses NRC position on util 88081 1 request for amend to Tech Spec 
Section 4.7.8. 1.b to relax supplemental leak collection & release sys charcoal filter 
test requirements. Deviation from Westinghouse STS not justified. 

TAM,P.S, Project Directorate 1-4. 89/07/17. SIEBER.J.D. Duquesne Light Co. 2pp. 
50588:357-50588:358. 


8907210324 Advises that inquiries sent to all contractors & subcontractors re reporting 
of potential safety issues to NRC & internal review performed, per 890427 Itr. 

VON SCHACK.W.W. Duquesne Light Co. 89/07/18. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50615:057-50615:058. 

8907260305 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Rev to engineering std to clarify intent of erosion/corrosion monitoring pro- 

§ ram expected to be completed by 890930. 

lEBER.J.D. Duquesne Light Co, 89/07/18. Document Control Branch (Document 
Control Desk). 3pp. 50676:247-50676:249. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290342 Forwards response to IE Bulletin 89-001, "Failure of Westinghouse Steam 
Generator Tube Mechanical Plugs." Westinghouse plugs from Heats 3279,3513,3962 
& 4523 will be prohibited from installation at Units 1 & 2. 

SIEBER.J.D. Duquesne Light Co. 89/06/16. Document Control Branch (Document 
Control Desk). 5pp. 50364:188-50364:192. 

8906290205 Fonvards Safety Insp F^ept 50-412/89-10 on 89051 5-1 9.No violations 
noted. 

STROSNIDER.J.R. Region 1, Ofc of the Director. 89/06/20. SIEBER.J.D. Duquesne 
Light Co. 2pp. 50363:294-50363:303. 

-8906290210 Insp Rept 50-412/89-10 on 89051 5-1 9.No violations noted. Major areas 
inspected:inservice insp activities, including observations of NDE in 
progress,implementing NDE procedures & review of inservice insp data. 
MCBREARTY.R.A., CHAUDHARY.S.K. Region 1, Ofc of the Director. 89/06/09. 8pp. 
50363:296-50363:303. 

8907050102 Confirms NRC plan to conduct site audit on 890803-04, as part of efforts to 
complete review of util submittals on thermal stratification of pressurizer surge 
line.EncI 1 provides outline of audit activities for NRC Bulletin 88-010 issues. 

TAM.P.S. Project Directorate 1-4. 89/06/28. SIEBER.J.D. Duquesne Light Co, 5pp. 
50418:012-50418:016. 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.’’ Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp, 50449:001-50449:066. 

8907140194 Forwards Safety Insp Repts 50-334/89-10 & 50-412/89-11 on 890515- 
19.No violations noted. 

DURR.J.P. Region 1, Ofc of the Director. 89/07/06. SIEBER.J.D, Duquesne Light Co. 
2pp. 50544:288-50544:304. 

-8907140197 Insp Repts 50-334/89-10 & 50-412/89-11 on 89051 5-1 9.No violations 
noted.Major areas inspected:engineering & maint for limit & torque switch settings in 
motor-operated valves & corrective actions from Bulletin 85-003. 

MATHEW.R.K., ANDERSON.C.J. Region 1. Ofc of the Director. 89/06/28. 15pp. 
50544:290-50544:304. 


8907190323 Forwards Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 
0602. No violations noted. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/07/13. SIEBER,J.D. Duquesne Light 
Co. 2pp. 50582:015-50582:026. 

-8907190325 Safety Insp Repts 50-334/89-11 & 50-412/89-12 on 890531- 0602.No 
violations noted.Major areas inspected:emergency preparedness program including 
review of previously identified insp findings & changes to program. 

GORDON.C.Z., LAZARUS, W.J. Region 1, Ofc of the Director. 89/07/12. 10pp. 
50582:017-50582:026. 

8907240226 Fonwards followup rept for NRC Bulletin 88-008, "Thermal Stresses in 
Piping Connected to RCS." No recordable indications found during ultrasonic 
exam. Monitoring of piping lines will continue during second fuel cycle. 

SiEBER,J.D. Duquesne Light Co. 89/07/14. Document Control Branch (Document 
Control Desk). 4pp. 50636:142-50636:145. 

8907240425 Advises that licensee 890630 response to NRC Bulletin 88-003, “Inad- 
equate Latch Engagement in HFA Type Latching Relays Mfg by GE" complete.No 
HFA relays installed or planned for installation in safety-related sys. 

TAM.P.S. Project Directorate 1-4. 89/07/18. STOLZ.J.F. Project Directorate 1-4, ip. 
50640:347-50640:347. 


8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

, ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questibriable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 
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R. Periodic operating reports & related correspondence 

8907190C08 Mr-th'y operating repts for June 1989 for Beaver Valley Power Station Unit 
1 & ' ■//.'ijn.: ■■■:;; itr 

WINGER. M.A.. SIEBER.J.D. Duquesne Light Co. 89/06/30. 9pp. 50592:190- 
50592:198. 

8907210143 Advises that util 890427 submittal of 1988 rept of facility & 

experiments meets criteria in 10CFR50.59 & acceptable.No new 'cv':s:''c aciicns 
need be opened. 

TAM.P.S. Project Directorate 1-4. 89/07/18. STOLZ.J.F. Project Directorate 1-4. 4pp. 
50641:280-50641:283. 


S. Reportable occurrences, LERs & related correspondence 

8906300044 LER 89-005-01 :on 890322, safety injection occurred due to low pressurizer 
pressure.Caused by inadequate procedural guidance combined w/human 
error. Pressurizer pressure calibr procedure & shutdown procedures being revised.W/ 
890621 Itr. 

NOONAN.T.P. Duquesne Light Co. 89/06/21. 7pp. 50365:325-50365:331. 

8906300033 LER 89-01 8-00:on 890527, low pressure reactor trip occurred after opening 
reactor trip breakers.Caused by personnel error.Procedure being revised to clarify ac- 
tions to be taken in response to deviations.W/890626 Itr. 

NOONAN.T.P. Duquesne Light Co. 89/06/26. 5pp. 50365:356-50365:360. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.End list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 89/C? '12. ML'PLE'^.'^ Office of Nuclear 
Reactor Regulation. Director (Post 870411). 7pp. 5064‘'..273-=064.'. 279. 

8907250095 LER 89-02l-00 cr 89052'* ste.?.m generator tube leakage occurred due to 
increased secondary side ac:..-!:. Caused by tube damage & loose part in steam 
c;anerc‘or Tubes c'ucced W 39C'2' irr 

NOONAN.T = Duquesne Light Co. 89/07/21. 5pp. 50644:159-50644:166. 

8907280083 LER 89-020-00:on 890622.hi-hi level feedwater isolation condition occurred 
in steam generator C during cooldown. Caused by operations crew performing too 
many tasks at once. Event will be reviewed during ret-ainirq.W.'R90724 
NOONAN.T.P. Duquesne Light Co. 89/07/24. 5pp. 5CG76:207.=0576.2l : 

8907280108 LER 89-01 9-00:on 890622. o'ant shut down due to tube leak in steam gen- 
erator C.Caused by operating s."-:; p-;j''‘c'Tr.ir'g numerous concurrent tasks while con- 
trolling steam generator levels.Even't reviewed w/all licensed operators.W/890724 Itr. 
NOONAN.T.P. Duquesne Light Co. 89/07/24. 5pp. 50684:101-50684:105. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. S7pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8906280102 Forwards Insp Repts 50-413/89-12 & 50-414/89-12 on 890425-28.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2. Ofc of the Director. 89/05/24. TUCKER, H.B. Duke Power 
Co. 2pp. 5C533 10>5C3:-3.-i 17. 

-8906280107 Insp Repts 50-413/89-12 & 50-414/89-14 on 890425-28.No violations or 
deviations noted.Major areas inspected: observation & evaluation of annual radiologi- 
cal emergency response exercise. 

CUNNINGHAM.A.L. RANKIN.W.H. Region 2, Ofc of the Director. 89/05/23. 11pp. 
50333:107-50333:117. 

8906280275 Forwards corrected title page to Insp Repts 50-413/89-12 & 50-414/89- 
12.Repl mistakenly referred to Unit 2 rept number as 50-414/89-14. 

COLLINS.D.M. Region 2. Ofc of the Director. 89/06/06. TUCKER.H.B. Duke Power 
Co. Ip. 50333:019-50333:020. 

-8906280278 Corrected page to Insp Repts 50-413/89-12 & 50-414/89-12. No viola- 
tions or deviations noted.Major area inspected: annual radiological emergency re- 
sponse exercise on 890427. 

CUNNINGHAM, A.L. RANKIN.W.H. Region 2, Ofc of the Director. 89/06/06. Ip. 
50333:020-50333:020. 

8907130143 Forwards public version of Rev 30 to “Crisis Mgt Plan for Nuclear Sta- 
tions.” W/DH Qrimsiey 890706 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341. 

-8907130146 Rev 30 to "Crisis Mgt Plan for Nuclear Stations.” 

* Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907180099 Forwards public version of revised crisis mgt implementing procedures.W/ 
690711 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50555:157-50556:342. 

-8907180105 Public version of crisis mgt implementing procedures, including Rev 29 to 
CMIP-I.Rev 20 to CMIP-1.Rev 24 to CMIP-I.Rev 22 to CMIP-2,Rev 34 to CMIP-7.Rev 
24 to CPlP-8 & Rev to CMIP-9. 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:169-50556:342. 

8907120138 Forwards public version of revised EPIPs.including Change 0 to HP/O/B/ 
1000/06, "Emergency Equipment Functional Check & Inventory" & Change 0 to HP/ 
O/B/1 009/04, "Environ Monitoring Emergency Conditions...." W/DH Grimsley 890706 
release memo. 

TUCKER.H.B. Duke Power Co. 89/06/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 50510:001-50510:079. 


-8907120140 Public version of revised EPIPs.including Change 0 to HP/O/B/ 1000/06, 
“Emergency Equioment Functional Check & Inventory" & Change 0 to HP/O/B/1009/ 
04, "Environ Monitoring for Emergency Conditions Within 10 Mile Radius....’’ 

WHITE.J. Duke Power Co. 89/06/29. 77pp. 50510:003-50510:079. 

8907200393 Forwards Insp Repts 50-413/89-17 & 50-414/89-17 on 890605-09 & notice 
of violation. Rept details & notice of violation withheld (ref 10CFR2.790(d) & 73,21). 
CLINE W.E. Pegio" 2. O^c of the Director. 89/07/14. TUCKER.H.B. Duke Power Co. 
2pp. 50590 C 13-53590:021 . 

-8907200395 Partially withheld Insp Repts 50-413/89-17 & 40-414/89-17 on 890605- 
09.Violations noted re protected area access controls & visitor controls.Major areas 
inspected:mgt support, security program plans & audits & physical barriers. 

ENNIS.J.D.. MCGUIRE, D.R. Region 2, Ofc of the Director. 89/07/13. Ip. 50590:021- 
50590:021. 


i. Financial information 

8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed operating reactor as evidence of guarantee of payment of deferred 
premiums, per 10CFR1 40.21. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 

”8907130186 “Duke Power, 1988 Annual Rept." 

* Duke Power Co. 88/12/31. 68pp. 50576:111-50576:182. 


P. Operating license stage documents & correspondence 


8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
documentation.List of attendees & handout end. 

EBNETER.S.D. Region 2, Ofc of the Director. 89/06/15. TUCKER.H.B. Duke Power 
Co. 26pp. 50357:328-50357:353. 

8906290411 Submits correction /clarificaton to util 890508 response to Generic Ltr 88- 
14, "Instrument Air Supply Sys Problems Affecting Safety-Related Equipment.” Pro- 
gram on critical air demand equipment is in addition to investigations performed. 
TUCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-60416:061. 

8907050498 Supplemental application for amends to Licenses NPF-35 & NPF-62, chang- 
ing Unit 1 License Condition 16 & Unit 2 License Condition 10 re steam generator 
PORVs in steam generator tube rupture analysis. 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50408:290-50408:292. 

-8907050500 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for steam generator PCRVs. 

* Duke Power Co. 89/06/28. Ip. 50408:292-50408:292. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907140183 Withdraws 870909 & 890504 requests for changes to Tech Specs re con- 
tainment penetration conductor overcurrent protective devices, relocating Tables 3.8- 
1A & 3.8-1 B & mod to sun/eillance for fuse insp, testing & method for testing. 
TUCKER.H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 50544:217-50544:218. 

8907130107 Forwards environ assessment & finding of no significant impact re amend 
requests for Licenses NPF-35 & NPF-52.Amends add operability & surveillance re- 
quirements for radioactive liquid effluent monitoring instrumentation. 

JABBOUR.K.N. Project Directorate 11-3. 89/07/07. TUCKER.H.B. Duke Power Co. 
2pp. 50532:233-50532:239. 

-8907130112 Environ assessment & finding of no significant impact supporting pro- 
posed amends to License NPF-35 & NPF-52 to add operability & surveillance require- 
ments tor radioactive liquid effluent monitoring instrumentation. 

CROCKER, LP. Project Directorate 11-3. 89/07/07. 5pp. 50532:235-50532:239. 

8907210347 Forwards Rev 4 to "Process Control Program." 

TUCKER.H.B. Duke Power Co, 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

-8907240028 Rev 4 to "Process Control Program." 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:01 1. 

8907250318 Application for amends to Licenses NPF-35 & NPF-52, changing Tech Spec 
4.7.6.D re control room area ventilation sys surveillance requirements by extending 
carbon absorber sampling frequency from 720 h to 1 .440 h. 

TUCKER.H.B. Duke Power Co. 89/07/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 50642:292-50642:303. 

“8907250324 Proposed Tech Specs.changing Tech Spec 4,7.6.D.control room area 
ventilation sys surveillance requirements by extending carbon absorber sampling fre- 
quency from 720 h to 1440 h. 

* Duke Power Co. 89/07/14. 9pp. 50642:295-50642:303. 

8907240202 Forwards response to NRC 890511 request for comments on ANL rept re 
main steam line breaks in ice condenser plants.No equipment required for main steam 
line break mitigation located close enough to break location to be affected. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 5pp. 50679:057-50679:061. 
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8907240009 Forwards Amends 66 & 60 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation. Amends modify Tech Specs by adding operability & surveillance re- 
cul.-ements 'or radioactive liquid effluent :''strL'^er.tr:tTn 

JA33CJR.K.N Project Directorate II-3. 59. ~LD-<3R,-i3 Duke Power Co. 

3pp. 50621:054-50621:069. 

--8907240011 Amends 66 & 60 to Licenses NPF-35 & NPF-52, respectively, modifying 
Tech Specs by adding operability & surveillance requirements for radioactive liquid ef- 
■“.c-'tcr'-'c instrumentation for water from turbine bidg sump. 

M--.T’":3./.b,3 3 Project Directorate 11-3. 89/07/18. 11pp. 50621:057-50621:067. 

--8907240013 Safety evaluation supporting Amends 66 & 60 to Licenses NPF-35 & 
NPF-52 respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/18. 2pp. 
50621:068-50621:069. 

8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS, LA. Project Directorate 11-3. 89/07/19. MATTHEWS, D.B. Project Directorate 
II-3. 5pp. 50615:352-50615:356. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280102 Forwards Insp Repts 50-413/89-12 & 50-414/89-12 on 890425-28.No vio- 
lations or deviations noted. 

COLLINS. D V 2. C‘c of the Director, 89/05/24. TUCKER, H.B. Duke Power 

Co. 2pp. 5')33;': '05-50233 ''7. 

“8906280107 Insp Repts 50-413/89-12 & 50-414/89-14 on 890425-28.No violations or 
deviations noted. Major areas inspected: observation & evaluation of annual radiologi- 
cal emergency response exercise. 

CUNNINGHAM,A.L., RANKIN,W.H. Region 2, Ofc of the Director. 89/05/23. 11pp. 
50333:107-50333:117. 

8906280275 Forwards corrected title page to Insp Repts 50-413/89-12 & 50-414/89- 
•'2.ReDt m'stakenlv re^er-’ed to Unit 2 rept number as 50-414/89-14. 

CC INS.D.V Reu-cr 2. C'c Of the Director. 89/06/06. TUCKER, H.B. Duke Power 

Cc Ip 50333:0- 9-V:353.C2: 

“8906280278 Corrected page to Insp Repts 50-413/89-12 & 50-414/89-12. No viola- 
tions or deviations noted. Major area inspected: annual radiological emergency re- 
sponse exercise on 890427. 

CUNNINGHAM,A.L, RANKIN,W.H. Region 2, Ofc of the Director. 89/06/06. Ip. 
50333:020-50333:020. 

8906280117 Ack receipt of 890519 response to violations noted in Insp Repts 50-413/ 
89-07 & 50-414/89-07. 

HEPDT A.P. 2. Ofc of the Director, 89/06/12. TUCKER,H.B. Duke Power Co. 

Ip. 50333. ■■fi6- =3333. 1-:5 

8906290470 Provides response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER, H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8906290485 Forwards Insp Repts 50-413/89-14 & 50-414/89-14 on 890424- 28 & 
notice of violation.Attention invited to unresolved item identified in rept.W/o notice of 
violation. 

JULIAN C.A. Roq'.on 2. Ofc of the Director. 89/06/22. TUCKER,H.B. Duke Power Co. 
2pp. 5035C.351 -503= l COS 

“8906290488 Insp Repts 50-413/89-14 & 50-414/89-14 on 890424-28. Violation 
noted. Major areas inspected:inservice insp. including review of automated reactor insp 
sys data from Unit 2 hot leg nozzle inner-radius indication areas. 

GLASMAN.M., COLEY.J., BLAKE, J.J. Region 2, Ofc of the Director. 89/05/25. 11pp. 
50350:353-50351:003. 

8907070024 Ack receipt of 890602 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 50-413/89-10 & 50-414/89-10. 

COLLINS.D.M. Region 2. Ofc of the Director. 89/06/22. TUCKER.H.B. Duke Power 
Co. Ip. 50444:228-50444:228. 

8907070214 Forwards Insp Repts 50-413/89-15 & 50-414/89-15 on 890430-0527.Viola- 
tion noted but will not be cited. Unresolved item also noted. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/27. TUCKER.H.B. Duke Power Co. 
4pp. 50441:055-50441:068. 

“8907070215 Insp Repts 50-413/89-15 & 50-414/89-15 on 890430-0527. Violation 
noted re failure to meet overtime restriction requirements & unlocked valves.Major . 
areas inspected:plant operations, surveillance & maint observations & plant mods. 
ORDERS.W.T., LESSER.M.S., SHYMLOCK.M.B. Region 3. Ofc of the Director. 89/06/ 
27. 10pp. 50441:059-50441:068. 

8907100231 Forwards Insp Repts 50-413/83-13 & 50-414/89-13 on 890326-890429 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/27. TUCKER.H.B. Duke Power Co. 
2pp. 50458:243-50458:272. 

“8907100233 Notice of violation from insp on 890326-0429.Violations noted:selected 
control room drawings do not reflect as-built conditions & support documents neces- 
sary to discern scope of mods not available in control room. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/27. 4pp. 50458:245-50458:248. 

“8907100235 Insp Repts 50-413/89-13 & 50-414/89-13 on 890326-0429. Violations 
noted.Major areas inspected:review of plant operations, surveillance observation, maint 
observation & review of licensee nonroutine event repts. 

ORDERS.W.T.. LESSER.M.S., SHYMLOCK.M.B. Region 2, Ofc of the Director. 89/06/ 
27. 21pp. 50458:249-50458:272. 

8907060229 Forwards request for addi info re NRC Bulletin 88-008, "Thermal Stresses 
in Piping Connected to RCS.” 

JABBOUR.K.N. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 
5pp. 50414:328-50414:332. 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss. Continued operation of Ingersoll-Rand LPI pumps justified since 
pumps do not interact during multiple pump operation, 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001, "Failure of Westing- 
house Steam Generator Tube Mechanical Plugs" acceptable.Util indicated that no me- 
chanical plugs, w/suspect heat numbers, installed at facilities. 

HOOD.D.S. Project Directorate 11-3. 89/07/06. MATTHEWS.D.B. Project Directorate II- 
3. 2pp. 50541:014-50541:015. 

8907140183 Withdraws 870909 & 890504 requests for changes to Tech Specs re con- 
tainment penetration conductor overcurrent protective dovicc-s.rc'ccat'p.;: 3.8- 

1A & 3.8-1 B & mod to surveillance for fuse !rsp.testi"c S r' -j-.ho:: 'c' ios:"-.:: 
TUCKER.H.B. Duke Power Co. 89/07/06. Docur.er'.i Cc-.tr: Brj--:-- .DocL/rvjn: Con- 
trol Desk). 2pp. 50544:217-50544:218. 

8907200290 Forwards Insp Repts 50-413/89-09 & 50-414/89-09 on 890410- 0516 & 
notice of violation. 

GIBSON. A F Pec'cn 2 O^c of the Director. 89/07/10. TUCKER.H.B. Duke Power Co. 
2pp. £;C59D l5''-5 j59C:' /C. 

“8907200292 Notice of violation from insp on 890405-051 0.Violation noted:on 
89041 3, valve 1-KC-9 not locked in position while Unit 1 at 100% power & on 890412 
& 0502, operators did not frisk upon leaving contaminated area. 

GIBSON.A.F. Region 2. Ofc of the Director. 89/07/10. 2pp. 50590:169-50590:170. 

“8907200297 Insp Repts 50-413/89-09 & 50-414/89-09 on 890410-0505. Violations 
noted.Major areas inspected:various plant groups including 
coe'-at-C''s..Tamt.OA o''gi.-oering & training in support of safe plant operations. 
G'BES.R. LAWYER:.. Rcc:c.-‘2. Ofc of the Director. 89/07/10. 86pp. 50590:171- 
50590:256. 

8907180235 Confirms arrangements made between PG LeRoy & MB Shymiock re en- 
forcement conference to be conducted in Region II ofc on 890720 to discuss inoper- 
ability of reactor vessel level instrumentation sys. Items of discussion encl.W/o end. 
EBNETER.SD Rgc'd- 2 Cfc of the Director. 89/07/12. TUCKER.H.B. Duke Power 
Co. Ip. 5C5'8.29=-53=76 295. 

8907200393 Forwards Insp Repts 50-413/89-17 & 50-414/89-17 on 890605-09 & notice 
of violation. Rept details & notice of violation withheld (ref 10CFR2. 790(d) & 73.21). 
CLINE.W.E. Region 2, Ofc of the Director. 89/07/14. TUCKER.H.B. Duke Power Co, 
2pp. 50590:019-50590:021. 

“8907200395 Partially withheld Insp Repts 50-413/89-17 & 40-414/89-17 on 890605- 
09. Violations noted re protected area access controls & visitor controls. Major areas 
insoectcd-'^ct su.coc'T security program plans & audits & physical barriers. 

LiNN S J.'C . VCGJ.RE.D.R. Region 2, Ofc of the Director. 89/07/13. Ip. 50590:021- 
50590:021. 

8907260284 Submits supplemental response to NRC Bulletin 88-010, "Nonconforming 
Molded-Case Circuit Breakers." Util plans to inspect safety-related circui: breakers re'- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907120377 Forwards "Summary of Nuclear Station Mods Reportable Under 
10CFR50.59 During 1988." 

TUCKER, H.P. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). Ip. 50513:104-50513:163. 

“8907120378 "Summary of Nuclear Station Mod Reportable Under 10CFR50.59 During 
1988." 

* Duke Power Co. 88/12/31. 59pp. 50513:105-50513:163. 


S. Reportable occurrences, LERs & related correspondence 


8907120353 LER 89-009-00:on 89051 5, personnel identified potential violation of intent 
of Tech Spec 4.9,4. 1 associated w/ incore instrumentation room purge subsys.Caused 
by incomplete Tech Specs.Tech Spec change made.W/890619 Itr. 

GLOVER, R.M., OWEN,T.B. Duke Power Co. 89/06/29. 5pp. 50512:013-50512:017. 

8907140122 Special repton 890521, Channel 6 of steam generator 1B loose parts moni- 
tor sys inoperable for more than 30 days.Caused by loose wiring or faulty 
accelerometers.Work Request 506860PS writts-' to r-vcst=cate K mcair channel. 
TUCKER, H.B. Duke Power Co. 89/07/06. Dcoi-Tc-r. Co^'t-oi E'a''.:*' (Document Con- 
trol Desk). 2pp. 50544:225-50544:226. 
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8907140218 Special rept.on 89051 1, cathodic protection sys declared inoperable.Caused 
by loss of voltage at anodes & possible deteriorating test station due to age.Voltage 
restored to deenergized anodes & output voltage of rectifiers adjusted. 

TUCKER, H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 50545:048-50545:051. 

8907180229 LER 89-01 5-00:on 89061 6, emergency low level signal for nuclear svc 
water sys pit A initiated automatic swap to standby nuclear svc water pond.Caused by 
blown fuse AA-2. Fuse replaced w/Littelfuse Type FLO fuse.W/890712 Itr. 
GLOVER.R.M., OWEN.T.B. Duke Power Co. 89/07/12. 5pp. 50578:001-50578:005. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907200290 Forwards Insp Repts 50-413/89-09 & 50-414/89-09 on 890410- 0516 & 
notice of violation. 

GIBSON.A.F. Region 2. Ofc of the Director. 89/07/10. TUCKER.H.B. Duke Power Co. 
2pp. 50590:164-50590:170. 

-8907200297 Insp Repts 50-413/89-09 & 50-414/89-09 on 890410-0505. Violations 
noted. Major areas inspected: various plant groups including 

operations, maint.QA, engineering & training in support of safe plant operations. 

GIBBS, R., LAWYER, L. Region 2, Ofc of the Director. 89/07/10. 86pp. 50590:171- 
50590:256. 

8907250203 Requests ref matl for reactor & senior reactor operator licensing exams 
scheduled for wk of 89l030.Matl must be furnished by 890828 or exams have to be 
rescheduled, 

PEEBLES,T.A. Region 2, Ofc of the Director. 89/07/11. TUCKER.H.B. Duke Power 
Co. 11pp. 50655:195-50655:205. 
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F. Security, medical, emergency & fire protection plans 

8906280102 Forwards Insp Repts 50-413/89-12 & 50-414/89-12 on 890425-28.No vio- 
lations or deviations noted. 

COLLINS, O.M. Region 2, Ofc of the Director. 89/05/24. TUCKER.H.B. Duke Power 
Co. 2pp. 50333:105-60333:117. 

-8906280107 Insp Repts 50-413/89-12 & 50-414/89-14 on 890425-28.No violations or 
deviations noted.Major areas inspected: observation & evaluation of annual radiologi- 
cal emergency response exercise. 

CUNNINGHAM.A.L Region 2. Ofc of the Director. 89/05/23. 11pp. 50333:107- 
50333:117. 

890628027S Forwards corrected title page to Insp Repts 50-413/89-12 & 50-414/89- 
12.Rept mistakenly referred to Unit 2 rept number as 50-414/89-14. 

COLLINS.D M. Recicr 2 . Ofc of the Director. 89/06/06. TUCKER.H.B. Duke Power 
Co, 1p- 50333:0 1 9-5C323;32C 

-8906280278 Corrected page to Insp Repts 50-413/89-12 & 50-414/89-12. No viola- 
tions or deviations noted.Major area inspected: annual radiological emergency re- 
sponse exercise on 890427. 

CUNNINGHAM.A.L. Region 2, Ofc of the Director. 89/06/06. Ip. 50333:020- 
50333:020. 

8907130143 Forwards public version of Rev 30 to “Crisis Mgt Plan for Nuclear Sta- 
tions," W/DH Grimsiey 890706 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 3pp. 50532:290-50532:341. 

-8907130146 Rev 30 to “Crisis Mgt Plan for Nuclear Stations." 

* Duke Power Co. 89/07/01. 49pp. 50532:293-50532:341. 

8907180099 Forwards public version of revised crisis mgt implementing procedures.W/ 
890711 release memo. 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50555:157-50556:342. 

-8907180105 Public version of crisis mgt implementing procedures, including Rev 29 to 
CMIP-I.Rev 20 to CMIP-I.Rev 24 to CM(P-1,Rev 22 to CMIP-2.Rev 34 to CMIP-7.Rev 
24 to CPIP-8 & Rev to CMIP-9. 

HARRIS.R.E. Duke Power Co. 89/06/28. 424pp. 50555:159-50556:342. 

8907120138 Forwards public version of revised EPIPs.including Change 0 to HP/O/B/ 
1000/06, “Emergency Equipment Functional Check & Inventory" & Change 0 to HP/ 
O/B/1 009/04. “Environ Monitoring Emergency Conditions...." W/DH Grimsiey 890706 
release memo. 

TUCKER.H.B. Duke Power Co. 89/06/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 50510:001-50510:079. 

-8907120140 Public version of revised EPIPs.including Change 0 to HP/O/B/1 000/06, 
“Emergency Equioment Functional Check & Inventory" & Change 0 to HP/O/B/1 009/ 
04, "Environ Monitoring for Emergency Conditions Within 10 Mile Radius....’’ 

WHITE, J. Duke Power Co, 89/06/29. 77pp. 50510:003-50510:079. 

8907200393 Forwards Insp Repts 50-413/89-17 & 50-414/89-17 on 890605-09 & notice 
of violation.Rept details & notice of violation withheld (ref 1 0CFR2.790(d) & 73.21). 
CLINE, W.E. Region 2, Ofc of the Director. 89/07/14. TUCKER.H.B. Duke Power Co, 
2pp. 50590:019-50590:021, 

-8907200395 Partially withheld Insp Repts 50-413/89-17 & 40-414/89-17 on 890605- 
09.Violations noted re protected area access controls & visitor controls.Major areas 
inspected:mgt support, security program plans & audits & physical barriers. 

ENNIS, J.D. Region 2, Ofc of the Director. 89/07/13. Ip. 50590:021-50590:021. 


I. Financial information 

8907130149 Forwards info demonstrating that util maintains financial protection for each 
licensed operating reactor as evidence of guarantee of payment of deferred 
premiums, per lOCFRi 40.21. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 7pp. 50576:104-50576:182. 

-8907130186 “Duke Power, 1988 Annual Rept.” 

* Duke Power Co. 88/12/31. 68pp. 50576:111-50576:182. 


P. Operating license stage documents & correspondence 

8906290024 Forwards summary of 890525 meeting re nuclear plant design basis 
documentation. List of attendees & handout end. 

EBNETER.S.D °Gqio'’ ?. of the Director. 89/06/15. TUCKER.H.B. Duke Power 
Co. 26pp. 5:357 323-5C55/ :':.53. 

8906290411 Submits correction/clarificaton to util 890508 response to Generic Ltr 88- 
14, "Instrument Air Supply Sys Problems Affecting Safety-Related Equipment." Pro- 
ram on critical air demand equipment is in addition to investigations performed. 
UCKER.H.B. Duke Power Co. 89/06/15. Document Control Branch (Document Con- 
trol Desk). 2pp. 50364:203-50364:204. 

8906290021 “Reactor Containment Bldg Integrated Leak Rate Test for 890316-18." W/ 
890619 Itr. 

TUCKER.H.B. Duke Power Co. 89/06/19. 166pp. 50338:293-50339:098. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050498 Supplemental application for amends to Licenses NPF-35 & NPF-52,chang- 
ing Unit 1 License Condition 16 & Unit 2 License Condition 10 re steam generator 
PORVs in steam generator tube rupture analysis, 

TUCKER.H.B. Duke Power Co. 89/06/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 50408:290-50408:292. 

-8907050500 Proposed Tech Specs re limiting conditions for operation & surveillance 
requirements for steam generator PORVs. 

’ Duke Power Co. 89/06/28. Ip. 50408:292-50408:292. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101 , “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907140076 Forwards Cycle 3 peaking factor limit rept, per Tech Spec 6.9.1.9.lnitial criti- 
cality occurred on 890606. 

TUCKER.H.B, Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 6pp. 50542:112-50542:117. 

8907140183 Withdraws 870909 & 890504 requests for changes to Tech Specs re con- 
tainment penetration conductor overcurrent protective devices.relocating Tables 3.8- 
1A & 3.8-1 B & mod to surveillance for fuse insp.testing & method for testing. 
TUCKER.H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 2pp. 50544:217-50544:218. 

8907130107 Forwards environ assessment & finding of no significant impact re amend 
requests for Licenses NPF-35 & NPF-52.Amends add operability & surveillance re- 
quirements for radioactive liquid effluent monitoring instrumentation. 

JABBOUR.K.N. Project Directorate 11-3. 89/07/07. TUCKER.H.B. Duke Power Co. 
2pp. 50532:233-50532:239. 

-8907130112 Environ assessment & finding of no significant impact supporting pro- 
posed amends to License NPF-35 & NPF-62 to add operability & surveillance require- 
ments for radioactive liquid effluent monitoring instrumentation. 

CROCKER.L.P. Project Directorate 11-3. 89/07/07. 5pp. 50532:235-50532:239. 

8907210347 Forwards Rev 4 to “Process Control Program.” 

TUCKER.H.B. Duke Power Co. 89/07/13. Document Control Branch (Document Con- 
trol Desk). Ip. 50616:275-50617:011. 

“8907240028 Rev 4 to "Process Control Program.” 

* Duke Power Co. 89/07/13. 96pp. 50616:276-50617:011. 

8907250318 Application for amends to Licenses NPF-35 & NPFv52, changing Tech Spec 
4.7.6.D re control room area ventilation sys surveillance requirements by extending 
carbon absorber sampling frequency from 720 h to 1 ,440 h. 

TUCKER.H.B. Duke Power Co. 89/07/14, Document Control Branch (Document Con- 
trol Desk). 3pp. 50642:292-50642:303. 

-8907250324 Proposed Tech Specs.changing Tech Spec 4.7.6.D, control room area 
ventilation sys surveillance requirements fay extending carbon absorber sampling fre- 
quency from 720 h to 1440 h. 

• Duke Power Co. 89/07/14. 9pp. 50642:295-50642:303. 

8907240202 Forwards response to NRC 890511 request for comments on ANL rept re 
main steam line breaks in ice condenser plants. No equipment required tor main steam 
line break mitigation located close enough to break location to be affected. 
TUCKER.H.B. Duke Power Co. 89/07/17. Document Control Branch (Document Con- 
trol Desk). 5pp. 50679:057-50679:061. 

8907240009 Forwards Amends 66 & 60 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Tech Specs by adding operability & surveillance re- 
quirements for radioactive liquid effluent monitoring instrumentation. 

JABBOUR.K.N. Project Directorate 11-3, 89/07/18. TUCKER.H.B. Duke Power Co. 
3pp. 50621:054-50621:069. 

-8907240011 Amends 66 & 60 to Licenses NPF-35 & NPF-52, respectively, modifying 
Tech Specs by adding operability & surveillance requirements for radioactive liquid ef- 
fluent monitoring instrumentation for water from turbine bldg sump. 

MATTHEWS.D.B. Project Directorate 11-3. 89/07/18. 11pp. 50621:057-50621:067. 
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-8907240013 Safety evaluation supporting Amends 66 & 60 to Licenses NPF-35 & 
NPF-52 respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/18 2 dd 
50621:068-50621:069, ' 

8907210304 Notification of 890728 meeting w/util in Rockville, MD to discuss design 
basis documentation programs. 

WIENS, LA. Project Directorate II-3. 89/07/19. MATTHEWS, D.B. Project Directorate 
11-3. 5pp. 50615:352-50615:356. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280102 Forwards Insp Repts 50-413/89-12 & 50-414/89-12 on 890425-28.No vio- 
lations or deviations noted. 

COLLINS,D V. i^ogic- 2 O^c of the Director. 89/05/24. TUCKER, H.B. Duke Power 
Co. 2pp. 5C3r:3 'Oj- ■ :7. 

-8906280107 Insp Repts 50-413/89-12 & 50-414/89-14 on 890425-28.No violations or 
deviations noted. Major areas inspected: observation & evaluation of annual radiologi- 
cal emergency response exercise. 

CUNNINGHAM, A. L., RANKIN, W.H. Region 2, Ofc of the Director. 89/05/23. 11pp. 
50333:107-50333:117. 

8906280275 Forwards corrected title page to Insp Repts 50-413/89-12 & 50-414/89- 
12.Rept mistakenly referred to Unit 2 rept number as 50-414/89-14. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/06. TUCKER,H.B. Duke Power 
Co. Ip. 50333:019-50333:020. 

-8906280278 Corrected page to Insp Repts 50-413/89-12 & 50-414/89-12. No viola- 
tions or deviations noted. Major area inspected: annual radiological emergency re- 
sponse exercise on 890427. 

CUNNINGHAM, A.L, RANKIN,W.H. Region 2. Ofc of the Director. 89/06/06. Ip. 
50333:020-50333:020. 

8906280117 Ack receipt of 890519 response to violations noted in Insp Repts 50-413/ 
89-07 & 50-414/89-07. 

HERDT,A.R. Region 2, Ofc of the Director. 89/06/12. TUCKER,H.B. Duke Power Co. 
Ip. 50333:146-50333:146. 

8906290470 Provides response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No mechanical plugs from suspect heat 
numbers installed at facilities. 

TUCKER, H.B. Duke Power Co. 89/06/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 50363:321-50363:322. 

8906290485 Forwards Insp Repts 50-413/89-14 & 50-414/89-14 on 890424- 28 & 
notice of violation. Attention invited to unresolved item identified in rept.W/o notice of 
violation. 

JULIAN C A. Region .? 0»c of the Director. 89/06/22. TUCKER, H.B. Duke Power Co. 
2pp. 5035:-35lo:35'.G03. 

-8906290488 Insp Repts 50-413/89-14 & 50-414/89-14 on 890424-28. Violation 
noted. Major areas inspected:inservice insp. i-c!uding -ev^ew of automated reactor insp 
sys data from Unit 2 hot leg nozzle mr'or-nac.us r'.a'Cat.O'' areas. 

GLASMAN.M., COLEY, J., BLAKE.J.J. Region 2. Ofc of the Director. 89/05/25. 11pp. 
50350:353-50351:003. 

8907070024 Ack receipt of 890602 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/89-10 & 50-414/89-10. 

COLLINS.C M. Rc-oicr' 2. C'c of the Director. 89/06/22. TUCKER.H.B. Duke Power 
Co. Ip. 50-'.-':4:22t;<'j:4 '228 

8907070214 Forwards Insp Repts 50-413/89-15 & 50-414/89-15 on 890430-0527.Viola- 
tion noted but will not be cited. Unresolved item also noted. 

HERD"^ A n Regiof' 2. C'c of the Director. 89/06/27. TUCKER,H.B. Duke Power Co. 
4pp. 5C-' 41:055 -uO-'- ■' " . 065. 

-8907070215 Insp Repts 50-413/89-15 & 50-414/89-15 on 890430-0527. Violation 
noted re failure to meet overtime restriction requirements & unlocked valves.Major 
areas inspected:plant operations, surveillance & maint observations & plant mods. 
ORDERS,W.T., LESSER,M.S., SHYMLOCK,M.B. Region 3, Ofc of the Director. 89/06/ 
27. 10pp. 50441:059-50441:068. 

8907100231 Forwards Insp Repts 50-413/83-13 & 50-414/89-13 on 890326-890429 & 
notice of violation. 

HERDT.A R. Regio-- 2. Ofc of the Director. 89/06/27. TUCKER.H.B. Duke Power Co. 
2pp. 8-272. 

-8907100233 Notice of violation from insp on 890326-0429.Violations noted:selected 
control room drawings do not reflect as-built conditions & support documents neces- 
sary to discern scope of mods not available in control room. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/27. 4pp. 50458:245-50458:248. 

-8907100235 Insp Repts 50-413/89-13 & 50-414/89-13 on 890326-0429. Violations 
noted. Major areas inspected:review of plant operations, surveillance observation, maint 
observation & review of licensee nonroutine event repts. 

ORDERS.W.T., LESSER.M.S,, SHYMLOCK.M.B. Region 2. Ofc of the Director. 89/06/ 
27. 21pp. 50458:249-50458:272. 

8907060229 Forwards request for addi info re NRC Bulletin 88-008, “Thermal Stresses 
in Piping Connected to RCS." 

JABBOUR.K.N. Project Directorate 11-3. 89/06/29. TUCKER.H.B. Duke Power Co. 
5pp. 50414:328-50414:332. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080, 

8907130291 Forwards action status update for NRC Bulletin 88-004 re potential safety- 
related pump loss. Continued operation of Ingersoll-Rand LPl pumps justified since 
pumps do not interact during multiple pump operation. 

TUCKER.H.B. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 33pp. 50533:323-50533:355. 


8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907140073 Advises that 890620 response to NRC Bulletin 89-001, "Failure of Westing- 
house Steam Generator Tube Mechanical Plugs” acceptable.Util indicated that no me- 
chanical plugs, w/suspect heat numbers,installed at faciiities. 

HOOD.D.S. Project Directorate 11-3. 89/07/06. MATTHEWS,D.3. Project Directorate II- 
3. 2pp. 50541:014-50541:015. 

8907140183 Withdraws 870909 & 890504 requests for changes to Tech Specs re con- 
tainment penetration conductor overcurrent protective devces -eiccatinc "tables 3.8- 
1A & 3.8-1 B & mod to surveillance for fuse insp,testing ft ir t-jsiir:: 

TUCKER.H.B, Duke Power Co. 89/07/06. Document Conirol Brancn (Document Con- 
trol Desk). 2pp. 50544:217-50544:218. 


8907200290 Forwards Insp Repts 50-413/89-09 & 50-414/89-09 on 890410- 0516 & 
notice of violation. 

GIBSON, A.p Pecio" 2. O^c of the Director. 89/07/10. TUCKER.H.B. Duke Power Co. 
2pp. 50593: ■6^.-5 j53'::'7C. 

-8907200297 Insp Repts 50-413/89-09 & 50-414/89-09 on 890410-0505. Violations 
noted.Majw areas inspected:various plant groups including 
operations.maint.OA.engineering & training in support of safe plant operations. 
G:33S,=i., LAWYER, L. -egior' 2, Ofc of the Director. 89/07/10. 86pp, 50590:171- 
50590:256. 


8907180235 Confirms arrangements made between PG LeRoy & MB Shymiock re en- 
forcement conference to be conducted in Region II ofc on 890720 to discuss inoper- 
ability of reactor vessel level instrumentation sys, Items of discussion encl.W/o end. 
EBNETER.S.D. Region 2. Ofc of the Director. 89/07/12. TUCKER.H.B. Duke Power 
Co. Ip. 50578:295-50578:295. 

8907200393 Forwards Insp Repts 50-413/89-17 & 50-414/89-17 on 890605-09 ft notice 
of violation.Rept details & notice of violation withheld (ref 10CFR2. 790(d) ft 73.21). 
CLINE.W.E. Region 2, Ofc of the Director. 89/07/14. TUCKER.H.B. Duke Power Co. 
2pp. 50590:019-50590:021. 

-8907200395 Partially withheld Insp Repts 50-413/89-17 & 40-414/89-17 on 890605- 
09, Violations noted re protected area access controls & visitor controls. Major areas 
inspected:mgt support, security program plans & audits & physical barriers. 

ENNtS,J.D., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/07/13. 1p. 50590:021- 
50590:021. 


8907260284 Submits supplemental response to NRC Bulletin 88-010, “Nonconforming 
Molded-Case Circuit Breakers.” Util plans to inspect safety-related circuit breakers re- 
moved as result of bulletin using insp guidelines issued by NUMARC initiatives. 
TUCKER.H.B. Duke Power Co. 89/07/17, Document Control Branch (Document Con- 
trol Desk). 3pp. 50658:290-50658:292. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159, 


8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907120377 Forwards “Summary of Nuclear Station Mods Reportable Under 
10CFR50.59 During 1988." 

TUCKER, H.P. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 1p. 50513:104-50513:163. 


-8907120378 “Summary of Nuclear Station Mod Reportable Under 10CFR50.59 During 
1988." 

* Duke Power Co. 88/12/31. 59pp. 50513:105-50513:163. 


S. Reportable occurrences, LERs & related correspondence 


8907050486 LER 89-01 6-00:on 89061 6, insp of upper range level indication revealed 
that both channels were reading greater than 90%, when both should have been 
reading 60%. Caused by error due to closing of isolation valves on 890528. W/890626 
Itr. 

GLOVER,R.M., OWEN,T.B. Duke Power Co. 89/06/26. 12pp. 50407:183-50407:194. 

8907140009 LER 89-01 4-00:on 890603, Tech Spec violation occurred when valve re- 
turned to svc w/no retest performed, Caused by lack of attention to detail.Valve re- 
paired & retested.Memo sent to all shift managers,discussing incident, W/890703 Ur. 
GLOVER,R.M., OWEN,T.B, Duke Power Co. 89/07/05. 5pp, 50544:136-50544:140. 

8907140218 Special rept:on 890511, cathodic protection sys declared inoperable.Caused 
by loss of voltage at anodes & possible deteriorating test station due to age.VoItage 
restored to deenergized anodes & output voltage of rectifiers adjusted. 

TUCKER, H.B. Duke Power Co. 89/07/06. Document Control Branch (Document Con- 
trol Desk). 4pp. 50545:048-50545:051. 


8907140199 LER 89-01 5-00:on 890609,operating main feedwater pump tripped on low 
suction pressure initiating auxiliary feedwater pump automatic start & turbine 
trip.Caused by equipment malfunction. W/890705 Itr. 

GLOVER, R.M.. OWEN,T.B. Duke Power Co. 89/07/07. 7pp. 50544:145-50544:151. 
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U. Congressional/Executive Correspondence 


0905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of faciiity.Util has not yet discussed 
potential transfer & decor^missioninc w/NRC. 

ZECH.LW. Commiss-cnars S9/C5/19 JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 


—0907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 115. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. 3pp. 50519:157-50519:162. 


V. Operator Examinations 

0907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907200290 Forwards Insp Repts 50-413/89-09 & 50-414/89-09 on 890410- 0516 & 
notice of violation. 

GIBSON. A F. Region 2, Ofc of the Director. 89/07/10. TUCKER, H.B. Duke Power Co. 
2pp. 50590:164-50590:170. 

“8907200297 Insp Repts 50-413/89-09 & 50-414/89-09 on 890410-0505. Violations 
noted.Major areas inspected:various pla^t groups including 
operations ma'nt.O.A.engineerirq & training in support of safe p ant operavcns. 

GIBBS..- Rogjon 2. Of: of the Directcr. 89/07/10. 86pp. 5G59: i 71-505SC.256. 

8907250203 Requests ref mat! for reactor & senior reactor operator licensing exams 
scheduled for wk of 891030.Matl must be furnished by 890828 or exams have to be 
rescheduled. 

PEEBLES, T.A. Region 2, Ofc of the Director. 89/07/11. TUCKER.H.B. Duke Power 
Co. 11pp. 50655:195-50655:205. 
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F. Security, medical, emergency & fire protection plans 

8906280236 Responds to violation noted in Insp Rept 50-416/89-08. Corrective 
actions:qualified Radiation Worker II personnel assigned to hot machine shop prohibit- 
ed from frisking decontaminated matis. 

CESARE.J.G. System Energy Resources, Inc. 89/06/21. Document Control Branch 
(Document Control Desk), 3pp. 50333:067-50333:069. 

8907130286 Revised emergency plan procedures, including Rev 7 to 10-S-01-11, "Evac- 
uation ol Onsite Personnel," Rev 8 to 10-S-01-15, "Site Access Point Operations," 
Rev 7 to 10.S-01-17 & Rev 7 to 10-S-01-20.W/890705 ltr. 

HURLEY, J., CESARE.J.G. System Energy Resources, Inc. 89/07/05. 108pp. 
50535:104-50535:210. 

8907140171 Revised EPIPs, including Rev 7 to 10-S-01-3,Rev 14 to 10-S-0M2,Rev 7 to 
l0.S-01-19.Rev 7 to 10-S-01-21 & Rev 1 to 10-S-01-30.W/890711 ltr. 

HURLEY, J.. CATTON.S.R.. CESARE.J.G. System Energy Resources, Inc. 89/07/11. 
98pp. 50531:240-50531:339. 

8907170348 Responds to NRC 890613 ltr re violations noted in Insp Rept 50-416/89- 
14.Correctiv0 actions:radiological deficiency rept initiated to document removal of con- 
tamination barrier & contamination survey of area performed by health physics. 
CESARE.J.G. System Energy Resources, Inc. 89/07/12. Document Control Branch 
(Document Control Desk). 3pp. 50554:353-50554:355, 


H. General correspondence 

8907180171 Informs NRC of name & address change for lists of approved users of 
NRC licensed transport casks. RR Jackson named manager, radiological & environ 
svcs. 

CESARE.J.G. System Energy Resources. Inc. 89/07/13. MACDONALD.C.E. Transpor- 
tation Branch. 2pp. 50596:177-50596:178. 


I. Financial Information 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907050172 Forwards evaluation & request for addi info re audit of pipe support calcu- 
lations & notifies of staff visit on 890710-14 to audit pipe support calculations in areas 
identified in ends. 

KINTNER.L.L. Project Directorate 11-1. 89/06/28. COTTLE, W.T. System Energy Re- 
sources, Inc. 7pp, 50401:172-50401:178. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070279 Forwards Rev 2 to current cycle safety analysis as source for current acci- 
dent & transient analyses, 

COTTLE,W.T. System Energy Resources, Inc. 89/06/30. Document Control Branch 
(Document Control Desk). 8pp. 50443:3 16-50444:058. 

8907240059 Corrected ltr forwarding Rev 2 to current cycle safety ana'ys’s 'or facility. 
CCTTLE,W.T. System Energy Resources. Inc. 89/06/30. Docuto'": Cot.':;! Branch 
(Document Control Desk). 8pp. 50630:288-50631:045. 

-8907240063 "Grand Gulf Nuclear Station Unit 1, Revised Flow Dependent Thermal 
Limits." 

NIR.I. MSU Systems Services, Inc. NESDQ-88-003 R02. 88/11/30. 15pp. 50631:031- 
50631:045. 

8907100116 Forwards TE Murley, Director of NRR, 890605 ltr ack receipt of petition filed 
by Ecology Ctr of Southern California. Ltr that petition being processed, per 
10CFR2.206. 

KINTNER,L.L Project Directorate 11-1. 89/07/03. COTTLE. W.T. System Energy Re- 
sources, Inc. 3pp. 50457:178-50457:184. 

8907100151 Summary of 890622 meeting w/util to discuss proposed OL amend for load 
handling restrictions. Ends include list of attendees & meeting agenda. 

KINTNER.L.L. Project Directorate 11-1. 89/07/03. Project Directorate 11-1. 6pp. 
50457:268-50457:273. 

8907120114 Forwards Amend 60 to License NPF-29 & safety evaluation. Amend in- 
creases suppression pool low water level trip setpoint & allowable value in Tech Spec 
Table 3,3.8-2, "Plant Sys Actuation Instrumentation Setpoints." 

KINTNER.L.L. Project Directorate 11-1. 89/07/03. COTTLE. W.T. System Energy Re- 
sources, Inc. 5pp. 50514:355-50515:011, 

-8907120117 Amend 60 to License NPF-29, increasing suppression pool low water level 
trip setpoint & allowable value in Tech Spec Table 3.3.8-2, "Plant Sys Actuation In- 
strumentation Setpoints.” 

ADENSAM.E.G. Project Directorate 11-1. 89/07/03. 7pp. 50514:360-50515:006. 

“8907120120 Safety evaluation supporting Amend 60 to License NPF-29. 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/03. 5pp. 
50515:007-50515:011. 

8907110124 Confirms conversation on 890705 re delay of area pipe support design 
audit. 

CESARE.J.G. System Energy Resources. Inc. 89/07/06. Document Control Branch 
(Document Control Desk). Ip. 50501:119-50501:119. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville, MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081. 

8907180273 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS." 
End provides planned implementation schedule for SPDS mods.W/completion of 
planned mods.SPDS meets requirements of NUREG-0737,Suppl 1. 

COTTLE, W.T. System Energy Resources, Inc. 89/07/11. Document Control Branch 
(Document Control Desk). 6pp. 50572:281-50572:286. 

8907210075 Forwards addI info re response to Generic Ltr 88-01, "NRC Position on 
IGSCC in BWR Austenitic Stainless Steel Piping." per 890517 request. 

COTTLE, W.T. System Energy Resources, Inc. 89/07/14. Document Control Branch 
(Document Control Desk). 70pp. 50620:001-50620:076. 


8906290279 Forwards' evidence to guarantee payment of deferred premium obligation 
for plant.EncI financial data available in Central Files. 

CESARE,J.G. System Energy Resources, Inc. 89/06/23. Document Control Branch 
(Document Control Desk). 2pp. 50363:166-50363:167. 


P. Operating license stage documents & correspondence 

8906290121 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclides within 60 days of receipt of samples. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/06/13. COTTLE, W.T. System Energy 
Resources, Inc. 2pp. 50363:323-50363:324. 

8906280170 Application for amend to License NPF-29.redefinlng Tech Spec Figure 
3.1. 5-1 & revising associated Tech Specs on standby liquid control sys sodium penta- 
borate solution concentration.vol & temp. Fee paid. 

COTTLE.W.T. System Energy Resources, Inc. 89/06/19. Document Control Branch 
(Document Control Desk). 10pp. 50333:036-50333:051, 

-8906280172 Proposed Tech Specs, redefining Figure 3.1. 5-1 & revising standby liquid 
control sys sodium pentaborate solution concentration.vol & temp. 

* System Energy Resources, Inc. 89/06/19. 6pp. 50333:046-50333:051. 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

0’MEALIA,M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). 1p. 50530:355-50530:355. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290121 Requests completion of radiochemical analyses of liquid samples spiked 
w/radionuclides within 60 days of receipt of samples. 

COLLINS, D.M. Region 2, Ofc of the Director, 89/06/13. COTTLE.W.T. System Energy 
Resources, Inc. 2pp. 50363:323-50363:324. 

8906280236 Responds to violation noted in Insp Rept 50-416/89-08. Corrective 
actions:qualified Radiation Worker II personnel assigned to hot machine shop prohibit- 
ed from frisking decontaminated matis. 

CESARE.J.G. System Energy Resources, Inc. 89/06/21. Document Control Branch 
(Document Control Desk). 3pp. 50333:067-50333:069. 

8906290046 Responds to violation noted in Insp Rept 50-416/89-08. Corrective 
actionsrradiological deficiency rept initiated to document entry into high radiation area 
& memo issued emphasizing access requirements for posted areas. 

CESARE.J.G. System Energy Resources, Inc. 89/06/21. Document Control Branch 
(Document Control Desk). 3pp. 50363:337-50363:339, 

8907070257 Forwards Insp Rept 50-416/89-16 on 890520-0616 & notice of violation. 
VERRELLI.D.M. Region 2. Cfc of the Director. 89/06/27. COTTLE,W.T. System 
Energy Resources, Inc. 2pp. 50443:063-50443:077. 

-8907070259 Notice of violation from insp on 890520-061 6. Violations noted:licensee 
failed to procedurally control settings which resulted in isolation when damping setting 
not made to new circuit boards installed during last refueling outage. 

VERRELLI.D.M. Region 2. Ofc of the Director. 89/06/27. 2pp. 50443:065-50443:066. 
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—8907070264 Insp Rept 50-416/89-16 on 890520-061 6, Violations noted.Major areas 
inspected:operational safety verification, maint observation, surveillance 

observation, ESF sys waikdown, 10CFR21 procedures & action on previous insp find- 
ings. 

CHRISTENSEN,H., MATHIS,J.L.. CANTRELL,F.S. Region 2, Ofc of the Director. 89/ 
06/27. 11pp. 50443:067-50443:077. 

8907060221 Responds to violations noted in Insp Rept 50-416/89-08. Corrective 
actions:liner returned to facility for repackaging per preferred option guidelines delin- 
eated. 

CESARE.J.G. System Energy Resources, Inc. 89/06/28. Document Control Branch 
(Document Control Desk). 4pp. 50414:334-50414:337. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907170348 Responds to NRC 890613 Itr re violations noted in Insp Rept 50-416/89- 
14.Corrective actionsiradiological deficiency rept initiated to document removal of con- 
tamination barrier & contamination survey of area performed by health physics. 
CESARE.J.G. System Energy Resources, Inc. 89/07/12. Document Control Branch 
(Document Control Desk). 3pp. 50554:353-50554:355. 

8907180218 Responds to NRC 890713 Itr re violations noted in Insp Rept 50-416/89- 
14.Corrective actions’.feedwater sys revised to provide info re auto runback sequence 
of manual speed changer following reactor feed pump turbine trip. 

CESARE.J.G. System Energy Resources. Inc. 89/07/13. Document Control Branch 
(Document Control Desk). 3pp. 50579:279-50579:281. 

8907260215 Corrected response to violations noted in Insp Rept 50-4 16/89-1 4.Correc- 
tive actions:Sys Operating Instruction 04-1-04-N21-1, “Feedwater Sys," revised to pro- 
vide info re auto runback sequence of manual speed changer after trip. 

CESARE.J.G. System Energy Resources, Inc. 89/07/13. Document Control Branch 
(Document Control Desk). 6pp. 50672:334-50672:339. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & reiated correspondence ' 

8907250036 Forwards State of MS annual rept of environ monitoring activities for Grand 
Gulf Nuclear Station. 

FUENTE.E.S. Mississippi, State of. NRC-29-83.621. 89/04/11. Radiation Protection 
Branch. 1p. 50642:239-50642:269. 

8907200402 Monthly operating rept for June 1989 for Grand Gulf Nuclear Station, Unit 
1.W/890713 Itr. 

EDGE.W.E., CESARE.J.G. System Energy Resources,* Inc. 89/06/30. 5pp. 50703:001- 
50703:005. 


V. Operator Examinations 

8907050149 Notifies of resignation of JW Brister & TL Huey w/Licenses OP-20339-1 & 
SOP-20672, respectively. 

COTTLE,W.T. System Energy Resources, Inc. 89/06/30. Document Control Branch 
(Document Control Desk). 3pp. 50450:292-50450:293. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list encl. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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A. Application/construction stage documents & correspondence 

8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
design & const assurance for upcoming OL cases. 

O'MEALIA.M. Doc-Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 50530:355-50530:355. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list encl. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list encl. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907210374 Notification of 890717 meeting w/lead plant utils in Rockville, MD to discuss 
implementation of revised STS. 

EMCH.R.L. Technical Specifications Branch. 89/07/06. CALVO.J.A. Technical Specifi- 
cations Branch. 2pp. 50603:080-50603:081 . 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


S. Reportable occurrences, LERs & related correspondence 

8907050244 LER 88-01 2-02:on 88051 8, unit tripped on APRM neutron flux high 
signal.Caused by spike to grounding strap for plant security fence located on roof of 
turbine & control bldgs. Grounding strap reiocated.W/890628 Itr. 

DIFFERENT, P.M., COTTLE, W.T. System Energy Resources, Inc.' 89/06/28. 5pp. 
50386:060-50386:064. 

8907070233 Special Rept 89-006/0:on 890603, smoke detector NSP65N627H in fire 
zone 2-04 of auxiliary bldg continuously alarmed & failed to reset.Caused by steam 
leakage in RWCU sys recirculation pump B room. Leakage repaired. 

CESARE.J.G. System Energy Resources, Inc, 89/06/29. Document Control Branch 
(Document Control Desk), 2pp. 50455:178-50455:179. 

8907250141 LER 88-01 4-01 :on 880911, RWCU sys isolation occurred as operators shift- 
ed from post-pump to prepump mode.Caused by air trapped in flow 
transmitter.lntegrated operating procedures revised.W/890714 Itr. 

BYRD,R., CESARE.J.G. System Energy Resources, Inc. 89/07/14. 5pp. 50645:051- 
50645:055. 


R. Periodic operating reports & related correspondence 


8907250036 Forwards State of MS annual rept of environ monitoring activities for Grand 
Gulf Nuclear Station. 

FUENTE.E.S. Mississippi, State of. NRC-29-83-621. 89/04/11. Radiation Protection 
Branch. Ip. 50642:239-50642:269. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list encl. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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8907250128 LER 89-009-00:on 890620, RCIC & RWCU sys isolated on high steam line 
flow signal & high differential temp, respectively during scheduled maintCaused by 
personnel error.Responsible shift superintendent instructed.W/890720 Itr. 
DIFFERENT.P.M., COTTLE.W.T. System Energy Resources, Inc. 89/07/20. 6pp. 
50645:045-50645:050. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

zECH.LW. Commissioners. 89/05/19. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

~8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Hr .Question 115. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. 3pp. 6051 9:1 57:5051 9:1 62. 


F. Security, medical, emergency & fire protection plans 


8906280204 Rev 7 to Corporate Organization for Nuclear Incidents Procedure Manual 
Procedure CONI-11.01, “Emergency Preparedness Program Reviews." Rev 50 to 
table of contents also encl. 

SIEGRIST,H.W. Northeast Utilities. 89/06/20. 26pp. 50333:1 18-50333:144. 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants.oer 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/06/23. RUSSELL WT 
■ Region 1, Ofc of the Director. 3pp. 50388:296-50388:298. 


8907100088 Forwards Resident Safety Insp Rept 50-423/89-04 on 890405-051 S.No vio- 
lations noted.Response requested within 30 days re util evaluation of contained oper- 
ability of transmitters installed. 

WENZINGER,E.C. Region 1, Ofc of the Director. 89/06/28. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 50507:325-50507:344. 
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-8907100091 Insp Rept 50-423/89-04 on 890405-051 5. No violations noted. Major 
areas inspectediplant incident repts, reactor scrams, shutdown to repair high unidenti- 
fied leakage & repair to svc water piping & physical security. 

MCCABE, E.C. Region 1. Ofc of the Director. 89/06/28. 18pp. 50507:327-50507:344. 

8907110008 Forwards Rev 3 to safeguards contingency plan.Rev withheld (ref 
10CFR73.21(b) & 2.790). 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/07/05. Document Control Branch (Document 
Control Desk). 1p. 50499:337-50499:337. 

8907140091 PoHArards Rev 9 to physica' secuhtv clan .Rev withheld (ref 10CFR2.790(a)). 
MROCZKA.E.J. Northeast Utilities. V.RDDZKA E j \ortheast Nuclear Energy Co. 
(subs, of Northeast Utilities). 89/07/12. Document Control Branch (Document Control 
Desk). Ip. 50541:335-50541:335. 


H. General correspondence 

8907120076 Responds to 890526 Itr re constituent GL Johnson safety concerns ex- 
pressed in 890515-17 Itrs to LW Zech.NRC takes nuclear safety very seriously & will 
bring technical & investigative resources to bear in reso'v'ng cc^cer'^s 
STELLO.V. Ofc of the Executive Director for r.a.'C6-3: DODD.C.J. 

Senate. 2pp. 50576:001-50576:002. 

8907180185 Comme'^t oppcsi'^g p'-oncsed ru e 'CCFR::.“. “Acceptance of Products Pur- 
chased for Use in \j.:; es'’ '-^cwcr =!ar; S-.'jcv-.res S/s & Ccmponents." 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 39/07/05. C.HluK.S.J. Office 
of the Secretary of the Commission. 2pp. 50563:001-50563:002. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8907050255 Rev 2 to updated FSAR for Millstone Nuclear Power Station Unit 3.W/ 
890628 Itr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/06/28. 750pp. 50426:099-50428:133. 


P. Operating license stage documents & correspondence 

8907180373 Forwards Amends 118.33,142 & 36 to Licenses DPR-61.DPR-21, DPR-65 
& NPF-49, respectively & safety evaluation. Amends revise Tech Specs by removing 
Tech Spec Figures 6.2-1 & 6.2-2 re organizations functional requirements. 

STOL2.J.F. Project Directorate 1-4. 89/06/26. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 6pp. 50579:003-50579:048. 

-8907180377 Amends 118.33,142 & 36 to Licenses DPR-61,DPR-21, DPR-65 & NPF- 
49.respectively. deleting Tech Spec Figures 6.2-1 & 6.2-2 by replacing figures w/narra- 
tive description of offsite & onsite organizations functional requirements. 

STOLZ.J.F. Project Directorate 1-4. 89/06/26. 35pp. 50579:009-50579:044. 

-8907180382 Safety evaluat'C" suopoh^^c: .Amends 118,33,142 & 36 to Licenses DPR- 
61 .DPR-21, DPR-65 & N''F.4« rcscec:.ve y 

* Office of Nuclear Reactor Regulatior. Director (Post 870411). 89/06/26. 4pp. 
50579:045-50579:048. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907060071 Forwards Amend 38 to License NPF-49 & safety evaluation. Amend modi- 
fies Tech Spec Tables 3.3-6, “Radiation Monitoring for Plant Operations,’’ 3.3-11, 
“Fire Detection Instruments," 3.7.12.2, "Spray &/or Sprinkler Sys & 3.7-4 “Fire Hose 

JAFFE.D.H. Project Directorate I-4. 89/06/28. MROC2KA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 4pp. 50408:263-50408:282. 

-8907050074 Amend 38 to License NPF'49, changing Tables 3.3-6.3.3-11, 3.7.12.2 & 
3.7-4 to allow inoperability of containment purge & exhaust isolation area monitors 
during performance of integrated leak rate test. 

BUTLER.W.R, Assistant Director for Region I Reactors. 89/06/28. 11pp. 50408:267- 
50408:277. 

-8907050076 Safety evaluation supporting Amend 38 to License NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/28. 5pp. 
50408:278-50408:282. 

8907050106 Forwards Amend 37 to License NPF-49 & safety evaluation. Amend revises 
Tech Specs 3/4.2.2, 5.3.1, 5.3.2 & 6.9.1. 6 to allow Cycle 3 operation. 

JAFFE.D.H. Project Directorate 1-4. 89/06/28. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp, 50415:201-50415:223. 

-8907050110 Amend 37 to License NPF-49, changing Tech Specs 3/4.2.2. 5.3.1, 5.3,2 & 
6,9. 1.6 to allow Cycle 3 operation. 

STOLZ.J.F. Project Directorate 1-4. 89/06/28. 11pp. 50415:204-50415:214. 

-8907050111 Safety evaluation supporting Amend 37 to License NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/28. 9pp, 
50415:215-50415:223. 

8907050418 Application for amends to Licenses DPR-61 & NPF-49, clarifying Tech 
Specs re steam generator tube insp criteria. Change would add cold leg side as alter- 
nate point of entry. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J, Northeast Utilities. 89/ 
06/29. Document Control Branch (Document Control Desk). 5pp. 50401:076- 
50401:083. 

-8907050422 Proposed Tech Specs re inservice insp of steam generator tubes & ac- 
ceptance criteria for tubes. 

* Connecticut Yankee Atomic Power Co. * Northeast Nuclear Energy Co, (subs, of 
Northeast Utilities). 89/06/29. 3pp. 50401:081-50401:083. 


8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070170 Provides addi info re human factors design aspects of ATWS mitigating sys 
actuation circuitry.per ATWS rule. Design mod provides operators w/info & control 
interface necessary. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
MROCZKA.E.J. Northeast Utilities. 89/06/30. Document Control Branch (Document 
Control Desk). 2pp. 50444:074-50444:075. 

8907120067 Advises that fourth quarterly installment of 1989 annual fees will be wire 
transferred on 890731 in payment of invoices HI 146,H1222.H1 190 & H1 151, per 
10CFR171. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/07/07. Document Control 
Branch (Document Control Desk). 2pp. 50512:183-50512:184. 

8907140100 Forwards safety evaluat'C^ 880420 request for relief from 

ASME Code requirements to verify «.-x a/y sys reverse flow closure, per al- 

ternate insp. 

STOLZ.J.F. Project Directorate 1-4. 89/07/07. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 5pp. 50542:201-50542:209, 

-8907140104 Safety evaluation granting relief from inservice testing requirements for 
auxiliary feedwater discharge check valves, per alternate insp. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 4pp, 
50542:206-50542:209. 

8907180329 Advises that payment for 10CFR170 fee sent to JM Rodriquez re NRC 
review of Rev 11 to QA topical rept. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/07/07. Document Control 
Branch (Document Control Desk). Ip. 50580:010-50580:010. 

8907180146 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning." Plants have programs & procedures in place to monitor erosion/corrosion 
^ 0 ' bot.'* £;''o'o-p‘‘«:SC & two phase flow sys. 

.V-'CeZK.-'- Yankee Atomic Power Co. 89/07/13. Document Control 
Branch (Document Control Desk). 3pp. 50572:270-50572:272. 

8907200025 Advises that 890525 Rev 12 to QA program topical rept consistent w/pro- 
visions of 10CFR50.54 & acceptable. 

DURR,J.P. Region 1. Ofc of the Director. 89/07/13. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 4pp. 50597:099-50597:102. 

8907210262 Forwards safety evaluation accepting util proposed ATWS mitigating sys 
actuation circuitry designs, per ATWS Rule, 10CFR50.62. 

JAFFE.D.H. Project Directorate 1-4. 89/07/17. MROCZKA.E.J. Connecticut Yankee 
Atomic Power Co. 2pp. 50617:137-50617:150. 

-8907210264 Safety evaluation supporting util ATWS mitigating sys actuation circuitry 
designs. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. 12pp. 
50617:139-50617:150. 

8907250309 Application for amend to License NPF-49, changing Tech Spec Section 
4.2, 2.2.2 by revising Fxy formula for three-loop operation. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 89/07/20. Document Control Branch (Document 
Control Desk). 6pp. 50642:334-50642:352. 

-8907250314 Proposed Tech Specs re Fxy formula for npe'afic*' 

• Northeast Nuclear Energy Co. (subs, of Northe-:!-:: ...t -..o-i; 13pp. 

50642:340-50642:352. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290053 Ack receipt of 890125.0227 & 0331 Itrs informing NRC of proposed resolu- 
tions & corrective actions re regulatory effectiveness review.Actions will be examined 
during future insp. 

BELLAMY.°c>. Region ^ Ofc of the Director. 89/06/22. MROCZKA.E.J. Northeast 
Nuclear E. -erg;. Co :suos of Northeast Utilities). 2pp. 50364:051-50364:055. 

8906290491 Advises that one technically qualified & trained individual per site will man 
health physics network & emergency notification sys telephone lines at plants, per 
NRC Itrs. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 89/06/23. RUSSELL, W.T, 
Region 1 , Ofc of the Director. 3pp. 50388:296-50388:298. 

8907100088 Forwards Resident Safety Insp Rept 50-423/89-04 on 890405-051 5. No vio- 
lations noted.Response requested within 30 days re util evaluation of contained oper- 
"b 'ity of t-ansm'tte's ■nsta'‘ed. 

■.VENZ NGF.R.E.C. Rsg or 1. Ofc of the Director. 89/06/28. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 50507:325-50507:344. 

-8907100091 Insp Rept 50-423/89-04 on 890405-051 5.No violations noted. Major 
areas inspectedtplant incident repts, reactor scrams, shutdown to repair high unidenti- 
«ed 'eakage & repair to svc water piping & physica' secu.-ity 

fJCCABE.r.C. Region 1, Ofc of the Director. Si;'.'06.-25 i?5pp. 50507:327-50507:344. 

8907050418 Application for amends to Licenses DPR-61 & NPF-49, clarifying Tech 
Specs re steam generator tube insp criteria. Change would add cold leg side as alter- 
nate point of entry. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 89/06/29. Document Control 
Branch (Document Control Desk). 5pp. 50401:076-50401:083. 

-8907050422 Proposed Tech Specs re inservice insp of steam generator tubes & ac- 
ceptance criteria for tubes. 

* Connecticut Yankee Atomic Power Co, 89/06/29. 3pp. 50401:081-50401:083. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by Ene'-qy Line Break." Svc list end. 

FC3Si,C.E. Div.-sic-: of Operational Events Assessment (Post 870411), 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 
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8907120328 Responds to SuppI 3 to NRC Bulletin 88-008, “Thermal Stresses in Piping 
Connected to RCS.” Issue represents no problem at any Millstone unitHaddam Neck 
valves will be inspected for leakage riuhrg upcoming refueling outage. 

MROCZKA.E.J. Northeast Nuc-oar ■ir-.vc/' Co. (subs, of Northeast Utilities). 89/06/30. 
Document Control Branch (Doc.jrrio'i: ::cn:rcl Desk). 2pp. 50514:333-50514:334. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907130034 Confirms conversations w/util re NRC 890725 & 26 visit to facility to dis- 
cuss thimble tube wear program, per NRC Bulletin 88-009 Agenda end. 

JAFFE.D.H. Project Directorate 1-4. 89/07/07. VROCZ^A.E.., Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 4pp. 50536:053-50536:056. 

8907140100 Forwards safety evaluation granting util 880420 request for relief from 
ASME Code requirements to verify auxiliary feedwater sys reverse flow closure, per al- 
ternate insp. 

STOLZ.J.F. Project Directorate 1-4. 89/07/07. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 5pp. 50542:201-50542:209. 

-8907140104 Safety evaluation granting relief from inservice testing requirements for 
auxiliary feedwater discharge check valves, per alternate insp, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 4pp. 
50542:206-50542:209. 

8907140161 Forwards Safety Insp Repts 50-245/89-15,50-336/89-14 & 50-423/89-10 
on 89061 9-23. No violations or deviations noted. 

BELLAMY.R.R. Region 1. Ofc of the Director. 89/07/07. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 50544:183-50544:192. 

-8907140167 Insp Repts 50-245/89-15,50-336/89-14 & 50-423/89-10 on 890619- 
23. No violations or deviations noted. Major areas inspected:effluent, transportation & 
solid radwaste prog'-ams. irc'udinq met controls.audits.QA & program implementation, 
FURIA.J., ../-NG.J, BCRlS.R. Region 1, Ofc of the Director. 89/07/05. 7pp. 
50544:186-50544:192. 

8907200129 Forwards Safety Insp Rept 50-423/89-08 on 890515-0612. 
WENZINGER.E.C. Region 1. Ofc of the Director. 89/07/12. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 50614:049-50614:079. 

-8907200133 Insp Rept 50-423/89-08 on 89051 5-0612. No violations noted. Major 
areas inspected:plant operations. Unresolved Item 50-423/87-1 2-01, previous insp 
findings, plant incident repts, in-core thimble degradation & 10CFR50.59 safety evalau- 
tions. 

MCCABE.E.C. Region 1, Ofc of the Director. 89/07/11. 29pp. 50614:051-50614:079. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907060155 Forwards revised monthly operating rept for May 1989 for Millstone Unit 
3, further explaining outages experienced during month of May. 

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE,S.E. 
Northeast Utilities. 89/06/28. Document Control Branch (Document Control Desk). Ip. 
50431:334-50431:338. 

-8907060208 Revised monthly operating rept for May 1989 for Millstone, Unit 3. 
ELMS.A.L. Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 89/05/31. 4pp. 
50431:335-50431:338. 

8907140037 Monthly operating rept for June 1989 for Millstone Nuclear Power Station 
Unit 3.W/890710 Itr. 

ELMS,A.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
89/06/30. 5pp. 50542:118-50542:122. 


S. Reportable occurrences, LERs & related correspondence 

8907060160 LER 89-01 1-00:on 890527 & 0603, as-found local leak rate testing contain- 
ment unfiltered leakage exceeded Tech Spec limit.Caused by poor wedge-to-seat 
fit. Wedge angle changed & valve seats resurfaced to ensure proper seal.W/890626 
itr. 

PETROSKY.J.A., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/06/26. 4pp. 50415:166-50415:170. 

8907180038 LER 89-01 2-00:on 890605 & IS.during performance of local leak rate 
testing, specific piping penetrations could not be pressurized to test pressure.Caused 
by swing check valve not being fully seated prior to test. Valve removed.W/890705 Itr. 
PETROSKY.J.A., STETZ.J.P. Northeast Utilities. STETZ.J.P. Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). 89/07/05. 4pp. 50580:097-50580:100. 

8907140312 LER 89-01 3-00:on 890608,Train A loss of power signal initiated from emer- 
gency diesel generator A panel. Caused by replacement of control power fuse in Train 
A undervoltage auxiliary circuitPersonnel counseled.W/890710 Itr. 

KELLER, R.N,, SCACE.S.E. Northeast Utilities. SCACE.S.E. Northeast Nuclear Energy 
Co. (subs, of Northeast Utilities). 89/07/10. 3pp. 50544:152-50544:154. 

8907190352 LER 89-01 4-00:on 89061 4, control bldg isolation actuation occurred.Caused 
by procedural inadequacy while performing refueling surveillance of reactor protection 
sys. Surveillance procedure revised.W/8907l4 Itr. 

CONWAY, R.D., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 89/07/14. 4pp. 50583:087-50583:090. 


V. Operator Examinations 

8906300180 Discusses requatificaton program evaluation scheduled for wk of 
89091 8. Ref matls listed on end should be provided at least 30 days prior to evalua- 
tion. 

ESELGROTH.P.W. Region 1, Ofc of the Director. 89/06/20. MROCZKA.E.J. North- 
east Nuclear Energy Co. (subs, of Northeast Utilities). 8pp. 50370:181-50370:188. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519 051-5C:5 '.O 135. 

8907240246 Notification of Significant Licensee Meeting 89-110 w/util on 890718 in 
King of Prussia.PA to discuss util requalification training/testing program. 

MCCABE.E.C. Region 1, Ofc of the Director. 89/07/12. Region 1, Ofc of the Director. 
2pp. 50636:146-50636:147. 
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F. Security, medical, emergency & fire protection pians 


8906280127 Forwards Insp Repts 50-424/89-14 & 50-425/89-15 on 890318 - 0505 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/15. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50313:281-50313:321. 

-8906280135 Insp Repts 50-424/89-14 & 50-425/89-15 on 890318-0505. Violations 
noted. Major areas inspected:plant operations, radiological controls/ 
c‘'cn=stry.ma'nt.survc'llrtrco & security & administrative controls affecting quality. 
ROGGE J.b, .AIE_LC,R f- , PATTERSON, C.A. Region 2. Ofc of the Director. 89/06/ 
15. 37pp. 50313:285-50313:321. 

8906300113 Forwards Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 & notice 
of violation.Rept details & notice of violation withheld (ref 10CFR2. 790(d) & 73.21). 
£BNETER,S.D. Region 2. Ofc of t^e Director. 89/06/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 5C3'7.S:.'!39-53378:3-'‘-2. 

-8906300116 Partially withheld Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 
(ref 10CFR2. 790(d) &. 73.21). Violations noted re access controls.Major areas 
inspected:mgt support.security program plans & audits & vital area access controls. 
TILLMAN.A. Region 2. Ofc of the Director. 89/06/09. 2pp. 50378:341-50378:342. 

8907100242 Forwards Insp Repts 50-424/89-16 & 50-425/89-18 on 890506-0608.Viola- 
tions noted. 

HERDT.A.R. Region 2. Ofc of the Director. 89/06/23. HAIRSTON.W.G. Georgia 
Power Co. 3pp. 50459:061-50459:080. 

-8907100246 Insp Repts 50-424/89-16 & 50-425/89-18 on 890506-0608. Violations 
noted. Major areas inspected:plant operations, startup (Unit 2 ). radiological 
controls.maint.surveillance, security & quality programs & administrative controls. 
ROGGE.J.F.. AIELLO.R.F., SINKULE.M.V. Region 2. Ofc of the Director. 89/06/21. 
17pp. 50459:064-50459:080. 

8907050449 Forwards response to violations noted in Insp Rept 50-434/88-53. Re- 
sponse withheld (ref 10CFR2.790). 

HAIRSTON.W.G. Georgia Power Co. 89/06/29. Document Control Branch (Document 
Control Desk). 2pp. 50431:247-50431:248. 

8907130276 Rev 8 to Emergency Plan Implementing Procedure 91702-C, “Emergency 
Equipment & Supplies." W/890705 Itr. 

HAIRSTON.W.G. Georgia Power Co. 89/07/05. 46pp. 50532:075-50532:120. 

8907210083 Forwards Insp Repts 50-424/89-18 & 50-425/89-21 on 890612-16.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/07/12, HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50629:188-50629:199. 

-8907210089 Insp Repts 50-424/89-18 & 50-425/89-21 on 89061 2-1 6.No cited viola- 
tions noted. Major areas inspected:emergency preparedness program to determine if 
program maintained in state of operational readiness. 

GOODEN.A., RANKIN.W. Region 2, Ofc of the Director. 89/07/12. 10pp. 50629:190- 
50629:199. 

8907200417 Ack receipt of 890606 Itr forwarding detailed scenario for plant emergency 
preparedness exercise scheduled for 890726. Questions & comments will be provided 
at controller/evaluator briefing on 890725. 

COLLINS.D.M. Region 2. Ofc of the Director. 89/07/13. HAIRSTON.W.G. Georgia 
Power Co. Ip. 50589:031-50589:031. 

8907250017 Forwards response to violations noted in Insp Repts 50-424/89-17 & 50- 
425/89-19 on 890515-1 9.Response withheld (ref 10CFR2.790). 

HAIRSTON.W.G, Georgia Power Co. 89/07/20. Document Control Branch (Document 
Control Desk). Ip. 50661:159-50661:159. 


H. General correspondence 


8907270150 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 10CFR72.6(c) should be revised to provide for storage w/o ISFSl requirement. 
HAIRSTON.W.G. Georgia Power Co. 89/07/07, Docketing & Services Branch. 3pp. 
50648:189-50648:191. 


M. Antitrust correspondence 

8907140116 Requests written response re Oglethorpe Power Corp 890524 allegations 
re Georgia Power Co noncompliance w/antitrust license conditions within 30 days of 
Itr date. 

THOMAS.C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
07/10. HAIRSTON.W.G. Georgia Power Co. Ip. 50542:181-50542:181. 
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p. Operating license stage documents & correspondence 

8906280321 Discusses proposed mods to settlement monitoring program. Program in- 
cludes specific provisions for reading of settlement markers & for engineering evalua- 
tion of settlement data.W/45 oversize drawings. 

h.nIRSTON.Vv.G. Georgia Power Co 89/06/23. Document Control Branch {Document 
Control Des^). 1 1pp. 50337-052-50537;073. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOVV.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110007 Forwards SER accepting Westmghouse Owners Grouo response to Gener- 
ic Ltr 83-28, Item 4.5.3 re intervals for o'-l. ie ■.esn-'c :: p'otective sys. 

HOPKINS.J.B. Project Directorate 11-3. i:-.- 0.' c;: RS'ON.’.V 3. Georgia Power Co. 

2pp. 50501:120-50501:150. 

--8907110010 SER accepting licensee response to Generic Ltr 83-28.ltem 4.5.3 re reac- 
tor trip sys reliability for dcmost'c co-cr.-t;.- o readz.'s 
* NRC- No Detailed Aff.:a;:-:r'. Gv-;r 2pr, FOd:,- '.22-50501:150. 

8907120018 Responds to Generic Ltr 89-06, ‘‘SPDS" & NUREG-1342 re industry imple- 
mentation of SPDS.Util commits to maintain SPDS supporting documentation for 3 
ys.inc'udinc como'eted check'^st & photographs of SPDS implementation. 
i-;-:RS7CV.V.G Gi-.;;:ga --oa::-' Co. 89/07/05. Document Control Branch (Document 
Control Desk). 2pp. 50515:038-50515:039. 

8907140292 Forwards functional requirements matrix. similarity document & description 
of continuing plant safety •ron'to'irc svs vonfscat'C''. & validation program accompa- 
r-iod by grac^ c.al on o- o'cc'ar. £905-0 request. 

vSiEEE.R.J D D,-qLT«:-!r Lg*-: Cc civ.'O' C DDOj.'rent Control Branch (Document 
Control Desk). 19pp. 50639:164-50639:182. 

8907180001 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
th=''ring E.'cs‘cn 'comcs'cn mpn'toring p'cgram implemented for Unit 1 & will be devel- 
oper, ‘or Lr..: 2.lnsps ;c' ..r: >: .%•! os oe-formed during first refueling outage. 
riAlRSTCN '.V G Gec.’c.a -owe* Co 59. 07/11. Document Control Branch (Document 
Cor-.'.'o! 2pp. 50-373. 326-505 '’8.327 

8907180214 Notification of 890725 meeting w/util in Birmingham, AL to discuss status of 
current I'cer^ihg activ'tles & .:orporate initiatives for plants.Meeting agenda end. 

REED.' A -rc:rc: D.'-citcr.at-j 11-3. 89/07/12. MATTHEWS.D.B. Project Directorate 11- 
3..1PP. 5C57r..:'79-5:57F.0:->: 

8907210093 Submits supplemental info re rev to Tech Spec 5.3.1. Rev necessary in 
order jhat h':‘‘er enrichment fuel may be used for plant. starting w/Cycle 3. 
HAiF-S'DN,'/i.G Georgia Power Co. 89/07/17. Document Control Branch (Document 
Control Desk). 5pp. 50629:260-50629:264. 


Q. Inspection reports, IE Bulletins & correspondence 


8906280090 Ack receipt of 890518 response to violations noted in Insp Repts 50-424/ 
89-10 & 50-425/89-12. 

ERNST.M.L Region 2, Ofc of the Director. 89/06/08. HAIRSTON.W.G Georaia 
Power Co. 2pp. 50330:329-50330:330. 


8906280127 Forwards Insp Repts 50-424/89-14 & 50-425/89-15 on 890318 - 0505 & 
notice of violation. 

HERDT.A.R. Region 2. Ofc of the Director. 89/06/15, HAIRSTON.W.G Georqia 
Power Co. 2pp. 50313:281-50313:321. 


-8906280130 Notice of violation from insp on 890318-0505.Violation noted:licensee 
failed to appropriately establish or implement procedures. 

HERDT,A.R. Region 2, Ofc of the Director. 89/06/15. 2pp. 50313:283-50313*284 


-8906280135 Insp Repts 50-424/89-14 & 50-425/89-15 on 890318-0505. Violations 
noted.Major areas inspected:plant operations, radiological controls/ 

cr^mistry.maint, surveillance & security & administrative controls 3 ‘feo^ir.r aualitv 


890630()113 Forwards Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 & notice 
details & notice of violation withheld (ref tCCFR2 7&D.'d) & 73 21) 
cBNETtR.S.D. Region 2, Ofc of the Director. 89/06/21. H.-VRSTON v*. G Georqia 
Power Co. 2pp. 50378:339-50378:342. ^ 


'f^sp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 
I! 10CFR2 790(d) & 73.21). Violations noted re access controls. Major areas 
TILfM^J'r SrWDc®n ^ controls. 

S378 34i^5037i?34^^"’°'^' Director. 89/06/09. 2pp. 


50-424/89-16 & 50-425/89-18 on 890506-0608.Viola- 
Sca3pp"®5^T59fd6°M45M8a ^''''’STON.W.G. Georgia 


50-424/89-16 & 50-425/89-18 on 890506-0608. Violations 
noted.Major areas inspected:plant operations, startup (Unit 2) radioloaica 
rSe J r I P''? 9 rams & administrative controls. ^ 


" '"*0 50-434/88-53.Re. 

Branch (Document 


8906260403 NRC Info Notice 89-055, ‘‘Degradation of Containment Isolation Capability 
bv ‘-■ g*- E.-e-'Cy Lir-s Break." Svc list end. 

=C35'‘CF Divs:.-;r o: Operational Events Assessment (Post 870411). 89/06/30. 
Co'sc c.-reo “-u-sen Dc of New York, Inc. 64pp. 50519:019-50519:080. 

8907120166 Forwards Insp Repts 50-424/89-15 & 50-425/89-17 on 890522-26.No vio- 
lations or deviations identified. 

COLLINS.D.M. Reg=c-' 2. O'o c* f-o Director. 89/06/30. HAIRSTON.W.G, Georgia 
Power Co. 2pp. 525 : 3 2/o-i;:;f 1 3.?&2. 

--8907120170 Insp Repts 50-424/89-15 & 50-425/89-17 on 890522-26.No violations 
noted.Major areas inspected:occupational oxcossir'C & t-i-insportation & radi- 

ation protection startup. Weakness noted -ouaMv ai.;:;.: 

GLOERSEN.W.B., SHORTRIDGE.W.B., PCT-E^- , p. Qfc of the Director 

89/06/30. 13pp. 50513:280-50513:292. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/06 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066, 

8907190397 Ack receipt of 890614 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/89-1 3.Example two of Violation 50-424/89-13-01 still con- 
sidered valid. 

GIBSON, A.F. Region 2, Ofc of the Director. 89/07/10. HAIRSTON W G Georaia 
Power Co. 2pp. 50594:094-50594:095. ' 

8907180297 Responds to violations noted in Insp Repts 50-424/89-14 & 50-425/89- 
1 S.Corrective actions:engineering personnel instructed that legibility & reproducibility 
of "as-built" includes entire as-built notice page. 

HAIRSTON.W.G. Georgia Power Co. 89/07/12. Document Control Branch (Document 
Control Desk). 7pp. 50577:043-50577:049. 

8907210083 Forwards Insp Repts 50-424/89-18 & 50-425/89-21 on 89061 2-1 6.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/07/12. HAIRSTON W G Georaia 
Power Co. 2pp. 50629:188-50629:199. ^ 

“8907210089 Insp Repts 50-424/89-18 & 50-425/89-21 on 890612-16. No cited viola- 
tions noted.Major areas inspected:emergency preparedness program to determine if 
program maintained in state of operational readiness. 

GOODEN, A.. RANKIN, W. Region 2, Ofc of the Director. 89/07/12, 10pp. 50629:190- 

KACOQ.iQlD 


8907110441 NRC Bulletin 89-002, "Stress Corrosion C-'ackinq o' High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in A-uhe- T.-iri -'i;.: Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list enci. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/19 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159 


8907140274 NRC Info Notice 89-056, "Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp, 50630:001-50630:114. 


8907250017 Forwards response to violations noted in Insp Repts 50-424/89-17 & 50- 
425/89-19 on 89051 5-1 9.Response withheld (ref 10CFR2,790). 

HAIRSTON.W.G. Georgia Power Co. 89/07/20. Document Control Branch (Document 
Control Desk). Ip. 50661:159-50661:159. 


R. Periodic operating reports & related correspondence 


8907190042 Forwards revised pages to Feb 1989 monthly operating rept for Vogtie 
Units 1 & 2.Revs consist of corrections to rept period, erroneously specified as Mar 
1 989, 

HAIRSTON.W.G. Georgia Power Co. 89/07/13. Document Control Branch (Document 
Control Desk). Ip. 50581:139-50581:142. 


inuruniy operating repis lui reu leoe lor voc 
MOYE.R.A. Georgia Power Co. 89/02/28. 3pp. 50581:140-50581:142" 




s. Reportable occurrences, LERs & related correspondence 

89071 10W3 Notifies of potential significant deficiency re atomospheric dump 
yaives.Decision based on assumption that capability of actuator was 20,000 lbs which 
IS incorrecLMax actuator load available is 13,620 lbs. 

o ^o^trol Components, Inc. 89/06/28. CROSS, D. Georgia Power Co 

2pp. 50530:043-50530:044. 

8907050270 LER 89-01 3-00:on 890530, dissolved gases came out of solution & actu- 
ated high radiation signal & fuel handling bldg isolation occurred.Caused by inad- 
Aopropriate procedure revised.W/890629 ltr. 

5()41^i27^" Georgia Power Co. 89/06/29. 4pp. 50415:123- 

8907050^7 LER 89-01 4-00:on 890602,discovered that plant had not complied w/Para- 
graph 5.c re performance of quarterly spectrographic & ferrographic analysis of engine 
failurojc incoT.O'ate license commitments. W/190629 ltr, 

5041^101 ’ Georgia Power Co. 89/06/29. 4pp. 50415:098- 

89-008-01 :on S93223 :i soo-'ort=!d that 125 volt dc breakers for motor- 
operated valves in turbine driven auxil ary feedwater pump sys not proper size, Caused 
review of drawing change by enq neor.W'fijO.^' ’ r.r. 

50544 isb ^^''^STON.W.G.^ Georgia PowV Co o-i.;:/-.. 5pp. 50544:126- 

87-082-00:ori 871017,insp of breaker installed in main reactor trip 
® indicated that weld on breaker pole shaft lacked proper 
89 l) 7 'l 7 ftr^^^ *^7 procedural inadequacy.Procedure revised re response time.W/ 

50^0^2^^" Georgia Power Co. 89/07/17. 5pp, 50902:214- 
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V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

P.ARTlOVv,J.G“. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907190397 Ack receipt of 890614 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/89-1 3. Example two of Violation 50-424/89-13-01 still con- 
sidered valid. 

GIBSON, A. F. Region 2, Ofc of the Director. 89/07/10. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 50594:094-50594:095. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8902220234 Forwards Region II assessment & recommendation for issuance of low 
power OL for plant. Recommendation based on assessments of plant status & appli- 
cant activities described in End ^.\N/o ends. 

ERNS"".*/ 2, Ofc of the Director. 89/02/07, MURLEY.T.E. Office of Nuclear 

l-eac-or Director (Post 87041 1 ). 4pp. 5071 9:330-5071 9:333. 


F. Security, medical, emergency & fire protection plans 

8906280127 Forwards Insp Repts 50-424/89-14 & 50-425/89-15 on 890318 - 0505 & 
notice of violation. 

HERDT,A.R. Reg^c- 2 C^c d the Director. 89/06/15. HAIRSTON.W.G. Georgia 
Power Co. 2pp 5 :-3 ' .? ;i ' ■ 3 ' 3-32 1 

-8906280135 Insp Repts 50-424/89-14 & 50-425/89-15 on 890318-0505. Violations 
noted. Major areas inspected:plant operations, radiological controls/ 

chem'st"/ "’a''"t sun/e'i'er'ce & security & administrative controls affecting quality. 
FOGGE.'. E. Reg.:'' 2 C-': c' the Director. 89/06/15. 37pp. 50313:285-50313:321. 

8906300113 Forwards Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 & notice 
of violation.Rept details & notice of violation withheld (ref 10CFR2.790(d) & 73.21). 
EBNETER,S.D. Regie- Cfc c* tho Director. 89/06/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 5C3"':..33?-5C3";: 3~-2 

“8906300116 Partially withheld Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 
(ref 10CFR2.790(d) & 73.21 ).Violations noted re access controls.Major areas 
inscftcted-mct support, security program plans & audits & vital area access controls. 
'■|..LVA\ - “ MCGUIRE, D.R. Region 2. Ofc of the Director. 89/06/09. 2pp. 
50378:341-50378:342. 

8907100242 Forwards Insp Repts 50-424/89-16 & 50-425/89-18 on 890506-0608.Viola- 
tions noted. 

HERDT.A.R. 2. Ofc of f-e Director. 89/06/23. HAIRSTON.W.G. Georgia 

Power Co. 3pp 5:4":< c?.?. 

-8907100246 Insp Repts 50-424/89-16 & 50-425/89-18 on 890506-0608. Violations 
noted. Major areas inspected:plant operations, startup (Unit 2), radiological 

cont'D's.r.Ki-t.s:i!"j'c''larco security & quality nregrams & administrative controls. 
RCG3E - ■. Rcgic'i ?. D'c of the Director. S9.'C5.'21. fpp. 50459:064-50459:080. 

8907130276 Rev 8 to Eno'cency Plan Implementing Procedure 91702-C, "Emergency 
Ecuiement & Supplies ltr. 

hAinSTCN.Vv.G'. Georgia Power Co. 89/07/05. 46pp. 50532:075-50532:120. 

8907210083 Forwards Insp Repts 50-424/89-18 & 50-425/89-21 on 89061 2-1 6.No vio- 
lations or deviations noted. 

COLLINS.D.M. oegipp 2 Ofc of the Director. 89/07/12. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50629 : SO-tOOcPS.' 39 

-8907210089 Insp Repts 50-424/89-18 & 50-425/89-21 on 890612-1 6.No cited viola- 
tions noted. Major areas inspected:emergency preparedness program to determine if 
program maintained in state of operational readiness. 

GOODEN.A. Region 2. Ofc of the Director. 89/07/12. 10pp. 50629:190-50629:199. 

8907200417 Ack receipt of 890606 ltr forwarding detailed scenario for plant emergency 
preparedness exercise scheduled for 890726. Questions & comments will be provided 
at controller/evaluator briefing on 890725. 

COLLINS.D.M. Pcg:cn 2 Cfc c* the Director. 89/07/13. HAIRSTON.W.G. Georgia 
Power Co. Ip. 5r.583:C3l-5355y:23'. 

8907250017 Forwards response to violations noted in Insp Repts 50-424/89-17 & 50- 
425/89-19 on 89051 5-1 9.Response withheld (ref 10CFR2.790). 

HAIRSTON.W.G. Georgia Power Co. 89/07/20. Document Control Branch (Document 
Control Desk). Ip. 50661:159-50661:159. 


H. General correspondence 


8907270150 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of . 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 10CFR72.6(c) should be revised to provide for storage w/o ISFSI requirement. 
HAIRSTON.W.G. Geo-c'a Power Co. 89/07/07. Docketing & Services Branch. 3pp. 
506^6:183-506^0- ; 3f. “ 


M. Antitrust correspondence 


8907140116 Requests written response re Oglethorpe Power Corp 890524 allegations 
re Georgia Power Co noncompliance w/ antitrust license conditions within 30 days of 
ltr date. 

THOMAS,C.O. Policy Development & Technical Support Branch (Post 870411). 89/ 
07/10. HAIRSTON.W.G. Georgia Power Co. Ip. 50542:181-50542:181. 


P. Operating license stage documents & correspondence 

8906280321 Discusses proposed mods to settlement monitoring program. Program in- 
cludes specific provisions for reading of settlement markers & for engineering evalua- 
tion of settlement data.W/45 oversize drawings. 

HAIRSTON.W.G. Georgia Power Co. 89/06/23. Document Control Branch (Document 
Control Desk). 11pp. 50337:063-50337:073. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic issue 101 , “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co, of New York, Inc. 54pp. 50416:062-50416:106. 

8907070252 Summary of onsite meeting w/ licensee on 890523-25 re Mar 1989 check 
valve leaks at plant. 

HOPKINS, J.B. Project Directorate 11-3. 89/06/30. Project Directorate 11-3. 3pp. 
50455:332-50455:334. 

8907110007 Forwards SER accepting Westinghouse Owners Group response to Gener- 
ic Ltr 83-28, Item 4.5.3 re intervals for on-line testing of reactor protective sys. 
HOPKINS.J.B. Project Directorate 11-3. 89/07/03. HAIRSTON.W.G. Georgia Power Co. 
2pp. 50501:120-50501:150. 

-8907110010 SER acceptirg licer’see response to Generic Ltr 83-28, Item 4,5.3 re reac- 
tor trip sys reliability for al-'dcrrcst c operating reactors. 

* NRC - No Detaileo Affiliation Gwen. 89/07/03. 2pp. 50501:122-50501:150. 

8907140292 Forwards functional requirements matrix, similarity document & description 
of continuing plant safety monitoring sys verification & validation program accompa- 
nied by graphical representation of program,per 890510 request. 

SIEBER.J.D. Duquesne Light Co. 89/07/07. Document Control Branch (Document 
Control Desk). 19pp. 50639:164-50639:182. 

8907180001 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
thinning.Erosion/corrosion monitoring program implemented for Unit 1 & will be devel- 
oped for Unit 2.lnsps for Unit 2 will be performed during first refueling outage. 
HAIRSTON.W.G. Georgia Power Co. 89/07/11. Document Control Branch (Document 
Control Desk). 2pp. 50578:326-50578:327. 

8907180214 Notification of 890725 meeting w/util in Birmingham, AL to discuss status of 
current licensing activities & corporate initiatives for plants.Meeting agenda end. 
REED.T.A. Project Directorate 11-3. 89/07/12. MATTHEWS.D.B. Project Directorate II- 
3. 4pp. 50578:079-50678:082. 

8907210093 Submits supplemental info re rev to Tech Spec 5.3.1. Rev necessary in 
order that higher enrichment fuel may be used for plant, starting w/Cycle 3. 
HAIRSTON.W.G. Georgia Power Co. 89/07/17. Document Control Branch (Document 
Control Desk). 5pp. 50629:260-50629:264. 


Q. inspection reports, IE Bulletins & correspondence 


8906280090 Ack receipt of 890518 response to violations noted in Insp Repts 50-424/ 
89-10 & 50-425/89-12. 

ERNST.M.L. Region 2, Ofc of the Director. 89/06/08. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50330:329-50330:330, 

8906280127 Forwards Insp Repts 50-424/89-14 & 50-425/89-15 on 890318 - 0505 & 
notice of violation. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/15. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50313:281-50313:321. 

-8906280130 Notice of violation from insp on 890318-0505.Violation notedilicensee 
failed to appropriately establish or implement procedures. 

HERDT.A.R. Region 2, Ofc of the Director. 89/06/15. 2pp. 50313:283-50313:284. 

-8906280135 Insp Repts 50-424/89-14 & 50-425/89-15 on 890318-0505. Violations 
noted.Major areas inspected:plant operations, radiological controls/ 

chemistry.maint, surveillance & security & administrative centre's af'ect'rg quality. 
ROGGE, J.E.. AIELLO, R.F., PATTERSON, C.A. Region 2. Ofc c* :re Director 89/06/ 
15. 37pp. 50313:285-50313:321. 

8906300113 Forwards Insp Repts 50-424/89-17 & 50-425/89-19 on 890515-19 & notice 
of violation.Rept details & notice of violation withheld (ref 10CFR2.790(d) & 73.21). 
EBNETER.S.D. Region 2, Ofc of the Director. 89/06/21. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50378:339-50378:342. 

-8906300116 Partially withheld Insp Repts 60-424/89-17 & 50-425/89-19 on 890515-19 
(ref 10CFR2.790(d) & 73.21 ).Violations noted re access controls.Major areas 
inspected:mgt support, security program plans & audits & vital area access controls. 
TILLMAN, A., MCGUIRE, D.R. Region 2, Ofc of the Director. 89/06/09. 2pp. 
50378:341-50378:342. 

8906290183 Forwards Insp Rept 50-425/89-22 on 89061 2-1 6.No violations or devi- 
ations noted. 

JULIAN.C.A. Region 2, Ofc of the Director, 89/06/23. HAIRSTON.W.G. Georgia 
Power Co. 2pp. 50368:350-50369:005. 

-8908290186 Insp Rept 50-425/89-22 on 89061 2-1 6.No violations noted. Major areas 
. inspected:review of completed startup tests & closeout of startup test insp program. 
BURNETT.P.T., ZEILER.J., BELISLE.G.A. Region 2, Ofc of the Director. 89/06/25. 
14pp. 50368:352-50369:005. 

8907100242 Forwards Insp Repts 50-424/89-16 & 50-425/89-18 on 890506-0608.Viola- 
tions noted. 

HERDT.A.R. Region 2. Ofc of the Director, 89/06/23. HAIRSTON.W.G. Georgia 
Power Co. 3pp. 50459:061-50459:080. 
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-8907100246 Insp Bepis 50-424/89-16 & 50-425/89-18 on 890506-0608. Violalions 
noted.Major areas inspected.-plant operations, startup (Unit 2), radiological 

controls, maint, surveillance, socur *. S cja' tv- !:r:::'ams & administrative controls. 
ROGGE.J.F., AIELLO,R.F., I'l.'.-C... E V w- .--icc.c'f 2, Ofc of the Director. 89/06/21. 
17pp. 50459:064-50459:080. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120166 Forwards Insp Repts 50-424/89-15 & 50-425/89-17 on 890522-26.No vio- 
lations or deviations identified. 

COLLINS.D.M. Region 2. Ofc of the Director. 89/06/30. HAIRSTON, W.G. Georgia 
Power Co. 2pp. 505:3:273-505 1 3:292. 

-8907120170 Insp Repts 50-424/89-15 & 50-425/89-17 on 890522-26.No violations 
noted.Major areas inspected:occupational exposure, shipping & transportation & radi- 
ation protection startup. Weakness noted in quality of audit program. 

GLOERSEN,W.B., SHORTRtDGE,W.B.. POTTER.J.P. Region 2. Ofc of the Director. 
89/06/30. 13pp. 50513:280-50513:292. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180001 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
thmn'“g.Eros‘cn.':o'rr«:cn mc-itcr ''c prcp'a'r implorrented for Unit 1 & will be devel- 
oped 'cr ‘or Jr. : 2 v.ill hb oGr-o-r-od cu'.'.nq ‘rst .'■e^ueling outage. 

t-iA.PSrON,/. C Gocrc.a Fca":.' C c 89 'C”.- 1 ' .";OC^.'n£r: Cc.''-”ol B.'a.rcn Document 
Control Desk), 2pp. 50578:326-50578:327. 

8907180297 Responds to violations noted in Insp Repts 50-424/89-14 & 50-425/89- 
1 5.Corrective actic"s en(:;iree'’'nc pe'-scrre! Instructed that legibility & reproducibility 
of “as-built" ..dc-s erS'c re: ca page. 

HAIRSTON, W G Goc'^ -'ower G:- ti9- Document Control Branch (Document 
Control Desk). 7pp. 50577:043-50577:049. 

8907210083 Forwards Insp Repts 50-424/89-18 & 50-425/89-21 on 890612-16.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/07/12. HAIRSTON, W.G. Georgia 
Power Co. 2pp, 50629:188-50629:199. 

-8907210089 Insp Repts 50-424/89-18 & 50-425/89-21 on 890612-16.No cited viola- 
tions noted.Major areas inspected:emergency preparedness program to determine if 
prog^ram maintained in state of operational readiness. 

GOODEN.A., RANKIN. W. Region 2, Ofc of the Director. 89/07/12. 10pp. 50629:190- 
50629:199. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907250017 Forwards response to violations noted in Insp Repts 50-424/89-17 & 50- 
425/89-19 on 89051 5-1 S.Response withheld (ref 10CFR2.790). 

HAIRSTON, W.G. Georgia Power Co. 89/07/20. Document Control Branch (Document 
Control Desk), ip. 50661:159-50661:159. 


R. Periodic operating reports & related correspondence 


8907190042 Forwards revised pages to Feb 1989 monthly operating rept for Vogtie 
Units 1 & 2.Revs consist of corrections to rept period, erroneously specified as Mar 
1989. 

HAIRSTON, W.G. Georgia Power Co. 89/07/13. Document Control Branch (Document 
Control Desk). Ip. 50581:139-50581:142. 

-8907190084 Corrected monthly operating repts for Feb 1989 for Vogtie Units 1 & 2. 
MOYE.R.A. Georgia Power Co. 89/02/28. 3pp. 50581:140-50581:142. 


S. Reportable occurrences, LERs & related correspondence 


8907110083 Notifies of potential significant deficiency re atomospheric dump 
valves.Decision based on assumption that capability of actuator was 20,000 lbs which 
is incorrect.Max actuator load available Is 13,620 lbs, 

STERUD.C.G. Control Components, Inc. 89/06/28. CROSS,D. Georgia Power Co. 
2pp. 50530:043-50530:044. 

8907170362 LER 89-022-00:on 8906 15, determined that between 890527-0614, unit had 
potentially been operated above max power level specified in license due to calorime- 
tric instrument errors. Caused by improper venting of transmitter.W/890714 ltr. 
ODOM.R.M., HAIRSTON, W.G. Georgia Power Co. 89/07/14. 5pp. 50553:001- 
50553:005. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Appficatlon/constructlon stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061, 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redu-^da^cy " Svc list end, 

PARTLOW,J.G. Associate Director for ^ :::s 870411). 89/06/30, Consolidat- 

ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080, 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp, 50630:001-50630:114. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end, 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8906290283 Requests exemption from 10CFR70. 51(d), to allow use of tamper-indicating 
Type E seals to secure nuclear fuel assembly storage areas at plant instead of con- 
ducting annual physical inventories. 

RAY.M.J. Tennessee Val'cy Auf-'Ority 89 '06 '13. Document Control Branch (Docu- 
ment Control Desk). 5pp. 5335''’.C:S.':.bor:-j7 35". 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redunda.ncy” Svc 'ist end. 

PARTLOW.J.G, Associate Director for ^-oiects 971'.'*- 1 1). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 5C-< i5.:52-5;)<<:6 105 

8907070186 Notification of 890711 meeting w/util & Quadrex Corp in Rockville, MD to 
discuss plan to license & operate facilities. 

AULUCK.R. TVA Projects Division. 89/07/03. BLACK, S. Assistant Director for 
Projects. 2pp. 50552:186-50552:190. 

-8907120205 Submits plan for Quadrex Corp to lease plant, complete facility, operate 
facility, sell power & eventually return plant to TVA.Topic will be discussed at 890711 
meeting. 

DERRICKSON.W.B. Quadrex Corp. 89/06/21. STELLO.V. Ofc of the Executive Direc- 
tor for Operations. 3pp. 50552:188-50552:190. 

8907140006 Advises that radiochemical lab drain presently discharged to Operational 
Sewage Treatment Plant DSN OOSB.lf plant becomes operational.lab drain will be dis- 
charged to liquid radwaste sys.Util cont'r'uing tc use north sump collection pond. 
SCHMIERBACH.M. Tennessee Valov Aji.-ionty 89/07/06. HORN.C., PIZNAR.T. Ala- 
bama, State of. 2pp. 50541:016-50541:017. 

8907140261 Requests addi info re nuclear QA plan within 60 days of receipt of ltr, 
BLACK, S.C. TVA Projects Division. 89/07/10. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 

8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items, 

BLACK,S.C. Assistant Director for Projects. 89/07/18. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 4pp. 50654:187-50654:190. 


F. Security, medical, emergency & fire protection plans 


8907120010 Revised emergency plan,App A.W/890707 ltr. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 
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8907260143 Forwards Insp Repts 50-438/89-03 & 50-439/89-03 on 890427- 28,0518 & 
0629-30, No violations or deviations noted. 

WILSON, B. A. Assistant Director for Inspection Procrams. 89/07/11. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50674;248”506?4:257. 

-8907260146 Insp Repts 50-438/89-03 & 50-439/89-03 on 890427-28,0518 & 0629- 
30, No violations noted. Major areas inspected:preventive maint activity,site 
sec-'f. L' 'cs-'ts OA w/site mgt & site tours. 

3 2, Ofc of the Director. 89/07/11. 

8pp. 50674:250-50674:257. 

8907250190 Revised Ce-fr.:;: E-o'cs-.c - Control Ctr (CECC) EPlPs ^''c'jd=nc 3 to 
CECC-EPIP-1. “EDO ;;'''::;! cc-...v.- & Rev 4 to CECC-E=1--.v -Cpc-alc's 

Duty Specialist Procedure for Notification...." W/890719 Itr. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907260143 Forwards Insp Repts 50-438/89-03 & 50-439/89-03 on 890427- 28,0518 & 
0629-30. No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/11. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50674:248-50674:257. 

-8907260146 Insp Repts 50-438/89-03 & 50-439/89-03 on 890427-28,0518 & 0629- 
30. No violations noted. Major areas inspected:preventive maint activity,site 
security, calibr 'os-Its cf C.A a..;rJ'ts.rec1'’'a.s w/site mgt & site tours. 

WALTON,G.A., S-'ANC.-'W C 2, Ofc of the Director. 89/07/11. 

8pp. 50674:250-50674:257. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves a* Design." svc list end. 

ROSSI, C.E. Division of Cp'.:'«; ona E'vtJ'V.s Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907180136 "Environ Radioactivity Levels Bellefonte Nuclear Plant Annual Rept-1988," 
W/890714 Itr. 

RAY,M.J. Tennessee Valley Authority. 88/12/31. 34pp. 50572:287-50572:320. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8906290283 Requests exemption from 10CFR70. 51(d), to allow use of tr:""oor-T'd'cat‘r.g 
Type E seals to secure nuclear fuel assembly storage areas at plant nstenc o' con- 
ducting annual physical inventories. 

RAY,M.J. Tennessee Va"o> -■jthc'tv £G.'C5/13. Document Control Branch (Docu- 
ment Control Desk). 5pp 50357 .'■-5055 7 357. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety- related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 6lpp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907070186 Notification of 890711 meeting w/util & Quadrex Corp in Rockville,MD to 
discuss plan tc 'icensc & oporgto facilities. 

AULUCK,R. T. A -'o-ods Div. sic". 89/07/03. BLACK, S. Assistant Director for 
Projects. 2pp. 50552:186-50552:190. 

-8907120205 Submits plan for Quadrex Corp to lease plant,complete facil‘W ope-’ate 
facility, sell power & eventually return plant to TVA.Topic will be discussed a: S9C7‘. i 
meeting. 

DERRICKSON,W.B. Quadrex Corp. 89/06/21. STELLO,V. Ofc of the Executive Direc- 
tor for Operations. 3pp. 50552:188-50552:190, 

8907140006 Advises that radiochemical lab drain presently discharged to Operational 
Sewage Treatment Plant DSN 003B.lf plant becomes operational, lab drain will be dis- 
charged to liquid radwaste svs Uti' ccnt!''j=''g tc use north sump collection pond. 
SCHMIERBACH.M. Tenne.ssco Vaie.' AjihSrtv 89/07/06. HORN,C.. PIZNAR.T. Ala- 
bama, State of. 2pp. 50541.0-6-50-54 1-C17. 

8907140261 Requests add! info re nuclear QA plan within 60 days of receipt of Itr. 
BLACK, S.C. TVA Projects Division. 89/07/10. KINGSLEY, O.D. Tennessee Valley Au- 
thority. 14pp. 50542:266-50542:279. 


8907250021 Notification of 890721 meeting w/util in Rockville, MD to review employee 
concern programs & status of open items. 

BLACK,S.C. Assistant Director for Projects. 89/07/18. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 4pp. 50654:187-50654:190. 


F. Security, medical, emergency & fire protection plans 


8907120010 Revised emergency plan,App A.W/890707 ltr. 

RAY,M.J. Tennessee Valley Authority. 89/06/20. 12pp. 50515:079-50515:090. 

8907260143 Forwards Insp Repts 50-438/89-03 & 50-439/89-03 on 890427- 28,0518 & 
0629-30. No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs. 89/07/11. KINGSLEY,O.D. 
Tennessee Valley Authority. 2pp. 50674:248-50674:257. 

-8907260146 Insp Repts 50-438/89-03 & 50-439/89-03 on 890427-28,0518 & 0629- 
30. No violations noted. Major areas inspected:preventive maint activity, site 
SG.c:jrty.ca'‘b' p-ccra-”-- .'csults c/ OA .?.:..d'ts,rcdi-f:s w'site mgt & site tours. 
WAu"C\,3 A ■'■.'men 2 Ofc '.he D '.o' ■< ?. TVA Projects Division. 89/ 

07/11. 8pp. 506-'^;''25C ":57-; 25. L 

8907250190 Revised Central Emergency Control Ctr (CECC) ■'•c'.jdinc Pev ?. to 

CECC-EPlP-1, "EDO Notification Checklist" & Rev 4 to C-LC-L'' ' Cp-::ra;!C-.s 
Duty Specialist Procedure for Notification,..." W/890719 ltr. 

SHELL,R.H. Tennessee Valley Authority. 89/07/19. 122pp. 50642:097-50642:218. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "M 0 talclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066, 

8907260143 Forwards Insp Repts 50-438/89-03 & 50-439/89-03 on 890427- 28,0518 & 
0629-30.No violations or deviations noted. 

WILSON, B.A. Assistant Director for Inspection Programs, 89/07/11. KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50674:248-50674:257, 

-8907260146 Insp Repts 50-438/89-03 & 50-439/89-03 on 890427-28,0518 & 0629- 
30. No violations noted. Major areas inspected:preventive maint activity,site 
security,calibr program, results of QA audits. meetings w/site mgt & site tours, 
WALTON.G.A., BRANCH.M., HUMPHREY.G. Regibn 2, Ofc of the Director. 89/07/11. 
8pp. 50674:250-50674:257. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907180136 "Environ Radioactivity Levels Bellefonte Nuclear Plant Annual Rept-1988." 
W/890714 Itr. 

RAY.M.J. Tennessee Valley Authority. 88/12/31. 34pp. 50572:287-50572:320, 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907050085 Forwards info re plant emergency procedure guidelines for alternate shut- 
down cooling & secondary containment control. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50417:100-50417:103. 

8907070184 Temporary Change Instruction 2 to Rev 9 to OM15A EP, "Emergency Plan 
for Perry Nuclear Power Plant." W/890630 Itr, 

ANDERSON.J.D., KAPLAN.A. Cleveland Electric Illuminating Co. 89/06/30. 14pp. 
50443:283-50443:296. 

8907190253 Revised EP'i^s.'-'.cljdSr:; Temporary Change Number (TCN) 5 to Rev 3 to 
EPI-A1.TCN 4s to Re-. -- tc Fr=i-A 5 ,f-'ov 6 to EPI-A6, Rev 5 to EPI-A8,Rev 3 to EPI- 
AlO.Rev 6 to EPl-B1,Rev 5 to EPI-B4 & TCN 6 to Rev 2 to EPI-B7a.W/89071 1 ltr. 
KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/11. 127pp. 50592:264- 
50593:030. 

8907210223 Advises that 890630 Change 2 to Rev 9 to emergency plan acceptable & 
changes do not downgrade plan effectiveness. Changes included refined criteria for 
declaring onsite recovery phase of operations & dewngraM.;..;; class -'ico'. Dn. 
GREGER.L.R. Region 3, Ofc of the Director. 89/07/ 14. KAFTAN, A Cleveland Electric 
Illuminating Co. 2pp. 50615:359-50615:360. 
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P. Operating license stage documents & correspondence 

8907070234 Forwards safety evaluation of Limitorque motor operators found during 
recent exams w/missing T-drains, providing justification that valves operable during 
first fuel cycle. 

KAPLAN, A. Cleveland Electric Illuminating Co. 89/06/23. DAVIS, A.B. Region 3, Ofc of 
the Director. 1p. 50455:351-50456:003. 

-8907070237 “Safety Evaluation for Limitorque Motor Operators Motor W/o T-Drains." 
PATEL.S.C. Cleveland Electric Illuminating Co. 89/06/23. 12pp. 50455:352- 
50456:003. 

8907030030 Forwards notice of environ assessment & finding of no significant Impact re 
890210 application for amend to License NPF-58.Amend revises OL to incorporate re- 
vised commitments re human enc^.^ee-irc deficiencies. 

COLBURN.T.G. Prciect Di'ecto'a':*:- III-:: S9.-‘:5.-26. KAPLAN, A. Cleveland Electric Illu- 
minating Co. 2pp 534 15. ' -IS 504 i5.?04. 

-8907030037 Environ assessment & finding of no significant impact re 89021 0 applica- 
tion for amend to License NPF-58,revising OL to incorporate revised commitments for 
human engineering deficiencies identified in DCRDR. 

HANNON.J.N. Project Directorate III-3. 89/06/26. 4pp. 50416:201-50416:204. 

8907050085 Forwards info re plant emergency procedure guidelines for alternate shut- 
down cooling & secondary containment control. 

KAP.-AN.a. Co.-e.":nd Electric Illuminating Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50417:100-50417:103. 

8907050097 Advises that util did not purchase electrical components &/or parts from 
Planned Mart Sys.Irc.per 890522 request. 

KAPLAN, A. Clevc-iarc Ekictr.c "lumi’-ating Co 89/06/26. Document Control Branch 
(Document Control Desk). Ip. 5C41S:0C 1-504 13:00':. 

8907050148 Forwards Amend 22 to License NPF-58 & safety evaluation. Amend makes 
editorial changes & corrects typos.Changes to size & composition of plant operations 
review committee also made. 

COLBURN,T.G. Project Directorate III-3. 89/06/26. KAPLAN.A. Cleveland Electric Illu- 
minating Co. 2pp, 50417:173-50417:204. 

-8907050152 Amend 22 to License NPF-58.making editorial & title changes & correct- 
ing typos for personnel.Changes to size & composition of plant operations review 
committee also made. 

HANNON.J.N. Project Directorate III-3. 89/06/26. 25pp. 50417:175-50417:199. 

-8907050153 Safety evaluation supporting Amend 22 to License NPF-58. 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/26. 5pp. 
50417:200-50417:204. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,j.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907050207 Forwards evaluation of containment airborne contamination levels & benefit 
of purge operations,per 850326 commitment & recommends rev of Tech Spec as 
shown on attached Page 3/4 6-12. 

KAPLAN,A. Cleveland Electric Illuminating Co. 89/06/30. Document Control Branch 
(Document Control Desk). 26pp. 50401:146-50401:171. 

8907120056 Forwards Amend 23 to License NPF-58 & safety evaluation. Amend adds 
ref "DCRDR-First Refuel Human Engineering Discrepancy (HED) Revs Rept," to At- 
tachment 1 to revise commitments for HED resolution. 

COLBURN.T.G. Project Directorate 11I-3. 89/07/06. KAPLAN.A. Cleveland Electric Illu- 
minating Co, 2pp. 50513:015-50513:023. 

-8907120069 Amend 23 to License NPF-58.adding ref to Attachment 1 to license 
"DCRDR-First Refuel Human Engineering Discrepancy Revs Rept." 

HANNON.J.N. Project Directorate 111-3. 89/07/06. 3pp. 50513:017-50513:019. 

-8907120071 Safety evaluation supporting Amend 23 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 2pp. 
50513:020-50513:021. 

-8907120077 Notice of issuance of Amend 23 to License NPF-58, revising Attachment 1 
to license to incorporate ref re licensee reassessment of human engineering deficien- 
cies identified during DCRDR.per NUREG-0737,ltem l,D,1. 

HANNON.J.N. Project Directorate I1I-3. 89/07/06. 2pp. 50513:022-50513:023. 

8907130104 Provides documentation of completion/incorporation into plant programs of 
TDI Owners Group Phase II recommendations. Summary resolution of Phase II mods 
by component, recommended action, method of resolution & status end. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/07. Document Control Branch 
(Document Control Desk). 8pp. 50533:152-60533:159. 

8907140068 Forwards results of control room/remote shutdown room final noise survey 
& DCRDR final closure of outstanding human engineering discrepancies. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/11. Document Control Branch 
(Document Control Desk). 89pp. 50543:060-50543:148. 

8907170403 Responds to Generic Ltr 89-06 re certification of SPDS to meet NUREG- 
0737,Suppl I.Drywell hydrogen concentration display will be provided before next 
startup. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/12. Document Control Branch 
(Document Control Desk). Ip. 50548:233-50548:233. 

8907200008 Requests addi info re util 870917 application submitted in response to Ge- 
neric Ltr 67-09.Util should affirm that remedial measures prescribed for affected action 
statements consistent w/updated SAR & supporting safety analyses, 

COLBURN.T.G. Project Directorate III-3. 89/07/12. KAPLAN.A. Cleveland Electric Illu- 
minating Co, 3pp. 50597:093-50597:095. 


8907200410 Forwards safety evaluation re updated SAR App IB 
commitments.Commitments relates to upgrading of neutron monitoring instrumentation 
per Reg Guide 1.97, Revision 2, "Instrument setpoint methodology & gaseous effluent 

COLBURN.T.G. Project Directorate III-3. 89/07/14. KAPLAN.A. Cleveland Electric Illu- 
minating Co, 2pp. 50595:157-50595:163. 

-8907200411 Safety evaluation re updated safety analysis rept Appendix IB, license 
commitment revs. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/14. 5pp, 
50595:159-50595:163. 

8907250175 Responds to Generic Ltr 89-08 re pipe erosion/corrosion. Program, as dis- 
cussed in util 870908 ltr, will be documented as listed in order to ensure continued 
long-term implementation. 

KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/20. Document Control Branch 
(Document Control Desk). 2pp. 50654:210-50654:211. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290030 Forwards Safety Insp Rept 50-440/89-07 on 890309-0605 & notice of vio- 
lation. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/22. KAPLAN.A. Cleveland Electric 
Illuminating Co. 2pp. 50362:232-50362:252. 

-8906290031 Notice of violation from insp on 890309-0605.Violation noted.-emergency 
closed cooling pump start went unnoticed by operators for about 2 hrs & failure to 
notice changing condensate storage tank & suppression pool level indication. 
KNOP.R.C. Region 3. Ofc of the Director. 89/06/22. 2pp. 50362:234-50362:235. 

-8906290033 Insp Rept 50-440/89-07 on 890309-0605.Violations noted.Major areas 
inspected:licensee action on previous insp items, refueling activities.operational safety 
verlfication.maint observation. allegation followup & onsite followup of events, 
RING.M.A. Region 3, Ofc of the Director. 89/06/21. 17pp. 50362:236-50362:252. 

8907050379 Forwards Enforcement Conference Rept 50-440/89-20 on 890607 Insp 
Rept 50-440/89-16 on 890502-0602 & notice of violation. Concerns raised that appro- 
priate radiation surveys not made & that wk-old survey used for initial entry. 
NORELIUS.C.E. Region 3, Ofc of the Director. 89/06/28. KAPLAN.A. Cleveland Elec- 
tric Illuminating Co. 3pp. 50417:144-50417:165. 

-8907050381 Notice of violation from insp on 890502-0602.Violation noted:faNure to 
survey work area before two workers entered area.failure to adequately measure radi- 
ation levels in walkway & potential overexposure not reported. 

NORELIUS.C.E. Region 3, Ofc of the Director. 89/06/28. 2pp. 50417:147-50417:148. 

-8907050398 Enforcement Conference Rept 50-440/89-20 on 890607.Major areas 
discuss6d;possible potential for overexposure, apparent violations associated w/matter 
& licensee perspective & corrective actions. 

SCHUMACHER.M.C. Region 3, Ofc of the Director. 89/06/26. 4pp. 50417:149- 
50417:165. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50619:019-60519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120048 Forwards Safety Insp Rept 50-440/89-14 on 890425-27 & 0620. No viola- 
tions noted, 

COCPER.R.W. Region 3. Ofc of the Director. 89/07/06. KAPLAN.A. Cleveland Elec- 
tric Illuminating Co. 2pp. 50515:073-50515:078. 

-8907120050 Safety Insp Rept 50-440/89-14 on 890425-27 & 0620.No violations or de- 
viations noted. Weakness noted re licensee review of contractor engineering 
efforts.Major areas inspected.-loose dryweli head bolting event. 

JACOBSCN.J.M.. DANIELSON.D.H. Region 3. Ofc of the Director. 89/07/05. 4pp. 
50515:075-50515:078. 

8907190059 EN-89-067:on or about 89071 1 .notice of violation & proposed imposition of 
civil penalty in amount of $37,000 will be issued based on violation re failure to take 
proper corrective actions in response to previous violations. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/07/06. Ip. 
50585:100-50585:108. 

8907170245 Forwards Insp Rept 50-440/89-11 on 890320-0419 & notice of violation & 
proposed imposition of civil penalty in amount of $37,500. 

DAV1S.A.B. Region 3, Ofc of the Director. 89/07/11. KAPLAN.A. Cleveland Electric 
Illuminating Co. 4pp. 50554:357-60555:040. 

—8907170253 Notice of violation & proposed imposition of civil penalty in amount of 
$37,500.Violation noted:fallure to assure that conditions adverse to quality promptly 
identified & corrected. 

DAVIS, A.B. Region 3, Ofc of the Director. 89/07/11. 3pp. 60555:001-50555:003. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240496 Forwards followup to 870530 & 880122 responses to violation noted in 
Insp Rept 50-440/87-04.Corrective actions:div 1 mod completed & satisfactorily tested 
& div II mod completed except for replacement of ventilation fan. 

KAPLAN,A. Cleveland Electric Illuminating Co. 89/07/19. Document Control Branch 
(Document Control Desk). 2pp. 50641:023-50641:024. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Mat! Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc, 113pp. 50630:001-50630:114. 
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R. Periodic operating reports & related correspondence 

8907200319 Monthly operating rept for June 1989 for Perry Unit 1.W/ 890717 Itr. 
DUNN.G.A., KAPLAN, A. Cleveland Electric Illuminating Co. 89/06/30. 6pp. 
5061 4:022-5061 4;027. 


S. Reportable occurrences, LERs & related correspondence 

8907060156 LER 86-059-01 :on =5.':90S.cis:o-er£-d that Div III diesel generator inoper- 
able for approx 12 h w/o req-red Tech Socc actions being performed.Caused by 
control room operators error.Operators ;o..n.>ieori A .'69063: 

DUNN.G.A., KAPLAN. A. Cleveland Electric Illuminating Co. 89/06/30. 3pp. 
50415:139-50415:141. 

8907130104 Provides documentation of completion/incorporation into plant programs of 
TDI Owners Group Phase II recommendations. Summary resolution of Phase II mods 
bv compc-'cmt -ecc — ne-ded action, method of resolution & status end. 

Cicvoisnc:: F"-i-c;'c Illuminating Co. 89/07/07. Document Control Branch 
(Document Control Desk). 8pp. 50533:152-50533:159. 

8907200096 Forwards LERs 89-019,89-020 & 89-021. 

KAPLAN, A. Cleveland Electric "‘umirating Co 89/07/13. Document Control Branch 
(Document Control Desk). Ip. 5C6l2.P2c-=06'2 235 

-8907240371 LER 89-01 9-00:on 89061 3,unexpected alternate rod insertion initiated by 
Div 2 of redundant reactivity control sys during surveillance instruction.Caused by in- 
adequate design. Surveillance instructions modified. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/07/13. 3pp. 50612:227-50612:229. 

-8907240383 LER 89-020-00:on 89061 6, Class 1 welds failed to receive preservice 
exam required by Tech Specs.Caused by program deficiency.Technical staff personnel 
reviewed const documents re preservice exam records. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/07/13. 3pp. 50612:230-50612:232. 

-8907240395 LER 89-021 -00:on 89061 6, two Div 2 time delay relays set outside Tech 
Spec allowable values.Caused by procedural deficiency.Calibr instruction revised to 
delineate proper test connections. 

DUNN.G.A. Cleveland Electric Illuminating Co. 89/07/13. 3pp. 50612:233-50612:235. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp. 50416:062-50416:106. 


F. Security, medical, emergency & fire protection plans 

8907070184 Temporary Change Instruction 2 to Rev 9 to OM15A EP. "Emergency Plan 
for Perry Nuclear Power Plant." W/890630 Itr. 

ANDERSON, J.D„ KAPLAN, A, Cleveland Electric Illuminating Co. 89/06/30. 14pp. 
50443:283-50443:296. 

8907190253 Revised EPIPs, including Temporary Change Number (TCN) 5 to Rev 3 to 
EPI-A1,TCN 4s to Rev 4 to EPI-A5,Rev 6 to EPI-AO, Rev 5 to EPI-A8.Rev 3 to EPI- 
AlO.Rev 6 to EPI-B1,Rev 5 to EPI-B4 & TCN 6 to Rev 2 to EPI-B7a.W/89071 1 Itr. 
KAPLAN.A. Cleveland Electric Illuminating Co. 89/07/11. 127pp. 50592:264- 
50593:030. 

8907210223 Advises that 890630 Change 2 to Rev 9 to emergency plan acceptable & 
changes do not downgrade plan effectiveness. Changes included refined criteria for 
declaring onsite recovery phase of operations & downgraded classification. 
GREGER.LR. Region 3, Ofe of the Director. 89/07/14. KAPLAN.A. Cleveland Electric 
Illuminating Co. 2pp. 50615:359-50615:360. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co, of New York. Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/19. 
Consolidated Edison Co. of New York, Inc. 1 10pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Go. of New York, Inc. 1 1 3pp. 50630:001-50630:1 14. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136, 
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F. Security, medical, emergency & fire protection plans 


8906300214 Revised production emergency response .T'ccodur 0 s.mcl..icl='’G Revs 46 & 
47 to table of contents, Rev 11 to ER 3.1, Rev 8 to ER 3 2 & EF 2.2 ii. F.cv 4 to ER 
3.6.W/890620 ltr. 

THOMAS, G.S. Public Service Co. of New Hampshire. 89/06/20. 184pp. 50372:186- 
50373:014. 

8907200034 Motion for ASLB to accept exhibit.* End document should be accepted 
into evidence since record in proceeding still open & exhibit is probative of ability of 
applicant to provide adequate number of ambulances.W/Certificate of Sve. 

GREER, L.B. Massachusetts, Commonwealth of. #389 8851. 89/06/30. Atomic Safety 
and Licensing Board Panel. 28pp. 50545:216-50545:243. 

8907240175 Applicant response to Commonwealth of MA atty general motion for Board 
to accept exhibit (ambulance licensing).* Motion should be denied due to exhibit being 
irrelevant.W/ supporting info & Certificate of Sve. 

TROUT,J.P. Public Service Co. of New Hampshire. TROUT,J,P., COOK.G.C. Ropes & 
Gray. #389 8904. 89/07/10. Atomic Safety and Licensing Board Panel. 44pp. 
50574:107-50574:150. 

8907260057 Intervenors motion to admit contention, or in alternative, to reopen record & 
request for hearing.* Requests contentions re deficiencies in training, mgt 
control, supervision, communication & procedure compliance be admitted. 

BROCK.M. Massachusetts, Commonwealth of. #389 8947. 89/07/21, Atomic Safety 
and Licensing Board Panel. 37pp. 50602:123-50602:283. 

“8907260063 Joint affidavit of GC Minor & SC Sholly.* Supports Intervenors contention 
re procedural noncompliance at plant. W/supporting documentation & Certificate of 
Sve. 

MINOR.G.C., SHOLLY, S.C. Massachusetts, Commonwealth of. MINOR.G.C. MHB 
Technical Associates. 89/07/21. 100pp. 50602:160-50602:283. 


G. Adjudicatory correspondence 


8907030065 Reply of Commonwealth MA atty general to responses of applicant & Staff 
to 890531 motion to hold open record.* Commonwealth requesting hearing, per 
Atomic Enerqy Act,on matl & relevant issues re license.W/Certificate of Sve. 
TRAFICONTE.J Massachusetts, Commonwealth of, #389 8818. 89/06/21. Atomic 
Safety and Licensing Board Panel, 15pp. 50311:210-50311:224. 

8907030131 NRC Staff proposed findings of fact & conclusions of law w/respect to 
sirens issues.* Board has considered all evidence submitted by parties & based on 
foregoing findings of fact,considers EPZ acceptable. W/Certificate of Sve. 

BERRY, G. A. Assistant General Counsel for Hearings & Enforcement. #389 8843. 89/ 
06/22. 43pp. 50311:345-50312:027. 

8907030084 Memorandum & order final initial decision.* All genuine issues of fact re- 
solved in favor of applicant w/applicable regulations & guidance as applied by 
Board.VwCer; ficate cf Svc.Served on 890626.Re-served on 890617. 
l.UEBKE.E.A., i-.ARBC'JR,J.. BLOCH, P.B. Atomic Safety and Licensing Board Panel. 
#389 8819. 89/06/23. Office of the General Counsel (Post 860701). 40pp. 
50311:225-50311:264. 

8907030072 Forwards Confirmatory Action Ltr 89-1 1 re facility 890622 manual scram 
due to difficulties during natural circulation startup test.Licensee investigating circum- 
stances of event & NRC sending augmented insp team to investigate. 

REIS,E.J. Reactor Licensing Branch. #389 8841. 89/06/26. SMITH, I.W.. 

MCCOLLOM,K.A., COLE.R.F. Atomic Safety and Licensing Board Panel. 3pp. 
50311:207-50311:209. 


8907030127 Advises that author will represent Commonwealth of MA atty general ofc at 
oral argument on 890712. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #389 8836. 89/06/26. 

TOMPKINS, B. Atomic Safety and Licensing Appeal Panel. Ip, 50311:344-50311:344. 

8907200034 Motion for ASLB to accept exhibit.* End document should be accepted 
into evidence since record in proceeding still open & exhibit is probative of ability of 
applicant to provide adequate number of ambulances.W/Certificate of Sve. 

GREER, L.B. Massachusetts. Commonwealth of. #389 8851. 89/06/30. Atomic Safety 
and Licensing Board Panel. 28pp. 50545:216-50545:243. 

8907200088 Memorandum & order (correction in final initial decision).* Final initial deci- 
sion issued on 890623 should be amended, as stated to correct A.1-3 on Pages 4 & 
29.Certificate of Sve encl.Served on 890703. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #389 8847. 89/06/30. Office 
of the General Counsel (Post 860701). 5pp. 50545:325-50545:329. 

8907200141 Order.* Time for Commission to review ALAB-916 extended to 890718,per 
10CFR2.772,W/Certificate of Svc.Served on 890706. 

CHILK.SJ. Office of the Secretary of the Commission. #389 8866. 89/07/03. Com- 
missioners. 5pp. 50545:316-50545:320. 

8907200011 ALAB-915.* Advises that time provided within which Commission may act 
to review ASLAB Decision ALAB-915 expired.Commission declined review.Decision 
became final agency action on 890626.Served on 890705. 

CHILK,S.J. Office of the Secretary of the Commission. #389 8848. 89/07/05. Atomic 
Safety and Licensing Board Panel, 5pp. 50545:160-50645:164. 
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8907200104 Forwards document containing current admitted Joint Intervener conten- 
tions on SPMC & June 1988 graded exercise, as limited or modified by rulings of 
Boards & stipulations between p'artias. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#389 8884. 89/07/05. Atomic Safety and Licensing Board Panel. Ip. 50546:206- 
50546:335. 

-8907200131 Joint intervener (Jl) contentions on SPMC & June 1988 graded exercise.* 
* Public Service Co. of New Hampshire. 89/07/05. Atomic Safety and Licensing 
Board Panel. 125pp. 50546:207-50546:335. 

8907200080 Notice of appeal.” Appeals Memorandum & Order LBP-89-17 re plant alert 
& notification svs '.V o' Svc. 

JONAS, S.A. Massacf'usc;:-.!- Commonwealth of. #389 8878. 89/07/06. 4pp. 
50545:109-50545:112. 

8907200168 Rept to Commission.* Provides further rept.per closing of evidentiary 
record on 39j6C3.“'fi'';;-}l date for initial decision set for 891130.W/Certificate of 
Svc.Servedc." s907:6’ 

SMITH, I.W. Atomic Safety and Licensing Board Panel. #389 8867. 89/07/06. 7pp. 
50545:309-50545:315. 

8907200128 Memorandum & order.* Requests views on appealability of whether 
890623 memorandum & order,re applicant proposed siren sys.is interlocutory & not 
sub; to aprea' at present time.by 890726. W/Certificate of Svc.Served on 890711. 
■’‘CM^’K NS," Atomic Safety and Licensing Apeeal Pa-^o' "389 88B0. 89/07/10. 
Office of the General Counsel (Post 860701). 6pp 5:::545.cr;:-5:.'54" 095 

8907240037 Reconstitution of ASLAB.* Board will consist of GP Bollwerk, chairman & 
AS Rosenthal & HA Wilber, members. W/Certificate of Svc.Served on 890710. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #389 8886. 89/07/10. 
5pp. 50574:179-50574:183. 

8907240092 Errata to joint stipulation re preemergency info issues.* Submits change to 
wording on Attachment A, Line 10 of 890630 joint stipulation. W/Certificate of Svc. 
SMITH, J.B. Public Service Co. of New Hampshire. SMITH,J.B. Ropes & Gray. #389 
8896. 89/07/10. 4pp. 50574:333-50574:336. 

8907240152 Petition for review of ALAB-918.* Appeal Board decision should be re- 
viewed based on issues raised by Intervenors Sept 1988 onsite exercise contention 
considered significant matters affecting public.W/Certificate of Svc. 

TRAFICONTE.J. Massachusetts. Co'T!ro''wealth of. TRAFICONTE.J. New England 
Coalition on Nuclear '•'c'u;-cn. "RAF'CCN’E.J. Seacoast Anti-Pollution League. #389 
8906. 89/07/10. Commissioners. 13pp. 50574:208-50574:220. 

8907240175 Applicant response to Commonwealth of MA atty general motion for Board 
to accept exhibit (ambulance licensing).* Motion should be denied due to exhibit being 
irretevant.W/ supporting info & Certificate of Svc. 

TROUT,J.P. Public Service Co. of New Hampshire. TROUT,J.P., CCOK,G.C. Ropes & 
Gray. #389 8904. 89/07/10. Atomic Safety and Licensing Board Panel. 44pp. 
50574:107-50574:150. 

8907240190 Advises of reconstitution of ASLAP for portion of offsite emergency plan- 
ning phase of OL licensing proceeding re State of NH emergency response plan.GP 
Boirwerk,AS Rosenthal & HA Wilber members.Related correspondence. 

KOHL.C.N. Atomic Safety and Licensing Appeal ^a.-^e' ^389 8910. 89/07/10. Atomic 
Safety and Licensing Appeal Panel. Ip. 50574:t 53-5057.:. ’.53 

8907240054 Notice of oral arqument.* Cral argument on appeals of atty general of 
Commonwealth of MA,NECNP, Seacoast Anti-Pollution League & town of Hampton re 
Board Decision LBP-88-32 will be heard on 890727.W/Certificate of Svc.Served on 
890712. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #389 8891. 89/07/11. 
5pp, 50574:192-50574:196. 

8907240071 Order.* Advises of 890727 oral argument re Board Initial Decsion LBP-88- 
32 in Bethesda.MD.Name of person representing party should be provided by 
8907 17, W/Certificate of Svc, Served on 890712. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #389 8890. 89/07/11. 
Office of the General Counsel (Post 860701). 4pp. 50574:200-50574:203. 

8907240103 Advises that Seacoast Anti-Pollution League has no intention of participat- 
ing in 890712 oral argument, but will stand final brief filed w/ ASLAB on 89041 3.Svc list 
end. 

DOUGHTY.J. Seacoast Anti-Pollution League. #389 8897. 89/07/11. 

ROSENTHAL, A.S. Atomic Safety and Licensing Board Panel, 3pp. 50574:341- 
50574:343. 

8907240204 Seabrook emergency planning appeal.* Advises that author will argue on 
behalf of NECNP at 890727 oral argument. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon, Curran 
& Tousley. #389 8895. 89/07/13. BOLLWERK, G.P.. ROSENTHAL.A.S., WILBER, H.A. 
Atomic Safety and Licensing Appeal Panel, Ip. 50574:281-50574:281. 

8907240053 Advises that author will attend argument scheduled for 890727 & present 
argument on behalf of appellant, Seacoast Anti-Pollution League, per ASLB 890711 
Order.W/Svc list. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #389 8925. 89/07/17. Atomic Safety and Licensing Appeal Panel. 3pp. 
50573:208-50573:290. 

8907240174 Applicant answer to petition for review of ALAB-918.* Petition should be 
denied.Safety issue presented was figment of Intervenors imagination.Certificate of 
Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 
#389 8932. 89/07/17. Commissioners. 11pp. 50574:096-50574:106, 

8907260019 Seabrook emergency planning appeal (oral argument).* Advises that author 
will represent Commonwealth of MA at oral argument scheduled on 890727.W/Certifi- 

TRAFICONTE.J. Massachusetts, Commonwealth of. #389 8946. 89/07/17. 

BOLLWERK, G.P.. ROSENTHAL.A.S.. WILBER.H.A. Atomic Safety and Licensing 
Appeal Panel, 4pp, 50601:205-50601:208. 

8907260073 Advises that author will present argument on behalf of NRC re Intervenors 
appeal from Board Partial Initial Decision LBP-88-32, per ASLAB 89071 1 order. 
TuRK.S.E. Assistant General Counsel for Hearings & Enforcement. #389 8938. 89/ 
07/17. BOLLWERK.G.P.,, WILBER.H.A., ROSENTHAL.A.S, Atomic Safety and Licens- 
ing Appeal Panel. 1p. 50602:301-50602:301. 


8907260067 Applicant views re appealability of LBP-89-17.* Litigation re applicant pro- 
posed siren sys not representative of major segment of full power OL proceeding & 
therefore, 890623 final initial decision not subj to appeal. W/Certificate of Svc. 
SMITH.J.B. Public Service Co. of New Hampshire. SMITH, J.B. Ropes & Gray. #389 
8943. 89/07/18. Atomic Safety and Licensing Appeal Panel. 5pp. 50602:303- 
50602:307. 

8907240116 ALAB-916.* Advises that time provided by NRC for Commission to review 
ALAB-916 expired.Commission declined review. Decision became final agency action 
on 89071 8.Certificate of Svc end. Served on 890719. 

CHILK.S.J. Office of the Secretary of the Commission. #389 8922. 89/07/19. Atomic 
Safety and Licensing Board Panel. 5pp. 50575:013-50575:017. 

8907260024 Applicant proposed findings c' 's:: r.:''-c? law & conclusions w/respect 
to SPMC & exercise contentions.’ W/ C-:*r ' 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#389 8941. 89/07/19. 273pp. 50601:209-50602:122. 

8907260059 NRC Staff response to Commonwealth MA atty general motion for Board 
to accept exhibit.* Opposes motion on basis that exhibit considered beyond scope of 
admitted contentions & failure to produce sponsoring witness.W/Certificate of Svc. 
TURK.S.E. Assistant General Counsel for Hearings & Enforcement. #389 8936. 89/ 
07/20. Atomic Safety and Licensing Board Panel. 9pp. 50602:308-50602:316. 

8907260057 Intervenors motion to admit contention, or in alternative, to reopen record & 
request for hearing.* Requests contentions re deficiencies in training, mgt 
control, supervision, communication & procedure compliance be admitted. 

BROCK, M. Massachusetts. Commonwealth of. #389 8947. 89/07/21. Atomic Safety 
and Licensing Board Panel. 37pp. 50602:123-50602:283. 

--8907260063 Joint affidavit of GC Minor & SC Sholly.* Supports Intervenors contention 
re procedural noncompliance at plant. W/supporting documentation & Certificate of 
Svc. 

MINOR.G.C., SHOLLY, S.C. Massachusetts. Commonwealth of. MINOR, G.C. MHB 
Technical Associates. 89/07/21. 100pp. 50602:160-50602:283, 

8907260076 NRC Staff response to Intervenors petition for review of ALAB-918.* Peti- 
tion should be denied on basis that no important matter that could significantly affect 
environ, public health & safety raised. W/Certificate of Svc. 

BERRY.G.A, Assistant Genera' Counse’ 'or Hea-'"cs & Enforcement. #389 8944. 89/ 
07/24. Commissioners. 15pp. 506"2 2:;-';-5C5C2 


H. General correspondence 


8907120143 Responds to 890619 Itr.on behalf of constituent.re concerns w/plant 
startup.No decision made on full power license as reviews & hearing process incom- 
plete. 

STELLO.V. Ofc of the Executive Director for Operations. 89/07/07. COHEN, W.S. 
Senate. 5pp. 50562:033-50562:040. 

-8907120151 Forwards constituent Itr raising concerns re plant startup. Supports ex- 
perimentation w/solar panels. 

COHEN.W.S. Senate. 89/06/19. ZECH.L. Commissioners. 3pp. 50562:038-50562:040. 

8907260308 Informs of 890724 implementation of '(■O'gar'z.-.t'c'i to be provided 

in FSAR Amend 63 to be submitted by 891231. Ma.'<oc-.:C i-SAR "'C.,'". 13.1-1, “New 
Hampshire Yankee Organization,'’ end. 

BROWN, E.A. Public Service Co. of New Hampshire. 89/07/19. Document Control 
Branch (Document Control Desk). 4pp. 50676:187-50676:190. 


P. Operating license stage documents & correspondence 

8906290160 Forwards Rev 1 to EGG-NTA-8430, “Technical Evaluation Rept, TMI 
Action-NUREG-0737 (II.D.1) Relief & Safety Valve Testing,Seabrook....“ NRC en- 
dorses rept findings. 

NERSES, V. Project Directorate 1-3. 89/06/20. BROWN, E. Public Service Co. of New 
Hampshire. 4pp. 50363:062-50363:096. 

-8906120034 Rev 1 to "Technical Evaluation Rept,TMI Action-NUREG-0737 
(II.D.1), Relief & Safety Valve Testing, Seabrook Nuclear Station - Units 1 & 2." 
FINEMAN,C.P., NALEZNY,C.L EG&G Idaho, Inc. (subs, of EG&G, Inc.), 
FINEMAN.C.P. Idaho National Engineering Laboratory. FIN D-6005. EGG-NTA-8430 
R01. 89/05/31. NRC - No Detailed Affiliation Given. 31pp. 50363:066-50363:096, 

8906300234 Confirmation of Action Ltr 89-1 1, confirming 890623 telcon. Understands 
that listed actions will be completed prior to startup in response to 890622 reactor 
manual trip which occurred during natural circulation startup test. 

RUSSELL,W.T. Region 1. Ofc of the Director. 89/06/23. BROWN.E.A. Public Service 
Co. of New Hampshire. 7pp. 50379:006-50379:012. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61 pp, 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.’’ Svc list end. 

PARTLOW,J.G, Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907170193 Confirms that installation of plant ATWS mitigation sys will be completed 
on or before 900831 ,in response to NRC 890615 request. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/07/06. Document Con- 
trol Branch (Document Control Desk). 2pp. 50555:099-50555:100, 

8907180411 Forwards justification re safety injection accumulator tank level or pressure 
& containment sump water temp instrumentation, for NRC concurrence. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/07/10. Document Con- 
trol Branch (Document Control Desk). 3pp. 50578:272-60578:274. 
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8907180396 Forwards response to Generic Ltr 89-06, “Task Action Plan Item I.D.2 - 
SPDS.” SPDS review identified potential improvements in programmatic requirements 
for instrumentation loop calibr for computer sys inputs. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/07/12. Document Con- 
trol Branch (Document Control Desk). 4pp. 50580:003-50580:006. 

8907200118 Discusses leakage problem w/check sources supplied by Sorrento Elec- 
tronics/General Atomics in response to 890613 memo.EncI vendor bulletin issued to 
customers w/radiaticn mcnitoring svs equipment. 

CUNNINGHAM, LJ. Raciatio.n Prc:ec::or Branch. 89/07/13. BELLAMY, R.R. Region 1, 
Ofc of the Director. COLLINS,D.M. Region 2, Ofc of the Director. GREGER.LR. 
Region 3, Ofc of the Director. 2pp. 50614:255-50614:256. 


Q. Inspection reports, IE Bulletins & correspondence 

8906280032 Forwards Insp Rept 50-443/89-05 on 890424-0527.Violation noted re stor- 
age location for svc water cooling water pump. 

WIGGINS, J.T. Region 1, Ofc of the Director. 89/06/21. BROWN,E.A. Public Service 
Co. of New Hampshire. 6pp, 50331:001-50331:021. 

-8906280036 Insp Rept 50-443/89-05 on 890424-0526. No violations noted. Major 
areas inspected:operational safety.licensee reportable events, station info 
repts,maint,surveillance & licensee followup to NRC info notices. 

HAVERKAMP,D.R. Region 1. Ofc of the Director. 89/06/19. 15pp. 50331:007- 
50331:021. 

8907050362 Responds to NRC 890525 ltr re violations noted in Insp Rept 50-443/89- 
03.Corrective actions:valves CS-V625 & air supply valve to CS-V176 repositioned to 
proper position & locked. 

THOMAS, G.S. Public Service Co. of New Hampshire. 89/06/26. Document Control 
Branch (Document Control Desk). 6pp. 50417:136-50417:141. 

8907060178 Requests performance of augmented insp team review of causes,safety im- 
plications & associated licensee actions which led to & followed manual reactor trip 
during natural circulation test at facility on 890622. 

RUSSELL, W.T. Region 1, Ofc of the Director. 89/06/27. KANE,W.F. Region 1, Ofc of 
the Director. 3pp. 50434:342-50434:344. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907120061 Forwards proprietary WCAP-12305 & nonproprietary WCAP-12306, "Eval- 
uation of Thermal Statification for Seabrook Unit 1 Pressurizer Surge Line," in re- 
sponse to NRC Bulletin 88-011. Proprietary rept withheld (ref 10CFR2.790(b)(4)). 
FEIGENBAUM,T.C. Public Service Co. of New Hampshire. 89/06/30. Document Con- 
trol Branch (Document Control Desk). 4pp. 50514:112-50514:332. 

-8907120070 "Evaluation of Thermal Stratification for Seabrook Unit 1 Pressurizer 
Surge Line.” 

CHANG,K.C.. PATEL,R.B., BOND.C.B. Westinghouse Electric Corp. WCAP-12306. 89/ 
06/30. 204pp. 50514:116-50514:322. 

-8907120075 Requests that proprietary WCAP-12305, "Evaluation of Thermal Stratifica- 
tion for Seabrook Unit 1 Pressurizer Surge Line," be withheld,per 10CFR2.790(b)(4). 
WlESEMANN,R.A. Westinghouse Electric Corp. 89/06/23. MURLEY,T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411), 10pp. 50514:323-50514:332. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907240010 Forwards Readiness Assessment Team Insp Rept 50-443/89-80 on 
890527-0601. No violations noted. 

KANE.W.F. Region 1, Ofc of the Director. 89/07/14. BROWN, E, A. Public Service Co. 
of New Hampshire. 6pp. 50631:046-50631:071, 

-8907240017 Readiness Assessment Team Insp Rept 50-443/89-80 on 890527- 
0601 .No violations noted.Major areas inspected:operations, radiation protection, safety 
assessment/quality verification & startup testing. 

HAVERKAMP,D,R. Region 1, Ofc of the Director. 89/07/07. 20pp. 50631:052- 
50631:071. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907260223 "Seabrook Environ Studies 1988 Data Rept." W/890720 ltr. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 88/12/31. LANDRY,T,E. 
Environmental Protection Agency. 600pp. 50646:093-50648:075. 

8907190073 Monthly operating rept for June 1989 for Seabrook Unit 1. W/890713 ltr. 
NARDONE.P., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/06/30. 
7pp. 50592:203-50592:209. 


S. Reportable occurrences, LERs & related correspondence 

8907100238 Potential significant deficiency rept re possibility that atmospheric dump 
valves may fail to open.Caused by high bonnet pressure not permitting actuator to 
open valve.Plug should be reworked to enlarge pilot flow area. 

STERUD.C.G. Control Components, Inc. 89/06/21. SALVO.J. Yankee Atomic Electric 
Co. 2pp. 50457:021-50457:022. 


8906300054 PNO-l-89-048A:on 890623, TT Martin issued Confirmatory Action Ltr (CAL) 
89-11 re 890622 manual reactor trip event.CAL confirms commitments made by E 
Brown that prior to restart of unit,licensee will complete post-trip review process. 
W1GGINS,J. Region 1, Ofc of the Director. 89/06/23. Ip. 50370:161-50370:161. 

8906290417 PNO-l-89-048B:on 890626,W Russell directed formation of Augmented Insp 
Team to review circumstances surrounding 890622 manual reactor trip event.Onsite 
team activities currently planned to begin on 890628 & end on 890630. 

WIGGINS,J., HAVERKAMP,D. Region 1, Ofc of the Director. 89/06/26. Ip. 

50362:212-50362:212. 

8907100194 PNO-I-89-048C:on 890629,corporate officer relieved of duties.Action based 
on executive mgt decision by facility owners per review of action taken following 
manual reactor trip event. 

WIGGINS,J., HAVERKAMP,D. Region 1, Ofc of the Director. 89/06/30. Ip. 

50459:036-50459:036. 


8907180191 Summary of Operating Reactors Events Meeting 89-25 on 890705 to dis- 
cuss manual reactor trip w/complications. 

HAUGHNEY,C.J. Events Assessment Branch. 89/07/07. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 11pp. 50573:263-50573:272. 

8907140306 LER 89-007-00:on 89061 0,ESF actuation occurred causing containment 
ventilation sys to isolate.Caused by faulty Geiger-Muller tube. Defective tube replaced 
& monitor tested & declared operational on 89061 1.W/890710 ltr. 

PUCKO,T.G., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/07/10. 
3pp. 50544:162-50544:164. 

8907200309 Summary of Operating Reactors Events Meeting 89-26 on 89071 2.Events 
discussed & significant elements of events presented in Encr2.List of attendees also 
end. 

HAUGHNEY.C.J. Events Assessment Branch. 89/07/13. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411), 14pp. 50614:217-50614:230. 


T. Hearing transcripts on non-antitrust matters 


8907260042 Errata sheet to corrected testimony of GW Sikich & J Paolillo on behalf of 
Atty General JM Shannon, town of Hampton.NECNP & Seacoast Anti-Pollution League 
reTOH/NECNP EX 1(a) & (b).* 

SIKICH, G.W., PAOLILLO,J., SHANNON,J.M. Massachusetts, Commonwealth of. #389 
8933. 89/05/22. Ip. 50602:336-50602:336. 

8907030034 Revised testimony of CJ High on behalf of JM Shannon,atty general for 
Commonwealth of MA re contention of JI-56 (monitoring rate).* Evacuee load esti- 
mates will likley be exceeded.W/Certificate of Svc.Related correspondence. 

HIGH,C.J. Massachusetts, Commonwealth of. HIGH,C.J. Resource Systems Group. 
#389 8826. 89/06/21. 11pp. 50311:119-50311:129. 

8906300254 Transcript of 890626 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 27,250-27,426.Supporting info encl.Witnesses:AM Callendrello.WF 
Renz,G Catapano.SJ Ellis, TF Grew & CM Frank. 

* Atomic Safety and Licensing Board Panel. 89/06/26. 455pp. 50334:127-50335:223. 

8907030085 Surrebuttal testimony of BA Burrows on issues re MS-1 hosps, reception/ 
decontamination ctrs & FEMA (GM) MS-1 guidance.* Success in monitoring such 
large group within 1 2 h unlikely. W/Certificate of Svc.Related correspondence. 
BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #389 8832. 89/06/26. 25pp, 50311:265-50311:289. 

8907030144 Testimony of O Renn on behalf of JM Shannon, atty general for Common- 
wealth of MA.re JI-56 & transit time through reception ctrs.* Using estimated stay 
time/carload of under 25 minutes not prudent. W/Certificate of Svc.Related corre- 
spondence. 

RENN,0. Massachusetts, Commonwealth of. RENN,0. Clark Univ., Worcester, MA. 
#389 8837. 89/06/26. 44pp. 50312:028-50312:071. 

8907030062 Transcript of 890627 evidentiary hearing in Boston, MA re offsite emergen- 
cy planning.Pp 27,427-27,778.Supporting info encl.Witnesses:SJ Ellis, AM 

Callendrello,CM Frank, TF Grew & TM Carter. 

* Atomic Safety and Licensing Board Panel. 89/06/27. 356pp. 50335:224-50336:360. 

8907030151 Errata to revised testimony of CJ High on behalf of JM Shannon. atty gener- 
al for Commonwealth of MA re Contention JI-56 (Monitoring Rate).* Related corre- 
spondence, 

HIGH,C.J. Massachusetts, Commonwealth of. HIGH.C.J. Resource Systems Group. 
#389 8838. 89/06/27. 2pp. 50312:072-50312:087. 

-8907030157 Revised testimony of CJ High on behalf of JM Shannon, atty general for 
Commonwealth of MA re JI-56 (Monitoring Rate).* Evacuee loads could possibly be 
higher than estimates.W/ Certificate of Svc.Related correspondence, 

HIGH.C.J. Massachusetts, Commonwealth of. HIGH.C.J. Resource Systems Group. 
89/06/27. 1 4pp. 5031 2:074-503 1 2:087. 

8907030161 Transcript of ASLB 890628 evidentiary hearing in Boston, MA re offsite 
emergency planning.Pp 27.779-28,050.Supporting info encl.Witnesses:AM 
Callendrello.DS Mileti.G Catapano & CJ High. 

* Atomic Safety and Licensing Board Panel. 89/06/28. 443pp. 50382:149-50383:229. 

8907050324 Transcript of ASLB 890629 evidentiary hearing in Boston.MA re offsite 
emergency planning.Pp 28,051 -28,1 84.Supporting info encl.Witnesses:0 Renn.AM 
Callendrello & EB Lieberman. 

* Atomic Safety and Licensing Board Panel. 89/06/29. 234pp. 50387:067-50387:304. 

8907060167 Transcript of ASLB 890630 evidentiary hearing in Boston,MA re offsite 
emergency planning.Pp 28,185-28,296.Related info encl.Witness:TJ Adler. 

* Atomic Safety and Licensing Board Panel. 89/06/30. 138pp. 50407:204-50407:342. 

8907200022 Rebuttal testimony of TJ Adler on behalf of JM Shannon, atty general for 
Commonwealth of MA re interaction of commuter flow & evacuation traffic flow within 
Seabrook EPZ.* W/ Certificate of Svc.Related correspondence. 

ADLER, T.J. Massachusetts, Commonwealth of. #389 8849. 89/06/30. 14pp. 
50545:146-50545:159. 



164 DOCKETED ITEMS 


8907130255 Transcript of 890712 oral argument in Bethesda.MD re offsite emergency 
planning issues.Pp 1-103. 

* Atomic Safety and Licensing Board Panel. 89/07/12. 105pp. 50509:203-50509:307. 


V. Operator Examinations 

8907130088 Advises that listed licenses for TL Wilkinson & LA Walsh no longer used & 
considered expired. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 89/07/03. Document Con- 
trol Branch (Document Control Desk). Ip. 50536:040-50536:040. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907200118 Discusses leakage problem w/check sources supplied by Sorrento Elec- 
tronics/General Atomics in response to 890613 memo.EncI vendor bulletin issued to 
customers w/radiation monitoring sys equipment, 

CUNNINGHAM. L.J. Radiation Protection Branch, 89/07/13. BELLAMY, R.R, R^lon 1, 
Ofc of the Director. COLLINS, D.M. Region 2, Ofc of the Director. GREGB=t,L.R. 
Region 3, Ofc of the Director. 2pp. 50614:255-50614:256. 


F. Security, medical, emergency & fire protection plans 

8907200034 Motion for ASLB to accept exhibit.* End document should be accepted 
into evidence since record in proceeding stili open & exhibit is probative of ability of 
applicant to provide adequate number of ambulances.W/Certificate of Svc. 

GREER.L.B. Massachusetts. Commonwealth of. #389 8851. 89/06/30. Atomic Safety 
and Licensing Board Panel. 28pp. 50545:216-50545:243. 

8907240175 Applicant response to Commonwealth of MA atty general motion for Board 
to accept exhibit (ambulance ficensing).* Motion should be denied due to exhibit being 
irrelevant.W/ supporting info & Certificate of Svc. 

TROUT.J.P. Public Service Co. of New Hampshire. COOK.G.C. Ropes & Gray. #389 
8904. 89/07/10. Atomic Safety and Licensing Board Panel. 44pp. 50574:107- 
50574:150. 

8907260057 Interveners motion to admit contention.or in alternative.to reopen record & 
request for hearing.* Requests contentions re deficiencies in training, mgt 
control, supervision, communication & procedure compliance be admitted. 

BROCK.M. Massachusetts. Commonwealth of. #389 8947. 89/07/21. Atomic Safety 
and Licensing Board Panel. 37pp. 50602:123-50602:283. 

-8907260063 Joint affidavit of GC Minor & SC Sholly.* Supports Intervenors contention 
re procedural noncompliance at plant. W/supporting documentation & Certificate of 
Svc. 

MINOR, G.C. Massachusetts, Commonwealth of. SHOLLY.S.C. MHB Technical Associ- 
ates. 89/07/21. 100pp. 50602:160-50602:283. 


Q. Adjudicatory correspondence 

8907030065 Reply of Commonwealth MA atty general to responses of applicant & Staff 
to 890531 motion to hold open record.* Commonwealth requesting hearing, per 
Atomic Energy Act, on matl & relevant issues re license.W/Certificate of Svc. 
TRAFICONTEJ Massachusetts, Commonwealth of. #389 8818. 89/06/21. Atomic 
Safety and Licensing Board Panel, 1 5pp, 5031 1 :21 0-5031 1 ;224. 

8907030131 NRC Staff proposed findings of fact & conclusions of law w/respect to 
sirens issues.* Board has considered all evidence submitted by parties & based on 
foregoing findings of fact.considers EP2 acceptable.W/Certificate of Svc. 

BERRY, G.A. Assistant General Counsel for Hearings & Enforcement. #389 6843. 89/ 
06/22. 43pp. 5031 1 :345-5031 2:027. 

8907030084 Memorandum & order final initial decision.* All genuine issues of fact re- 
solved in favor of applicant w/applicable regulations & guidance as applied by 
Board. W/ Certificate of Svc.Served on 890626.Re-served on 890617. 

LUEBKE,EA., HARBOUR,^., BLOCH, P.B. Atomic Safety and Licensing Board Panel. 
#389 8819. 89/06/23. Office of the General Counsel (Post 860701). 40pp. 
50311:225-50311:264. 

8907030072 Forwards Confirmatory Action Ltr 89-11 re facility 890622 manual scram 
due to difficulties during natural circulation startup tesLLicensee investigating circum- 
stances of event & NRC sending augmented insp team to investigate. 

REIS.E.J. Reactor Licensing Branch. #389 8841. 89/06/26. SMITH.I.W., 

MCCOLLOM.K.A., COLE.R.F. Atomic Safety and Licensing Board Panel. 3pp. 
50311:207-50311:209. 

8907030127 Advises that author will represent Commonwealth of MA atty general ofc at 
oral argument on 890712. 

TRAFICONTE,J. Massachusetts, Commonwealth of. #389 8836. 89/06/26. 
TOMPKINS, B. Atomic Safety and Licensing Appeal Panel, ip. 50311:344-50311:344. 

8907200034 Motion for ASLB to accept exhibit* Enel document should be accepted 
into evidence since record in proceeding stili open & exhibit is probative of ability of 
applicant to provide adequate number of ambulances.W/Certificate of Svc. 

GREER.L.B. Massachusetts. Commonwealth of. #389 8851, 89/06/30. Atomic Safety 
and Licensing Board Panel. 28pp. 50545:216-50545:243. 


8907200088 Memorandum & order (correction in final initial decision).* Final initial deci- 
sion issued on 890623 should be amended,as stated to correct A. 1 -3 on Pages 4 & 
29.Certificate of Svc encl.Served on 890703. 

BLOCH, P.B. Atomic Safety and Licensing Board Pane! 4^339 ss-iy. 89/06/30. Office 
of the General Counsel (Post 860701). 5pp. 50545. 325-i05-''-i:-3.<r 

8907200141 Order.* Time for Commission to review ALAB-916 extended to 89071 8,per 
10CFR2.772.W/Certificate of Svc.Served on 890706. 

CHILK,S.J. Office of the Secretary of the Commission. #389 8866. 89/07/03. Com- 
missioners. 5pp. 50545:316-50545:320. 

8907200011 ALAB-915.* Advises that time provided within which Commission may act 
to review ASLAB Decision ALAB-915 expired.Commission declined review. Decision 
became final agency action on 890626.Served on 890705. 

CHILK.S.J. Office of the Secretary of the Commission. #389 8848. 89/07/05. Atomic 
Safety and Licensing Board Panel. 5pp. 50545:160-50545:164. 

8907200104 Forwards document containing current admitted Joint Intervener conten- 
tions on SPMC & June 1988 graded exercise, as limited or modified by rulings of 
Boards & stipulations between parties. 

DIGNAN.T.G. Public Service Ijo. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 
#389 8884. 89/07/05. Atomic Safety and Licensing Board Panel. Ip. 50546:206- 
50546:335. 

-8907200131 Joint intervener (Jl) contentions on SPMC & June 1988 graded exercise,' 
* Public Service Co. of New Hampshire, 89/07/05. Atomic Safety and Licensing 
Board Panel, 125pp. 50546:207-50546:335. 

8907200080 Notice of appeal.* Appeals Memorandum & Order LBP-89-17 re plant alert 
& notification sys.W/Certificate of Svc. 

JONAS.S.A. Massachusetts, Commonwealth of. #389 8878. 89/07/06. 4pp, 
50545:109-50545:112. 

8907200168 Rept to Commission.* Provides further rept.per closing of evidentiary 
record on 890630.Target date for initial decision set for 891 130.W/Certificate of 
Svc.Served on 890706. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. #389 8867. 89/07/06. 7pp. 
50545:309-50545:315. 

8907200128 Memorandum & order.* Requests views on appealability of whether 
890623 memorandum & order.re applicant proposed siren sys, is interlocutory & not 
subj to appeal at present time,t3y 890726. W/Certificate of Svc.Served on 890711. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Pane'. 4^389 B9B0. 89/07/10. 
Office of the General Counsel (Post 860701). 6pp, 5C5^5 G3w-5G:;''-i; 09:"> 

8907240037 Reconstitution of ASLAB.* Board will consist of GP Bollwerk, chairman & 
AS Rosenthal & HA Wilber, members. W/Certificate of Svc.Served on 890710. 
TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #389 8886. 89/07/10. 
5pp. 50574:179-50574:183. 

8907240092 Errata to joint stipulation re preemergency info issues.* Submits change to 
wording on Attachment A,Line 10 of 890630 joint stipulation. W/Certificate of Svc. 
SMITH, J.B. Public Service Co. of New Hampshire. SMITH, J.B. Ropes & Gray. #389 
8896. 89/07/10. 4pp. 50574:333-50574:336. 

8907240152 Petition for review of ALAB-918.* Appeal Board decision should be re- 
viewed based on issues raised by Intervenors Sept 1988 onsite exercise contention 
considered significant matters affecting public.W/Certificate of Svc. 

TRAFICONTE.J. Massachusetts, Commonwealth of. TRAFICONTE.J. New England 
Coalition on Nuclear Pollution. TRAFICONTE,J. Seacoast Anti-Pollution League. #389 
8906. 89/07/10. Commissioners. 13pp. 50574:208-50574:220. 

8907240175 Applicant response to Commonwealth of MA atty general motion for Board 
to accept exhibit (ambulance licensing).* Motion should be denied due to exhibit being 
irrelevant.W/ supporting info & Certificate of Svc. 

TROUT,J.P. Public Service Co. of New Hampshire. TROUT,J.P., COOK,G.C. Ropes & 
Gray. #389 8904. 89/07/10. Atomic Safety and Licensing Board Panel. 44pp, 
50574:107-50574:150. 

8907240190 Advises of reconstitution of ASLAP for portion of offsite emergency plan- 
ning phase of OL licensing proceeding re State of NH emergency response plan.GP 
Bollwerk, AS Rosenthal & HA Wilber members.Related correspondence. 

KOHL,C.N. Atomic Safety and Licensing Appeal Panel. #389 8910. 89/07/10. Atomic 
Safety and Licensing Appeal Panel. Ip. 50574:153-50574:153. 

8907240054 Notice of oral argument.* Oral argument on appeals of atty general of 
Commonwealth of MA,NECNP, Seacoast Anti-Pollution League & town of Hampton re 
Board Decision LBP-88-32 will be heard on 890727.W/Certificate of Svc.Served on 
890712. 

TOMPKINS, B.A. Atomic Safety and Licensing Appeal Panel. #389 8891. 89/07/11. 
5pp. 50574:192-50574:196. 

8907240071 Order.* Advises of 890727 oral argument re Board Initial Decsion LBP-88- 
32 in Bethesda,MD.Name of person representing party should be provided by 
89071 7.W/Certiflcate of Svc. Served on 890712. 

TOMPKINS,B.A. Atomic Safety and Licensing Appeal Panel. #389 8890. 89/07/11. 
Office of the General Counsel (Post 860701). 4pp. 50574:200-50574:203. 

8907240103 Advises that Seacoast Anti-Pollution League has no intention of participat- 
ing in 890712 oral argument.but will stand final brief filed w/ASLAB on 89041 3.Svc list 
end. 

DOUGHTY, J. Seacoast Anti-Pollution League. #389 8897. 89/07/11. 
ROSENTHAL,A.S. Atomic Safety and Licensing Board Panel. 3pp. 50574:341- 
50574:343. 

8907240204 Seabrook emergency planning appeal.* Advises that author will argue on 
behalf of NECNP at 890727 oral argument. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon, Curran 
& Tousley. #389 8895. 89/07/13. BOLLWERK, G.P., ROSENTHAL.A.S., WILBER.H.A. 
Atomic Safety and Licensing Appeal Panel. Ip. 50574:281-50574:281. 

8907240053 Advises that author will attend argument scheduled for 890727 & present 
argument on behalf of appellant, Seacoast Anti-Pollution League, per ASLB 890711 
Order. W/Svc list. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #389 8925, 89/07/17. Atomic Safety and Licensing Appeal Panel. 3pp. 
50573:288-50573:290. 
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8907240174 Applicant answer to petition for review of ALAB-918.* Petition should be 
denied.Safety issue presented was figment of Intervenors imagination. Certificate of 
Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#389 8932. 89/07/17. Commissioners. 11pp. 50574:096-50574:106. 

8907260019 Seabrook emergency planning appeal (oral argument).* Advises that author 
will represent Commonwealth of MA at oral argument scheduled on 890727.W/Cenifi- 
cate of Svc. 

TRAFICONTEJ. Massachusetts, Commonwealth of. #389 8946. 89/07/17. 

BOLLWERK.G.P., ROSENTHAL.A.S.. WILBER.H.A. Atomic Safety and Licensing 
Appeal Panel. 4pp. 50601:205-50601:208. 

8907260073 Advises that author will present argu-^ent behalf of NRC re Intervenors 
appeal from Board Partial Initial Decision L3P-86-32.per .ASLAB 890711 order. 
TURK.S.E. Assistant General Counsel fo*- -ea- nos & Enforcement. #389 8938. 89/ 
07/17. BOLLWERK,G.P.. WILBER.H.A., RCSEN''--:al,A S Atomic Safety and Licens- 
ing Appeal Panel. Ip. 50602:301-50602:301. 

8907260067 Applicant views re appealability of LBP-89-17.* Litigation re applicant pro- 
posed siren sys not representative of major segment of full power OL proceeding & 
therefore, 890623 final initial decision not sub] to appeal.W/Certificate of Svc. 

SMITH, J.B. Public Service Co. of New Hampshire. SMITH.J.B. Ropes & Gray. #389 
8943. 89/07/18. Atomic Safety and Licensing Appeal Panel. 5pp. 50602:303- 
50602:307. 

8907240116 ALAB-916.* Advises that time provided by NRC for Commission to review 
ALAB-916 expired.Commission declined review. Decision became final agency action 
on 89071 S.Certificate of Svc encl.Served on 890719. 

CHILK.S.J. Office of the Secretary of the Commission. #389 8922. 89/07/19. Atomic 
Safety and Licensing Board Panel. 5pp. 50575:013-50575:017. 

8907260024 Applicant proposed findings of fact, rulings of law & conclusions w/respect 
to SPMC & exercise contentions.* W/ Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#389 8941. 89/07/19. 273pp. 50601:209-50602:122. 

8907260059 NRC Staff response to Commonwealth MA atty general motion for Board 
to accept exhibit.* Opposes motion on basis that exhibit considered beyond scope of 
admitted contentions & failure to produce sponsoring witness.W/Certificate of Svc. 
TURK.S.E. Assistant General Counsel for Hearings & Enforcement. #389 8936. 89/ 
07/20. Atomic Safety and Licensing Board Panel. 9pp. 50602:308-50602:316. 

8907260057 Intervenors motion to admit contention.or in alternative.to reopen record & 
request for hearing.* Requests contentions re deficiencies in training, mgt 
control.supervision, communication & procedure compliance be admitted. 

BROCK.M. Massachusetts, Commonwealth of. #389 8947. 89/07/21. Atomic Safety 
and Licensing Board Panel. 37pp. 50602:123-50602:283. 

“8907260063 Joint affidavit of GC Minor & SC Sholly.* Supports Intervenors contention 
re procedural noncompliance at plant. W/supporting documentation & Certificate of 
Svc. 

MINOR, G.C.. SHOLLY.S.C. Massachusetts. Commonwealth of. MINOR.G.C. MHB 
Technical Associates. 89/07/21. 100pp. 50602:160-50602:283. 

8907260076 NRC Staff response to Intervenors petition for review of ALAB-918.* Peti- 
tion should be denied on basis that no important matter that could significantly affect 
environ, public health & safety raised.W/Certificate of Svc. 

BERRY, G.A. Assistant General Counsel for Hearings & Enforcement. #389 8944. 89/ 
07/24. Commissioners. 15pp. 50602:284-50602:300. 


H. General correspondence 

8907120143 Responds to 890619 Itr.on behalf of constituent.re concerns w/plant 
startup.No decision made on full power license as reviews & hearing process incom- 
plete. 

STELLO.V. Ofc of the Executive Director for Operations. 89/07/07. COHEN, W.S. 
Senate. 5pp. 50562:033-50562:040. 

“8907120151 Forwards constituent Itr raising concerns re plant startup. Supports ex- 
perimentation w/solar panels. 

COHEN.W.S. Senate. 89/06/19. ZECH.L. Commissioners. 3pp. 50562:038-50562:040. 


P. Operating license stage documents & correspondence 

8906290160 Forwards Rev 1 to EGG-NTA-8430, “Technical Evaluation Rept, TMI 
Action-NUREG-0737 (II.D.1) Relief & Safety Valve Testing,Seabrook....’’ NRC en- 
dorses rept findings. 

NERSES, V. Project Directorate 1-3. 89/06/20. BROWN,E. Public Service Co. of New 
Hampshire. 4pp. 50363:062-50363:096. 

—8906120034 Rev 1 to “Technical Evaluation Rept, TMI Action--NUREG-0737 
(II D.1) Relief & Safety Valve Testing, Seabrook Nuclear Station - Units 1 & 2." 
FINEMAN.C.P., NALEZNY,C.L EG&G Idaho, Inc. (subs, of EG&G, Inc.), 
FINEMAN,C.P. Idaho National Engineering Laboratory. FIN D-6005. EGG-NTA-8430 
R01. 89/05/31. NRC - No Detailed Affiliation Given. 31pp. 50363:066-50363:096. 


Q. Inspection reports, IE Bulletins & correspondence 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907260223 “Seabrook Environ Studies 1988 Data Rept." W/890720 Itr. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 88/12/31. LANDRY.T.E. 
Environmental Protection Agency. 600pp. 50646:093-50648:075. 


S. Reportable occurrences, LERs & related correspondence 


8907100238 Potential significant deficiency rept re possibility that atmospheric dump 
valves may fail to open.Caused by high bonnet pressure not permitting actuator to 
open valve.Plug should be reworked to enlarge pilot flow area. 

STERUD,C.G. Control Components, Inc. 89/06/21. SALVO,J. Yankee Atomic Electric 
Co. 2pp. 50457:021-50457:022. 


T. Hearing transcripts on non-antitrust matters 


8907260042 Errata sheet to corrected testimony of GW Sikich & J Paolillo on behalf of 
Atty General JM Shannon, town of Hampton, NECNP & Seacoast Anti-Pollution League 
re TOH/NECNP EX 1(a) & (b).* 

SIK1CH,G.W., PAOLILLO,J., SHANNON,J.M. Massachusetts, Commonwealth of. #389 
8933. 89/05/22. Ip. 50602:336-50602:336. 

8907030034 Revised testimony of CJ High on behalf of JM Shannon,atty general for 
Commonwealth of MA re contention of JI-56 (monitoring rate).* Evacuee load esti- 
mates will likley be exceeded.W/Certificate of Svc.Related correspondence. 

HIGH.C.J. Massachusetts, Commonwealth of. HIGH,C.J. Resource Systems Group. 
#389 8826. 89/06/21. 11pp. 50311:119-50311:129. 

8906300254 Transcript of 890626 evidentiary hearing in Boston,MA re offsite emergen- 
cy planning.Pp 27,250-27,426.Supporting info encl.Witnesses:AM Callendrello,WF 
Ren 2 ,G Catapano,SJ Ellis, TF Grew & CM Frank. 

* Atomic Safety and Licensing Board Panel. 89/06/26. 455pp. 50334:127-50335:223. 

8907030085 Surrebuttal testimony of BA Burrows on issues re MS-1 hosps, reception/ 
decontamination ctrs & FEMA (GM) MS-1 guidance.* Success in monitoring such 
large group within 12 h unlikely. W/Certificate of Svc.Related correspondence. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #389 8832. 89/06/26. 25pp. 50311:265-50311:289. 

8907030144 Testimony of 0 Renn on behalf of JM Shannon, atty general for Common- 
wealth of MA,re JI-56 & transit time through reception ctrs.* Using estimated stay 
time/carload of under 25 minutes not prudent.W/Certificate of Svc.Related corre- 
spondence. 

RENN.O. Massachusetts, Commonwealth of. RENN.O. Clark Univ., Worcester, MA. 
#389 8837. 89/06/26. 44pp. 50312:028-50312:071. 

8907030062 Transcript of 890627 evidentiary hearing in Boston,MA re offsite emergen- 
cy plannino.Pp 27,427-27,778.Supporting info encl.Witnesses:SJ Ellis, AM 

Callendrello,(jM Frank,TF Grew & TM Carter. 

* Atomic Safety and Licensing Board Panel. 89/06/27. 356pp. 50335:224-50336:360. 

8907030151 Errata to revised testimony of CJ High on behalf of JM Shannon,atty gener- 
al for Commonwealth of MA re Contention JI-56 (Monitoring Rate).* Related corre- 
spondence. 

HIGH.C.J. Massachusetts, Commonwealth of. HIGH,C.J. Resource Systems Group. 
#389 8838. 89/06/27. 2pp. 50312:072-50312:087. 

“8907030157 Revised testimony of CJ High on behalf of JM Shannon,atty general for 
Commonwealth of MA re JI-56 (Monitoring Rate).* Evacuee loads could possibly be 
higher than estimates.W/ Certificate of Svc.Related correspondence. 

HIGH.C.J. Massachusetts, Commonwealth of. HIGH.C.J. Resource Systems Group. 
89/06/27. 14pp. 50312:074-50312:087. 

8907030161 Transcript of ASLB 890628 evidentiary hearing in Boston.MA re offsite 
emergency planning.Pp 27, 779-28, OSO.Supporting info encl.Witne8ses:AM 

Callendrello.DS Mileti.G Catapano & CJ High. 

* Atomic Safety and Licensing Board Panel. 89/06/28. 443pp. 50382:149-50383:229. 

8907050324 Transcript of ASLB 890629 evidentiary hearing in Boston.MA re offsite 
emergency planning.Pp 28,051 -28,1 84.Supporting info encl.Witnesses:0 Renn.AM 
Callendrello & EB Lieberman. 

* Atomic Safety and Licensing Board Panel. 89/06/29. 234pp. 50387:067-50387:304. 

8907060167 Transcript of ASLB 890630 evidentiary hearing in Boston.MA re offsite 
emergency planning.Pp 28,185-28.296.Related info encl.Witness:TJ Adler. 

* Atomic Safety and Licensing Board Panel. 89/06/30. 138pp. 50407:204-50407:342. 

8907200022 Rebuttal testimony of TJ Adler on behalf of JM Shannon, atty general for 
Commonwealth of MA re interaction of commuter flow & evacuation traffic flow within 
Seabrook EPZ.* W/ Certificate of Svc.Related correspondence. 

ADLER,T.J. Massachusetts, Commonwealth of. #389 8849. 89/06/30. 14pp. 
50545:146-50545:159. 

8907130255 Transcript of 890712 oral argument in Bethesda.MD re offsite emergency 
planning issues.Pp 1-103. 

, * Atomic Safety and Licensing Board Panel. 89/07/12. 105pp. 50509:203-50509:307. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensirig exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. ApplScation/construction stage documents & correspondence 

8906290257 Responds to NRC 890411 Itr re proposed changes to plant Unit 1 initial 
startup testing program. 

CAHILL, W.J. TU Elect''c '^o'me-'y "^exas Utilities Generating Co.). 89/06/23. Docu- 
ment Control Branch (Dcci..-''cnt Ccni-c- Desk). 6pp. 50363:133-50363:138. 

8906290391 Extends invitation to attend Aug 1989 meeting of senior util executives to 
discuss regulatory issues including SALP process in Region IV, improving communica- 
tion w/licensee mgt & Region IV enforcement philosophy. 

CRUTCHFIELD, D. Associate Director for Special Projects (Post 890101). 89/06/23. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50362:288- 
50362:291. 

8907050370 Advises that 890210 & 0601 responses to Generic Ltr 88-17 re expeditious 
actions for loss of DHR appear to meet intent of Itr.EncI listing observations re util 
responses end. 

GRIMES.C.L. Comanche Peak Project Division. 89/06/27. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 7pp. 50417:244-50417:250. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907030256 Notification of 890712 meeting w/licensee in Rockville, MD to discuss plant 
Tech Specs. Proposed agenda end. 

MALLOY, M. Comanche Peak Project Division. 89/06/28. GRIMES, C.l. Comanche 
Peak Project Division. 6pp. 50391:253-50391:258. 

8907100027 Notification of 890717 meeting w/util in Rockville,MD to discuss 25% 
power plateau & pre-operational test program. 

FIELDS, M. Comanche Peak Project Division. 89/06/29. GRIMES, C.l. Comanche Peak 
Project Division. 3pp. 50458:193-50458:195. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907050061 Provides update on status of implementation of plant ATWS mitigation sys 
actuation circuitry (AMSAC),per util 871009 & 881031 Itrs.lnstatlation of AMSAC de- 
layed due to delay in receipt of equipment parts. 

CAHILL, W.J. , WALKER,R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
06/30. Document Control Branch (Document Control Desk). Ip. 50399:253- 
50399:253. 

8907050066 Forwards revised Figure 9.4-3 to Amend 76 to FSAR for plant. Matls to 
help facilitate NRC review of changes also end. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 8pp. 50417:236-50417:243. 

8907050077 Provides revised response to Cl Grimes 881116 request for add! info re 
review of FSAR Table 3.l1.2a.Subj table, revised to incorporate corrections to conduit 
numbers.cable numbers & equipment description.encl. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 5pp. 50408:248-50408:252. 

8907050082 Requests exemption from 10CFR70.24(a) requirement to maintain criticality 
alarm sys, upon conversion of CP CPPR-126 to operating facility under 10CFR50. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50415:231-50415:233. 

8907050158 Comments on end to NRC 890616 Itr summarizing dispute between CASE 
& util re 1 982 cold hydrostatic test at facility & respective positions of CASE & util on 
three issues.No clarifications suggested. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. 
GRIMES.C.L Comanche Peak Project Division. Ip. 50415:228-50415:228. 

8907070203 Forwards RXE-89-002, "VIPRE-OI Core Thermal-Hydraulic Analysis Meth- 
ods for Comanche Peak Steam Electric Station Licensing Applications,” to satisfy 
model documentation & user qualification requirements. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50441:070-50441:182. 

-8907070204 ‘‘VIPRE-01 Core Thermal-Hydraulic Analysis Methods for Comanche Peak 
Steam Electric Station Licensing Applications.” 

SUNG.Y., GIAP.H.B. Tennessee Valley Authority. RXE-89-002. 89/06/30. 109pp. 
50441:074-50441:182. 

8907100185 Notifies of significant licensee meeting on 890707 at site to discuss find- 
ings from Audit TSU 8901 .lessons learned & corrective actions. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/30. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 50458:305-50458:308. 

8907120326 Change Notice 1 to notification of 890712 meeting w/util in Rockville, MD 
to discuss Tech Specs.Reissued w/revised agenda, 

MALLOY, M. Comanche Peak Project Division. 89/07/07. GRIMES.C.L Comanche 
Peak Project Division. 7pp. 50510:315-50510:321. 

8907180386 Discusses preparation for Unit 1 power ascension test by investigating les- 
sons learned from other utils, particularly recent Westinghouse startups.Self-assess- 
ment will begin at initial criticality. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/10. Docu- 
ment Control Branch (Document Control Desk). 7pp. 50592:055-50592:061. 

8907140189 Requests addi info re FSAR Chapter 17 issues on plant operations QA pro- 
gram & proposes that working meeting be held as possible. 

GRIMES.C.L Comanche Peak Project Division, 89/07/11. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 8pp, 50543:194-50543:201. 

8907140285 Notification of 890719-20 meeting w/licensee in Rockville, MD to discuss 
inservice testing program for Comanche Peak Unit 1. 

FIELDS.M. Assistant Director for Projects. 89/07/11. GRIMES.C.L Comanche Peak 
Project Division. 3pp. 50541:259-50541:261. 


8907180245 Responds to Generic Ltr 89-06, “Task Action Plan, Item LD.2 - SPDS." 
SPDS checklists, listing organization responsible for developing SPDS software,encl. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.), 89/07/11, Docu- 
ment Control Branch (Document Control Desk). 17pp. 50596:033-50596:049. 

8907190266 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/07/11. CAHILL.W.J. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 50582:010-50582:014, 

8907250118 Forwards communications repts associated w/design control review. 
WILLIAMS.N.H. CYGNA Energy Sen/ices. 89/07/12. ELLIS.J. Citizens Association for 
Sound Energy. 120pp. 50653.: 32-536=3 3*1. 

8907250130 Forwards advance FSAR & Tech Spec changes to App J testing of con- 
tainment isolation valves, for NRC approval Chances will be included in future FSAR 
amend & should be reflected in Teen Scccs wnci s.sued. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generaf'pg Cc.) 39/07/17. Docu- 
ment Control Branch (Document Control Desk). 31pp. 5:65-; 283-5065-''. 3 - ‘J 

8907240225 Forwards Rev 0 to “Technical Requirements Manual.” 

CAHILL.W.J. TU Elect'ic Texas Utilities Generating Co.). 89/07/21. Docu- 

ment Control Branch .”.;oc'.;r:Oni C::r-:rc- Desk). 2pp. 50620:314-50621:036. 

“8907240228 Rev 0 to “Technical Requirements Manual.” 

• TU Electric (formerly Texas Utilities Generating Co.). 89/07/21. 82pp. 50620:316- 
50621:036. 

8907250123 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Corros en n-c-''itc'inc program proceduralized to ensure erosion/corrosion 
does not lead to jeg'a::at or of steel piping sys. Data collection begun. 

CAHILL.W.J. TU E-oct'c r'c.-mor'y Texas Utilities Generating Co.). 89/07/21. Docu- 
ment Control Branch vCccu.mon: Con:ro! Desk). 2pp. 50654:217-50654:218. 

8907250139 Advises that replacement of Unit 1 emergency diesel generator wattmeters 
w/Class IE certified wattmeters prior to hot functional testing.completed on 
89061 9, after completion of hot functional testing, per 880325 commitment. 

CAHILL, W.J., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/07/21. Document Control Branch (Document Control Desk). Ip. 50661:158- 
50661:158. 

8907260033 Forwards response to request for addI info resulting from 890605 site visit 
by R Pedersen re FSAR Chapter 12. FSAR changes initiated & will be incorporated 
into future FSAR amend. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generatmq Co). 39/07/21. Docu- 
ment Control Branch (Document Control Desk). 16pp. 5G6/r):';5-s-50677:009. 

8907270074 Partial response to FOIA request for records.App L record available in 
PDR.App M records partially withheld ref (FOIA Exemption 7).App N record provided 
to requestor but not made publicly available at this time. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. BAUMAN, L. Government Accountability Project. 5pp, 50663:245- 
50663:282. 

“8907270084 Forwards Ofc of Inspector & Auditor rept documenting investigation of al- 
leged misconduct by two NRC employees. Investigation did not identify any miscon- 
duct. 

CONNELLY,S.R. Office of Inspector & Auditor (Pre 890417). 86/01/23. HAYES, B.B. 
Office of Investigations (Pre 880201). ip. 50663:256-50663:256. 

”8907270087 Partially withheld memo re alleged misconduct by NRC 

employees.Investigation did not identify any misconduct on part of NRC employees. 
MULLEY.G.A. Office of Inspector & Auditor (Pre 890417). 86/01/23. Office of Inspec- 
tor & Auditor (Pre 890417). 4pp. 50663:257-50663:260. 

”8907270093 Partially withheld memo re alleged misconduct by NRC 

employees.Investigation requested. 

NOONAN,V.S. Comanche Peak Project (Technical Review Team). 85/03/28. 

CONNELLY,S.R. Office of Inspector & Auditor (Pre 890417). 22pp. 50663:261- 

50663:282. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907190199 Advises that preoperational test deferrals,described in SSER 6 (NUREG- 
0797),Section 14, “Initial Test Program," no longer valid. No preoperational tests re- 
quired to be deferred beyond Unit 1 fuel load. 

CAHILL.W.J. TU Electric (forme-lv Texas Utilities Generating Co,). 89/07/14, Docu- 
ment Control Branch iDccumeni Corr.rc Desk). Ip. 50585:053-50585:053. 


F. Security, medical, emergency & fire protection plans 

8907110214 Forwards Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09.No vio- 
lations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/06/29. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.), 3pp. 50499:005-50499:008. 

“8907110222 Partially withheld Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09 
(ref 10CFR73.21).No violations or deviations noted. Major areas inspected:physical se- 
curity program, including protected area barriers & testing & maint. 

EARNEST, A.B., EVERETT,R.J. Region 4, Ofc of the Director. 89/06/22. Ip. 
50499:008-50499:008. 

8907100161 Notifies of significant meeting w/util on 890710 in Region IV ofc to discuss 
emergency evacuation & accountability procedures. 

WARNICK,R.F, Assistant Director for Inspection Programs. 89/06/30. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 50458:280-50458:283, 

8907210060 Forwards objectives for radiological emergency preparedness exercise 
scheduled for 890725-26, Itr from State of TX clarifying levels of participation & two Itrs 
from FEMA Region IV ofc addressing levels of participation. 

KWIATKOWSKlD. Federal Emergency Management Agency. 89/07/12. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 18pp. 
50616:018-50616:035. 
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8907190204 Advises that util will adopt listed changes re onsite accountability & evacu- 
ation objectives for personre! duri"c emergency Issuance of permanent badges will 
net be ccrrp'efed '..'"t'l Sept lS39.v'oh c.e sweep cf si:c; will be performed. 
vVCCI'Jl/W r.) P. ~ j Electric (formerly Texas Utilities Generating Co.). 89/07/14. 
r.r*.l-T‘ i\.P S. Pe:: .:r- -c Ofc of the Director. 2pp. 50580:185-50580:186. 

8907210170 Forwards Rev 2 to fire protection rept.Page-by-page description of changes 
encl.Group number assigned level of significance for each change made to fire pro- 
tection rept consistent w/util 880601 Itr. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/19. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50626:240-50626:328. 

-8907210177 Rev 2 to ‘‘Comanche Peak Steam Electric Station Fire Protection Rept." 
* TU Electric (formerly Texas Utilities Generating Co.). 89/07/19. 90pp. 50626:242- 
50626:328. 

8907250147 Revised EPIPs, including Rev 96 to emergency plan manual indexvRev 1 to 
EPP-314, "Evacuation & Accountability" & Procedure Change Form EPP-109-R7-2 to 
Rev 7 to EPP-109, "Duties of Emergency Coordinator." W/890721 Itr. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/21. 88pp. 
50655:025-50655:113. 


G. Adjudicatory correspondence 


8907200007 Order.* Denies JJ Macktal motion for reconsideration & oral argument, per 
1 0CFR2.772.W/Certificate of Svc.Served on 890705. Re-served on 890705. 

CHILK.S.J. Office of the Secretary of the Commission. #389 8852. 89/07/05. 4pp. 
50862:252-50862:254. 


8907240142 Forwards certificate of sve as replacement for certificate signed on 890713 
by M Lyons & signature page to replace original. '*V.'Ccrti:icetG of Svc. 

BURMAN.L. Affiliation Not Assigned. “383 8930. 63.''07.'i4. Docketing & Services 
Branch. 4pp. 50575:027-50575:030. 

8907240156 Motion to reopen record.* Requests Board to reopen record & grant leave 
to renew earlier motion for intervention status. W/supporting documentation & Certifi- 
cate of Svc. 

BURNAM,L. Affiliation Not Assigned. #389 8914. 89/07/19. Atomic Safety and Li- 
censing Board Panel. 171pp. 50573:293-50574:084. 


M. General correspondence 


8907070055 Requests verification of evacuation time estimates as stated in "1987 Nu- 
clear Power Safety Rept" for plant by 890717. 

BOLEY.K. Public Citizen’s Critical Mass Energy Project. 89/06/28. MALLOY, M. NRC - 
No Detailed Affiliation Given. 4pp. 50552:194-50552:198. 

8907120127 Responds to 890609 Itr re constituent JC Dodson concerns pertaining to 
event at plant & plant future operation, per 890516 article from Fort Worth Star- 
Telegram.NRC finds util program to correct design & const deficiencies adequately. 
STELLO.V. Ofc of the Executive Director for Operations. 89/07/07. BENTSEN,L. 
Senate. 4pp. 50515:023-50515:029. 

-8907120130 Forwards constituent JC Dodson Itr expressing concerns re 890423 event 
at plant & plant future operation. Fort Worth Star-Telegram article, dtd 890516,encl. 
BENTSEN.L Senate. 89/06/09. KAMMERER,C.C. NRC - No Detailed Affiliation 
Given. 3pp. 50515:027-50515:029. 


M. Antitrust correspondence 

8906290216 Advises that no significant antitrust changes have occurred subsequent to 
antitrust CP review,per end rept. 

LAMBE,W.M. Policy Development & Technical Support Branch (Post 870411). 89/06/ 
20. CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 114pp. 
50352:004-50352:113. 

8907030219 Forwards util response to Cap Rock Electric Cooperative,lnc request for 
order modifying antitrust license conditions. 

SAMPELS.M.D. Worsham, Forsythe. Sampels & Woolridge (formerly Worsham. For- 
sythe & Sampels). 89/06/30. MURLEY.T.E. Office of Nuclear Reactor Regulation, Di- 
rector (Post 870411). Ip. 50390:001-50390:338. 

-8907030221 Response of Texas Utils Electric Co to Request of Cap Rock Electric 
Cooperative.Inc.for Order Enforcing & Modifying Antitrust License Conditions. 
SAMPELS.M.D. TU Electric (formerly Texas Utilities Generating Co.). SAMPELS.M.D. 
Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). 
89/06/30. Office of Nuclear Reactor Regulation, Director (Post 870411). 325pp. 
50390:002-50390:338. 


Q. inspection reports, iE Bulletins & correspondence 


8906280029 Forwards Insp Repts 50-445/89-34 & 50-446/89-34 on 890503-06.No vio- 
lations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/21. CAHILL, WJ. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50331:044-50331:059. 

-8906280037 Insp Repts 50-455/89-34 & 50-446/89-34 on 890503-0606.No significant 
strengths.weaknesses, violations or deviations noted. Major areas inspected:actions on 
previous insp findings & followup on violations/deviations. 

LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
06/21. 13pp. 50331:047-50331:059. 

8906290289 Responds to Open Item 445/8922-0-01 noted in Enforcement Action EA* 
86-009. Unit Bunker-Ramo EPA modules replaced w/ qualified EPA modules supplied 
by Conax Corp as documented in SDAR-CP-86-10. Schedule for Unit 2 remains un- 
changed. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co,). 89/06/22. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50369:235-50369:236. 


8906290391 Extends invitation to attend Aug 1989 meeting of senior util executives to 
discuss regulatory issues m-eSuding .SALP process in Region IV,improving communica- 
tion w/licensee mg: A Region .V cni.orcement philosophy. 

CRUTCHFIELD,D. Ass.'.c.'re D -ecicr for Special Projects (Post 890101). 89/06/23. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co,). 4pp. 50362:288- 
50362:291. 

8906300001 Responds to NRC 890518 Itr re violations noted in Insp Repts 50-445/89- 
24 & 50-446/89-24.Corrective actions:personnel involved counseled by startup mgt on 
importance of comclianco w''TDA-333. "Conduct of Testing." 

CAHILL.W.J. TJ r.ectn: {formerly, Texas Utilities Generating Co.). 89/06/26. Docu- 
ment Control Branc:'. (D.-curne".t Cortro! Desk). 7pp. 50379:289-50379:295. 

8906300015 Advises that commitment to implement mechanical fluid sys Open Items F- 
33 & F-37,in response to NRC Design Validation Insp Program insps by 
890626,delayed.Open items will be completed prior to Unit 1 fuel load. 

CAHILL, W.J., WALKER.R.D. TU Electric (formerly Texas Utilities Gene-afing Co.) 89/ 
06/26. Document Control Branch (Document Control Desk), 'p. 50370:259- 
50370:259. 

8907100262 Forwards Insp Repts 50-445/89-36 & 50-446/89-36 on 890503- 0606.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/28. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50458:178-50458:191. 

-8907100266 Insp Repts 50-445/89-36 & 50-446/89-36 on 890503-0606.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings, followup on review of 10CFR50.55(e) deficiencies & NRC bulletins, 
LATTA.R.M., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/06/27. 10pp. 50458:181-50458:191. 

8907070192 Forwards Insp Repts 50-445/89-31 & 50-446/89-31 on 89051 5-1 9.No vio- 
lations or deviations noted.lnsp repts withheld (ref 10CFR73.21). 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/29. CAHILL,C.J. TU 
Electric (formerly Texas Utilities Generating Co.). 4pp. 50441:184-50441:187. 

8907110214 Forwards Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09.No vio- 
lations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/29, CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50499:005-50499:008. 

-8907110222 Partially withheld Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09 
(ref 10CFR73.21).No violations or deviations noted.Major areas inspected:physical se- 
curity program, including protected area barriers & testing & maint. 

EARNESf.A.B., EVERETT, R.J. Region 4, Ofc of the Director. 89/06/22. Ip. 
50499:008-50499:008. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070276 Forwards Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/30. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 50443:240-50443:278. 

-8907070281 Notice of violation from insp on 890503-0606. Violation noted:shift test en- 
gineer failed to issue test deficiency rept to document valve misalignment that oc- 
curred during testing. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/30. 2pp. 
50443:245-50443:246. 

-8907070283 Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606. Violations 
noted.Major areas inspected:licensee action on previous insp findings.action on 
10CFR50.55(e) deficiencies, followup on NRC bulletins & SER verification. 
BITTER.S.D., BURRIS.S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 89/06/30. 32pp. 50443:247-50443:278. 

8907110404 Advises that emergency operating procedures insp scheduled for 890814- 
25.Util requested to badge team members for unescorted access to site. 
WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/05. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50500:019-50500:022. 

8907110414 Ack receipt of 890615 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-26 & 50-446/89-26.Understands that HVAC coatings 
reclassified as nonsafety-related. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/05. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50501:344-50501:347. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metaldad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180459 Forwards Augmented Insp Team Insp Repts 50-445/89-30 & 50-446/89-30 
on 89051 5-061 6.Weaknesses in procedures for evaluating & correcting equipment fail- 
ures & malfunctions & organizational communications noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/07/10. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 9pp. 50557:192-50557:262. 

-8907180460 Augmented Insp Team Insp Repts 50-445/89-30 & 50-446/89-30 on 
89051 5-061 6.Weaknesses noted.Major areas inspected:check valve failures which al- 
lowed backflow through auxiliary feedwater sys dfuring hot functional testing of Unit 1 . 
LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
07/07. 62pp. 50557:201-50557:262. 

8907180332 Provides revised response to Item 2 to IE Bulletin 79-15, "Deep Draft 
Pump Deficiencies," Review of operating & maint history shows no significant 
design.assembly or installation problems w/pumps since initial operation, 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/11. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50572:166-50572:16,8. 

8907180299 Forwards Insp Repts 50-445/89-44 & 50-446/89-44 on 890607-0705.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/12. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.), 3pp. 50578:061-50578:074. 



168 DOCKETED ITEMS 


-8907180300 Insp Repts 50-445/89-44 & 50-446/89-44 on 890607-0705,No violations 
or deviations noted. Major areas inspected: applicant action on previous 
'c"ov.'‘j 0 cn violations, applicant action 50.55 & deficiencies. 

P‘-'!L..'i=5.- 5 3'fice of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12. 11pp. 50578:064-50578:074. 

8907190158 Forwards "Unit 1 Preservice Insp Summary Rept." Rept provides info re 
preservice insp & addresses exams & tests of Code Class 1 & 2 sys stipulated in 
plan. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generatmc Co.V 89/07/14. Docu- 
ment Control Branch (Document Control Desk). 2pp. 5058^ 008-50584:358 

-8907190160 "Preservice Insp Summary, Commanche Peak Unit 1,” describing insp & 
testing of ASME Code Ciass 1 & 2 components & supports. 

• TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. 350pp. 50584:010- 
50584:358. 

0907190391 Responds to NRC 890619 Itr re violations noted in Insp Repts 50-445/89- 
32 & 50-446/89-32 on 890503-0606. Cc'rect've acticr-test deficiency rept issued to 
document occurrence re unsatisfactory *. ons r.'jc ■.■.r.z pja :'.y-re aiec -.terns. 
CAHILUW.J. TU Elect'd T-3x.?.s '.Jiil-os G-r.r'c-.'a': ric Cb.,'. 69.07/14. Docu- 

ment Control Branch ;Dcc.jm-.:": Ccrr-cl Desk;. 3pc 5C534:1 CC-595G4. t-:2 

8907200198 Advises that util performed addi evaluation to augment reason for viola- 
tions noted in Insp Repts 50-445/09-19 & 50-446/89-1 9.Results of evaluation indicate 
that QC inspector training adequate. 

WOODLAN.D.R. TU Electric (^ormedy Texas Utilities Generating Co.). 89/07/14. Doc- 
ument Control Branch (Cocur^e'': Cc't'cl Desk). 2pp. 50614:261-50614:262. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240386 Forwards Insp Repts 50-445/89-48 & 50-446/89-48 on 890607- 0705.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/19. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50640:268-50640:283. 

-8907240393 Resident Safety Insp Repts 50-445/89-48 & 50-446/89-48 on 890607- 
0705. No strengths or weaknesses noted. Major areas inspected:util action on previous 
insp findings & action on self-identified 10CFR50.55(e) deficiencies. 

RUNYAN, M.F., LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/07/19. 12pp. 50640:272-50640:283. 

8907240404 Forwards Insp Repts 50-445/89-46 & 50-446/89-46 on 890607- 0705.No 
violations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/07/19. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50636:192-50636:208. 

-8907240405 Insp Repts 50-445/89-46 & 50-446/89-46 on 890607-0705.No violations 
or deviations noted. Major areas inspected: applicant actions on previous insp 
findings.plant procedures for operations & applicant meetings. 

HALE.C.J., LIVERMORE. H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/07/19. 13pp. 50636:196-50636:208. 

8907240410 Ack receipt of 890626 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-24 & 50-446/89-24. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/19. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50678:354-50678:357. 

8907260061 Responds to NRC 890619 Itr re violations noted in Insp Repts 50-445/89- 
35 & 50-446/89-35.Corrective actions:deficiency rept written to document failure to 
follow procedures & procedure governing maint engineering evaluations retired. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/19. Docu- 
ment Control Branch (Document Control Desk). 4pp. 50658:356-50658:359. 

8907140274 NRC Info Notice 89-056. "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260213 Forwards Insp Repts 50-445/89-49 & 50-446/89-49 on 890607-0705.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/21. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50673:026-50673:042. 

“8907260219 Insp Repts 50-445/89-49 & 50-446/89-49 on 890607-0705.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings.followup on violations/deviations & corrective action program. 

LATTA.R.M., LIVERMORE, H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/07/21. 14pp. 50673:029-50673:042. 

8907260222 Forwards Insp Repts 50-445/89-45 & 50-446/89-45 on 890607-0705. No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/21. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50659:019-50659:032. 

-8907260224 Insp Repts 50-445/89-45 & 50-446/89-45 on 890607-070S.No violations 
or deviations noted.Major areas inspected: preoperational retest procedure 
review, preoperational test witnessing.plant tours & operational staffing. 

BITTER, S.D., BURRIS.S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 89/07/21. 14pp. 50659:022-50659:032. 

8907260227 Ack receipt of 890714 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-19 & 50-446/89-19. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/07/21. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50658:246-50658:248. 


S. Reportable occurrences, LERs & related correspondence 

8906290416 Interim Deficiency Rept CP-89-015 re backleakage through auxiliary feed- 
water sys check valves. Initially reported on 890519.lnvestigation revealed that several 
check valves were mechanically hung open.Maint & QA personnel trained. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/19, Docu- 
ment Control Branch (Document Control Desk). 2pp. 50364:167-50364:168. 


8906290249 Interim Deficiency Rept CP-88-37 re ASCO solenoid valve coil leads.lnitially 
reported on 881 11 4. Evaluation continuing. Final rept will be submitted prior to Unit 1 
fuel load. 

CAHILL.W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
06/23. Document Control Branch (Document Control Desk), ip, 50363:127- 
50363:127. 

8906290252 Supplemental Deficiency Rept CP-86-04 re proximity placement of Rich- 
mond inserts to embedded plates & welded attachments to embedded plates & all 
concrete attachments.lnitially reported on 880205. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/23. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50369:054-50369:055. 

8907050293 Forwards rev to corrective action implementation schedule for significant 
deficiency analysis repts.Corrective actions will be completed prior to fuel load 
dates. Deficiency rept numbers listed. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/28, Docu- 
ment Control Branch (Document Control Desk). 2pp. 50413:229-50413:230. 

8907060057 Supplemental Deficiency Rept CP-85-52 re cable tray hanger reverification 
program.lnitially reported on 851 220. Field verification & insp program initiated.Info col- 
lected will be utilized for analysis required to validate tray hanger. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50414:319-50414:320. 

8907060089 Supplemental Deficiency Rept CP-88-09 re overloading & absence of 
backup protection devices for electrical penetrations.lnitially reported on 8801 11. Pur- 
pose of supplemental rept to revise corrective action schedule. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 50414:333-50414:333. 

8907050070 Supplemental Deficiency Rept CP-87-046 re u^satistsctc"; irtcm.?.' clear- 
ances for two containment spray pump motors. Initially reporiod o- -nr-./sss & 

determination of "conservatively reportable” remains unchanged. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Ge-^erating Co.V S9 ''06/30. Docu- 
ment Control Branch (Document Control Desk). 2pp .“O-'. 23;: 

8907050075 Supplemental Deficiency Rept CP-88-19 re qualification of instrument cable 
insulation inside containment.lnitially reported on 8801 29. No replacement of safety-re- 
lated instruments or re-routmg /replacement of cables required. 

CAHILL.W.J. TU Electric ('o-'merly Texas Uiii tics Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50415:234-50415:235. 

8907120040 Supplemental Deficiency Rept CP-87-136 re motor control ctr space 
heaters.lnitially reported on 8801 11. Design will be changed to trip space heater supply 
breakers on receipt of safety injection signal. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50510:322-50510:323. 

8907130109 Supplemental Deficiency Rept CP-87-109 re inappropriate deficiency 
documentation.lnitially reported on 880211. Unit 1 corrective actions rescheduled for 
completion by fuel load. Unit 2 corrective actions unchanged. 

CAHILL.W.J. TU Electric (formerly Texas Ur:! -jes 3o'iera:i.''..:; Cc . o;.- 07/07. Docu- 
ment Control Branch (Document Control Dgsk; tp. 5O535.''J:3-:'.;05;:5. 

8907130290 Interim Deficiency Rept CP-89-016 re setpoint tolerance on turbine-driven 
auxiliary feedwater pump mechanical overspeed trip device possibly resulting in 
overpressurization of pump casing.lnitially reported on 890607.Next rept by fuel load. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). Ip. 50536:211-50536:211. 

8907140295 Final Deficiency Rept CP-88-42 re cold spring in component cooling water 
piping involving flange misalignment.lnitially reported on 890406.Condition adverse to 
safety of operations determined not to exist & not created by a''C''~ent 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Cc , KH. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50542:110-50542:111. 

8907200145 Supplemental Deficiency Rept CP-87-135 re control room air conditioning & 
primary plant ventilation sys.lnitially reported on 8901 20. Design change initiated to 
provide safety related controls to automatically trip fans. 

WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/07/14. Doc- 
ument Control Branch (Document Control Desk). Ip. 50614:028-50614:028. 


V. Operator Examinations 


8907060026 Generic Ltr 89-1 2 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8906290257 Responds to NRC 890411 Itr re proposed changes to plant Unit 1 initial 
startup testing program. 

CAHILUW.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/23. Docu- 
ment Control Branch (Document Control Desk). 6pp. 50363:133-50363:138. 

8906290391 Extends invitation to attend Aug 1989 meeting of senior util executives to 
discuss regulatory issues including SALP process in Region IV, improving communica- 
tion w/licensee mgt & Region IV enforcement philosophy. 

CRUTCHFIELD, D. Associate Director for Special Projects (Post 890101). 89/06/23. 
CAHILUW.J. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50362:288- 
50362:291. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 8704 1 1 ). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 
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8907100027 Notification of 890717 meeting w/util in Rockville.MD to discuss 25% 
power plateau & pre-operational test program. 

FIELDS.M. Comanche Peak Project Division. 89/06/29. GRIMES, C.l. Comanche Peak 
Project Division. 3pp. 50458:193-50458:195. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907050061 Provides update on status of implementation of plant ATWS mitigation sys 
actuation circuitry (AMSAC).per util 871009 & 881031 Itrs.lnstallation of AMSAC de- 
layed due to delay in receipt of equipment parts. 

CAHILL, W.J., WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
06/30. Document Control Branch (Document Control Desk), ip. 50399:253- 
50399:253. 

8907050066 Forwards revised Figure 9.4-3 to Amend 76 to FSAR for plant. Matls to 
help facilitate NRC review of changes also end. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 8pp. 50417:236-50417:243. 

8907050077 Provides revised response to Cl Grimes 881 1 1 6 request for addi info re 
review of FSAR Table 3.11.2a.Subj table, revised to incorporate corrections to conduit 
numbers, cable numbers & equipment description, end. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 5pp. 50408:248-50408:252. 

8907070203 Forwards RXE-89-002, "VIPRE-01 Core Thermal-Hydraulic Analysis Meth- 
ods for Comanche Peak Steam Electric Station Licensing Applications," to satisfy 
model documentation & user qualification requirements. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50441:070-50441:182. 

—8907070204 "VIPRE-01 Core Thermal-Hydraulic Analysis Methods for Comanche Peak 
Steam Electric Station Licensing Applications." 

SUNG.Y., GIAP,H.B. Tennessee Valley Authority. RXE-89-002. 89/06/30. 109pp. 
50441:074-50441:182. 

8907140189 Requests addI info re FSAR Chapter 17 issues on plant operations QA pro- 
gram & proposes that working meeting be held as possible. 

GRIMES, C.l. Comanche Peak Project Division. 89/07/11. CAHILL.W.J. TU Electric 
(formerly Texas Utilities Generating Co.). 8pp. 50543:194-50543:201. 

8907140285 Notification of 890719-20 meeting w/licensee in Rockville.MD to discuss 
inservice testing program for Comanche Peak Unit 1. 

FIELDS.M. Assistant Director for Projects. 89/07/11. GRIMES, C.l. Comanche Peak 
Project Division. 3pp. 50541:259-50541:261. 

8907180245 Responds to Generic Ltr 89-06, “Task Action Plan, Item I.D.2 - SPDS." 
SPDS checklists.listing organization responsible for developing SPDS software.encl. 
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/11. Docu- 
ment Control Branch (Document Control Desk). 1 7pp. 50596:033-50596:049. 

8907190266 Provides ^enda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/07/11. CAHILL.W.J. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 50582:010-50582:014. 

8907250118 Forwards communications repts associated w/design control review. 
WILLIAMS, N.H. CYGNA Energy Services. 89/07/12. ELLIS.J. Citizens Association for 
Sound Energy. 120pp. 50653:192-50653:311. 

8907250130 Forwards advance FSAR & Tech Spec changes to App J testing of con- 
tainment isolation valves, for NRC approval.Changes will be included in future FSAR 
amend & should be reflected in Tech Specs when issued. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/17. Docu- 
ment Control Branch (Document Control Desk). 31pp. 50654:283-50654:319. 

8907250123 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Corrosion monitoring program proceduralized to ensure erosion/corrosion 
does not lead to degradation of steel piping sys.Data collection begun. 

CAHILUW.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/21. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50654:217-50654:218. 

8907250139 Advises that replacement of Unit 1 emergency diesel generator wattmeters 
w/Class IE certified wattmeters prior to hot functional testing,completed on 
89061 9,after completion of hot functional testing,per 880325 commitment. 

CAHILL.W.J., WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 
89/07/21. Document Control Branch (Document Control Desk). Ip. 50661:158- 
50661:158. 

8907260033 Forwards response to request for addi info resulting from 890605 site visit 
by R Pedersen re FSAR Chapter 12.FSAR changes initiated & will be incorporated 
into future FSAR amend. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/21. Docu- 
ment Control Branch (Document Control Desk). 1 6pp. 50676:354-50677:009. 

8907270074 Partial response to FOIA request for records.App L record available in 
PDR.App M records partially withheld ref (FOIA Exemption 7).App N record provided 
to requestor but not made publicly available at this time. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post. 
890205). 89/07/25. BAUMAN.L. Government Accountability Project. 5pp. 50663:245- 
50663:282. 

-8907270084 Forwards Ofc of Inspector & Auditor rept documenting investigation of al- 
leged misconduct by two NRC employees. Investigation did not identify any miscon- 
duct. 

CONNELLY.S.R. Office of Inspector & Auditor (Pre 890417). 86/01/23. HAYES, B.B. 
Office of Investigations (Pre 880201). Ip. 50663:256-50663:256. 

-8907270087 Partially withheld memo re alleged misconduct by NRC 
employees. Investigation did not identify any misconduct on part of NRC employees. 
MULLEY,G.A, Office of Inspector & Auditor (Pre 890417). 86/01/23. Office of Inspec- 
tor & Auditor (Pre 890417). 4pp. 50663:257-50663:260. 


-8907270093 Partially withheld memo re alleged misconduct by NRC 
employees.lnvestigation requested. 

NOONAN,V.S. Comanche Peak Project (Technical Review Team). 85/03/28. 
CONNELLY,S.R. Office of Inspector & Auditor (Pre 890417). 22pp. 50663:261- 
50663:282. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907190199 Advises that preoperational test deferrals, described in SSER 6 (NUREG- 
0797),Section 14, "Initial Test Program," no longer valid.No preoperational tests re- 
quired to be deferred beyond Unit 1 fuel load. 

CAH1LL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/14. Docu- 
ment Control Branch (Document Control Desk). Ip. 50585:053-50585:053. 


F. Security, medical, emergency & fire protection plans 


8907110214 Forwards Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09.No vio- 
lations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/06/29. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50499:005-50499:008. 

-8907110222 Partially withheld Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09 
(ref 10CFR73.2l).No violations or deviations noted. Major areas inspected:physical se- 
curity program, including protected area barriers & testing & maint. 

EARNEST, A.B. Region 4, Ofc of the Director. 89/06/22. Ip. 50499:008-50499:008. 

8907210060 Forwards objectives for radiological emergency preparedness exercise 
scheduled for 890725-26, ltr from State of TX clarifying levels of participation & two Itrs 
from FEMA Region IV ofc addressing levels of participation. 

KWIATKOWSKT.D. Federal Emergency Management Agency. 89/07/12. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 18pp. 
50616:018-50616:035. 

8907190204 Advises that util will adopt listed changes re onsite accountability & evacu- 
ation objectives for personnel during emergency. Issuance of permanent badges will 
not be completed until Sept 1989.Vehicle sweep of site will be performed. 
WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/07/14. 
MARTIN.R.D. Region 4, Ofc of the Director. 2pp. 50580:185-50580:186. 

8907250147 Revised EPIPs.including Rev 96 to emergency plan manual index.Rev 1 to 
EPP-314, "Evacuation & Accountability" & Procedure Change Form EPP-109-R7-2 to 
Rev 7 to EPP-109, “Duties of Emergency Coordinator." W/890721 ltr. 

CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/21. 88pp. 
50655:025-50655:113. 


G. Adjudicatory correspondence 


8907240142 Forwards certificate of svc as replacement for certificate signed on 890713 
by M Lyons & sionature page to replace original.W/Certificate of Svc. 

BURMAN.L. Affiliation Not Assigned. #389 8930. 89/07/14. Docketing & Services 
Branch. 4pp. 50575:027-50575:030. 

8907240156 Motion to reopen record.* Requests Board to reopen record & grant leave 
to renew earlier motion for intervention status. W/supporting documentation & Certifi- 
cate of Svc. 

BURNAM.L. Affiliation Not Assigned. #389 8914. 89/07/19. Atomic Safety and Li- 
censing Board Panel. 171pp. 50573:293-50574:084. 


H. General correspondence 


8907070055 Requests verification of evacuation time estimates as stated in "1987 Nu- 
clear Power Safety Rept" for plant by 890717. 

BOLEY,K. Public Citizen’s Critical Mass Energy Project. 89/06/28. MALLOY, M. NRC - 
No Detailed Affiliation Given. 4pp. 50552:194-50552:198. 

8907120127 Responds to 890609 ltr re constituent JC Dodson concerns pertaining to 
event at plant & plant future operation, per 890516 article from Fort Worth Star- 
Telegram.NRC finds util program to correct design & const deficiencies adequately. 
STELLO,V. Ofc of the Executive Director for Operations. 89/07/07. BENTSEN.L. 
Senate. 4pp. 50515:023-50515:029. 

”8907120130 Forwards constituent JC Dodson ltr expressing concerns re 890423 event 
at plant & plant future operation.Fort Worth Star-Telegram article,dtd 89051 6, end, 
BENTSEN.L. Senate. 89/06/09. KAMMERER.C.C. NRC - No Detailed Affiliation 
Given. 3pp. 50515:027-50515:029. 


M. Antitrust correspondence 


8907030219 Forwards util response to Cap Rock Electric Cooperative, Inc request for 
order modifying antitrust license conditions. 

SAMPELS,M.D. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, For- 
sythe & Sampels), 89/06/30. MURLEY.T.E. Office of Nuclear Reactor Regulation. Di- 
rector (Post 87041 1 ). 1 p. 50390:001-50390:338. 

-8907030221 Response of Texas Utils Electric Co to Request of Cap Rock Electric 
Cooperative, Inc, for Order Enforcing & Modifying Antitrust License Conditions. 
SAMPELS,M.D. TU Electric (formerly Texas Utilities Generating Co.). SAMPELS, M.D. 
Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). 
89/06/30. Office of Nuclear Reactor Regulation, Director (Post 870411). 325dd. 
50390:002-50390:338. ' 


Q. inspection reports, IE Bulletins & correspondence 

8906280029 Forwards Insp Repts 50-445/89-34 & 50-446/89-34 on 890503-06.No vio- 
lations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/21. CAHILL WJ. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50331:044-50331:059. 
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-8906280037 Insp ReptS 50-455/89-34 & 50-446/89-34 on 890503-33:5 No s ;n''’03P; 
sff'engtf's.weakpesseR vic'at'crs or deviations noted. Major areas ■’.sp-' "ivo a:'iors .'ro 
prev.ojs i-'s.-' d- ic. cv.ls .or violations/deviations. 

LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
06/21. 13pp. 50331:047-50331:059. 

8906290391 Extends invitation to attend Aug 1989 meeting of senior util executives to 
discuss regulatory issues including SALP process in Region IV, improving communica- 
tion w/licensee mgt & Region IV enforcement philosophy. 

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101). 89/06/23. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50362:288- 
50362:291. 

8906300001 Responds to NRC 890518 Itr re violations noted in Insp Repts 50-445/89- 
24 & 50-446/89-24.Corrective actions.-personnel involved counseled by startup mgt on 
importance of compliance w/TDA-303, “Conduct of Testing." 

CAHILL, W.J, TU Electric (formerly Texas Utilities Generating Co.). 89/06/26. Docu- 
ment Control Branch (Document Control Desk). 7pp. 50379:289-50379:295. 

8906300015 Advises that commitment to implement mechanical fluid sys Open Items F- 
33 & F-37,in response to NRC Design Validation Insp Program insps by 
890626,delayed.Open items will be completed prior to Unit 1 fuel load. 

CAHILL, W.J., WALKER.R.D. TU Electric (formerly Texas Utilities Gene-ating Co) 89/ 
06/26. Document Control Branch (Document Control Des^, 503 £9- 

50370:259. 

8907100262 Forwards Insp Repts 50-445/89-36 & 50-446/89-36 on 890503- 0606.No 
violations or deviations noted. 

WARNICK,R.F. Assistant Director for Inspection Programs. 89/06/28. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co,). 4pp. 50458:178-50458:191. 

-8907100266 Insp Repts 50-445/89-36 & 50-446/89-36 on 890503-0606.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
HdincsJcllcwun cn 'ev'ew cf '’OCFR 50. 55(e) deficiencies & NRC bulletins. 

!.AT~/' F M , _ VE“‘.lOr.E. •:.}■■! Office of Nuclear Reactor Regulation. Director (Post 
870411). 89/06/27. 10pp. 50458:181-50458:191. 

8907070192 Forwards Insp Repts 50-445/89-31 & 50-446/89-31 on 890515-19.No vio- 
lations or deviations noted. Insp repts withheld (ref 10CFR73.21). 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/29. CAHILL,C.J. TU 
Electric (formerly Texas Utilities Generating Co.). 4pp. 50441:184-50441:187. 

8907110214 Forwards Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09.No vio- 
lations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/29. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50499:005-50499:008. 

-8907110222 Partially withheld Insp Repts 50-445/89-41 & 50-446/89-41 on 890605-09 
(ref 10CFR73.21).No violations or deviations noted.Major areas inspected.-physical se- 
curity program, including protected area barriers & testing & maint. 

EARNEST, A.B.. EVERETT.R.J. Region 4, Ofc of the Director. 89/06/22. Ip. 
50499:008-50499:008. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070276 Forwards Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606 & 
notice of violation. 

WARNICK,R,F. Assistant Director for Inspection Programs. 89/06/30. CAHILL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 50443:240-50443:278. 

-8907070281 Notice of violation from insp on 890503-0606. Violation noted:shift test en- 
gineer failed to issue test deficiency rept to document valve misalignment that oc- 
curred during testing. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/30. 2pp. 
50443:245-50443:246. 

-8907070283 Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606. Violations 
noted.Major areas inspected:licensee action on previous insp findings,action on 
10CFR50.55(e) deficiencies, followup on NRC bulletins & SER verification. 

BITTER.S.D., BURRIS, S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 87041 1). 89/06/30. 32pp. 50443:247-50443:278. 

8907110404 Advises that emergency operating procedures insp scheduled for 890814- 
25.Util requested to badge team members for unescorted access to site. 
WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/05. CAHILL,WJ. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50500:019-50500:022. 

8907110414 Ack receipt of 890615 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-26 & 50-446/89-26.Understands that HVAC coatings 
reclassified as nonsafety-related. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/05. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50501:344-50501:347. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907180459 Forwards Augmented Insp Team Insp Repts 50-445/89-30 & 50-446/89-30 
on 89051 5-061 6.Weaknesses in procedures for evaluating & correcting equipment fail- 
ures & malfunctions & organizational communications noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/10. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 9pp. 50557:192-50557:262. 

-8907180460 Augmented Insp Team Insp Repts 50-445/89-30 & 50-446/89-30 on 
89051 5-061 6.Weaknesses noted.Major areas inspected:check valve failures which al- 
lowed backflow through auxiliary feedwater sys during hot functional testing of Unit 1 . 
LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/ 
07/07. 62pp. 50557:201-50557:262. 

8907180332 Provides revised response to Item 2 to IE Bulletin 79-15, "Deep Draft 
Pump Deficiencies." Review of operating & maint history shows no significant 
design, assembly or installation problems w/pumps since initial operation. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/11. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50572:166-50572:168, 


8907180299 Forwards Insp Repts 50-445/89-44 & 50-446/89-44 on 890607-0705.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection C *■■"1.1, W.J. 

TU Electric (formerly Texas Utilities Generating Co.) 'ij G-’.'- 

-8907180300 Insp Repts 50-445/89-44 & 50-446/89-44 on 890607-0705.No violations 
or deviations noted.Major areas inspected: applicant action on previous 
*Yd'-*-c?.^o'.'c'.vv;r: on violations, applicant action 50.55 & deficiencies, 

"-5 H B Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
12, 11pp. 50578:064-50578:074. 

8907170407 Provides revised date of full compliance for violation noted in Insp Rept 50- 
446/88-43. Compliance includes removal & exam of spool piece from facility safety in- 
jection sys. 

CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/13. Docu- 
ment Control Branch (Document Control Desk). Ip. 50562:307-50562:307. 

8907190391 Responds to NRC 890619 Itr re violations noted in Insp Repts 50-445/89- 
32 & 50-446/89-32 on 890503-0606. Corrective action:test dcf:'-:'.-:. '~pt ssued to 
document occurrence re unsatisfactory ;-. o'/-g c,.::. 

CAHILL.W.J. TU Electric (formerly Tex.-,.;: G'::’-v-','.it'r - C: , ii,; O"’ ■■■■ Docu- 

ment Control Branch (Document Control Desk). 3pp. 505S.r.:-:0C-5059.''.: 132 

8907200198 Advises that util performed add! evaluation to augment reason for viola- 
tions noted in Insp Repts 50-445/89-19 & 50-446/89-1 9. Results of evaluation indicate 
that QC inspector training adequate. 

WOODLAN.D.R. TU Elec*-c ^exas Utilities Co.' 89^0’/14. Doc- 
ument Control Branch .C-cc-me.''; C;:’-';: Desk). 2pp. 2'; 252. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves c' S'mi:-;' Co-;;:.-. " Svc list end. 

ROSSI, C.E. Division of C::e'a: :?'■.!?!! Eve.-:'?. Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878;159. 


8907240386 Fonvards Insp Repts 50-445/89-48 & 50-446/89-48 on 890607- 0705, No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection P'-ocrams 99/07/"<9 C4H'LL,W.J. 
TU Electric (formerly Texas Utilities Generating Co.), •'•pp 25;:-5.::i'C ?t::) 

--8907240393 Resident Safety Insp Repts 50-445/89-48 & 50-446/89-48 on 890607- 
0705.No strengths or weaknesses noted.Major areas inspected:util action on previous 
insp findings & action on self-identified 10CFR50. 55(e) deficiencies. 

RUNYAN.M.F., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/07/19. 12pp. 50640:272-50640:283. 


8907240404 Forwards Insp Repts 50-445/89-46 & 50-446/89-46 on 890607- 0705, No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/19. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 4pp. 50636:192-50636:208. 

-8907240405 Insp Repts 50-445/89-46 & 50-446/89-46 on 890607-0705.No violations 
or deviations noted.Major areas inspected: applicant actions on previous insp 
findings, plant o-’oeedures * 0 ' operations & applicant rooti-qs 
HALE.C.J.. ui.-ERMCFE,"- i- Office of Nuclear ■Rcc.i.rii.o'' Director (Post 

870411). 89/07/19. 13pp. 50636:196-50636:208. 


8907240410 Ack receipt of 890626 Itr i-.formi.-'c NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-24 & 

WARNICK.R.F. Assistant Director for Inspection proemns 89/07/19. CAHILL.W.J, 
TU Electric (formerly Texas Utilities Generating Co.). -';'P 

8907260061 Responds to NRC 890619 Itr re violations noted in Insp Repts 50-445/89- 
35 & 50-446/89-35. Corrective actions:deficiency rept written to document failure to 
follow procedures & procedu'-o oovc-ni-.g maint e-'.gineehng ova'ur.tirr.?: ■'odred. 
CAHILL.W.J. TU Elect-c /iermory "exas Utilities Gonemr.T.g C':,. 59 ::719. Docu- 
ment Control Branch (Document Control Desk). ■<:pp. 3:,)')5;;,:3;55-5':5::5:3:39. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matt Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 


8907260213 Forwards Insp Repts 50-445/89-49 & 50-446/89-49 on 890607-0705. No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Pregrans 99/07/?i qaHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. ::05'’:::C25-5:5T’3:C-‘.2. 

-8907260219 Insp Repts 50-445/89-49 & 50-446/89-49 on 890607-0705.No violations 
or deviations noted.Major areas inspected; applicant actions on previous insp 
findincs.fol'owuc on violations/deviations & corrective action program. 

LATTA.R.M., LIVERMORE.H.H. Office of Nuclear Reactor Regulation, Director (Post 
870411). 89/07/21. 14pp. 50673:029-50673:042. 


8907260222 Forwards Insp Repts 50-445/89-45 & 50-446/89-45 on 890607-0705.No 
violations or deviations noted. 

WARNICK.R.F. Assistant Director for Inspection Prog-ams. B9/07/2''. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp 5D659.0'9-::'::55y:032. 

-8907260224 Insp Repts 50-445/89-45 & 50-446/89-45 on 890607-0705.No violations 
or deviations noted.Major areas inspected: preoperational retest procedure 
review, preoperational test witnessing, plant tours & operational staffing. 

BITTER.S.D,, BURRIS.S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 89/07/21. 14pp. 50659:022-50659:032. 


8907260227 Ack receipt of 890714 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-445/89-19 & 50-446/89-19. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/07/21. CAHILL.W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 3pp. 50658:246-50658:248. 
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S. Reportable occurrences, LERs & related correspondence 

8906290416 Interim Deficiency Rept CP-89-015 re backleakage through auxiliary feed- 
water sys check valves.lnitially reported on 89051 9. Investigation revealed that several 
check valves were mechanically hung open.Maint & QA personnel trained. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/19. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50364:167-50364:168. 

8906290249 Interim Deficiency Rept CP-88-37 re ASCO solenoid valve coil leads.lnitially 
reported on 8811 U.Evaluation continuing. Final rept will be submitted prior to Unit 1 
fuel load. 

CAHILL, W.J. , WALKER, R.D. TU Electric (formerly Texas Utilities Generating Co.). 89/ 
06/23. Document Control Branch (Document Control Desk). 1p. 50363:127- 
50363:127. 

8906290252 Supplemental Deficiency Rept CP-86-04 re proximity placement of Rich- 
mond inserts to embedded plates & welded attachments to embedded plates & all 
concrete attachments.lnitially reported on 880205. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/23. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50369:054-50369:055. 

8907050293 Forwards rev to corrective action implementation schedule for significant 
deficiency analysis repts.Corrective actions will be completed prior to fuel load 
dates.Deficiency rept numbers listed. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/28. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50413:229-50413:230. 

8907060089 Supplemental Deficiency Rept CP-88-09 re overloading & absence of 
backup protection devices for electrical penetrations.lnitially reported on 8801 11. Pur- 
pose of supplemental rept to revise corrective action schedule. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 50414:333-50414:333. 

8907050070 Supplemental Deficiency Rept CP-87-046 re unsatisfactory internal clear- 
ances for two containment spray pump motors. Initially reported on 87071 7. Analysis & 
determination of “conservatively reportable” remains unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
tnent Control Branch (Document Control Desk). 2pp. 50415:229-50415:230. 

8907050075 Supplemental Deficiency Rept CP-88-19 re qualification of instrument cable 
insulation inside containment.lnitially reported on 880129.No replacement of safety-re- 
lated instruments or re-routing/replacement of cables required. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50415:234-50415:235. 

8907120040 Supplemental Deficiency Rept CP-87-136 re motor control ctr space 
heaters.lnitially reportec on OOCi ii. Design wi!' bo changed to trip space heater supply 
breakers on receipt of safety 'n.-octicn s-gnal. 

CAHILL,W.J. TU Electrc (former y Textis Utiii-os Generating Co.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 2pp. 50510:322-50510:323. 

8907130109 Supplemental Deficiency Rept CP-87-109 re inappropriate deficiency 
documentation. Initially reported on 880211. Unit 1 corrective actions rescheduled for 
completion by fuel load. Unit 2 corrective actions unchanged. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). Ip. 50535:103-50535:103. 

8907130290 Interim Deficiency Rept CP-89-016 re setpoint tolerance on turbine-driven 
auxiliary feedwater pump mechanical overspeed trip device possibly resulting in 
overpressurization of pump casing.lnitially reported on 890607.Next rept by fuel load. 
CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). 89/07/07. Docu- 
ment Control Branch (Document Control Desk). Ip. 50536:211-50536:211. 

8907200145 Supplemental Deficiency Rept CP-87-135 re control room air conditioning & 
primary plant ventilation sys.lnitially reported on 8901 20. Design change initiated to 
provide safety related controls to automatically trip fans. 

WOODLAN,D.R. TU Electric (formerly Texas Utilities Generating Co.). 89/07/14. Doc- 
ument Control Branch (Document Control Desk). Ip. 50614:028-50614:028. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907180336 Revised EPIPs,including Rev 10 to BZP 200-A1, “PWR Emergency Action 
Levels (EALs)” & Rev 1 to BZP 210-A1, "PWR Emergency Action Level (EAL) Philos- 
ophy.” 

* Commonwealth Edison Co. 89/06/07. 70pp. 50561:227-50561:296. 

8907200148 Revs to EPIPs.including Rev 3c to annex rev index & Rev 3d to Table BYA 
5-1, “Emergency Action Levels.” 

* Commonwealth Edison Co. 89/06/27. 3pp. 50597:084-50597:086. 

8907050376 Revised EPIPs,including Rev 3 to BZP-300-A1 ,Rev 6 to BZP-300-A2,Rev 4 
to BZP-310-2 & Rev 11 to BZP-310-5. BZP-310-1 should be deleted. 

* Commonwealth Edison Co. 89/06/28. 24pp. 50417:107-50417:130. 

8907120141 Advises that changes to security plan transmitted by 890620 ltr consistent 
w/provisions of 10CFR50.54(p) & acceptable. 

GREGER.L.R. Region 3, Ofc of the Director. 89/06/28. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 50512:092-50512:093. 

8907110402 Ack receipt of 890606 ltr re allegation discussed in NRC 890428 ltr con- 
cerning vital area door not being checked at required frequency. Investigation supports 
conclusion that Allegation RIII-89-A-0055 unsubstantiated. 

NORELtUS.C.E. Region 3, Ofc of the Director. 89/07/06. REED,C. Commonwealth 
Edison Co. 2pp. 50501:026-50501:028. 


—8907110405 Forwards proprietary info re Allegation RIII-88-A-0055.Encl withheld. 
KOVACH.T.J. Commonwealth Edison Co. 89/06/06. DAVIS, A.B. Region 3. Ofc of the 
Director. Ip. 50501:028-50501:028. 

8907180399 Ack receipt of 890613 submittal of Rev 3c to emergency plan, including 
partial rev to emergency action levels in Table BYA 5-1. Plan considered acceptable 
when revised Page BYA 5-1.16 received by Region 111. 

GREGER,L.R. Region 3, Ofc of the Director. 89/07/07. REED,C. Commonwealth 
Edison Co. 2pp. 50578:138-50578:139. 

8907180491 Forwards Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 890518- 
0630.No violations noted.Open item noted re testing of safety injection circuitry in 
remote shutdown panel. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/07/11. REED,C. Commonwealth 
Edison Co. 2pp. 50557:263-50557:285. 

-8907180493 Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 89051 8-0630.No vio- 
lations or deviations noted.Major areas inspected:operational safety.ESF sys 
walkdown,fire protection.event followup & maint/surveillance. 

HINDS,J.M. Region 3, Ofc of the Director. 89/07/11. 20pp. 50557:266-50557:285. 


J. Insurance & indemnity information 

8906290064 Forwards Endorsements 55,28,205,179,55,37,117,100,108 & 97 to NELIA 
& MAELU Policies NF-227,MF-1 14,NF-43,MF-22,NF-253, MF-104,NF-187.MF-54,NF- 
201 & MF-64.respectively. 

OSTER,J. Commonwealth Edison Co. 89/06/19. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 11pp. 50363:345-50363:355. 


P. Operating license stage documents & correspondence 

8906280078 Forwards SER accepting licensee 850612 response to Generic Ltr 83- 
28, Item 4.5.3 re trip reliability & on-line functional testing of trip sys. 

OLSHAN.LN. Project Directorate III-2. 89/06/16. KOVACH,T.J. Commonwealth 
Edison Co. 3pp. 50330:139-50330:158. 

-8906280086 SER supporting Generic Ltr 83-28, Item 4.5.3 re reactor trip sys reliability 
for all reactors. 

* NRC - No Detailed Affiliation Given. 89/06/16. 3pp. 50330:142-50330:158. 

8906290523 Forwards revised Tech Spec Page 3.4.6.1, "RCS Leak Detection Sys" to 
util 870617 & 890506 requests for amends to Licenses NPF-37,NPF-66,NPF-72 & 
NPF-77. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/06/23. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 50362:358-50362:360. 

-8906290524 Proposed Tech Specs revising Tech Spec Page 3. 4.6.1, “RCS Leak De- 
tection Sys." 

‘ Commonwealth Edison Co. 89/06/23. 2pp. 50362:359-50362:360. 

8906290082 Generic Ltr 89-1 0 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER,M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907280263 Forwards RLCA/P1 82/01 -89/001, “Description & Verification Summary of 
Computer Program.GAPPIPE” & P182-001, “Description & Verification 

Summary...App," per 890502 meeting re justification for removal of supports at plant. 
CHRZANOWSKI.R. Commonwealth Edison Co. 89/07/14. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 1p. 50706:116-50707:122. 

8907240173 Forwards Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Li- 
censes NPF-72 & NPF-77 & safety evaluation.Amends revise Tech Spec 5.3.2 to 
allow use of hafnium or silver- indium-cadmium as absorber matl in rod control assem- 
blies. 

SANDS.S.P., OLSHAN.L.N. Project Directorate III-2. 89/07/17. KOVACH.T.J. Com- 
monwealth Edison Co. 3pp. 50631:117-50631:134. 

-8907240179 Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Licenses 
NPF-72 & NPF-77, revising Tech Spec 5.3.2 to allow use of hafnium or silver-indium- 
cadmium as absorber matl in rod control cluster assemblies. 

SHEMANSKI.P.C. Project Directorate III-2. 89/07/17. 12pp. 50631:120-50631:131. 

-8907240182 Safety evaluation supporting Amends 30 to Licenses NPF-37 & NPF-66 & 
Amends 19 to Licenses NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. 3pp. 
50631:132-50631:134. 

8907260298 Provides revised Action Statement C & justification for change re 890523 
amend request to revise ultimate heat sink. Significant hazards evaluation submitted 
w/application remains valid. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/07/20. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 50677:053-50677:056. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER,M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 

8907260064 Provides supplemental info to satisfy 890112 commitments DCRDR & 
SPDS implementation. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/07/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 50658:332-50658:338. 
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Q. Inspection reports, IE Bulletins & correspondence 

8906300119 Responds to 890524 notice of violation & forwards civil penalty in amount 
of $50,000 re loss of one train of RHR sys while water level in RCS 
lowered.Corrective actions:draining of refueling cavity prohibited & training conducted. 
DELGEORGE.L.O. Commonwealth Edison Co. 89/06/26. LIEBERMAN.J. Ofc of En- 
forcement (Post 870413). 7pp, 50378:258-50378:264. 

8907100299 Expresses appreciation for hosting Operational Safety Review Team 
(OSART) at plantComments would be welcomed by Commission on OSART insp. 
ZECH.L.W. Commissioners. 89/06/28. O’CONNOR.J.J. Commonwealth Edison Co. 
7pp. 50519:163-50519:169. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050298 Suppis util 88071 1 & 890221 responses to NRC Bulletin 88-004.RHR pump 
operations in min flow condition occurs primarily during quarterly surveillance 
testing.No adverse vibration trends identified. 

RICHTER, M.H. Commonwealth Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50416:291-50416:293. 

8907100026 Ack receipt of 890626 Itr & payment for civil penalty in amount of $50,000 
proposed in NRC 890524 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 89/07/05. O’CONNOR.J.J. Com- 
monwealth Edison Co. Ip. 50457:240-50457:240. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Waikdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907180307 Forwards Safety Insp Repts 50-454/89-15 & 50-455/89-17 on 890612- 
20.No violations noted. 

GREGER.L.R. Region 3, Ofc of the Director. 89/07/10. REED.C. Commonwealth 
Edison Co. 2pp. 50578:153-50578:165. 

-8907180314 Insp Repts 50-454/89-15 & 50-455/89-17 on 89061 2-20.No violations 
noted. Major areas inspected:radiol 09 ical protection program during power 
operation, including changes in organization, audits & training & qualification. 
GRANT.W.B., SCHUMACHER, M. Region 3, Ofc of the Director. 89/07/07. 11pp. 
50578:155-50578:165. 

8907180491 Forwards Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 890518- 
0630. No violations noted.Open item noted re testing of safety injection circuitry in 
remote shutdown panel. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/07/11. REED.C. Commonwealth 
Edison Co. 2pp. 50557:263-50557:285. 

-8907180493 Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 890518-0630.No vio- 
lations or deviations noted. Major areas inspected:operational safety, ESF sys 
waikdown.fire protection.event followup & maint/surveillance. 

HINDS.J.M. Region 3, Ofc of the Director. 89/07/11. 20pp. 50557:266-50557:285. 

8907200278 Addresses concerns raised & supplies requested info re 890411 Itr from 
LN Olshan & to HE Bliss.Ltr provided SER for Unit 1 inservice insp program & con- 
tained several denied relief requests. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/07/11. MURLEV.T.E, Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 11pp. 50590:022-50590:076. 

8907200365 Forwards response to NRC Bulletin 88-008, SuppI 3 re piping sub] to unac- 
ceptable thermal stratification. Review indicated that Dresden.Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907240196 Confirms that licensee 880711,890221 & 0630 responses to NRC Bulletin 
88-004, “Potential Safety-Related Pump Loss," acceptable. Licensing action for TACs 
69886.69887,69893 & 69894 considered complete. 

OLSHAN.L.N. Project Directorate III-2, 89/07/19. SHEMANSKI.P.C. Project Director- 
ate III-2. 2pp. 50636:086-50636:087. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison C^o. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 


8907180420 Monthly operating repts for June 1989 for Byron Nuclear Power 
Station, Units 1 & 2.W/890710 Itr. 

SPITZER,D.J., PLENIEWICZ.R. Commonwealth Edison Co. 89/06/30. 14pp. 
50592:062-50592:075. 


S. Reportable occurrences, LERs & related correspondence 

8906280060 LER 89-006-00:on 890520, area radiation monitor ORT-AR056 & process 
radiation monitors OPR33J & OPR34J sensed voltage transient condition & trans- 
ferred to interlock mode.Caused by three phase to ground fault.Grounds removed.W/ 
890619 Itr. 

JAVORIK,A.. PLENIEWICZ.R. Commonwealth Edison Co. 89/06/19. 4pp. 50337:108- 
50337:111. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erato’’ licensing exams. Svc list end. 

P.ARTLOW,...G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8907180336 Revised EPIPs.ircljdmg Rev 10 to BZP 200-A1, "PWR Emergency Action 
Levels (EALs)" & Rev 1 lo 2*0-Al, “PWR Emergency Action Level (EAL) Philos- 
ophy." 

* Commonwealth Edison Co. 89/06/07. 70pp. 50561:227-50561:296. 

8907200148 Revs to EPIPs,including Rev 3c to annex rev index & Rev 3d to Table BYA 
5-1, “Emergency Action Levels." 

* Commonwealth Edison Co. 89/06/27. 3pp. 50597:084-50597:086. 

8907050376 Revised EPIPs,including Rev 3 to BZP-300-A1,Rev 6 to BZP-300-A2,Rev 4 
to BZP-310-2 & Rev 11 to BZP-310-5. BZP-310-1 should be deleted. 

* Commonwealth Edison Co. 89/06/28. 24pp. 50417:107-50417:130. 

8907120141 Advises that changes to security plan transmitted by 890620 Itr consistent 
w/provisions of 10CFR50.54(p) & acceptable. 

GREGER,L.R. Region 3, Ofc of the Director. 89/06/28. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 50512:092-50512:093. 

8907110402 Ack receipt of 890606 Itr re allegation discussed in NRC 890428 Itr con- 
cerning vital area door not being checked at required frequency.Investigation supports 
conclusion that Allegation RIII-89-A-0055 unsubstantiated. 

NORELIUS,C.E. Region 3, Ofc of the Director. 89/07/06. REED,C. Commonwealth 
Edison Co. 2pp. 50501:026-50501:028. 

“8907110405 Forwards proprietary info re Allegation RIII-88-A-0055.Encl withheld. 
KOVACH, T.J. Commonwealth Edison Co. 89/06/06. DAVIS,A.B. Region 3, Ofc of the 
Director. Ip. 50501:028-50501:028. 

8907180399 Ack receipt of 890613 submittal of Rev 3c to ororco-cy plan, including 
partial rev to emergency action levels in Table BYA 5-1.P:ar ccns;i;ic'oc acceptable 
when revised Page BYA 5-1.16 received by Region ill. 

GREGER,L.R. Region 3, Ofc of the Director. 89/07/07. REED.C. Commonwealth 
Edison Co. 2pp. 50578:138-50578:139. 

8907180491 Forwards Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 890518- 
0630. No violations noted.c3pen item noted re testing of safety injection circuitry in 
remote shutdown panel. 

SHAFER, W.D. Region 3, Ofc of the Director, 89/07/11. REED.C. Commonwealth 
Edison Co. 2pp. 50557:263-50557:285. 

“8907180493 Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 89051 8-0630.No vio- 
lations or deviations noted.Major areas inspected:operational safety.ESF sys 
waikdown.fire protection.event followup & maint/surveillance. 

HINDS.J.M. Region 3, Ofc of the Director. 89/07/11. 20pp. 50557:266-50557:285. 


P. Operating license stage documents & correspondence 

8906280078 Forwards SER accepting licensee 850612 response to Generic Ltr 83- 
28,ltem 4.5.3 re trip reliability & on-line functional testing of trip sys. 

OLSHAN.LN. Project Directorate III-2. 89/06/16. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 50330:139-50330:158. 

“8906280086 SER supporting Generic Ltr 83-28,ltem 4.5.3 re reactor trip sys reliability 
for all reactors. 

* NRC - No Detailed Affiliation Given. 89/06/16. 3pp. 50330:142-50330:158. 

8906290523 Forwards revised Tech Spec Page 3.4.6.1, “RCS Leak Detection Sys" to 
util 870617 & 890506 requests for amends to Licenses NPF-37,NPF-66,NPF-72 & 
NPF-77. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 50362:358-50362:360. 

“8906290524 Proposed Tech Specs revising Tech Spec Page 3.4.6. 1, "RCS Leak De- 
tection Sy$i." 

* Commonwealth Edison Co. 89/06/23. 2pp. 50362:359-50362:360. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate. Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER.M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC ■ No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 
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8907240173 Forwards Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Li- 
censes NPF-72 & NPF-77 & safety evaluation.Amends revise Tech Spec 5.3.2 to 
allow use of hafnium or silver- indium-cadmium as absorber matl in rod control assem- 
blies. 

SANDS.S.P., OLSHAN.L.N, Project Directorate IH-2. 89/07/17. KOVACH, T.J. Com- 
monwealth Edison Co. 3pp. 50631:117-50631:134. 

“8907240179 Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Licenses 
NPF-72 & NPF-77, revising Tech Spec 5.3.2 to allow use of hafnium or silver-indium- 
cadmium as absorber matl in rod control cluster assemblies. 

SHEMANSKLP.C. Project Directorate III-2. 89/07/17. 12pp. 50631:120-50631:131. 

“8907240182 Safety evaluation supporting Amends 30 to Licenses NPF-37 & NPF-66 & 
Amends 19 to Licenses NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. 3pp. 
50631:132-50631:134. 

8907260298 Provides revised Action Statement C & justification for change re 890523 
amend request to revise ultimate heat sink. Significant hazards evaluation submitted 
w/application remains valid. 

CHRZANOWSKLR. Commonwealth Edison Co. 89/07/20. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 50677:053-50677:056. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
M bgjPig rnade to develop formalized procedures for insp programs for 

■'CSC s'.aiicns .v.c procedures. 

RICHTER,M.H. Commonwealth Edison Co. 89/07/21. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 

8907260064 Provides supplemental info to satisfy 890112 commitments DCRDR & 
SPDS implementation. 

CHRZANOWSKLR. Commonwealth Edison Co. 89/07/3C ML'^LE^.T E. O^fce of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 5:658 o32-53558 335 


Q. Inspection reports, IE Bulletins & correspondence 

8907100299 Expresses appreciation for hosting Oporat'cna' Safety '^c-view Team 
(OSART) at plant.Comments would be welcomed by Cotit ss.cn cn OSART irsp. 
ZECH.L.W. Commissioners. 89/06/28. O'CONNOR, J.J. Commonwealth Edison Co. 
7pp. 50519:163-50519:169. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
bv ^ig‘' Enercy '. ire Break." Svc list end. 

■"CSS..CE. C vsicn of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050298 Suppis util 88071 1 & 890221 responses to NRC Bulletin 88-004. RHR pump 
operations in min flow condition occurs primarily during quarterly surveillance 
testing.No adverse vibration trends identified. 

RICHTER, M.H. Commonwealth Edison Co. 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50416:291-50416:293. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. . 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010. "Ncnccnfcrring Mcided-Case Circuit 
Breakers.” Waikdown/inventory search of safety - rolatcd & ccmme'cial grade motded- 
case breakers performed & results stated. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907180307 Forwards Safety Insp Repts 50-454/89-15 & 50-455/89-17 on 890612- 
20.No violations noted. 

GREGER,L.R. Region 3, Cfc of the Director. 89/07/10. REED.C. Commonwealth 
Edison Co. 2pp. 50578:153-50578:165. 

--890718O314 Insp Repts 50-454/89-15 & 50-455/89-17 on 89061 2-20.No violations 
noted. Major areas inspected:radiological protection program during power 
ope'atio",=''dud:nc changes if’ organization,audits & training & qualification. 

GRANT 3., SC‘-.'JV-.AC' !r:n,M. Region 3, Cfc of the Director. 89/07/07. 11pp. 
50578:155-50578:165. 

8907180491 Forwards Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 890518- 
0630. No violations noted.CDpen item noted re testing of safety injection circuitry in 
remote shutdown panel. 

3r>\FEP.‘.V.D Regio'’ 3, Cfc o‘ the Director. 89/07/11. REED,C. Commonwealth 
E:iisc'' Cc ?pp. 5355 /:2G3- 50557.285. 

“8907180493 Safety Insp Repts 50-454/89-14 & 50-455/89-16 on 89051 8-0630.No vio- 
lations or deviations noted.Major areas inspected:operational safety, ESF sys 
“.va'kdown.^rc: o'ctect:c''.eve''t followup & maint/surveillance. 

-WZS.^V. Recio". 3. C'c c' the Director. 89/07/11. 20pp. 50557:266-50557:285. 

8907200365 Forwards response to NRC Bulletin 88-008, Suppl 3 re pipinp subj to unac- 
ceptable thermal stratification.Review indicated that Dresden,Quad Cities & LaSalle 
have nc lines suscectible tc thermal stratifLcatLon. 

R C:-'''ER.M.--.. Conimcnwesith Edison Co. BS.' 37/17. Document Control Branch (Doc- 
ume'’-. Co-i:rc Dos-'.). 9pp. 5053£-3::8-5C586:345. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159, 

8907240196 Confirms that licensee 880711,890221 & 0630 responses to NRC Bulletin 
88-004, “Potential Safety-Related Pump Loss,” acceptable. Licensing action for TACs 
50o8'3.695, 87,69893 & 69894 considered complete. 

O..SHAN,i..N Frejoct Directorate 111-2. 89/07/19. SHEMANSKLP.C. Project Director- 
ate 111-2. 2pp. 50636:086-50636:087. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

RQSSLC.E. Division of Qperational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 50630:001-50630:114. 


8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinrmc " Efforts being made to develop formalized procedures for insp programs for 
ircse s-.ati^ns v-.-c procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY,T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


R. Periodic operating reports & related correspondence 


8907180420 Monfilv ooerati'^g repts for June 1989 for Byron Nuclear Power 
Station, Units 1 i. 2W/.v:-0’iC It'. 

SPITZER.D.J., PLENIEWICZ.R. Commonwealth Edison Co. 89/06/30. 14pp. 

50592:062-50592:075. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for CL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8907100069 Revised EPIPs.induding Rev 5 to BwZP 300-3, Rev 3 to BwZP-300- 
3A1,Rev 5 to BwZP-380-4A2 & Rev 2 to BwZP 380-4A3. 

• Commonwealth Edison Co. 89/06/30. 13pp. 50495:001-50495:013. 

8907100244 Advises that 890612 proposed scope & objectives for 1989 emergency 
preparedness exercise on 890906 acceptable, 

GREGER,L,R. Region 3, Ofc of the Director. 89/07/05. REED.C. Commonwealth 
Edison Co. Ip. 50458:301-50458:301. 

8907200364 Revised EPIPs.induding Rev 2 to BwZP 300-4, Rev 2 to BwZP 300- 
4A1 ,Rev 2 to BwZP 300-5A3 & Rev 4 to BwZP 300-6. 

* Commonwealth Edison Co. 89/07/12. 60pp. 50597:011-50597:072. 


P. Operating license stage documents & correspondence 


8906280078 Forwards SER accepting licensee 850612 response to Generic Ltr 83- 
28, Item 4.5.3 re trip reliability & on-line functional testing of trip sys. 

QLSHAN,L.N. Project Directorate lit-2. 89/06/16. KQVACH.T.J. Commonwealth 
Edison Co. 3pp. 50330:139-50330:158. 

“8906280086 SER supporting Generic Ltr 83-28. Item 4.5.3 re reactor trip sys reliability 
for all reactors. 

* NRC - No Detailed Affiliation Given. 89/06/16. 3pp. 50330:142-50330:158. 

8907210284 Notice of issuance of environ assessment & finding of no significant impact 
re application for amends to Licenses NPF-72 & NPF-77, authorizing increase of stor- 
age capacity of spent fuel pool from 1060 to 2870 fuel assemblies. 

SHEMANSKLP.C. Project Directorate III-2. 89/06/19. 5pp. 50616:219-50616:223. 

8906290523 Forwards revised Tech Spec Page 3.4.6. 1, "RCS Leak Detection Sys" to 
util 870617 & 890506 requests for amends to Licenses NPF-37, NPF-66, NPF-72 & 
NPF-77. 

CHRZANQWSKI.R. Commonwealth Edison Co. 89/06/23. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 50362:358-50362:360. 

“8906290524 Proposed Tech Specs revising Tech Spec Page 3.4.6.1, “RCS Leak De- 
tection Sys." 

* Commonwealth Edison Co. 89/06/23. 2pp. 50362:359-50362:360. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907200381 Responds to Generic Ltr 89-06 re task action plan Item LD.2 - SPDS. 
RICHTER, M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907240173 Forwards Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Li- 
censes NPF-72 & NPF-77 & safety evaluation.Amends revise Tech Spec 5.3.2 to 
allow use of hafnium or silver- indium-cadmium as absorber matl in rod control assem- 
blies. 

SANDS.S.P., OLSHAN.LN. Project Directorate 111-2. 89/07/17. KQVACH.T.J. Com- 
monwealth Edison Co. 3pp. 50631:117-50631:134. 

“8907240179 Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Licenses 
NPF-72 & NPF-77, revising Tech Spec 5.3.2 to allow use of hafnium or silver-indium- 
cadmium as absorber matl in rod control duster assemblies. 

SHEMANSKI.P.C. Project Directorate III-2. 89/07/17. 12pp. 50631:120-50631:131. 

“8907240182 Safety evaluation supporting Amends 30 to Licenses NPF-37 & NPF-66 & 
Amends 19 to Licenses NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. 3pp. 
■ 50631:132-50631:134. 

8907250053 Forwards SER supporting util proposed implementation of ATWS 
design.per 10CFR50,62 requirements. 

SANDS.S.P. Project Directorate 111-2. 89/07/18. KQVACH.T.J. Commonwealth Edison 
Co. 2pp. 50642:270-50642:285. 
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-8907250057 SER supporting util proposed implementation of ATWS design, per 

a: :•* 3 89/07/18. 14pp. 50642:272-50642:285. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
E“t7'3 te;nc made to develop formalized procedures for insp programs for 

RGH-'Er'.v'^' Edison Co. 89/07/21. MURLEYJ.E. NRC - No De- 

tailed Affiliation Given. 2pp. 50703:081-50703:082. 

SW7260064 Provides supplemental info to satisfy 890112 commitments DCRDR & 

CrSiNC AS"^‘-'R'“3c'"T:';.ve2,th Edison Co. 89/07/30. MURLEY.T.E. Office of Nu- 
dea' React:' Re.:;, at e*. C/ectc- (Post 870411). 7pp. 50658:332-50658:338. 


8907140274 NRC Info Notice 89-056. “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning." Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


S. Reportable occurrences, LERs & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

8907050.364 Responds to NRC 890516 ltr re violations noted in Insp Repts 50-456/89- 
09 S 50-457/89-09. Corrective actions:boron dilution prevention sys restored by re- 

.KC.- AC- 3:r.-:."Aea Ecs:" Co. 89/06/15, DAVIS, A.B. Region 3, Ofc of the 

DkectcM'. 6pp. 50413:114-50413:119. 

®9WW142 Forwards Safety Insp Repts 50-456/89-15 & 50-457/89-15 on 890430- 

S’-'A“E== .VC Regc" 3. C': o' Director. 89/06/23, REED.C. Commonwealth 
Ed:sc' Co 2pp. 5.:375 :57-5;3'3- ‘CS. 


-8906300144 Insp Repts 50-456/89-15 & 50-457/89-15 on 890430-061 7.No violations 
noted.Unresofved item noted re operator logs. Major areas inspecled:LER 
review, regiona! request, followup on TMf action items & operational safety verification 
HINOS.J.M. Region 3, Ofc of the Director. 89/06/23. 15pp. 50378:089-50378:103. 

89063^117 Fon^ards Safety Insp Repts 50-456/89-17 & 50-457/89-17 on 890601- 
20. Violations noted. Decision re enforcement action will be sent by separate corre- 
spondence. 

GREENMAN.EQ, Region 3. Ofc of the Director. 89/06/26. REED.C. Commonwealth 
Edison Co. 2pp. 50577;31 4-50377 313. 

Insp Repts 50-456/89-17 & 50-457/89-17 on 890601-20. Violation noted 
re ECCS operab‘.f'ty.M3;or a'eas inspected- -.nocerability of centrifugal charging Pump 
2B wr..;£ ms.-ua. .3c:avcn vaVe recro^ afon Ir.e shut 
HINDS, J,M. Region 3. Ofc of the Director. 89/06/22. 4pp, 50377:316-50377:319. 


8907030257 Confirms 890711 enforcement conference w/util in Region III to discuss 
conceims associated w/operabi!ity of centrifugal charging pump 28 & previous in- 
equipment operability affected by mispositioned valves. 
GREENMAN,E.Q 3,pfc c' the Director. 89/06/27. REED.C. Commonwealth 
Edison Co. 2pp. cC3y*'c: ■■33391.252. 


NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
Break ” Sve list encl. 

.RC3S:.C.E of Cperational Events Assessment (Post 870411). 89/06/30 

^.cnsc;:ca:e.d cCiScn «p c: New York, Inc. 64pp. 50519:019-50519:080. 

8907050^8 Suppls util 880711 & 890221 responses to NRC Bulletin 88-004.RHR pump 
operations m min flow condition occurs primarily during quarterly surveillance 

testing.No adverse vibration trends 'dentired. auivoidnce 

S9-'CS.'30. Document Control Branch (Doc- 
ument oontroi Desk). Sop. 50415:291-50416:293. ' 

8W(^183 Sup^ 1 to NRC Info Notice 89-045, "Metalciad.Low Voltage Power Circuit 
Bmakers Refurbished W/Substandard Parts." Sve list encl. * 

Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp, 50449:001-50449:066. 

"Nonconforming Molded-Case Circuit 

1° NRC Bulletin 88-008.Suppl 3 re piping sub] to unac- 
ceptable thermal straftfication,Review indicat^ that Dresden, Quad Cities & LaSalle 
to thermal stratification. 

Commonwealth Edison Co. 83/07/17. Document Control Branch /Dnc 
u.ment Control Deski. 3pp. 50568:338-50588:346. “ranen (Uoc- 

EnfcxceTOnt Conference Repts 50-456/89-20 & 50-457/89-20 

actor, 

890601-20-Violatton noted: recircuta,ion 

GREENMAN,E.G. Region 3. Ofc of the Director. 89/07/11. Ip. 50629; 145.50629:145. 

Enforce^t Conference Repts 50-256/89-20 & 50-457/89 pn nn 

HiNDS.J.M. Region 3, Ofc of the Director. 89/07/16. 22pp. 506^114^50^167. 


nncci r- - r-.”’ -'ca.yij. ovi; HSi enci. 

^^.69887,63893 & 69894^^ *" 

Project Direct 


8906290105 LER 87-057-01 :on 871 009, as throttle valve 2 being cycled, MW output 
became erratic resulhne .'oseto' trio Root cause indeterminate. Temporary instru- 
mentation i-nsiaiioc c."' ae-s.rq o' '.^rc ne impulse transmitter. W/89061 4 ltr. 

SMITH, M.J CLT-'O r- = Ccm'r cnA/-.?a -.n Edison Co. 88/01/11. 5pp. 50348:009- 
50348:013. 


8907240360 PNO-lll-89-047:on 89071 8, rod control sys lost power, dropping control rods 
into reactors.Caused by lighting strikes. Power supplies reset & rod control sys operat- 
ing -o.'n'a:!-y.Li:c-'‘seo clans to restart both units on 890719. 

H'NDS,.;., S.HAFEC .V Region 3, Ofc of the Director. 89/07/19. lp. 50631:077- 
50631:077. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list encl. 

PARTLOV/.J.G. Associate Director for Projects (Post 870411). 89/07/06, Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8907100069 Revised E^l-s. nci.jdir-c: Rev 5 to BwZP 300-3, Rev 3 to BwZP-300- 
3A1,Rev 5 to 3wZ'-=-3eD 4A2 & R.=v“2 to BwZP 380-4A3. 

• Commonwealth Edison Co. 89/06/30. 13pp, 50495:001-50495:013. 


8907100244 Advises that 890612 proposed scope & objectives for 1989 emergency 
preparedness exercise on 890906 acceptable. 

GREGER.LR. Region 3. Ofc of the Director. 89/07/05. REED.C. Commonwealth 
Edison Co. Ip. 50458:301-50458:301. 


8907200364 Revised EPlPs.including Rev 2 to BwZP 300-4, Rev 2 to BwZP 300- 
4A1 ,Rev 2 to BwZP 300-5A3 & Rev 4 to BwZP 300-6. 

* Commonwealth Edison Co. 89/07/12. 60pp. 50597:011-50597:072. 


r. wpciauiivi iivciis»6 siage aocumenis & correspondence 

SER accepting licensee 850612 response to Generic Ltr 83- 
n? & or.-;i:'o functional testing of trip sys. 

■‘''2- 89/O6/I6. KOVAOH.T.J. commonwealth 
Edison Co. 3pp. oC33C i 39-503 jC: 1 58. 

*" tor afueactom^"^ supporting Generic Ltr 83-28, Item 4.5.3 re reactor trip sys reliability 

* NRC - No Detailed Affiliation Given. 89/06/16. 3pp. 50330:142-50330:158. 

w f issuance of environ assessment & finding of no significant impact 
anp amends to Licenses NPF-72 & NPF-77, authorizing increase of stor- 

agecapaa^ of spent toel pool from 1060 to 2870 fuel assemblies. 

SM-MANbK..F.C. rrcec; Directorate III-2. 89/06/19. 5pp. 50616:219-50616:223. 

‘-®ak Detection Sys” to 

NPF.77 & 890506 requests for amends to Licenses NPF-37,NPF-66, NPF-72 & 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/06/23 MURLEY TE Office of Nu- 
clear Reactor Regulation. Director (Post 870411). ip. 50362:358-50362:360. 

revising Tech Spec Page 3.4.6.1, “RCS Leak De- 

* Commonwealth Edison Co. 89/06/23. 2pp. 50362:359-50362:360. 

^^X^o?cfp*!'^nrnnPioa ''^^^8665 of Operating nuclear power plants & hold- 

suwe!llai5e.%S ifst ^ safety-related motor-operated valve testing & 

Ass^^'ate Director for Projects (Post 870411) 89/06/28 Consniidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

®SririLulToT“BWR‘i^^^ BWRs re resolution of 

S?RTmw ^ Water Level Redundancy.” Sve list encl. 

edEdisKof'^C^Yo^Jnc'; 

tailed Affiliation Given. 3pp. 50595:177-50595:178. ‘ i.r... NRC-No 

S Verification Summary of 

OIRZAKlotel R^®CoSwS"ld-® '®™varof support^®Sj'ptn" 


De- 
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8907240173 Forwards Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Li- 
censes NPF-72 & NPF-77 & safety evaluation. Amends revise Tech Spec 5.3.2 to 
allow use of hafnium or silver- indium-cadmium as absorber matl in rod control assem- 
blies. 

SANDS.S.P. Project Directorate III-2. 89/07/17. KOVACH.T.J. Commonwealth Edison 
Co. 3pp, 50631:117-50631:134. 

-8907240179 Amends 30 to Licenses NPF-37 & NPF-66 & Amends 19 to Licenses 
NPF-72 & NPF-77, revising Tech Spec 5.3.2 to allow use of hafnium or silver-indium- 
cadmium as absorber matl in rod control cluster assemblies. 

SHEMANSKI.P.C. Project Directorate III-2. 89/07/17. 12pp. 50631:120-50631:131. 

-8907240182 Safety evaluation supporting Amends 30 to Licenses NPF-37 & NPF-66 & 
Amends 19 to Licenses NPF-72 & NPF-77. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/17. 3pp. 
50631:132-50631:134. 

8907250053 Forwards SER supporting util proposed implementation of ATWS 
design, per 10CFR50.62 requirements. 

SANDS.S.P. Project Directorate 111-2. 89/07/18. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 50642:270-50642:285. 

-8907250057 SER supporting util proposed implementation of ATWS design, per 
10CFR50.62 requirements. 

* NRC - No Detailed Affiliation Given. 89/07/18. 14pp. 50642:272-50642:285. 

8907260317 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
■^hinr-- " E"orts being made to develop formalized procedures for insp programs for 
: w/o procedures. 

RICHTER,M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 

8907260064 Provides supplemental info to satisfy 890112 commitments DCRDR & 
SPDS implementation. 

CHRZANOWSKI.R. Commonwealth Edison Co. 89/07/30. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 50658:332-50658:338. 


Q. Inspection reports, iE Bulletins & correspondence 

8907050364 Responds to NRC 890516 ltr re violations noted in Insp Repts 50-456/89- 
09 & 50-457/89-09. Corrective actions:boron dilution prevention sys restored by re- 
moving Temp Alt 89-2-008. 

KOVACH.T.J. Commonwealth Edison Co. 89/06/15. DAVIS.A.B. Region 3. Ofc of the 
Director. 6pp. 50413:114-50413:119. 

8906300142 Forwards Safety Insp Repts 50-456/89-15 & 50-457/89-15 on 890430- 
0617.No violations noted. 

SHAFER, W.D. Region 3, Ofc of the Director. 89/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 50378:087-50378:103. 

-8906300144 Insp Repts 50-456/89-15 & 50-457/89-15 on 890430-061 7.No violations 
noted.Unresolved item noted re operator logs. Major areas inspected:LER 
review.''eciopa' ■•equest, followup on TMl action items & operational safety verification. 
I i N.::S.J V Pc'j.cn 3, Ofc of the Director. 89/06/23. 15pp. 50378:089-50378:103. 

8906300117 Fonvards Safety Insp Repts 50-456/89-17 & 50-457/89-17 on 890601- 
20. Violations noted. Decision re enforcement action will be sent by separate corre- 
spondence. 

GREENMAN.E.G Region 2. O^c of the Director. 89/06/26. REED.C. Commonwealth 
Edison Co. 2pp. 3’.^-50.?77:319. 

-8906300120 Insp Repts 50-456/89-17 & 50-457/89-17 on 890601-20. Violation noted 
re ECCS operability.Major areas inspected: inoperability of centrifugal charging Pump 
2B while manual isolation valve in recirculation line shut. 

HINDS, J.M. Region 3, Ofc of the Director. 89/06/22. 4pp. 50377:316-50377:319. 

8907030257 Confirms 890711 enforcement conference w/util in Region III to discuss 
concerns associated w/operability of centrifugal charging pump 2B & previous in- 
stances in which ECCS equipment operability affected by mispositioned valves. 
GREENMAN,E.G Recicn 3. 0*c of the Director. 89/06/27. REED,C. Commonwealth 
Edison Co. 2pp. 5:39’ 251 -5033 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Li"e Break." Svc list end. 

ROSS ,C.F.. Di.'sc". of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050298 Suppis util 880711 & 890221 responses to NRC Bulletin 88-004.RHR pump 
operations in min flow condition occurs primarily during quarterly surveillance 
testing.No adverse vibration trends identified. 

RICHTER, M.H. Commonwealth Edison Co 89/06/30. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50416:291-50416:293. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907110429 Responds to NRC Bulletin 88-010, "Nonconforming Molded-Case Circuit 
Breakers." Walkdown/inventory search of safety- related & commercial grade molded- 
case breakers performed & results stated. 

RICHTER. M.H. Commonwealth Edison Co. 89/07/07. Document Control Branch (Doc- 
ument Control Desk). 44pp. 50530:063-50530:106. 

8907200365 Forwards response to NRC Bulletin 88-008, SuppI 3 re piping subj to unac- 
ceptable thermal stratification.Review indicated that Dresden.Quad Cities & LaSalle 
have no lines susceptible to thermal stratification. 

RICHTER, M.H. Commonwealth Edison Co. 89/07/17. Document Control Branch (Doc- 
ument Control Desk). 9pp. 50588:338-50588:346. 

8907210185 Forwards Enforcement Conference Repts 50-456/89-20 & 50-457/89-20 
on 890711 & notice of violation. Plant may be subj to escalated enforcement action 
upon discovery of addi valve mispositioning affecting ECCS operability. 
GREENMAN.E.G. Region 3. Ofc of the Director. 89/07/17. REED.C. Commonwealth 
Edison Co. 2pp. 50629:143-50629:167. 


“8907210188 Notice of violation from insp on 890601 -20. Violation noted: recirculation 
isolation valve 2CV8<:!^9° 'o' cer-thfuca! chs'cing c'.jmn 2B shut, rendering charging 
pump 2B inoperable f:- r”::iG v-r.n 7 ^'cr “’33‘:2.2.3-::cC' 

GREENMAN.E.G. Region 3, Ofc of the Director. 89/07/11. ip. 50629:145-50629:145. 

“8907210195 Enforcement Conference Repts 50-256/89-20 & 50-457/89-20 on 
890711. Major areas discussed:operability cf ce"t^'^:ca! charging pump 2B w/ manual 
isolation valve shut in recirculation line & mscosi' cnec: valver. affcrti''c ECCS 
HINDS.J.M. Region 3, Ofc of the Director. 89/07/16. 22pp 5>32:):i-'.-5-5:f:29.1£; 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240196 Ccn'irms t‘'at 'iconscc 880711,890221 & 0630 responses to NRC Bulletin 
88-004, ■Pcle-.tcl Sa-'e:y-Re s'.oc Pump Loss," acceptable. Licensing action for TACs 
69886,69887,69893 & 69894 considered complete. 

OLSHAN.LN. Project Directorate 111-2. 89/07/19. SHEMANSKI.P.C. Project Director- 
ate III-2. 2pp. 50636:086-50636:087. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260317 Responds to Generic Ltr 89-08, "Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Efforts being made to develop formalized procedures for insp programs for 
those stations w/o procedures, 

RICHTER.M.H. Commonwealth Edison Co. 89/07/21. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 2pp. 50703:081-50703:082. 


S. Reportable occurrences, LERs & related correspondence 

8906290406 LER 88-024-01 :on 880921, turbine trip occurred when steam generator 2C 
experienced high level oscillation.Caused by design deficiency in man-machine 
i''terface.Ergi''ee-inq evaluation will be performed.W/890614 ltr. 

IBH.AHIM.D // . CUEF.O.R .=. Commonwealth Edison Co. 89/03/05. 5pp. 50366:032- 
50366:036. 

8907240360 PNO-lll-89-047:on 89071 8,rod control sys lost power, dropping control rods 
into reactors.Caused by lighting strikes.Power supplies reset & rod control sys operat- 
ing normally. Licensee plans to restart both units on 890719. 

HINDS, J., SHAFER.W. Region 3, Ofc of the Director. 89/07/19. Ip. 50631:077- 
50631:077. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator 'icer>ai''g exams.Svc list end. 

PARTLC-W.w 3 Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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F. Security, medical, emergency & fire protection plans 

8907060100 Application for amend to License NPF-47, revising License Condition 
2.C. 14, Attachment 5 re emergency response capabilities, requiring implementation of 
Reg Guide 1 .97 mods to neutron monitoring sys. 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). 19pp. 50432:027-50432:045. 

8907190028 Confirms 890707 telcon re maint team insp scheduled for wks of 890918 & 
1002.Meetings to prepare for insp proposed for 890808-10 to define scope of 
insp discuss interfaces & get team members badged for unescorted access. 
MiLnOAN.j L Rocion Ofc of the Director. 89/07/13. DEDDENS.J.C. Gulf States 
Utilities Co. 4pp. 50585:082-50585:085. 


P. Operating license stage documents & correspondence 

8907030175 Proposes meeting similar to Mar 1986 Region IV-sponsored meeting in 
Arlington, TX to discuss variety of issues, including SALP process in region, improving 
communication w/ licensee mgt & improving safety performance. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/06/20. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 50391:004-50391:005. 

8907050145 Forwards, for info, 890605 ltr ack receipt of petition filed by Ecology Ctr of 
Southern CA re BWR design problems & states that petition being treated under 
10CFR2.206. 

PAULSON.W.A. Project Directorate IV. 89/06/22. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 50400:015-50400:021. 

8906300026 Application for amend to License NPF-47, changing Tech Specs to add two 
addI circuit breakers to Table 3.8.4, 1-1, "Primary Containment Penetration Conductor 
Overcurrent Protection Devices.” 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 6pp. 50379:157-50379:164. 

“8906300037 Proposed Tech Specs re primary containment penetration conductor 
overcurrent protection devices. 

* Gulf States Utilities Co. 89/06/23. 2pp. 50379:163-50379:164. 

8907070217 Forwards Amend 37 to License NPF-47 & safety evaluation. Amend modi- 
fied License Condition 2.C(13) & Tech Specs Table 3.3.6-2,ltem 1.b,high power set- 
point to allow continued operation of facility w/up to 100 F reduction. 

PAULSON,W.A. Project Directorate IV. 89/06/23. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 50450:336-50450:351. 
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-8907070221 Amend 37 to License NPF-47, modifying License Condition 2.C(13) & 
Tech Specs Table 3. 3, 6-2, Item I.B.high power setpoint, to allow continued operation of 
facility w/up to 100 F reduction from rated feedwater temp of 420 F. 

HEBDON.FJ. Project Directorate IV, 89/06/23. 5pp. 50450:339-50450:343. 

-8907070224 Safety evaluation supporting Amend 37 to License NPF-47. 

* Project Directorate IV. 89/06/23. 8pp. 50450:344-50450:351. 

8907050189 Advises that NRC does not intend to review 890502 application for amend 
to License NPF-47 re ac sources. 

HEBDON.F.J. Project Directorate IV. 89/06/26. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 50403:109-50403:111. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907060100 Application for amend to License NPF-47,revising License Condition 
2.C. 14, Attachment 5 re emergency response capabilities, requiring implementation of 
Reg Guide 1 .97 mods to neutron monitoring sys. 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/28. Document Control Branch (Docu- 
ment Control Desk). 19pp. 50432:027-50432:045. 

8907060186 Requests mod to NPDES Permit LA0042731 requirements to establish ef- 
fluent limitations for zinc in Outfall 001 of 1.0 mg/1 daily average & 1.0 mg/1 daily 
max. 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/28. KNUDSON.M. Environmental Pro- 
tection Agency. 2pp. 50432:048-50432:049. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907130192 Submits correction to Amend 37 to License NPF-47 & forwards corrected 
safety evaluation.Amend modified License Condition 2.C(13) & Tech Spec Table 
3. 3.6-2 re partial feedwater heating to permit continued plant operation. 

PAULSON.W.A. Project Directorate IV. 89/07/06. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 50533:008-50533:019. 

-8907130195 Corrected safety evaluation supporting Amend 37 to License NPF- 
47. Amend modified License Condition 2.C(13) to allow continued operation of facility 
w/up to 100 F reduction from rated feedwater temp of 420 F during normal fuel cycle. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/23. 8pp. 
50533:012-50533:019. 

8907170385 Forwards Amend 38 to License NPF-47 & safety evaluation. Amend adds 
Tech Specs for suppression pool pumpback sys to Tech Spec 3/4. 5.3, “Suppression 
Pool.” 

PAULSON. W.A. Project Directorate IV. 89/07/10. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 50548:023-50548:035. 

-8907170388 Amend 38 to License NPF-47,adding Tech Specs for suppression pool 
pumpback sys to Tech Spec 3/4.5.3. "Suppression Pool." 

HEBDON.F.J. Project Directorate IV. 89/07/10. 7pp. 50548:026-50548:031. 

“8907170389 Safety evaluation supporting Amend 38 to License NPF-47. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/10. 4pp. 
50548:032-50548:035. 

8907190179 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas (Arlington).Subjs to be discussed include.improving com- 
munications & safety performance & SALP process in Region IV. 

MARTIN, R.D. Region 4. Ofc of the Director. 89/07/11. DEDDENS.J.C. Gulf States 
Utilities Co. 4pp. 50580:155-50580:158. 

8907210175 Forwards response to Generic Ltr 88-14, "Instrument Air Supply Sys Prob- 
lems Affecting Safety-Related Equipment." Instrument air quality consistent w/mfg 
recommendations for components served. 

BOOKER, J.E. Gulf States Utilities Co. 89/07/14. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50641:296-50641:300. 

8907240464 Forwards addi justification for proposed deviation from Generic Ltr 87-09 re 
Tech Spec 4.0.3, per W Paulson request. Missed surveillance within time allowed by 
action statement considered not reportable.per 10CFR50.73(a)(2)(i)(B). 

BOOKER. J.E. Gulf States Utilities Co. 89/07/17. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50641:019-50641:022. 

8907250341 Requests withdrawal of one-time exceptions proposed for Tech Specs 
3.5.2,3.7.1.1. 3.7.1.2 & 3.9.1 1.1, per 881216 itr.due to completion of second refueling 
outage. 

DEDDENS.J.C. Gulf States Utilities Co. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50655:162-50655:163. 

8907260089 Provides response to NRC Generic Ltr 89-08. "Erosion/ Corrosion Induced 
Pipe Wall Thinning.” Plant has effective erosion/corrosion monitoring program w/ap- 
propriate proceduralized administrative controls. 

BOOKER, J.E. Gulf States Utilities Co. 89/07/19. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50658:351-50658:353. 


Q. Inspection reports, IE Bulletins 8c correspondence 

8907030175 Proposes meeting similar to Mar 1986 Region IV-sponsored meeting in 
Arlington, TX to discuss variety of issues, including SALP process in region, improving 
communication w/ licensee mgt & improving safety performance. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/06/20. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 50391:004-50391:005, 

8906280145 Forwards summary of enforcement conference on 890609 re findings in 
Insp Rept 50-458 / 89- 1 8. 

MILHOAN.J.L Region 4, Ofc of the Director, 89/06/22. DEDDENS.J.C. Gulf States 
Utilities Co. 11pp. 50331:332-50331:342. 


8906300013 Provides final response to NRC Bulletin 88-010, "Nonconforming Molded- 
Case Circuit Breakers.” Nine circuit breakers returned to GE & found to be of original 
mfg condition & not refurbished. 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50378:331-50378:333. 

8907060128 Ack receipt of 890602 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/89-1 6.Agrees that procurement actions for Okonite tape & 
cement consistent w/requirements of Method 3 of EPRI NP-5652. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/27. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 50432:113-50432:120. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907050511 Forwards Insp Rept 50-458/89-24 on 890501-31 & notice of violation. 
MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/30. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 50408:293-50408:307. 

-8907050513 Notice of violation from insp on 890501 -31. Violations noted: corrective 
maint procedure for freeze seal did not require use of temp detecting device in sleeve 
of freeze seal chamber to monitor integrity of freeze seal. 

* Region 4, Ofc of the Director. 89/06/30. 2pp. 50408:295-50408:296. 

-8907060514 Insp Rept 50-458/89-24 on 890501 -31. Violations noted.Major areas 
inspected:plant events, operational safety verification & maint & surveillance test ob- 
servation. 

CONSTABLE, G.L. Region 4, Ofc of the Director. 89/06/26. 11pp. 50408:297- 
50408:307. 

8907070059 Advises that instruction of personnel associated w/ surveillance test proce- 
dures will be completed by 890731, in response to violation noted in Insp Rept 50- 
458/88-18. 

DEDDENS.J.C. Gulf States Utilities Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50442:112-50442:113. 

8907130047 Responds to NRC Bulletin 88-003, "Inadequate Latch Engagement in HFA 
Type Latching Relays Mfg by GE." Eight GE HFA relays, described in bulletin, installed 
at facility. Insp revealed all relays met acceptance criteria in bulletin. 

DEDDENS.J.C. Gulf States Utilities Co. 89/07/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50520:082-50520:084. 

8907070260 Requests addI info listed in end re util 880902 submittal of Rev 3 to first 
10-yr interval inservice insp program plan within 45 days of ltr receipt. 

PAULSON, W.A. Project Directorate IV. 89/07/05. DEDDENS.J.C. Gulf States Utilities 
Co. 5pp. 50442:187-50442:191. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York. Inc. 60pp. 50449:001-50449:066. 

8907140208 Responds to violations noted in Insp Rept 50-458/89-11 on 890315- 
0430.Corrective actions:retraining of personnel, revising of tagging procedure, addi 
classroom training & assigning util personnel to oversee contractor clearances. 
DEDDENS.J.C. Gulf States Utilities Co. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 8pp. 50544:305-50544:312. 

8907190085 Ack receipt of 890616 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/89-15. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/11. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 50580:182-50580:184. 

8907190179 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas (Arlington).Subjs to be discussed include.improving com- 
munications & safety performance & SALP process in Region IV. 

MARTIN.R.D. Region 4. Ofc of the Director. 89/07/11. DEDDENS.J.C. Gulf States 
Utilities Co. 4pp. 50580:155-50580:158. 

6907190028 Confirms 890707 telcon re maint team insp scheduled for wks of 890918 & 
1O02.Meetings to prepare for insp proposed for 890808-10 to define scope of 
insp, discuss interfaces & get team members badged for unescorted access. 
MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/13. DEDDENS.J.C. Gulf States 
Utilities Co. 4pp. 50585:082-50585:085. 

8907240464 Forwards addi justification for proposed deviation from Generic Ltr 87-09 re 
Tech Spec 4.0.3, per W Paulson request. Missed surveillance within time allowed by 
action statement considered not reportable.per 10CFR50.73(a)(2)(i)(B). 

BOOKER, J.E. Gulf States Utilities Co. 89/07/17. Document Control Branch (Docut 
ment Control Desk). 4pp. 50641:019-50641:022. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Tyfpe 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260303 Discusses Insp Rept 50-458/89-18 on 890501-05 & 15-19 & forwards 
notice of violation. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/07/21. DEDDENS.J.S. Gulf States 
Utilities Co. 4pp. 50703:012-50703:017. 

-8907260304 Notice of violation from insp on 890501-05 & 15-19. Violation 
noted:failure to establish test program to assure operability of fuel bldg ventilation sub- 
system & main control room under design basis conditions. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/07/21. 2pp. 50703:016-50703:017, 
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R. Periodic operating reports & related correspondence 

8907200400 Monthly operating rept for June 1989 for River Bend Station Unit 1.W/ 
890714 Itr. 

COLER.E., BOOKER, J.E. Gulf States Utilities Co. 89/06/30. 5pp. 50612:353- 
50612:357. 


S. Reportable occurrences, LERs & related correspondence 

8907050350 Special rept:on 890530 & 31, temp in Div I & II diesel generator above Tech 
Spec 3.7.8 limit of 10 F.Caused by heat generated in bldg & insufficient ventilation in 
sys.Mod request to increase exhaust fans prepared. 

BOOKER,J.E. Gulf States Utilities Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50415:356-50415:358. 

8907050430 NPDES noncompliance notification:on 890621 .sample collected from Out- 
fall 004 contained 2.5 mg/1 total residual chlorine. Caused by drawing sample in brief 
interval before f'ows stab'li7ed relative to hypochlorite dose rates. 

DEDDENS,J.C. Gi- • States J:iiifos Co. 89/06/26. O'NEILL.M. Louisiana, State of. 
2pp. 50403:050-50403:051. 

8907070079 PNO-lV-89-041:on 890623, licensee synchronized main generator to 
grid,completing 101 day outage. Refueling outage consisted of replacing approx one 
third of fuel elements in core & repairs to svc water sys due to failed transformer. 
MADSEN, G.L Region 4, Ofc of the Director. 89/06/26. 2pp. 50440:187-50440:188. 

8907070358 RO:on 890326,in-line reactor coolant conductivity monitor became inoper- 
able & remained inoperable for 65 days until 890531 .Caused by fueling outage & re- 
actor coolant conductivity exceeding upper range of recording instrument. 

BOOKER, J.E. Gulf States Utilities Co. 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50455:185-50455:186. 

8907100168 LER 89-027-00:on 890528.automatic initiation of standby svc water pump 
cccu-'od durina surveillance test procedure. Caused by in-process surveillance test 
cec-nerciz'nc D"v 'll 480/120 volt ac bus.Procedure revised. W/890626 Itr. 

ENGLAND, LA., BOOKER,J.E. Gulf States Utilities Co. 89/06/26. 5pp. 50456:311- 
50456:315. 

8907070110 PNO-IV-89-043:on 890626,licensed operator radiologically contaminated 
when valve packing blew out while operator operating valve.Approx 2,000 square ft of 
turbine bldg contaminated. Valve repacked & returned to normal position. 

MADSEN,G.L Region 4. Ofc of the Director. 89/06/27. 2pp. 50443:215-50443:216. 

8907060274 Special rept:on 890502,valid failure experienced on Div III diesel generator 
due to failure of generator to reach min speed & voltage within max Tech Spec time 
requirements.Cause not identified.Components inspected &/or replaced. 

BOOKER,J.E. Gulf States Utilities Co. 89/06/28, Document Control Branch (Docu- 
ment Control Desk). 4pp. 50432:109-50432:112. 

8907070238 LER 89-01 2-01 :on 890325.ESF isolation occurred for RWCU main steam- 
line drains & RHR shutdown cooling sys.Caused by loss of power to Div II isolation 
logic when breaker opened. Breaker reclosed.W/890630 Itr. 

ENGLAND.L.A., BOOKER,J.E. Gulf States Utilities Co. 89/06/30. 4pp. 50448:283- 
50448:286. 

8907110269 LER 89-01 1-02:on 890321, leak rate test resulted for both penetration 
valves found in excess of 2.4 std cubic ft per minute.Caused by svc water sys 
corrosion. Valves reworked as necessary. W/890630 Itr. 

ENGLAND, LA., BOOKER,J.E. Gulf States Utilities Co. 89/06/30. 7pp. 50448:329- 
50448:335. 

8907120038 LER 89-026-01 :on 89051 2,determined that three safety-related motor oper- 
ated valves operated outside design basis.Caused by size & location of restricting 
orifices.Orifices resized & relocated.W/890630 Itr. 

ENGLAND,L.A., BOOKER,J.E. Gulf States Utilities Co. 89/06/30. 9pp. 50512:024- 
50512:032. 

8907130250 NPDES noncompliance notification:on 890628, bypass & limitation violations 
found.Caused by storms.Bypass of filter initiated,establishing flow of about 37 gpm 
through three available package plants. 

ODELL,W.H. Gulf States Utilities Co. 89/07/03. O'NEILL.M. Louisiana, State of. 4pp. 
50532:041-50532:044. 

8907130252 NPDES noncompliance notification:on 890628, bypass & limitation violations 
found.Caused by storms.Bypass of filter initiated, establishing flow Of about 37 gpm 
through three available package plants. 

ODELL.W.H. Gulf States Utilities Co. 89/07/03. KNUDSON.M. Texas, State of. 4pp. 
50537:071-50537:074. 

8907130064 NPDES noncompliance notification:on 890630, duplicative samples of efflu- 
ent from Outfall 005 yielded average total residual chlorine of 5.9 mg/1,in violation of 
permitted max of 2.0 mg/1. Caused by improper balance of hypochlorite. 
DEDDENS.J.C. Gulf States Utilities Co. 89/07/05. O’NEILL.M. Louisiana. State of. 
2pp. 50533:170-50533:171. 

8907120306 LER 89-028-00:on 89051 2,particulate channel of fuel bldg exhaust radiation 
monitor spiked resulting in automatic initiation of fuel bldg filter trains.Caused by de- 
graded voltage conditions due to electrical outage.W/ 890706 Itr. 

ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/07/06. 4pp. 50512:004- 
50512:007. 

8907180495 LER 89-029-00:on 89061 3, unplanned ESF actuation occurred as result of 
technicians shorting two leads together while installing spare transformer.Caused by 
personnel error. Communications improved. W/89071 3 Itr. 

ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/07/13. 6pp. 50580:138- 
50580:143. 

8907240473 LER 89-030-00:on 89061 7,pressure transmitter root valve for penetration 
valve leakage control sys found closed.Caused by personnel error & misapplication of 
test tagging procedure. Root valve opened & control sys restored. W/89071 7 Itr. 
ENGLAND.LA.. BOOKER, J.E. Gulf States Utilities Co. 89/07/17. 5pp. 50644:088- 
50644:092. 

8907240477 LER 86-051 -03:on 860810, RWCU occurred when daily surveillance on leak 
detection temp modules conducted.Caused by personnel negligence.Permanent “Cau- 
tion" plaque mounted near “Read^Set" switches.W/89071 9 Itr. 

ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/07/19. 4pp. 50644:084- 
50644:087. 


8907240481 LER 88-024-01 :on 881027,ESF actuation occurred resulting in isolation of 
RWCU sys.Caused by cross tripping phenomenon of temp switches & procedural 
error.Changes made to surveillance test procedures.W/890719 Itr. 

ENGLAND.LA., BOOKER.J.E. Gulf States Utilities Co. 89/07/19. 4pp. 50644:080- 
50644:083. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 


G. Adjudicatory correspondence 

8907200208 Submits 23rd quarterly status rept re const activities at plant.During Second 
Quarter l989,no significant safety- related const activities performed.although limited 
engineering effort continued. 

REYNOLDS, N.S. Washington Public Power Supply System. REYNOLDS.N.S. Bishop. 
Cook. Purcell & Reynolds. ^389 8883. 89/07/05. BLOCH, P.B.. BRIGHT.G.O.. 
HARBOUR.J. Atomic Safety and Licensing Board Panel. 1p. 50545:321-50545:321. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8906290487 Forwards Safeguards Insp Rept 50-461/89-19 on 890206 & 0522-0607 & 
notice of violation. 

GREGER.LR. Region 3. Ofc of the Director. 89/06/23. GERSTNER.W.C. Illinois 
Power Co. 3pp. 50369:030-50369:037. 

-8906290490 Notice of violation from insp on 890206 & 0607.Violation noted:six securi- 
ty force members assigned to security shift duties in Feb 1989 were not trained or had 
not demonstrated capability to perform 1 8 of 35 crucial tasks. 

GREGER.LR. Region 3, Ofc of the Director. 89/06/23. Ip. 50369:033-50369:033. 

-8906290496 Partially withheld Safeguards Insp Rept 50-461/89-19 on 890206 & 0522- 
0607 (ref 10CFR73.21).Violations noted.Major areas inspected:mgt support,protected 
& vital area barriers, access control - personnel.packages & vehicles & testing. 
PIRTLE.G.L. Region 3, Ofc of the Director. 89/06/23. 4pp. 50369:034-50369:037. 

8907180269 Forwards Safety Insp Rept 50-461/89-20 on 890627-29.No violations 
noted.NRC expects that util 1 990 emergency preparedness exercise objectives would 
include objectives not demonstrated before 1 989 exercise was terminated. 
GREGER.LR. Region 3. Ofc of the Director. 89/07/12. GERSTNER.W.C. Illinois 
Power Co. 2pp. 50579:318-50579:334. 

-8907180274 Insp Rept 50-461/89-20 on 890627-29.No violations noted. Major areas 
inspected:annual emergency preparedness exercise & evaluation of 890601 emergen- 
cy plan activation. 

PLOSKI.T., PATTERSON, J.. SNELL. W. Region 3, Ofc of the Director. 89/07/12. 15pp. 
50579:320-50579:334. 


P. Operating license stage documents & correspondence 

8906290381 Authorizes startup & operation of plant, per 890616 mgt meeting w/ 
utiI.Region II & NRR & per requirements of Confirmatory Action Ltr CAL-RIII-89-16. 
DAVIS, A.B. Region 3, Ofc of the Director. 89/06/21. GERSTNER.W.C. Illinois Power 
Co. 3pp. 50362:276-60362:278. 

8907030148 Informs that credit will be given for fee sent w/890612 application for 
amend to Tech Specs re cycle-specific parameter limits. 

DIGGS.R.M. License Fee Management Branch (Post 890205). 89/06/26. HALL.D.P. 
Illinois Power Co. Ip. 50385:274-50385:274. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
■ ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of -OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy," Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co, of New York, Inc. 54pp. 50416:062-50416:106. 
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8&07050044 Application for amend to License NPF-62. revising Tech Spec definition of 
core alteration to clarify applicability & scope of definition re movement of fuel, sources 
or reactivity control components. 

PERRY, J.S. Illinois Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 9pp. 50402; 187-50402:253. 


8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 


—8907050045 Proposed Tech Specs,c!arifying definition of core alteration re movement 
of fuel, sources or reactivity control components vs movement of incore instrumenta- 
tion. 

* Illinois Power Co. 89/06/30. 58pp. 50402:196-50402:253. 


8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 50630:001-50630:1 14. 


8907050249 Requests prompt approval of util 890612 proposed Tech Spec changes 8907240359 Forwards notice of violation & ccnalty n 

submitted in response to Generic Ltr 88-16 re removal of cycle-specific parameter amount of $75,000 resulting from Insps 50-461/89-06 & 50-4 d1/o9-14, m -. .v 

limits. to emphasize importance of adequate planning & procedures. 

HOLTZSCHER.D.L Illinois Power Co. 89/06/30, Document Control Branch (Docu- DAVIS, A.B. Region 3, Ofc of the Director. 89/07/20. HALL.D.P. Illinois Power Co. 4pp. 

ment Control Desk). 2pp. 50403:237-50403:238. 50640:106-50640:194. 


8907110145 Forwards ltr dtd 890605 from Director,Ofc of NRR.to oec-esertative -8907240363 Notice of violation & proposed imposition of civil penalty in amount of 

Ecology Ctr of Southern California, ack receipt of petition filed by Ecc.cgy C;r of Scut:-- S75,000.Noncompliance noted:environ qualification deficiencies w/Kynar splices & 

ern California & states be'rc t'eated under 10CFR2.206. junction boxes not corrected. 

H‘CKM4v; J = =r: ” -2 89/07/06. HOLTZSCHER.D.L Illinois Power DAVIS, A.B. Region 3. Ofc of the Director. 89/07/20. 3pp. 50640:1 10-50640:194. 


8907260214 Forwards Amend 23 to License NPF-62 & safety evaluation. Amend revises 
Tech Spec 3. 6.2.7, deleting limitation on period of approval for drywell purge & vent 
sys operation. 

HICKMAN, J.B. Project Directorate III-2. 89/07/24. HOLTZSCHER.D.L Illinois Power 
Co. 3pp. 50674:239-50674:247. 

-8907260217 Amend 23 to License NPF-62, deleting limitation on period of approval for 
.■ir/wei: p.:rce .S vent sys operation. 

SHEMA.nSk C. Project Directorate 111-2. 89/07/24. 4pp. 50674:242-50674:245. 

-8907260220 Safety evaluation succchi.-c 23 to License NPF-62. 

* Office of Nuclear Reactor -'.■ic-.c: c-. (Post 870411). 89/07/24. 2pp. 

50674:246-50674:247. 


Q. Inspection reports, IE Bulletins & correspondence 

8907240032 Forwards response to unresolved item in Insp Rept 50-461/89-17 re poten- 
tial 10CFR21 defect re motor-operated gate valve supplied to plant w/incorrectly 
sized stem nut. 

HOLTZSCHER.D.L. Illinois Power Co. 89/06/20. DAVIS.A.B. Region 3. Ofc of the Di- 
rector. Ip. 50636:278-50636:281. 

8906290487 Forwards Safeguards Insp Rept 50-461/89-19 on 890206 & 0522-0607 & 
notice of violation. 

GREGER.LR. Region 3. Ofc of the Director. 89/06/23. GERSTNER.W.C. Illinois 
Power Co. 3pp. 50369:030-50369:037. 

-8906290490 Notice of violation from insp on 890206 & 0607.Violation noted:six securi- 
ty force members assigned to security shift duties in Feb 1989 were not trained or had 
net demorst'ated .cacabil'tv to perform 18 of 35 crucial tasks. 

G.REGEP.L.R. .Regicn 3 C:c of the Director. 89/06/23. Ip. 50369:033-50369:033. 

-8906290496 Partially withheld Safeguards Ins? Rept 50-461/89-19 on 890206 & 0522- 
0607 (ref 10CFR73.21).Vio!atio.''.s nc.ej '/.»/,•' areas inspeefed-rngt supped p'-ctocted 
& vita! area barriers, access control ■ pcrsc.n.-.c-^cackagc-s & ve^'C.'es & tc-sfirc 
PIRTLE.G.L Region 3. Ofc of the D.-.'erc' =9.'C6 '23. 4pp. 

8966300152 Forwards Enforcement Conference Rept 50-461/89-23 on 890614 re viola- 
tions noted in Insp Rept 50-461/89-14. 

MILLER, H.J. Rsgio.n 3, Ofc of the Director. 89/06/23. GERSTNER.W.C. Illinois Power 
Co. 2pp. 50368:221-50358:238. 

-8906300168 Enforcement Conference Rept 50-461/89-23 on 89061 4.Matters 
discussed:apparent violation of 10CFR50.49, Paragraphs (f) & (g) re hydrogen igniter 
field connections.instrument circuits landed on terminal blocks in GE instrument racks. 
GARDNER.R.N., COOPER, R.W, Region 3, Ofc of the Director. 89/06/21. 16pp. 
50368:223-50368:238. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSsl.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessme-'t 'Pest 89/07/06. 

Consolidated Edison Co. of New York, Inc. fiOpp 50-43.00 

8907120255 Ack receiot 89061-^ ltr ir:*o.nm;'‘-g NRC of steps taken to correct violations 
noted in insp Rept 50--:5' 'oG-OG.NRC jnperstands that util to provide amended re- 
sponse addressing listed items by 890721, per 890629 & 30 telcons. 

MILLER, H.J. Region 3, Cfc of the Director. 89/07/06. HALL.D.P. Illinois Power Co. 
2pp. 50510:306-50510:314. 

-8907120257 Responds to NRC 890512 ltr re violations noted in Insp Rept 50-461/89- 
03.Procedure 2.51 revised to delete requirements to review ref documents included in 
plant maint work package every 14 days. 

HOLTZCHER.D.L Illinois Power Co. 89/06/14. DAV1S.A.B. Region 3. Cfc of the Di- 
rector. 7pp. 50510:308-50510:314. 

8907180269 Forwards Safety Insp Rept 50-461/89-20 on 890627-29.No violations 
noted.NRC expects that util 1990 emergency preparedness exercise objectives would 
include objectives not demonstrated before 1989 exercise was terminated 
GREGER.LR, Region 3. Ofc of the Director. 89/07/12. GERSTNER.W.C. Illinois 
Power Co. 2pp. 50579:318-50579:334. 

-8907180274 Insp Rept 50-461/89-20 on 890627-29.No violations noted. Major areas 
inspected:annuat emergency preparedness exercise & evaluation of 890601 emerqen- 
cy plan activation. ® 

PLOSKI J,, PATTERSON, J.. SNELL, W. Region 3, Ofc of the Director. 89/07/12. 15pp. 
50579:320-50579:334. 


S. Reportable occurrences, LERs & related correspondence 

8906280119 Part 21 rept re incorrectly sized stem nut for actuator of Anchor/Darling 
gate valve.lnitially reported on 890609.Stem nut for valve 1E22-F015 replaced. 
HALL.D.P. Illinois Power Co. 89/06/13. DAVIS.A.B. Region 3, Ofc of the Director. 3pp. 
50330:125-50330:127. 

8906280194 LER 89-021 -00:on 890521, RWCU sys differential flow instruments shut 
down.isolated & differential flow declared inoperable.Caused by shift supervisor 
error.Shift supervisor briefed.W/890620 ltr. 

MORRIS, D.R.. HOLTZSCHER.D.L Illinois Power Co. 89/06/20. 5pp. 50337:121- 
50337:125. 

8907050489 LER 89-022-00:on 890526, insertion of manual scram signal caused reactor 
water level to drop.On 890601, valve 1FW004 failed to shut in response to control 
signal.First event caused by faulty servo-amplifier board. W/890626 ltr. 

MORRIS, D.R.. HOLTZSCHER.D.L. Illinois Power Co. 89/06/26. 8pp, 50407:171- 
50407:178. 

8907060033 PNO-lll-89-041:on 890628,reactor tripped from 99% power as result of trip- 
ping of phase C main transformer.Caused by unplanned opening of oil pressure sens- 
ing relay.Relay will be inspected & tested. 

RING.M., KNOP.R. Region 3, Ofc of the Director. 89/06/28. Ip. 50435:085- 
50435:085. 

8907050253 LER 89-023-00:on 890531, determined that secondary containment integrity 
requirements of Tech Spec 3.6.6.1 not met based on discovery.on 890410, that air 
blowing from weep holes of pull boxes.Caused by contractor error.W/890629 ltr. 
GILLR.B., HCLTZSCHER.D.L Illinois Power Co. 89/06/29. 7pp. 50386:049- 
50386:055. 

8907170381 Forwards response to Confirmatory Action Ltr CAL-RIII-89-016 re investiga- 
tions of reactor recirculation pump seal failure & complications involving drywell chiller 
A.Util quarantined equipment that malfunctioned & evaluated history. 

HCLTZSCHER.D.L Illinois Power Co. 89/06/30. DAVIS.A.B. Region 3. Cfc of the Di- 
rector. 9pp. 50562:298-50562:306. 

8907210178 PNO-lll-89-046:on 89071 4, operators reduced power from 100% to 35% in 
response to rapidly decreasing condenser vacuum. Vacuum lost due to failure of tur- 
bine boot seal.Region 111 monitoring licensee course of action & State of IL notified. 
PELKE.P., KNOP.R. Region 3, Ofc of the Director. 89/07/17. Ip. 50629:267- 
50629:267. 

8907240331 LER 89-024-00:on 89061 9, west RWCU HX room temp module failed chan- 
nel checks. Investigation into failures revealed that modules miscalibrated on 
89061 e.Caused by personnel error. Technicians briefed on use of manuals. W/8907 18 
ltr. 

RASOR.S.E., HOLTZSCHER.D.L Illinois Power Co. 89/07/18. 7pp. 50634:346- 
50634:352. 

8907240335 LER 89-025-00:on 890622, determined that channel functional test of instrur 
mentation which provides rod pattern control sys high power setpoint trip function not 
performed. Caused by inadequate corrective action.W/89071 9 ltr. 

MORRIS.D.R., HOLTZSCHER.D.L. Illinois Power Co. 89/07/19. 6pp. 50634:353- 
50634:358. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 50519:081-50519:136. 

8907200154 Notifies of changes to operator licenses for listed individuals, per 
10CFR50.74, 

HOLTZSCHER.D.L. Illinois Power Co. 89/07/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 50614:267-50614:267. 


DOCKET STN.SO-470 CESSAR SYSTEM 80 


A. Application/construction stage documents & correspondence 

5^0606-07 meetings w/BNL & C-E re concerns resulting from 
NRC & BNL review of Sys 80+ baseline PR A. List of meeting attendees.aqenda & 
viewslides end. 

KENYON,T.J. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/07/06. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
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DOCKET STN-SO-482 WOLF CREEK GENERATING STATION 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907130217 Tcn-vards safo-y sva'uatior. accepting util 861215 response to License Con- 
c!i!! 0 '! 2 ■/; Aiiacni-ior.: 3, lorr- (3; ro l:sied instrumentation, per Reg Guide 1.97, Rev 

2. ■ConrcrTanco :c Reg Guide 1.97 Wolf Creek Generating Station...," also end. 
KICKEE'T.n.V. r-o,ec: directorate IV. 89/07/05. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 50613:011-50613:036. 

-8907130270 Safety evaluation accepting licensee submittals & addi info on environ 
qualification & design for instrumentation, per Reg Guide 1 .97. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 3pp. 
50613:015-50613:017. 

“8503010234 "Conformance to Reg Guide 1.97, Wolf Creek Station,Unit 1." 

UDY.A.C. EG&G, Inc. UDY.A.C. Idaho National Engineering Laboratory. FIN A-6493. 
85/01/31. NRC - No Detailed Affiliation Given. 19pp. 50613:018-50613:036. 


F. Security, medical, emergency & fire protection plans 

8907260167 Rev 10 to EPIP EPP 02-1.2, “Training Programs" & EPP 02-1.5, “Maint of 
Emergency Facilities & Equipment." W/890721 Itr. 

MOLES, K.J., WITHERS,B.D., RHODES,F.T. Wolf Creek Nuclear Operating Corp. 89/ 
07/21. 73pp. 50676:274-50676:347. 


G. Adjudicatory correspondence 

8907030189 Forwards Director’s Decision DD-89-04,per 2.206,denying 890130 petition 
for immediate action to prevent undue risks to public health & safety posed by plant 
operation & suspension of OLFR notice also end. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. Sierra Club. 4pp. 50396:177-50396:283. 

-8907030203 Director’s Decision 89-04,denying Sierra Club of Kansas 2.206 petition to 
revoke OL,based on safety concerns w/QA program & mgt failure to safeguard integ- 
rity of QA program. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. 19pp. 50396:181-50396:198. 

-8907030204 Notice Of issuance of Director's Decision DD-89-04, denying Sierra Club of 
Kansas 2.206 petition to revoke OL,based on deficiencies in QA program. 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. 3pp. 50396:199-50396:201. 


P. Operating license stage documents & correspondence 

8906290133 Provides info re Sierra Club 10CFR2.206 petition. Util believes that issues 
raised concerning plant quality first program in petition have been previously reviewed 
in depth by NRC & that conclusion re safety concerns remains valid, 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 89/06/20. Document Control 
Branch (Document Control Desk). 3pp. 50363:156-50363:158. 

8907100132 Forwards summary of 890524 meeting w/util in Region IV ofc re planned 
maint for Class IE electrical equipment air conditioning units,welder qualifications & 
recent repair actions.Attendance list also end. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/06/21. WITHERS,B.D. Wolf Creek 
Nuclear Operating Corp. 4pp, 50507:312-50507:315. 

8907030189 Forwards Director’s Decision DD-89-04, per 2.206,denying 890130 petition 
for immediate action to prevent undue risks to public health & safety posed by plant 
operation & suspension of OL.FR notice also end. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 89/06/ 
26. Sierra Club. 4pp. 50396:177-50396:283. 

-8907030203 Director’s Decision 89-04,denying Sierra Club of Kansas 2.206 petition to 
revoke OL,based on safety concerns w/QA program & mgt failure to safeguard integ- 
rity of QA program. 

MURLEY,T.E, Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. 19pp. 50396:181-50396:198. 

-8907030204 Notice of issuance of Director's Decision DD-89-04, denying Sierra Club of 
Kansas 2.206 petition to revoke OL,based on deficiencies in QA program. 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. 3pp. 50396:199-50396:201. 

“8907030232 Forwards notice of violation & proposed imposition of civil penaitjr in 
amount of $100,00 based on mgt failure to provide appropriate level of mgt oversight 
of safety-related activities & failure to follow procedures. 

MARTiN,R.D. Region 4, Ofc of the Director. 88/03/17. WITHERS,B.D. Wolf Creek Nu- 
clear Operating Corp. 3pp. 50396:202-50396:283. 

-8907030234 Notice of violation & proposed imposition of civil penalty in amount of 
SlOO.OOO.Violations noted:failure to follow instructions in electrical maint procedures 
to follow instructions for release of tools & equipment. 

MART1N,R.D. Region 4, Ofc of the Director. 88/03/17. 8pp. 50396:205-50396:283. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G, Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907120173 Forwards Amend 32 to License NPF-42 & safety evaluation. Amend 
changes Tech Specs 3.1. 3.4 & Figure 3,1-1 to change fully withdrawn position of rod 
cluster control assemblies to range of 222 to 231 steps, inclusive. 

PICKETT,D.V. Project Directorate IV. 89/07/05. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 50515:091-50515:103. 


-8907120176 Amend 32 to License NPF-42,revising Tech Specs 3. 1.3.4 & Figure 3.1-1 
to change fully withdrawn position of rod cluster control assemblies to range of 222 to 
231 steps, inclusive. 

HEBDON.F.J. Project Directorate IV. 89/07/05. 7pp. 50515:095-50515:101. 

-8907120192 Safety evaluation supporting Amend 32 to License NPF-42. 

’* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/05. 2pp. 
50515:102-50515:103. 

8907190187 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas (Arlington).Subjs to be discussed include,improving com- 
munications & safety performance & SALP process in Region IV. 

MARTIN,R.D. Region 4, Ofc of the Director. 89/07/11. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 4pp. 50580:213-50580:216. 

8907180230 Responds to Generic Ltr 89-06, "SPDS.” Util certifies that facility SPDS 
meets requirements of NUREG-0737,Suppl 1 & TMl Action Plan Item I.D.2. 
WITHERS.B.D, Wolf Creek Nuclear Operating Corp. 89/07/14. Document Control 
Branch (Document Control Desk). 2pp. 50557:183-50557:184. 

8907260037 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Procedure ADM 08-212 issued on 870717 to provide util w/long-term ero- 
sion/corrosion monitoring program,per 870910 response to NRC Bulletin 87-01. 
RHODES, F.T. Wolf Creek Nuclear Operating Corp. 89/07/21. Document Control 
Branch (Document Control Desk). 2pp. 50658:354-50658:355, 

8907260239 Advises that 890501 response to NRC 890131 request for addI info re en- 
viron qualification of Bunker-Ramo electrical penetration assemblies responsive to 
NRC concerns.Environ qualification file may be subj to future audit. 

PICKETT.D.V. Project Directorate IV. 89/07/24. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 3pp. 50674:271 -50674:273. 


Q. Inspection reports, IE Bulletins & correspondence 


8906300260 Ack receipt of 890413 & 0607 Itrs Informing NRC of actions taken to cor- 
rect violations noted in Insp Rept 50-482/89-07. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/20. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 50368:101-50368:105, 

8907030194 Proposes meeting in Arlington.TX to discuss SALP process in Region 
IV, improving communication w/licensee mgt & Region IV enforcement philosophy. 
MARTIN.R.D. Region 4, Ofc of the Director. 89/06/20. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 50391:209-50391:210. 

8907060107 Forwards Insp Rept 50-482/89-15 on 89050 1-31. Violations noted. 
MILHOAN.J.L. Region 4. Ofc of the Director. 89/06/23. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 50432:286-50432:301. 

-8907060108 Insp Rept 50-482/89-15 on 890501 -31. Violation noted.Major areas 
inspected:plant status.followup on previous NRC identified items, operational safety 
verification.monthly surveillance observation & monthly maint observation. 

HOLLER, E.J. Region 4, Ofc of the Director. 89/06/23. 14pp. 50432:288-50432:301. 

8907030189 Forwards Director’s Decision DD-89-04, per 2.206, denying 890130 petition 
for immediate action to prevent undue risks to public health & safety posed by plant 
operation & suspension of OL.FR notice also end. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
26. Sierra Club. 4pp. 50396:177-50396:283. 

-8907030232 Forwards notice of violation & proposed imposition of civil penalty in 
amount of $100,00 based on mgt failure to provide appropriate level of mgt oversight 
of safety-related activities A failure to follow procedures. 

MARTIN.R.D. Region 4, Ofc of the Director. 88/03/17. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 3pp. 50396:202-50396:283. 

-8907030234 Notice of violation & proposed imposition of civil penalty in amount of 
SlOO.OOO.Violations noted:failure to follow instructions in electrical maint procedures 
to follow instructions for release of tools & equipment. 

MARTIN.R.D. Region 4. Ofc of the Director. 88/03/17. 8pp. 50396:205-50396:283. 

8907060272 Ack receipt of 881130 & 890601 Itr informing NRC of steps taken to cor- 
rect violations noted in Insp Rept 50-482/88-20. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/26. WITHERS, B. Wolf Creek Nu- 
clear Operating Corp. 2pp. 50414:288-50414:293. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/30, 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907070145 Ack receipt of 890614 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/89-13. Understands that util verified qualifications of all 
welders to ASME Code requirements from 880105-890615. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/07/03. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 50442:124-50442:128. 

-8907070149 Responds to violations noted in Insp Rept 50-482/89-13. Corrective 
actions:ltr issued on 890324,requiring independent verification of welder qualifications 
by welding engineering personnel for special scope welding. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 89/06/14. Document Control 
Branch (Document Control Desk). 3pp. 50442:126-50442:128. 

8907130175 Discusses licensee confirmation of response to NRC Bulletin 89-001, “Fail- 
ure of Westinghouse Steam Generator Tube Mechanical Plugs." 

PICKETT,D.V. Project Directorate IV. 89/07/05. HEBDON.F.J. Project Directorate IV. 
2pp. 50537:009-50537:010. 

8907130217 Forwards safety evaluation accepting util 861215 response to License Con- 
dition 2.C.(7), Attachment 3, Item (3) re listed instrumentation, per Reg Guide 1.97,Rev 
2. “Conformance to Reg Guide 1.97 Wolf Creek Generating Station...," also end. 
PICKETT.D.V. Project Directorate IV. 89/07/05. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 50613:01 1-50613:017. 
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8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190187 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas .a- -"■.Dnj.S.-o.s bo discussed include, improving com- 
munications & safety performar.:o'’.S pr acoss .r Regia- 'V 

MARTIN, R.D. Region 4, Ofc of the Director. 89/07/1 1. ■■■.-. T-E=:S,E D Wolf Creek Nu- 
clear Operating Corp. 4pp. 50580:213-50580:216. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves c* S Dos'c'- ” Svc list end. 

ROSSI,C.E. Division of Cpo-atc-a Ever.is Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907260037 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.” Procedure ADM 08-212 issued on 870717 to provide util w/long-term ero- 
sion/corrosion monitoring program,per 870910 response to NRC Bulletin 87-01. 
RHODES, F.T. Wolf Creek Nuclear Operating Corp. 89/07/21. Document Control 
Branch (Document Control Desk). 2pp. 50658:354-50658:355. 


R. Periodic operating reports & related correspondence 

8907180488 Monthly operating rept for June 1989 for Wolf Creek Generating Station.W/ 
890711 ltr. 

WILLIAMS,M.. BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 89/06/30. 7pp. 
50579:311-50579:317. 


S. Reportable occurrences, LERs & related correspondence 

8906300002 LER 88-030-00;on 890524,discovered that violation of Tech Spec 3.5.2 oc- 
curred resulting in containment insp not properly documented following containment 
entries on 880102 & 05.Cause unknown.Schedule revised.W/890623 ltr. 
WILLIAMS,M.G., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 89/06/23. 4pp. 
50366:007-50366:010. 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON,J.B. Senate. Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 6. 

ZECH.L.W. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. ip. 50519:145-50519:145. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907200350 Advises that JL Houghton & JD Stormer (senior reactor operators) no 
longer employed at facility. 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 89/07/14. Document Control Branch 
(Document Control Desk). 2pp. 50589:032-50589:033. 


DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907170162 Advises that SPDS meets util commitments to NUREG-0737, SuppI 1 & 
Generic Ltr 89-06, "Task Action Plan Item I.D.2. SPDS,10CFR50.54(f)." 
Checklist, supporting documentation & SPDS photographs will be mantained at plant. 
SCHNELL.D.F. Union Electric Co. 89/07/10. Document Control Branch (Document 
Control Desk). 3pp. 50547:168-50547:170. 


F. Security, medical, emergency & fire protection plans 

8907120095 “Emergency Telephone Directory Facilities, Second Quarter 1989." 

• Union Electric Co. 89/03/30. 22pp. 50513:315-50513:336. 

8907250075 Ack receipt of 890628 submittal of description of scope, objectives & 
guidelines for 1989 emergency preparedness exercise scheduled for 891011. Initial 
concerns w/Objective 14 resolved in telcon.No other concerns expressed 
GREGER.LR. Region 3, Ofc of the Director. 89/07/17. SCHNELL.D.F. Union Electric 
Co. 2pp. 50654:320-50654:321. 

8907240349 Forwards Safeguards Insp Rept 50-483/89-12 on 890626-0707.No viola- 
tions noted. 

GREGER.LR. Region 3, Ofc of the Director. 89/07/19. SCHNELL.D.F. Union Electric 
Co. 2pp. 50641:066-50641:068. 

-8907240354 Partially withheld Safeguards Insp Rept 50-483/89-12 on 890626-0707 
(ref 10CFR73.2l),No violations noted.Major areas inspected:protected area assess- 
ment aids.power supply, training & qualification. 

PIRTLE.G.L., CREED, J.R. Region 3, Ofc of the Director. 89/07/18. Ip. 50641 ’068- 


P. Operating license stage documents & correspondence 


8907060006 Forwards Amend 47 to License NPF-30 & safety evaluation. Amend in- 
creases allowed flow variations of control room emergency ventilation sys & reduces 
control room pressurization requirement. Notice of issuance also end. 

ALEXION.T.W. Project Directorate 111-3. 89/06/27. SCHNELL.D.F. Union Electric Co 
2pp. 50434:303-50434:316. 

-8907060007 Amend 47 to License NPP-30.i''creasing allowed flow variations of control 
room emergency ventilation sys & .'euucmg ccrtro: rom pressurization requirement 
from 1 /4 to 1 /8 inch water gauge. 

HANNON, J.N. Project Directorate III-3. 89/06/27. 5pp. 50434:305-50434:309. 

-8907060009 Safety evaluation supporting Amend 47 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/27 5dd 
50434:310-50434:314. 


-8907060015 Notice of issuance of Amend 47 to License NPF-30, modifying Tech 
Specs to increase allowed flow variations of control room emergency ventilation sys & 
reduce control room pressurization requirement from 1/4 to 1/8 inch water gauge. 
COLBURN, T.G. Project Directorate III-3, 89/06/27. 2pp. 50434:315-50434:316. 

8906290082 Generic Ltr 89-10 to ail licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end, 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc, 54pp. 50416:062-50416:106. 

8907120356 Advises that “Cultural Resources Mgt Plan for Residual Lands at Union 
Electric Co Nuclear Power Plant," being used at plant in response to 890519 Itr.Plan 
has not been updated. 

SCHNELL.D.F. Union Electric Co. 89/06/30, Document Control Branch (Document 
Control Desk). 4pp. 50515:030-50515:033. 

8907170162 Advises that SPDS meets util commitments to NUREG-0737. SuppI 1 & 
Generic Ltr 89-06, “Task Action Plan Item I.D.2, SPDS,10CFR50.54(f)." 
Checklist, supporting documentation & SPDS photographs will be mantained at plant. 
SCHNELL.D.F, Union Electric Co. 89/07/10. Document Control Branch (Document 
Control Desk). 3pp. 50547:168-50547:170. 

8907170432 Trip rept of 890619-23 visit to plant & training for unescorted site access to 
nonradiological & radiological areas.Training completed by passing two exams. 
ALEXION.T.W. Project Directorate III-3. 89/07/12. HANNON.J.N. Project Directorate 
III-3. 5pp. 50576:187-50576:191. 

8907200362 Discusses environ qualification of Bunker Ramo electrical penetration as- 
semblies at facility, specifically NRC concerns re low insulation resistance readings on 
control circuits. Qualification file may be subj to NRC audit, 

HANNON.J.N. Project Directorate III-3. 89/07/17. SCHNELL.D.F. Union Electric Co. 
2pp. 50590:017-50590:018. 


Q. Inspection reports, IE Bulletins & correspondence 


8907050116 Forwards Safety Insp Rept 50-483/89-09 on 890401 -0531. No violations 
noted. 

KNOP.R.C. Region 3, Ofc of the Director. 89/06/22. SCHNELL.D.F. Union Electric 
Co. 2pp. 50408:174-50408:188. 

-8907050119 Safety Insp Rept 50-483/89-09 on 890401 -0531. No violations 
noted.Major areas inspectedrplant operations, maint & surveillance & onsite followup of 
nonroutine events. 

DEFAYETTE.R.W. Region 3, Ofc of the Director. 89/06/22. 13pp. 50408:176- 
50408:188. 


8907050100 Advises that util implemented long term erosion/corrosion monitoring 
program, per Generic Ltr 89-08 & NRC Bulletin 87-001. 

SCHNELL.D.F. Union Electric Co. 89/06/28. Document Control Branch (Document 
Control Desk). 4pp. 50400:025-50400:028. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by Hiah Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp, 50449:001-50449:066. 

8907170162 Advises that SPDS meets util commitments to NUREG-0737, SuppI 1 & 
Generic Ltr 89-06. “Task Action Plan Item I.D.2, SPDS.10CFR50.54(f).’' 

Checklist, supporting documentation & SPDS photographs will be mantained at plant. 
SCHNELL.D.F. Union Electric Co. 89/07/10, Document Control Branch (Document 
Control Desk). 3pp. 50547:168-50547:170. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design," Svc list end. 

ROSSI, C.E. Division of Operational ^ents Assessment (Post 870411). 89/07/19, 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907240349 Forwards Safeguards Insp Rept 50-483/89-12 on 890626-0707.No viola- 
tions noted. 

GREGER.L.R. Region 3. Ofc of the Director. 89/07/19. SCHNELL.D.F. Union Electric 
Co. 2pp. 50641:066-50641:068. 
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-8907240354 Partially withheld Safeguards Insp Rept 50-483/89-12 on 890626-0707 
(ref 10CFR73.21).No violations noted. Major areas inspected:protected area assess- 
ment aids. power supply, training & qualification. 

PIRTLE.G.L, CREED, J.R. Region 3, Ofc of the Director. 89/07/18. Ip. 50641:068- 
50641:068. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907190055 Monthly operating rept for June 1989 for Callaway Unit 1.W/ 890710 Itr. 
MCCANN, R.J.. BLOSSER.J.D. Union Electric Co. 89/06/30. 6pp. 50585:054- 
50585:059. 


S. Reportable occurrences, LERs & related correspondence 

8907070096 LER 89-006-00:on 890529,reactor trip occurred on power range neutron 
flux rate trip sig-a'. Caused by lack of detail provided in plant procedures.Procedure 
ESP-Z2-00003,''!'-ccrc ■hxco'G Calibr" revised.W/890628 Itr. 

HOGG.J.F., BLOSSER,J.D. Union Electric Co. 89/06/28. 5pp. 50411:346-50411:350. 

8907170264 LER 89-007-00:on 89061 2, auxiliary feedwater actuation of motor-driven 
auxiliary feedwater pump A occurred. Caused by inappropriate human performance on 
part of licensed reactor operator.Event discussed w/licensed operators. W/890710 Itr. 
YOUNG, D.E., BLOSSER,J.D. Union Electric Co. 89/07/10. 5pp. 50544:117- 
50544:121. 

8907170420 LER 89-004-01 :on 89051 7,feedwater isolation signal occurred due to water 
level in steam generator A increasing to high level trip setpoint.Caused by failure to 
adecuatelv ecuslize oressure across MSIV prior tc openirc va!ves.W/89071 1 Itr. 

RCE N30\,V/.R., B.CSSL'R,.: D. Union Electric Co 39.'D7''ii. 5pp. 50553:011- 
50553:015. 

8907260099 Special Rept 89-08:on 890403, emergency diesel generator B failed to start 
due to operator failing to keep pushbuttons depressed long enough to generate start 
signal.Procedures revised to caution of 1.2 s time delay. 

BLOSSER.J.D. Union Electric Co. 89/07/19. Document Control Branch (Document 
Control Desk). 4pp. 50673:178-50673:181. 

8907260104 Special Rept 89-07:on 890401, emergency diesel generator A failed to start 
as required during performance of surveillance test procedure.Caused by failure of 
relay driver card.Card replaced & proper operation verified. 

BLOSSER.J.D. Union Electric Co. 89/07/19. Document Control Branch (Document 
Control Desk). 4pp. 50677:038-50677:041 . 

8907280194 LER 89-001 -01 :on 890207 & 15, diesel generator train B declared inoper- 
able when fuel oil transfer pump failed to autostart during surveillance test.Caused by 
failure of main control board switch contacts.Switch replaced. W/890721 Itr. 
TAYLOR.M.E., BLOSSER.J.D. Union Electric Co. 89/07/21. 6pp. 50684:087- 
50684:092. 

8907280187 LER 89-008-00:on 890623, control rod bank B failed to move & declared 
inoperable in Mode 1. Caused by failure of flashover relay due to loose set 
screw. Defective rod control circuit boards replaced.W/890724 Itr. 

ROBINSON.W.R., BLOSSER,J.D. Union Electric Co. 89/07/24. 8pp. 50676:199- 
50676:206. 


V. Operator Examinations 

8907050005 Advises that reactor operator & senior reactor operator written & oral 
exams scheduled for wk of 891016.Ref matls, listed on end, should be provided at 
least 30 days prior to exams. 

WRIGHT, G.C. Region 3, Ofc of the Director. 89/06/28. SCHNELL.D.F. Union Electric 
Co. 13pp. 50401:133-50401:145. 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907140134 Requests listed changes to Amend 7 to License NPF-76 & SSER 6 to 
NUREG-0781 re toxic gas monitoring sys be made. 

DICK.G.F. Project Directorate IV. 89/07/07. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 50542:227-50542:230. 


F. Security, medical, emergency & fire protection plans 

8906290020 Forwards corrected Pages 3-1, 6-1 ,7-1 & A-1 to Rev 12 of security person- 
nel training & qualification plan.Corrections have no impact on intent of Rev 12 
submlttal,other than clarification.Corrected pages withheld. 

MCNURNETT.M.A. Houston Lighting & Power Co. 89/06/16. Document Control 
Branch (Document Control Desk). 3pp. 50679:035-50679:040. 

8906300200 Responds to NRC 890519 ltr re emergency preparedness exercise weak- 
nesses identified in Insp Repts 50-498/89-12 & 50-499/89-1 2.Corrective 

actions:medical emergency response personnel will participate in one drill per quarter. 
ROSEN, S.L Houston Lighting & Power Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50377:357-50377:360. 

8907050008 Requests utils latest estimate evacuation time for public 
disclosure.Response requested by 890717. 

BOLEY,K. Public Citizen’s Critical Mass Energy Project. 89/06/28. DICK.G. NRC - No 
Detailed Affiliation Given. 6pp. 50403:103-50403:108. 


8907070132 Concurs w/NRC 890510 Itr re understanding of util positions in areas of 
emergency operating procedures & future commitment. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/06/29. Document Control Branch 
(Document Control Desk). 2pp. 50442:192-50442:193. 


H. General correspondence 

8907170094 Comment supporting proposed ruie 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Strjctu-es Sys & Components." 
MCBURNETT,M.A. Houston Lighting & Power Dc 59- :).' '05. CHILK,S.J. Office of the 
Secretary of the Commission, ip. 50537:141-50537:141. 


J. Insurance & indemnity information 

8907260084 Forwards executed Amend 5 to Indemnity Agreement B-108, deleting Item 
3 to attachment to agreement in entirety. 

MCBURNETT,M.A. Houston Lighting & Power Co. 89/07/19, Document Control 
Branch (Document Control Desk). 4pp. 50703:083-50703:086. 


P. Operating license stage documents & correspondence 

8906260034 Forwards PLG-0675, "South Texas Project PRA," Vols 1-9, related emer- 
gency OD^at'^g procedures & oversize drawings. 

MC3LR\z ,V.A. Houston Lighting & Power Co. 89/06/15. Document Control 
Branch (Document Control Desk). 164pp. 50460:001-50490:008. 

-8906260040 "South Texas Project PRA," Vols 1-9. 

GARRICK, B.J., READ,J.W.. FLEMlNG,K.N. Pickard. Lowe & Garrick, Inc. PLG-0675. 
89/05/31. 13,500pp. 50482:001-50485:010. 

“8906260048 Rev 6 to Emergency Operating Procedure 1POP05-EO-ECOO, "Loss of All 
AC Power." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/26. 59pp. 50485:011-50485:069. 

“8906260050 Rev 3 to Emergency Operating Procedure IPOP05-EO-EC01, “Loss of All 
AC Power Recovery W/o SI Required." 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/23. 62pp. 50485:070-50485:132. 

“8906260053 Rev 3 to Emergency Operating Procedure 1POP05-EO-EC02, "Loss of All 
AC Power Recovery W/SI Required." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 18pp. 50485:133-50485:150. 

“8906260060 Field Change 89-060760 to Rev 2 to Emergency Operating Procedure 
1POP05-EO-EC11, "Loss of Emfe'-goncy Ccoia-'t Poci'C'..!a'.'on.” 

* Houston Lighting & Power Cc. SS.'OO.'Cl. 7pp 5G/‘.Sf):*5'.-50-'i8L;..l5i 

“8906260062 Field Change 89-0520 to Rev 2 to Emergency Operating Procedure 
1POP05-EO-EC11, "Loss of Emergency Coolant Recirculation." 

* Houston Lighting & Power Co. 89/02/15. 12pp. 50485:156-50485:170. 

“8906260065 Rev 2 to Emergency Operating Procedure 1POP05-EO-EC11, “Loss of 
Emergency Coolant Recirculation." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/03. 25pp. 50485:171-50485:195. 

“8906260070 Rev 2 to Emergency Operating Procedure 1POP05-EO-EC12, "LOCA 
Outside Containment." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/03. 6pp. 50485:196-50485:201. 

“8906260076 Rev 3 to Emergency Operating Procedure 1POP05-E0-EC21 , "Uncon- 
trolled Depressurization b' a'l Steam Generators," 

KUISEY.W.H. Houston & -oaG' Co. 88/07/01. 67pp. 50485:202-50485:268. 

“8906260078 Field Change 88-1851 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-EC31, "SGTR W/Loss of Reactor Coolant Subcooled Recovery De- 
sired.” 

COOK.J.W. Houston Lighting & Power Co. 88/10/27. 84pp. 50485:269-50486:012. 

“8906260083 Field Change 89-0522 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-EC32, "SGTR W/Loss of Reactor Coolant Saturated Recovery Desired." 

* Houston Lighting & Power Co. 89/02/16. 8pp. 50486:013-50486:020. 

“8906260085 Rev 3 to Emergency Operating Procedure 1POP05-EO-EC32, "SGTR W/ 
Loss of Reactor Coolant - Saturated Recovery Desired." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/21. 83pp. 50486:021-50486:103. 

“8906260088 Rev 4 to Emergency Operating Procedure 1POP05-EO-EC33. "SGTR W/ 
0 Pressurizer Pressure Control." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 93pp. 50486:104-50486:196. 

“8906260096 Field Change 89-0640 to Rev 6 to Emergency Operating Procedure 
1POP05-EO-EOOO. "Reactor Trip or Safety inject'on." 

LOESCH.J.W. Houston Lighting & Power Cc. 59.'03,'02. 8pp. 50486:197-50486:204. 

“8906260097 Rev 6 to Emergency Operating Procedure 1POP05-EO-EOOO, "Reactor 
Trip or Safety Injection." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/26. 109pp. 50486:205-50486:313. 

“8906260102 Rev 5 to Emergency Operating Procedure 1POP05-EO-EO10, "Loss of 
Reactor or Secondary Coolant." 

KUISEY.W.H. Houston Lighting & Power Co. 89/02/06. 62pp. 50486:314-50487:015. 

“8906260107 Rev 3 to Emergency Operating Procedure 1POP05-EO-EO20, “Faulted 
Steam Generator Isolation." 

KUISEY.W.H. Houston Lighting & Power Co. 87/12/01. 14pp. 50487:016-50487:029. 

“8906260114 Field Change 89-0518 to Rev 6 to Emergency Operating Procedure 
■ 1POP05-EO-EO30, "Steam Generator Tube Rupture." 

COOK.J.W. Houston Lighting & Power Co. 89/02/15. 6pp. 50487:030-50487:035. 

“8906260116 Field Change 89-0399 to Rev 5 to Emergency Operating Procedure 
1POP05-EO-EO30, "Steam Generator Tube Rupture." 

NORRIS, T. Houston Lighting & Power Co. 89/02/06. 8pp. 50487:036-50487:043. 
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~8906260118 Rev 5 to Emergency Operating Procedure 1POP05-EO-EO30, “Steam 
Generator Tube Rupture." 

* Houston Lighting & Power Co. 88/08/17. 120pp. 50487;044-50487;163. 

-8906260121 Rev 3 to Emergency Operating Procedure 1P0P05-EO-ES00, “Rediagno- 
sls." 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/15. 18pp. 50487:164-50487:181. 

-8906260126 Field Change 88-2144 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES01, “Reactor Trip Response." 

NORRIS, T. Houston Lighting & Power Co. 88/11/30. 9pp. 50487:182-50487:190. 

-8906260130 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES01, “Reactor 
Trip Response." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 44pp. 50487:191-50487:234. 

-8906260145 Rev 4 to Emergency Operating Procedure 1POP05-EO-ES02. “Natural 
Circulation Cooldown." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 61pp. 50487:235-50487:295. 

-8906260149 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES03, “Natural 
Circulation Cooldown W/Steam Void in Vessel." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 48pp. 50487:296-50487:344. 

-8906260156 Rev 3 to Emergency Operating Procedure 1 POP05-EO-ES05, “Natural 
Circulation Cooldown W/o Letdown." 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/30. 70pp. 50488:001-50488:057. 

-8906260158 Field Change 89-0758 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES11, "SI Termination." 

LOESCH.J.W. Houston Lighting & Power Co. 89/03/01. 8pp. 50488:058-50488:065. 

-8906260159 Field Change 88-1982 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES11. “SI Termination." 

LOESCH,J.W. Houston Lighting & Power Co. 88/11/15. 2pp. 50488:066-50488:067. 

-8906260160 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES11, "SI Termi- 
nation." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/28. 77pp. 50488:068-50488:144. 

-8906260164 Field Change 88-1730 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES12, "Post LOCA Cooldown & Depressurization." 

COOK,J.W. Houston Lighting & Power Co. 88/10/24. 3pp. 50488:145-50488:146. 

-8906260167 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES12, “Post 
LOCA Cooldown & Depressurization." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/28. 77pp. 50488:147-50488:223. 

-8906260170 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES13, "Transfer 
to Cold Leg Recirculation." 

* Houston Lighting & Power Co. 88/07/08. 26pp. 50488:224-50488:249. 

-8906260174 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES14, "Transfer 
to Hot Leg Recirculation." 

* Houston Lighting & Power Co. 88/08/12. 12pp. 50488:250-50488:261. 

-8906260176 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES31. "Post- 
Steam Generator Tube Rupture Cooldown Using Backfill." 

* Houston Lighting & Power Co. 88/10/14. 38pp. 50488:262-50488:299. 

-8906260177 Rev 5 to Emergency Operating Procedure 1 POP05-E0-ES32. "Post- 
Steam Generator Tube Rupture Cooldown Using Blowdown." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/30. 45pp. 50488:300-50488:344. 

“8906260194 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES33, “Post- 
Steam Generator Tube Rupture Cooldown Using Steam Dump." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/21. 42pp. 50488:345-50489:025. 

-8906260198 Rev 2 to Emergency Operating Procedure 1POP05-EO-FO01. “Subcritica- 
lity Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/06. 2pp. 50489:026-50489:027. 

-8906260200 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO02, “Core 
Cooling Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 89/01/20. 2pp. 50489:028-50489:029. 

-8906260202 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO03, “Heat Sink 
Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 88/09/24. 2pp. 50489:030-50489:031. 

-8906260203 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO04, “Integrity 
Safety Function Status Tree.’' 

KUISEY.W.H. Houston Lighting & Power Co. 88/09/24. 4pp. 60489:032-50489:035. 

-8906260206 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO05, "Contain- 
ment Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 88/08/05. 2pp. 50489:036-50489:037. 

-8906260208 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FO06. "Inventory 
Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/08. 2pp. 50489:038-50489:039. 

-8906260210 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRC1 , “Response 
to Inadequate Core Cooling." 

* Houston Lighting & Power Co. 88/08/12. 34pp. 50489:040-50489:073. 

-8906260214 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRC2, "Response 
to Degraded Core Cooling.” 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 32pp. 50489:074-50489:105. 

-8906260222 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRC3, “Response 
to Saturated Core Cooling." 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/30. 7pp. 60489:106-50489:112. 

-8906260231 Field Change 88-2047 to Rev 4 to Emergency Operating Procedure 
1POP05-EO-FRH1, "Response to Loss of Secondary Heat Sink." 

CCX)K,J.W. Houston Lighting & Power Co. 88/11/19. 2pp. 50489:113-50489:114. 


--8906260232 Rev 4 to Emergency Operating Procedure 1 POP05-EO-FRH1, “Response 
to Loss of Secondary Heat Sink." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 40pp. 50489:115-50489:154. 

“8906260235 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRH2, “Response 
to Steam Generator Overpressure." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 10pp. 50489:155-50489:164. 

“8906260238 Rev 5 to Emergency Operating Procedure 1POP05-EO-FRH3. "Response 
to Steam Generator High Level.” 

KUISEY.W.H. Houston Lighting & Power Co, 88/07/01. 13pp. 50489; 165-50489; 177. 

“8906260239 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRH4, "Response 
to Loss of Normal Steam Reiease Capabilities." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 5pp. 50489:178-50489:182, 

“8906260241 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRH5. “Response 
to Steam Generator Low Level.” 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 9pp. 50489:183-50489:191. 

“8906260243 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRI1, “Response 
to High Pressurizer Level." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 15pp. 50489:192-50489:206. 

“8906260244 Rev 2 to Emergency Operating Procedure 1POP05-EO-FRI2. "Response 
to Low Pressurization Level." 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/27. 6pp. 50489:207-50489:212. 

“8906260264 Rev 3 to Emergency Operating Procedure 1POP05-EO-FR13, "Response 
to Voids in Reactor Vessel." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 40pp. 50489:213-50489:252. 

-8906260265 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRP1, "Response 
to Imminent PTS Condition." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 39pp. 50489:253-50489:291. 

“8906260266 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRP2, “Response 
.to Anticipated PTS Condition." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 11pp. 50489:292-50489:302. 

“8906260269 Field Change 89-0641 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-FRS1, "Response to Nuclear Generation/ ATWS.” 

LOESCH.J.W. Houston Lighting & Power Co. 89/03/02. 5pp. 50489:303-50489:307. 

“8906260270 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRS1, "Response 
to Nuclear Power Generation/ATWS." 

• Houston Lighting & Power Co. 88/11/15. 24pp. 50489:308-50489:331. 

“8906260273 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRS2, "Response 
to Loss of Core Shutdown.” 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/27. 4pp. 50489:332-50489:335. 

“8906260274 Rev 2 to Emergency Operating Procedure 1POP05-EO-FRZ1, "Response 
to High Containment Pressure." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/10. 24pp. 50489:336-50489:359. 

“8906260297 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRZ2. "Response 
to Containment Flooding." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/10. 3pp. 50489:360-50490:002. 

“8906260300 Rev 2 to Emergency Operating Procedure 1POP05-EO-FRZ3, "Response 
to High Containment Radiation Level." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/12. 6pp. 50490:003-50490:008. 

8906280112 Responds to Generic Ltr 89-06, Item I.D.2, "SPDS." Util conducted final 
audit on 870128-29 to ascertain that Unit 1 SPDS installed per NUREG-0737,Suppl 1 
& functioned properly. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/06/19. Document Control 
Branch (Document Control Desk). 3pp. 50330:196-50330:198. 

8906280085 Forwards summary of 890530 meeting w/util in Region IV ofc re activities 
authorized by Licenses NPF-76 & NPF-80.List of attendees also end. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/06/21. GOLDBERG.J.H. Houston 
Lighting & Power Co. 16pp. 50331:347-50332:002. 

8907070190 Advises that util will implement 10% snubber functional testing sample 
plan, for each type of snubber.at first refueling outage. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/06/23. Region 4, Ofc of the Director. 
2pp. 50443:205-50443:206. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8907050053 Forwards annotated revs to FSAR Section 1 7.2 & organizational changes. 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/06/28. Document Control 
Branch (Document Control Desk). 36pp. 50402:324-50402:359. 

8907050161 Application for amends to Licenses NPF-76 & NPF-80, allowing -f/- six 
month tolerance on first three surveillances on post-tensioning tendons & + /- one yr 
tolerance on all other surveillances. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/06/28. Document Control Branch 
(Document Control Desk). 8pp. 50408:253-50408:262. 

-8907050167 Proposed Tech Specs allowing -f /- six month tolerance on first three sur- 
veillances on post-tensioning tendons & -f/- one yr tolerance on all other surveil- 
IsincGS 

* Houston Lighting & Power Co. 89/06/28. 2pp. 50408:261-50408:262. 

8907070132 Concurs w/NRC 890510 ltr re understanding of util positions in areas of 
emergency operating procedures & future commitment. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/06/29. Document Control Branch 
(Document Control Desk). 2pp. 50442:192-50442:193. 
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8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy.” Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106, 

8907100108 Expresses appreciation for efforts expended in support of recent site visits 
by representatives from Soviet Union & France.Info exchanged during visits will sup- 
port mutual goal of protecting public & environ. 

HE5DON.F.J. Project Directorate IV. 89/07/03. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 50457:264-50457:267. 

8907130317 Application for amends to Licenses NPF-76 & NPF-80, allowing use of rea- 
nalysis of design basis rod withdrawal from subcritical accident. 

ROSEN, S.L. Houston Lighting & Power Co. 89/07/07. Document Control Branch 
(Document Control Desk). 8pp. 50532:150-50532:167. 

--8907130318 Proposed Tech Specs, allowing use of reanalysis of design basis rod with- 
drawal from subcritical accident. 

* Houston Lighting & Power Co. 89/07/07. 10pp. 50532:158-50532:167. 

8907140134 Requests listed changes to Amend 7 to License NPF-76 & SSER 6 to 
NUREG-0781 re toxic gas mcr-'tornc sys bn made. 

DICK.G.F. Project Directora-.e iV 59 O’/:' GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 50542:227-50542:230. 

8907190268 Provides acendr: for 890808 meeting of senior util executives sponsored by 
Region IV at L-'v o' 'sxas 

MARTIN, R.D. Region 4. Ofc of the Director. 89/07/11. GOLDBERG.J.H. Houston 
Lighting & Power Co. 5pp, 50582:027-50582:031. 

8907190395 Advises that 890628 ltr re rev to QA program description meets require- 
ments of 10CFR50 App B & acceptable. Notification to NRC required if changes made 
to QA commitments existing in correspondence outside SAR. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/12. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 50593:316-50593:317. 

8907180294 Application for amends to Licenses NPF-76 & NPF-80, reflecting reper- 
formed dose analyses -ncorcorntmc effects of HVAC heater failures identified in re- 
vised failure mcco's n.'-s yss ca.cu=<.);-ors. 

ROSEN, S.L. Houston Lighting & Power Co. 89/07/14. Document Control Branch 
(Document Control Desk). 9pp. 50578:015-50578:060. 

-8907180330 Proposed Tech Specs re sys operating procedures for control room enve- 
lope HVAC sys during normal plant & emergency conditions & fuel handling bldg 
HVAC failure modes & effects analysis. 

* Houston Lighting & Power Co. 89/07/14, 37pp. 50578:024-50578:060. 

8907260109 Forwards assessment of self evaluation results for Jan-May 1989 assess- 
ment re plant readiness to continue power ascension testing. Util self evaluation & re- 
sults of NRC insp supported continuation of power testing for Unit 2. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/21. GOLDBERG.J.H. Houston 
Lighting & Power Co. 9pp. 50673:065-50673:073. 


Q. Inspection reports, IE Bulletins & correspondence 

8906290018 Forwards response to NRC 890607 ltr re violations noted in Insp Repts 50- 
498/89-10 & 50-499/89-1 0.EncI withheld. 

VAUGHN.G.E. Houston l.;.ghtinc, & Pewor Co. 89/06/18. Document Control Branch 
(Document Control Desk; 2pp .50363. 130-50363:131. 

8907030196 Pmooses meetmg to d'seuss items including SALP process in Region 
IV.improving cemmu:' cater’ Af.'.icor’seo mgt & Region IV enforcement philosophy. 
MARTIN.R.D. Region 4, Ofc of the Director. 89/06/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50391:202-50391:204. 

8906280059 Forwards Insp Repts 50-498/89-16 & 50-499/89-16 on 890605-09 & notice 
of violation. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co, 4pp, 50330:089-50330:104. 

-8906280062 Notice of violation from insp on 890605-09.Violation noted: purchase 
order ordered nonsafety-related Westinghouse selector switches rather than safety-re- 

lisitorf coloptrir c\A/it‘p'lioc 

• Region 4. Ofc of the Director. 89/06/22. 2pp. 50330:093-50330:094. 

-8906280063 Insp Repts 50-498/89-16 & 50-499/89-16 on 890605-09. Violations 
noted. Major areas inspected:audit,procurement & receipt.storage & handling of equip- 
ment matls programs. 

GILBERT, L.D.. ELLERSHAW.L.E., BARNES.I. Region 4, Ofc of the Director. 89/06/ 
21. 10pp. 50330:095-50330:104. 

8906290038 Forwards response to NRC Compliance Bulletin 89-001, “Failure of Wes- 
tinghouse Steam Generator Tube Mechanical Plugs.” Plugs will be made available for 
exam for primary water stress corrosion cracking & inclusion into database. 

ROSEN, S.L. Houston Lighting & Power Co. 89/06/22. Document Control Branch 
(Document Control Desk). 6pp. 50364:139-50364:144. 

8906300200 Responds to NRC 890519 ltr re emergency preparedness exercise weak- 
nesses identified in Insp Repts 50-498/89-12 & 50-499/89-1 2.Corrective 

actions:medical emergency response personnel will participate in one drill per quarter. 
ROSEN, S.L. Houston Lighting & Power Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50377:357-50377:360, 

8907050521 Ack receipt of 890608 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/89-08 & 50-499/89-08. 

MILHOAN,J.L. Region 4, Ofc of the Director. 89/06/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 50403:299-50403:304. 

8907050525 Ack receipt of 890525 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/89-02 & 50-499/89-02. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 50408:317-50408:325. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp, 50519:019-50519:080. 


8907070048 Provides final rept on actions performed by util, per NRC Bulletin 88-010 re 
traceability of molded-case circuit breakers.No evidence of refurbished safety-related 
molded-case breakers & fraudulent documentation found. 

ROSEN, S.L. Houston Lighting & Power Co. 89/06/30. Document Control Branch 
(Document Control Desk). 12pp. 50440:222-50440:233. 

8907070313 EN-89-029A:on 890630, notice of violation & proposed imposition of civil 
penalty in amount of $50,000 withdrawn. Action based on alleged violation that licens- 
ee failure to install, prior ‘..c o'art '•cc-'.sirG ■.■s';''*.cx suppressors. 

LUEHMAN.J., LIEBERM-NJ 0:c c' 'En‘c'Ct;r'.-:.-v. (Post 870413). 89/06/30. Ip. 
50456:004-50456:004. 

8907070317 Withdraws proposed civil penalty in amount of $50,000, based on consider- 
ation of util past performance & duration adjustment factors.Violation covered failure 
to install vortex suppressors in containment emercerev sumps. 

LIEBERMAN.J. Ofc of Enforcement (Post GOLDBERG.J.H. Hous- 

ton Lighting & Power Co. 4pp. 50440:317-50440:320. 

8907110241 Forwards Insp Repts 50-498/89-13 & 50-499/89-13 on 890501 -31. No vio- 
lations or deviations noted. 

MILHOAN.J.L, Region 4, Ofc of the Director. 89/07/03. GOLDBERG.J.H, Houston 
Lighting & Power Co. 3pp. 50495:176-50495:196. 

-8907110263 Insp Repts 50-498/89-13 & 50-499/89-13 on 890501 -31. No violations 
noted.Major areas inspected:plant status, onsite followup of plant events.ESF sys walk- 
down & monthly maint observation. 

HOLLER.E.J. Region 4, Ofc of the Director. 89/06/30. 18pp. 50495:179-50495:196. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad, Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190376 Forwards synopsis of Investigation Rept 4-87-006 re violations in training of 
plant security force. Evidence that fafee, incomplete & inaccurate records & failure to 
comply carried out knowingly & w/deceptive intent not found. 

MARTIN.R.D. Region 4, Ofc of the Director. 89/07/07. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50581:121-50581:124. 

8907200102 Forwards Insp Repts 50-498/89-19 & 50-499/89-19 on 890619- 23.No vio- 
lations or deviations noted. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/07, GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50614:001-50614:019. 

-8907200116 Insp Repts 50-498/89-19 & 50-499/89-19 on 89061 9-23.No violations or 
deviations noted.Major areas inspected: followup, review & evaluation of LERs & one 
open item. 

HUNNICUTT.D.M., HOLLER.E.J. Region 4, Ofc of the Director. 89/07/05. 16pp. 
50614:004-50614:019. 

8907180012 Forwards response to NRC 890607 ltr re open item noted in Insp Repts 
50-498/89-10 & 50-499/89-1 0.Response withheld. 

VAUGHN.G.E. Houston Lighting 8, oewo-’ Co 89/07/13. Document Control Branch 
(Document Control Desk) 2Fp. '5C6''9 03:?-5'J6''9 J 3 n. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of S'mi'ar Des'cn.” Svc list end. 

ROSSI.C.E. Division of Cpora! ora F vents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907200408 Monthly operating repts for June 1989 for South Texas Project Electric 
Generating Station Units 1 & 2.W/890714 ltr. 

KENT.A.P., HILL.R.L., JORDAN.T.J. Houston Lighting & Power Co. 89/06/30. 21pp. 
50612:303-50612:323. 


S. Reportable occurrences, LERs & related correspondence 

8906290394 Special rept:on 890523,24 & 0608,diesel generator 13 tripped during test- 
ing procedures. First failure caused by increased resistance across contacts of unit 
parallel mode & second & third failures by inadequate air flow.Contacts cleaned. 
VAUGHN.G.E. Houston Lighting & Power Co. 89/06/22. Document Control Branch 
(Document Control Desk). 6pp. 50366:016-50366:020. 

8907110075 Notifies of potential significant deficiency that may be reportable under 
10CFR21 re atmospheric dump valves, per 890327 ltr. 

STERUD.C.G. Control Components, Inc. 89/06/28. SPARKS.V. Houston Lighting & 
Power Co. 2pp. 50552:178-50552:179. 

8907130042 Special rept:on 89061 9,primary meteorological tower instrumentation de- 
clared inoperable to perform semiannual sys calibr.Calibr not completed within 7 
days.Sys calibr procedures revised to allow out-of-sequence calibr. 

VAUGHN.G.E. Houston Lighting & Power Co, 89/07/06. Document Control Branch 
(Document Control Desk). 3pp, 50519:198-50519:200. 

8907140089 LER 89-01 3-00:on 890607, unplanned ESF actuation of fuel handling bldg 
HVAC sys to filtered exhaust mode occurred. Caused by personnel error.Technicians 
counseled on radiation monitoring & bulletin issued.W/890707 ltr. 

AYALA.C., VAUGHN.G.E. Houston Lighting & Power Co. 89/07/07. 5pp. 50511:314- 
50511:318. 

8907250288 LER 89-01 4-00:on 890620, discovered that maint activity performed on es- 
sential chiller 12C rendered standby diesel generator 13 incapable of being tied to 
4.16 kV ESFs bus. Caused by improper work instructions.W/890720 ltr. 

AYALA.C., VAUGHN.G.E. Houston Lighting & Power Co. 89/07/20. 5pp. 50645:040- 
50645:044. 
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V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8907140134 Requests listed changes to Amend 7 to License NPF-76 & SSER 6 to 
NUREG-0781 re toxic gas monitoring sys be made. 

DICK.G.F. Project Directorate IV. 89/07/07. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 50542:227-50542:230. 


F. Security, medical, emergency & fire protection plans 

8906290020 Forwards corrected Pages 3-1, 6-1, 7-1 & A-1 to Rev 12 of security person- 
nel training & qualification plan.Corrections have no impact on intent of Rev 12 
submittal, other than clarification.Corrected pages withheld. 

MCNURNETT.M.A. Houston Lighting & Power Co. 89/06/16. Document Control 
Branch (Document Control Desk). 3pp. 50679:035-50679:040. 

8906300200 Responds to NRC 890519 ltr re emergency preparedness exercise weak- 
nesses identified in Insp Repts 50-498/89-12 & 50-499/89-1 2.Corrective 

actions:medical emergency response personnel will participate in one drill per quarter. 
ROSEN, S.L. Houston Lighting & Power Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50377:357-50377:360. 

8907050008 Requests utils latest estimate evacuation time for public 
disclosure. Response requested by 890717. 

BOLEY.K. Public Citizen’s Critical Mass Energy Project. 89/06/28. DICK.G. NRC - No 
Detailed Affiliation Given. 6pp. 50403:103-50403:108. 

8907070132 Concurs w/NRC 890510 ltr re understanding of util positions in areas of 
emergency operating procedures & future commitment. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/06/29. Document Control Branch 
(Document Control Desk). 2pp. 50442:192-50442:193. 


H. General correspondence 

8907170094 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures. Sys & Components." 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/07/05. CHILK.S.J. Office of the 
Secretary of the Commission, ip. 50537:141-50537:141. 


J. insurance & indemnity information 

8907260084 Forwards executed Amend 5 to Indemnity Agreement B-108, deleting Item 
3 to attachment to agreement in entirety. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/07/19. Document Control 
Branch (Document Control Desk). 4pp. 50703:083-50703:086. 


P. Operating license stage documents & correspondence 

8906260(y34 Forwards PLG-0675, "South Texas Project PRA," Vols 1-9, related emer- 
gency operating procedures & oversize drawings. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/06/15. Document Control 
Branch (Document Control Desk). 164pp. 50460:001-50490:008. 

-8906260040 “South Texas Project PRA,” Vols 1-9. 

GARRICK.B.J.. READ.J.W., FLEMING.K.N. Pickard, Lowe & Garrick. Inc. PLG-0675. 
89/05/31. 13,500pp. 50482:001-50485:010. 

-8906260048 Rev 6 to Emergency Operating Procedure 1POP05-EO-ECOO, "Loss of All 
AC Power." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/26. 59pp. 50485:011-50485:069. 

-8906260050 Rev 3 to Emergency Operating Procedure IPOP05-EO-EC01, “Loss of All 
AC Power Recovery W/o SI Required." 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/23. 62pp. 50485:070-50485:132. 

-8906260053 Rev 3 to Emergency Operating Procedure 1 POP05-EO-EC02, “Loss of Alt 
AC Power Recovery W/SI Required." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 18pp. 50485:133-50485:160. 

—8906260060 Field Change 89-060760 to Rev 2 to Emergency Operating Procedure 
1 POP05-EO-EC1 1 , “Loss of Emergency Coolant Recirculation.” 

* Houston Lighting & Power Co. 89/03/01. 7pp. 50485:151-50485:155. 

—8906260062 Field Change 89-0520 to Rev 2 to Emergency Operating Procedure 
1 POP05-EO-EC1 1 . "Loss of Emergency Coolant Recirculation." 

• Houston Lighting & Power Co. 89/02/15. 12pp. 50485:156-50485:170. 

-8906260065 Rev 2 to Emergency Operating Procedure 1POP06-EO-EC11, “Loss of 
Emergency Coolant Recirculation." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/03. 25pp. 50485:171-60485:195. 

-8906260070 Rev 2 to Emergency Operating Procedure 1POP05-EO-EC12, "LOCA 
Outside Containment." 

KUISEY,W.H. Houston Lighting & Power Co. 87/08/03. 6pp. 50485:196-50485:201. 

—6906260076 Rev 3 to Emergency Operating Procedure 1POP05-E0-EC21, "Uncon- 
trolled Depressurization of all Steam Generators." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 67pp. 50485:202-50485:268. 

—8906260078 Field Change 88-1851 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-EC31, "SGtR W/Loss of Reactor Coolant Subcooled Recovery De- 
sired." 

COOK.J.W. Houston Lighting & Power Co. 88/10/27. 84pp. 50485:269-50486:012. 


-8906260083 Field Charige 89-0522 to Rev 3 to Emergency Operating Procedure 
1 POP05-EO-EC32, “SGTR W/Loss of Reactor Coolant Saturated Recovery Desired." 

* Houston Lighting & Power Co. 89/02/16. 8pp. 50486:013-50486:020. 

-8906260085 Rev 3 to Emergency Operating Procedure 1 POP05-EO-EC32, "SGTR W/ 
Loss of Reactor Coolant - Saturated Recovery Desired." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/21. 83pp. 50486:021-50486:103. 

-8906260088 Rev 4 to Emergency Operating Procedure 1 POP05-EO-EC33, "SGTR W/ 
0 Pressurizer Pressure Control." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 93pp. 50486:104-50486:196. 

-8906260096 Field Change 89-0640 to Rev 6 to Emergency Operating Procedure 
1 POP05-EO-EOOO, “Reactor Trip or Safety Injection." 

LOESCH.J.W. Houston Lighting & Power Co. 89/03/02. 8pp. 50486:197-50486:204. 

-8906260097 Rev 6 to Emergency Operating Procedure 1 POP05-EO-EOOO, “Reactor 
Trip or Safety Injection." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/26. 109pp. 50486:205-50486:313. 

-8906260102 Rev 5 to Emergency Operating Procedure 1POP05-EO-EO10. "Loss of 
Reactor or Secondary Coolant." 

KUISEY.W.H. Houston Lighting & Power Co. 89/02/06. 62pp. 50486:314-50487:015. 

-8906260107 Rev 3 to Emergency Operating Procedure 1POP05-EO-EO20, “Faulted 
Steam Generator Isolation." 

KUISEY.W.H. Houston Lighting & Power Co. 87/12/01. 14pp. 50487:016-50487:029. 

-8906260114 Field Change 89-0518 to Rev 5 to Emergency Operating Procedure 
1 POP05-EO-EO30, "Steam Generator Tube Rupture." 

COOK.J.W. Houston Lighting & Power Co. 89/02/15. 6pp. 50487:030-50487:035. 

-8906260116 Field Change 89-0399 to Rev 5 to Emergency Operating Procedure 
1 POP05-EO-EO30, “Steam Generator Tube Rupture." 

NORRIS, T. Houston Lighting & Power Co. 89/02/06. 8pp. 50487:036-50487:043. 

-8906260118 Rev 5 to Emergency Operating Procedure 1 POP05-EO-EO30, “Steam 
Generator Tube Rupture." 

* Houston Lighting & Power Co. 88/08/17. 120pp. 50487:044-50487:163. 
-8906260121 Rev 3 to Emergency Operating Procedure 1 POP05-EO-ESOO, “Rediagno- 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/15. 18pp. 50487:164-50487:181. 

-8906260126 Field Change 88-2144 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES01, “Reactor Trip Response.” 

NORRIS, T. Houston Lighting & Power Co. 88/11/30. 9pp. 50487:182-50487:190. 

-8906260130 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES01, "Reactor 
Trip Response." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 44pp. 50487:191-50487:234. 

-8906260145 Rev 4 to Emergency Operating Procedure 1 POP05-EO-ES02, "Natural 
Circulation Cooldown." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 61pp. 50487:235-50487:295. 

-8906260149 Rev 3 to Emergency Operating Procedure 1 POP05-EO-ES03, "Natural 
Circulation Cooldown W/Steam Void in Vessel." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 48pp. 50487:296-50487:344. 

-8906260156 Rev 3 to Emergency Operating Procedure 1 POP05-EO-ES05, "Natural 
Circulation Cooldown W/o Letdown.” 

KUISEY.W.H. Houston Lighting & Power Co. 88/06/30. 70pp. 50488:001-50488:057. 

-8906260158 Field Change 89-0758 to Rev 3 to Emergency Operating Procedure 
1 POP05-EO-ES1 1 . “SI Termination." 

LOESCH,J.W. Houston Lighting & Power Co. 89/03/01. 8pp. 50488:058-50488:065. 

-8906260159 Field Change 88-1982 to Rev 3 to Emergency Operating Procedure 
1 POP05-EO-ES1 1 . "SI Termination.” 

LOESCH.J.W. Houston Lighting & Power Co. 88/11/15. 2pp. 50488:066-50488:067. 

-8906260160 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES11, "SI Termi- 
nation." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/28. 77pp. 50488:068-50488:144. 

—8906260164 Field Change 88-1730 to Rev 3 to Emergency Operating Procedure 
1POP05-EO-ES12, "Post LOCA Cooldown & Depressurization." 

COOK.J.W. Houston Lighting & Power Co. 88/10/24. 3pp. 50488:145-50488:146. 

-8906260167 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES12, "Post 
LOCA Cooldown & Depressurization." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/28. 77pp. 50488:147-50488:223. 

-8906260170 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES13, "Transfer 
to Cold Leg Recirculation." 

* Houston Lighting & Power Co. 88/07/08. 26pp. 50488:224-50488:249. 

—8906260174 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES14, "Transfer 
to Hot Leg Recirculation." 

* Houston Lighting & Power Co. 88/08/12. 12pp. 50488:260-50488:261. 

—8906260176 Rev 3 to Emergency Operating Procedure 1POP05-EO-ES31, “Post- 
Steam Generator Tube Rupture Cooldown Using Backfill." 

* Houston Lighting & Power Co. 88/10/14. 38pp. 50488:262-50488:299. 

-8906260177 Rev 5 to Emergency Operating Procedure 1 POP05-E0-ES32, "Post- 
Steam Generator Tube Rupture Cooldown Using Blowdown." 

KUISEY.W.H. Houston Lighting & Power Co. 88/12/30. 45pp. 50488:300-50488:344. 

-8906260194 Rev 3 to Emergency Operating Procedure 1 POP05-EO-ES33, "Post- 
Steam Generator Tube Rupture Cooldown Using Steam Dump." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/21. 42pp. 50488:345-60489:025. 

-8906260198 Rev 2 to Emergency Operating Procedure 1POP05-EO-FO01, "Subcritica- 
llty Safety Function Status Tree." 

KUISEY.W H. Houston Lighting & Power Co. 87/08/06. 2pp. 50489:026-50489:027. 
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“8906260200 Rev 3 to Emergency Operating Procedure 1POP05-EO-FO02, ‘‘Core 
Cooling Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 89/01 /20. 2pp. 50489:028-50489:029. 

“8906260202 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO03, ‘‘Heat Sink 
Safety Function Status Tree.” 

KUISEY.W.H. Houston Lighting & Power Co. 88/09/24. 2pp. 50489:030-50489:031. 

“8906260203 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO04. “Integrity 
Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 88/09/24. 4pp. 50489:032-50489:035. 

“8906260206 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FO05, “Contain- 
ment Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 88/08/05. 2pp. 50489:036-50489:037. 

“8906260208 Rev 2 to Emergency Operating Procedure 1POP05-EO-FO06. "Inventory 
Safety Function Status Tree." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/08. 2pp. 50489:038-50489:039. 

“8906260210 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRC1. “Response 
to Inadequate Core Cooling." 

* Houston Lighting & Power Co. 88/08/12. 34pp. 50489:040-50489:073. 

“8906260214 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRC2. “Response 
to Degraded Core Cooling." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 32pp. 50489:074-50489:105. 

“8906260222 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRC3, “Response 
to Saturated Core Cooling." 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/30. 7pp. 50489:106-50489:112. 

“8906260231 Field Change 88-2047 to Rev 4 to Emergency Operating Procedure 
1POP06-EO-FRH1. “Response to Loss of Secondary Heat Sink." 

COOK.J.W. Houston Lighting & Power Co. 88/11/19. 2pp. 50489:113-50489:114. 

“8906260232 Rev 4 to Emergency Operating Procedure 1POP05-EO-FRH1. “Response 
to Loss of Secondary Heat Sink." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 40pp. 50489:115-50489:154. 

“8906260235 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRH2. “Response 
to Steam Generator Overpressure." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 10pp. 50489:155-50489:164. 

“8906260238 Rev 5 to Emergency Operating Procedure 1 POP05-EO-FRH3, “Response 
to Steam Generator High Level." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 13pp. 50489:165-50489:177. 

“8906260239 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRH4, “Response 
to Loss of Normal Steam Release Capabilities." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 5pp. 50489:178-50489:182. 

“8906260241 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRH5, “Response 
to Steam Generator Low Level." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 9pp. 50489:183-50489:191. 

“8906260243 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRI1, “Response 
to High Pressurteer Level." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 15pp. 50489:192-50489:206. 

“8906260244 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRI2. “Response 
to Low Pressurization Level. 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/27. 6pp. 50489:207-50489:212. 

“8906260264 Rev 3 to Emergency Operating Procedure 1 POP05-EO-FRI3, “Response 
to Voids in Reactor Vessel." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 40pp. 50489:213-50489:252. 

“8906260265 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRP1, “Response 
to Imminent PTS Condition." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 39pp. 50489:253-50489:291. 

“8906260266 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRP2, “Response 
to Anticipated PTS Condition." 

KUISEY.W.H. Houston Lighting & Power Co. 88/07/01. 11pp. 50489:292-50489:302. 

“8906260269 Field Change 89-0641 to Rev 3 to Emergency Operating Procedure 
1 POP05-EO-FRS1 , “Response to Nuclear Generation/ ATWS." 

LOESCH.J.W. Houston Lighting & Power Co. 89/03/02. 5pp. 50489:303-50489:307. 

“8906260270 Rev 3 to Emergency Operating Procedure 1POP05-EO-FRS1, “Response 
to Nuclear Power Generation/ATWS.” 

* Houston Lighting & Power Co. 88/11/15. 24pp. 50489:308-50489:331. 

“8906260273 Rev 2 to Emergency Operating Procedure 1POP05-EO-FRS2, “Response 
to Loss of Core Shutdown." 

KUISEY.W.H. Houston Lighting & Power Co. 87/07/27. 4pp. 50489:332-50489:335. 

“8906260274 Rev 2 to Emergency Operating Procedure 1POP05-EO-FRZ1, “Response 
to High Containment Pressure." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/10. 24pp. 50489:336-50489:359. 

“8906260297 Rev 2 to Emergency Operating Procedure 1 POP05-EO-FRZ2, “Response 
to Containment Flooding." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/10. 3pp. 50489:360-50490:002. 

“8906260300 Rev 2 to Emergency Operating Procedure 1 POP06-EO-FRZ3, “Response 
to High Containment Radiation Level." 

KUISEY.W.H. Houston Lighting & Power Co. 87/08/12. 6pp. 50490:003-50490:008. 

8906280085 Forwards summary of 890530 meeting w/util in Region IV ofc re activities 
authorized by Licenses NPF-76 & NPF-80.List of attendees also end. 

MILHOAN.J.L. Reoion 4. Ofc of the Director. 89/06/21. GOLDBERG, J.H. Houston 
Lighting & Power uo. 16pp. 50331:347-50332:002. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 


8907050053 Forwards annotated revs to FSAR Section 17.2 & organizational changes. 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/06/28. Document Control 
Branch (Document Control Desk). 36pp. 50402:324-50402:359. 

8907050161 Application for amends to Licenses NPF-76 & NPF-80, allowing -}-/- six 
month tolerance on first three surveillances on post-tensioning tendons & -f /- one yr 
tolerance on all other surveillances. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/06/28. Document Control Branch 
(Document Control Desk). 8pp. 50408:253-50408:262. 

“8907050167 Proposed Tech Specs allowing -f/- six month tolerance on first three sur- 
veillances on post-tensioning tendons &-+-/- one yr tolerance on all other surveil- 
lances. 

* Houston Lighting & Power Co. 89/06/28. 2pp. 50408:261-50408:262. 

8907070132 Concurs w/NRC 890510 ltr re understanding of util positions in areas of 
emergency operating procedures & future commitment. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/06/29. Document Control Branch 
(Document Control Desk). 2pp. 50442:192-50442:193. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907100108 Expresses appreciation for efforts expended in support of recent site visits 
by representatives from Soviet Union & France.Info exchanged during visits will sup- 
port mutual goal of protecting public & environ. 

HEBDON.F.J. Project Directorate IV. 89/07/03. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 50457:264-50457:267. 

8907130317 Application for amends to Licenses NPF-76 & NPF-80,allowing use of rea- 
nalysis of design basis rod withdrawal from subcritical accident. 

ROSEN.S.L. Houston Lighting & Power Co. 89/07/07. Document Control Branch 
(Document Control Desk). 8pp. 50532:150-50532:167. 

“8907130318 Proposed Tech Specs.allowing use of reanalysis of design basis rod with- 
drawal from subcritical accident. 

* Houston Lighting & Power Co. 89/07/07. 10pp. 50532:158-50532:167. 

8907140134 Requests listed changes to Amend 7 to License NPF-76 & SSER 6 to 
NUREG-0781 re toxic gas monitoring sys be made. 

DICK.G.F, Project Directorate IV. 89/07/07. GOLDBERG.J.H. Houston Lighting & 
Power Co. 4pp. 50542:227-50542:230. 

8907170435 Forwards description of change to initial test program, eliminating previous- 
ly required evaluation & mgt approval of 90% power tests prior to increasing reactor 
power to 100%. Approval will occur after performance of 100% power tests. 
MCBURNETT.M.A. Houston Lighting & Power Co. 89/07/07. Document Control 
Branch (Document Control Desk). 3pp. 50553:358-50553:363. 

8907190268 Provides agenda for 890808 meeting of senior util executives sponsored by 
Region IV at Univ of Texas. 

MARTIN, R.D. Region 4. Ofc of the Director. 89/07/11. GOLDBERG.J.H. Houston 
Lighting & Power Co. 5pp. 50582:027-50582:031. 

8907190395 Advises that 890628 ltr re rev to QA program description meets require- 
ments of 10CFR50 App B & acceptable. Notification to NRC required if changes made 
to QA commitments existing in correspondence outside SAR. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/07/12. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 50593:316-50593:317, 

8907180294 Application for amends to Licenses NPF-76 & NPF-80. reflecting reper- 
formed dose analyses incorporating effects of HVAC heater failures identified in re- 
vised failure modes analysis calculations. 

ROSEN.S.L. Houston Lighting & Power Co. 89/07/14. Document Control Branch 
(Document Control Desk). 9pp. 50578:01 5-50578:060. 

“8907180330 Proposed Tech Specs re sys operating procedures for control room enve- 
lope HVAC sys during normal plant & emergency conditions & fuel handling bldg 
HVAC failure modes & effects analysis. 

* Houston Lighting & Power Co. 89/07/14. 37pp. 50578:024-50578:060. 

8907250255 Forwards rev to Initial Startup Test 20, "Plant Response to Load Changes 
Test,” reflecting no pressurizer safety valve or pressurizer relief valve operation.per 
10CFR50.59. 

MCBURNETT.M.A. Houston Lighting & Power Co. 89/07/17. Document Control 
Branch (Document Control Desk). 4pp. 50644:269-50644:272. 

8907260109 Forwards assessment of self evaluation results for Jan-May 1989 assess- 
ment re plant readiness to continue power ascension testing. Util self evaluation & re- 
sults of NRC insp supported continuation of power testing for Unit 2. 

MILHOAN.J.L Region 4, Ofc of the Director. 89/07/21. GOLDBERG.J.H. Houston 
Lighting & Power Co. 9pp. 50673:065-50673:073. 


Q. Inspection reports, IE Bulletins & correspondence 


8906290018 Forwards response to NRC 890607 ltr re violations noted in Insp Repts 50- 
498/89-10 & 50-499/89-1 0.EncI withheld. 

VAUGHN.G.E. Houston Lighting & Power Co. 89/06/18. Document Control Branch 
(Document Control Desk). 2pp. 50363:130-50363:131. 

8907030196 Proposes meeting to discuss items including SALP process in Region 
IV.improving communication w/ licensee mgt & Region IV enforcement philosophy. 
MARTIN.R.D. Region 4. Ofc of the Director. 89/06/20. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50391:202-50391:204. 

8906280059 Forwards Insp Repts 50-498/89-16 & 50-499/89-16 on 890605-09 & notice 
of violation. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 4pp. 50330:089-50330:104. 
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—8906280062 Notice of violation from insp on 890605-09.\/iolation noted: purchase 
order ordered nonsafety-related Westinghouse selector switches rather than safety-re- 
liSttod S3l0ctor switchos 

* Region 4. Ofc of the Director. 89/06/22. 2pp. 50330:093-50330:094. 

-8906280063 Insp Repts 50-498/89-16 & 50-499/89-16 on 890605-09. Violations 
noted.Major areas inspected:audit, procurement & receipt, storage & handling of equip- 
ment matls programs. 

GILBERT.LD., ELLERSHAW.LE, BARNES.l. Region 4. Ofc of the Director. 89/06/ 
21. 10pp. 50330:095-50330:104. 

8906290038 Fonrt/ards response to NRC Compliance Bulletin 89-001, “Failure of Wes- 
tinghouse Steam Generator Tube Mechanical Plugs." Plugs will be made available for 
exam for primary water stress corrosion cracking & inclusion into database. 

ROSEN,S.L. Houston Lighting & Power Co. 89/06/22. Document Control Branch 
(Document Control Desk). 6pp. 50364:139-50364:144. 

8906300200 Responds to NRC 890519 Itr re emergency preparedness exercise weak- 
nesses identified in Insp Repts 50-498/89-12 & 50-499/89-1 2.Corrective 

3Ct;ons:mr:c!'Ccl cmc.-'gency response personnel will participate in one drill per quarter. 
PC£=i\',S... Hcjstc- Lighting & Power Co. 89/06/26. Document Control Branch 
(Document Control Desk). 4pp. 50377:357-50377:360. 

8907050521 Ack receipt of 890608 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-498/89-08 & 50-499/89-08. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/06/29. GOLDBERG.J.H. Houston 
Lighting & Power Co, 2pp. 50403:299-50403:304. 

8907050525 Ack receipt of 890525 Itr info'mmc NRC of steps taken to correct violations 
noted in Insp Repts 50-498/89-02 & 50-4-09.' 59-02. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/06/29. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 50408:317-50408:325. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30, 
Consolidated Edison Co. of New York. Inc. 64pp. 50519:019-50519:080. 

8907070048 Provides final rept on actions performed by util.per NRC Bulletin 88-010 re 
traceability of molded-case circuit breakers.No evidence of refurbished safety-related 
molded-case breakers & fraudulent documentation found. 

ROSEN, S.L. Housto- Lighting & Power Co. 89/06/30. Document Control Branch 
(Document Control Ceskr '2:jd. 50440:222-50440:233. 

8907110241 Forwards Insp Repts 50-498/89-13 & 50-499/89-13 on 890501-31.No vio- 
lations or deviations noted. 

MILHOAN.J.L. Region 4. Ofc of the Director. 89/07/03. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50495:176-50495:196. 

-8907110263 Insp Repts 50-498/89-13 & 50-499/89-13 on 890501 -31 .No violations 
noted.Major areas inspected:plant status, onsite followup of plant events, ESF sys walk- 
down & monthly maint observation. 

HOLLER.E.J. Region 4, Ofc of the Director. 89/06/30. 18pp. 50495:179-50495:196. 

8907060183 SuppI 1 to NRC Info Notice 89-045, ‘‘Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907190376 Forwards synopsis of Investigation Rept 4-87-006 re violations in training of 
plant security force.Evidence that false, incomplete & inaccurate records & failure to 
comply carried out knowingly & w/deceptive intent not found. 

MARTIN, R.D. Region 4, Ofc of the Director. 89/07/07. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 50581:121-50581:124. 

8907200102 Forwards Insp Repts 50-498/89-19 & 50-499/89-19 on 890619- 23.No vio- 
lations or deviations noted. 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/07. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp, 50614:001-50614:019. 

-8907200116 Insp Repts 50-498/89-19 & 50-499/89-19 on 89061 9-23.No violations or 
deviations noted.Major areas inspected; followup, review & evaluation of LERs & one 
open item. 

HUNNICUTT.D.M., HOLLER.E.J. Region 4, Ofc of the Director. 89/07/05. 16pp. 
50614:004-50614:019. 

8907180012 Forwards response to NRC 890607 Itr re open item noted in Insp Repts 
50-498/89-10 & 50-499/89-1 0.Response withheld. 

VAUGHN, G.E. Houston Lighting & Power Co. 89/07/13. Document Control Branch 
(Document Control Desk). 2pp. 50679:033-50679:034. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Desipn." Svc list end. 

ROSSI, C.E. Division of Operational ^ents Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 60878:046-50878:159, 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907200408 Monthly operating repts for June 1989 for South Texas Project Electric 
Generating Station Units 1 & 2.W/890714 Itr. 

KENT,A.P., HILL.R.L., JORDAN,T.J. Houston Lighting & Power Co. 89/06/30. 21pp. 
50612:303-50612:323. 


S. Reportable occurrences, LERs & related correspondence 

8907110075 Notifies of potential significant deficiency that may be reportable under 
10CFR21 re atmospheric dump valves,per 890327 Itr. 

STERUp.C.G. Control Components, Inc. 89/06/28. SPARKS, V. Houston Lighting & 
Power Co. 2pp. 50552:178-50552:179. ^ ^ 


8907070136 LER 89-012-01 :on 8904 14, radiation monitor on fuel handling bldg (FHB) 
exhaust air duct went into high alarm & actuated FHB HVAC sys.Cause 
unknown. Further investigation not expected to yield addi info.W/890630 Itr. 

AYALA, C., VAUGHN, G.E. Houston Lighting & Power Co. 89/06/30. 6pp. 50447:355- 
50447:360. 


8907100202 LER 89-01 6-00:on 890602, reactor trip occurred on completion of two out of 
four logic for closed turbine inlet throttle valves.Caused by deficient test 
procedure.Rev to turbine inlet valve test procedure co’r:^ Itr. 

AYALA.C., VAUGHN, G.E. Houston Lighting & Powo' Co j~- ::'p 5045T102- 
50451:106. 


8907130042 Special rept:on 89061 9,primary meteorological tower instrumentation de- 
c'a'ed inccc-'able to perform semiannual sys calibr.Calibr not completed within 7 
da. 5 S/s Cci'br procedures revised to allow out-of-sequence calibr. 

E. Houston l-.'ghfirg & .Power C.n S-5,'C7/06. Document Control Branch 
(Document Control Desk) 3r:p h:5i9 -96-:vCi'9..?3:; 

8907190275 PNO-IV-89-048:on 89071 3, main transformer 2A locked out due to trans- 
former bursting, causing mineral oil to spill into transformer oil in recovery pit.Caused 
by loss of power to auxiliary bus.Unit will not be restarted for 2 to 3 days. 

HOLLER, W. Region 4, Ofc of the Director. 89/07/14. 2pp. 50584:359-50584'360 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 


8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 


Q. Inspection reports, IE Bulletins & correspondence 


8906260403 NRC Info Notice 89-055, "Degradation of Containment isolation Capability 
by H'g*^ Ene''gy L'"^e Break." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc, 60pp. 50449:001-50449:066. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, "Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50619:136. 


DOCKET 50-514 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 1 


U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility. Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.LW. Commissioners. 89/05/19, JOHNSTON, J.B, Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 6. 

ZECH.LW. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:145-50519:145. 


DOCKET 50-515 PEBBLE SPRINGS NUCLEAR PLANT, UNIT 2 
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U. Congressional/Executive Correspondence 

8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility.Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.LW. Commissioners. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:137-50519:137. 

-8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 6. 

ZECH.LVV. Commissioners. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natural Re- 
sources. Ip. 50519:145-50519:145. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency Sk fire protection plans 

8907210026 Forwards procedures that implement security plan & program. End with- 
held (ref 10CFR73.21 & 2.790(d)). 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/07. NORDERHAUG,L.R. Region 5. Ofc of the Director. Ip. 50629:252- 
50629:252. 

8907110011 Forwards Amend 17, Rev 1 & Amend 22 to security plan.EncIs withheld (ref 
10CFR2.790(d)& 73.21). 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/21. Document Control Branch (Document Control Desk). 2pp. 50552:223- 
50552:224. 

8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 
890530-0602.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/06/23. CONWAY, W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 890530- 
0602.No violations or weaknesses noted.Major areas inspected:followup on licensee 
event & operational status of emergency preparedness program. 

PRENDERGAST.K. Region 5, Ofc of the Director. 89/06/23. 6pp. 50440:179- 
50440:184. 

8907140085 Forwards public version of revised EPIPs, including Rev 6 to EPIP-02 & Rev 
1 to EPIP-14.W/DH Grimsiey 890713 release memo. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/05. Document Control Branch (Document Control Desk). 6pp. 50531:118- 
50531:203. 

-8907140087 Public version of revised EPIPs, including Rev 6 to EPIP-02 & Rev 1 to 
EPIP-14. 

• Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/06/16. 
80pp. 50531:124-50531:203. 


P. Operating license stage documents & correspondence 

8907200394 Provides supplemental response to Generic Ltr 88-14 “Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment." Util within ISA standard of 
-7 F for max allowable dewpoint. 

KARNER,D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). 4pp. 50639:123- 
50639:123. 

8907200401 Provides alternate schedule for response to request for addi info re 
10CFR50.62 (ATWS rule). Utils auxiliary feedwater actuation sys does not meet diversi- 
ty requirement of ATWS rule. 

KARNER,D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). 5pp. 50612:334- 
50612:338. 

8907210207 Forwards CENPD-279, “Annual Rept on C-E ECCS Codes & Methods for 
10CFR50.46," correcting one computer code to reduce peak cladding temp by less 
than 1 F. 

KARNER,D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). Ip. 50629:208- 
50629:217. 

-8907210211 “Annual Rept on C-E ECCS Codes & Methods for 10CFR50.46." 

* Combustion Engineering, Inc. CENPD-279. 89/04/30. 9pp. 50629:209-50629:217. 

8907210017 Forwards response to 890407 request for info re backfits & installation 
cost. 

CONWAY ,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/05/23. JORDAN, E.L. Office for Analysis & Evaluation of Operational Data, Direc- 
tor. 4pp. 50616:215-50616:218. 

8906300055 Forwards “Justification for Continued Operation,Control Element Assembly 
Drop Events," per 881210 assembly slippage experience. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/19. Document Control Branch (Document Control Desk). Ip. 50368:256- 
50368:291. 

-8907060277 "Justification for Continued Operation,Control Element Assembly Drop 
Events." 

ROGERS,A. Arizona Public Senrice Co. (formerly Arizona Nuclear Power Project). 89/ 
06/09. 30pp. 50368:257-50368:286. 

8906290444 Application for amends to Licenses NPF-41 & NPF-51, revising Tech Specs 
to clarify operation when one or two control element assembly calculators are out of 

SVC. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/20. Document Control Branch (Document Control Desk). 5pp. 50363:214- 
50363:242. 

-8906290451 Proposed Tech Specs,clarifying operation when one or two control ele- 
ment assembly calculators out of svc. 

• Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/06/20. 
24pp. 50363:219-50363:242. 


8906290128 Forwards safety evaluation accepting Pump Relief Request 7 for inservice 
testing program re pump bearing temp measurements. Relief Request 8 re values for 
differential pressure measurements for charging pumps denied. 

CHAN.T.L. Project Directorate V. 89/06/21. CONWAY, W.F. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 50363:259-50363:265. 

-8906290131 Safety evaluation granting Pump Relief Request 7 re pump bearing temp 
measurement for all pumps in inservice testing program.Pump Relief Request 8 re 
values for differential pressure measurements for centrifugal pumps denied. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 4pp. 
50363:262-50363:265. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville,MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFR50.62).Agenda end. 

LYNCH,M.D. Project Directorate III-3. 89/06/22. HANNON. J.N. Project Directorate III- 
3. 4pp. 50379:357-50379:360. 

8906300140 Requests extension until 890831 to respond to Generic Ltr 89-06 & Task 
Action Plan, Item I1.D.2, "SPDS per 10CFR50.54(f)." Generic Itr not received until 
890516. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. Document Control Branch (Document Control Desk). 2pp. 50366:001- 
50366:002. 

8906300230 Forwards revised reload analysis rept changes for Cycle 3. Revised pages 
indicate that Cycle 2 termination burnup assumed to be between 284 & 350 EFPD. 
CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. Document Control Branch (Document Control Desk). Ip. 50370:194- 
50370:198. 

-8906300245 Revised reload analysis rept page changes for Cycle 3. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/06/27. 4pp. 
50370:195-50370:198. 

8907210031 Informs that util has not conducted business w/Planned Maint Sys,lnc,per 
NRC 880522 request. * 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. VAN CLEAVE, V. Region 4, Ofc of the Director. Ip. 50629:278-50629:278. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907070219 Confirmatory Action Ltr confirming understanding of util completed actions 
to prepare Unit 2 restart & actions util intends to take prior to restart of Units 1 & 3. 
RICHARDS,S, CHAFFEE,A., ZIMMERMAN.R. Region 5, Ofc of the Director. 89/06/ 
28. CON WAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). 2pp. 50455:175-50455:176. 

8907210009 Informs of payment under protest of fourth quarterly installment of FY89 
annual fee,per 10CFR171 & Section 5601 of Omnibus Budget Reconciliation Act of 
1989 for Licenses NPF-41. NPF-51 & NPF-74. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. NRC - No Detailed Affiliation Given. 2pp. 50641:284-50641:285. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 54pp. 50416:062-50416:106. 

8907110324 Fonwards safety evaluation accepting util response to Generic Ltr 83- 
28,ltem 4.5.3 re reactor trip sys functional testing. 

CHAN.T.L. Project Directorate V. 89/07/05. CONWAY, W.F. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 50499:338-50500:009. 

-8907110325 Safety evaluation supporting util response to Generic Ltr 83-28,ltem 4.5.3 
re reactor trip sys reliability. 

* NRC - No Detailed Affiliation Given. 89/07/05. 3pp. 50499:340-50500:009. 

8907250145 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning." Ultrasonic insp show no significant occurrence of flow assisted erosion/ 
corrosion phenomena. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/12. Document Control Branch (Document Control Desk). 2pp. 50661:190- 
50661:191. 


Q. Inspection reports, IE Bulletins & correspondence 

8907210057 Corrected Itr forwarding responses & technical justification as required by 
NRC Bulletin 89-001, “Failure of Westinghouse Steam Generator Tube Mechanical 
Plugs." 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/02. Document Control Branch (Document Control Desk). 10pp. 50615:229- 
50615:238. 

8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 
890530-0602.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/06/23. CONWAY.W.F. Arizona Public 
Sen/ice Co. (formerly Arizona Nuclear Power Project). 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 890530- 
0602.No violations or weaknesses noted.Major areas inspected:followup on licensee 
event & operational status of emergency preparedness program. 

PRENDERGAST.K., FISH.R.F. Region 5, Ofc of the Director. 89/06/23. 6pp. 
50440:179-50440:184. 

8906300247 Responds to NRC 890526 Itr re violations noted In Insp Repts 50-528/89- 
16 & 50-530/89-1 6.Corrective actions:test performed to determine actual flow condi- 
tions to RCS & shutdown cooling piping at power & mid-loop operation. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/26. Document Control Branch (Document Control Desk). 28pp. 50379:326- 
50379:353. 
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8907070C16 A-jv;ses ‘.73! 'J... scTecfu'ied independent maint vertical slice insp to begin in 
Jul 1953 dt;! will' te assisted cy rr,v;:on i Energy Svcs.Co.NRC invited to participate 

:r ir.sp 

CCNWAV;/.' P, A'ssna Sen/ice Cc. (formerly Arizona Nuclear Power Project). 
e9/'Q6/2? E Peg;or 5, Cro cf the Cirectcr. 2pp. 50441:034*50441:035. 

8906260403 NEC in': Npt.ce 33-055, ‘’Degradaticn of 'Containment isolation Capability 
by high Energy Lme Break," Sv: list e.ncl. 

-CSi. Zz -.e;- :■ Cperadcnai Events Assessment (Post 870411). 89/06/30. 
Cc.-s:: E: s:- C: 'Cf New York. :nc, 64pp. 50519:019-50519:080. 

8907060183 Supp! 1 to NR.C ihfo N'ctice 89-045 "Veta'o.'ad Lew Voltage Power Circuit 

RES,5 ,0” Z.. i Lpe'atfa E.e“.!s .Assess.ment /Post 870411). 89/07/06. 
'Consciidated Edison Co. c? New York, ino, 60pp oC 44 5- DO ‘-50-49:066. 

8907120101 RespC'Ods to N'PC S90707 Itr re violations noted in Insp Repts 50-528/89- 
25. 50-529 r'£ 9-25 & 50-530/ S3-25,Ccrrect!ve actions: addi guidance for posting at 

CON 7.. A ' 7, - : Sen ;e Zo ijormer'iy Arizona Nuclear Power Project). 

£9 3::-.."'-;-: Cerstrei Branch fDccument Control Desk). 6pp. 50512:186- 

5051 2:131. 


8907210011 rerwards Wgt Meeting fiepts 50-528/89-29.50-529/89-29 & 50-530/89-29 
on 890605. 

MARTIN, J.S, Regrcn 5, Cfc cf the Director. 89/07/07. CONWAY, W.F. Arizona Public 
Service Cc. (formerly Arizona f^uclear Power Project). 3pp. 50604:217-50604:316. 


^8907210014 Mgt Vee‘ -g =epts £3-528 69-29,50-529/89-29 & 50-530/89-29 on 
£306.35 Va_d- area; P sc-i'sec.assass’^'.en: of util review of events in early Mar 1989 

P.Cy.^.ppS S A Region 5. Cfc of the Director. 89/07/07. 97pp. 50604:220- 


8907180506 *7^ 'ec-e.pt g'' 5335^25 it,- r‘z"^'-'z N-C c' steps taken to correct violations 
in ln,sp Pec's 53-525 8'3-*5 53-523 83-"8 i 53-533 83-t£ Jr.derstands util reassess- 
,ng 3ct:zrs tas^e- - 'e;c.:-3e to Ger.e'c L:- ■ _css c' D.hP ‘ 
z vv£=vi\.n C Ofc of the Director, 89/07/13. CONWAY. W.F. Arizona 

--c-c Se-. 3: 'rmeriy Arizona Nuclear Power Project). 2pp. 50577:090- 


89'0?24G062 c* : 

noted m .tsp ^ept 53-528 

Service Co. (formerly Arz: 


'tr informing NRC of steps taken to correct violations 

ct t.he Directc.'. 83 '37/18. CONWAY, W.F. Arizona Public 
■a S-: ea' Power P'c ect; Ip. 50621:047-50621:053. 


89C711C441 ‘:= 
-‘3 Eta - esi 



Cor, so date-,: 


59-332 Stress Corroson Cracking of High Hardness Type 
■■na^^Preioaoeo Bdlthg .h Anchor Darling Model S350W Swing 
p* S n-.- a' Desgr,.” Sve >.st e.nc! 

Operatjonaj Events Assessment (Post 870411). 89/07/19. 
of New York. Inc. 110pp. 50878:046-50878:159 


89C714C274 N®'' 
— e'r'Sc Zez’ z 

Ccr.sc- datec 5: 


'o Not.re 89-086 ’C-estio.nabie Certification of Matl Supplied to 
..clear S.pp,,e:'s ' S/c ;.st eno.. 

“O' Cce'a:.cna. Eve.nts Assessment (Post 870411). 89/07/20. 
- -c d‘ New m.:. ii3?p. 50630:001-50630:114. 


R, Periodic operating reports & related correspondence 


S9070302S9 A-^ual 'e:t -'c' D-SS.pe’ ‘3 
'w'^N/k A r ,W .‘“.nzena Sevee 

89/06/28. Document Control Sranc.h 
50396:164. 


Cc /c'.meriy Arizona Nuclear Power Project). 
;Dcc-“,e“t Dontroi Desk). 70pp. 50396:095- 


(fomerly Arizona Nuclear 


S. Reportabie occurrences, LERs & related correspondence 



insufficient actuator force 
new piston ring assembly 

HINNANT.S. Carolina Power & 

8907l4discovered low level radioactivity in cooling 
^ contaminated mat! initiated I 

“ ■ i-'S storage a.^ea L.cerses cent-o ne evaluation 

50631:074" -'-setor £3/07/17. Ip. 50.631:074- 

V. C^peratcM- Examinations 

!:^lvc 'or OL re op- 

PARTLOW, J,G. Associate D^-ccto* 'o.' O'oi'-“ts pQ/n 7 /nc 

ed Edson Co, of New York, -o 5-p? SOSi's fs'i.licbrglse * 

t9071'90053 Confirms tef: 
fBQUaiificatkxi progra-r 
exam team. 

KIRSCH.C.F, .Regic.n 5, 

Service Do. (formerly A 

®9O72'50222 Inforims that 
HAYNES.J.G. Anzona 
BS/C7 719. Docu.men' 

5C642.3C4. 


^ 1030-1103 evaluation of 
Cc..sc.- ^•e.ion.-B. a. p.an..trr.pioyee requested to complete 

8^9/07/06. CONWAY.W.F. Arizona Public 
■ iZuna Nu--iear Power Project). 3pp. 50585:263-5058^265 ° 

license. 

h ^ower Project). 

w0..tr,^( 3.anv,h (Document Control Desk). Ip. 50642:304- 


OOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8907210026 Forwards procedures that implement security plan & program. End with- 
held (ref 10CFR73.21 & 2.790(d)). 

C-CNV..AY,'.V.= Ar.zona Public Service Co. (formerly Arizona Nuclear Power Project). 
69 .j 6'C7. NORDERHA'JG.L.R. Region 5, Ofc of the Director, 1p. 50629:252- 
50629:252. 

8907110011 Forwards Amend 17, Rev 1 & Amend 22 to security plan. Ends withheld (ref 
10CFR2.790{d) & 73.21). 

CONV.-AY.W.* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06-2'. Dczumo.T, Control Branch (Document Control Desk). 2pp. 50552:223- 

50552:224. 

8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 
890530-0602.No violations or deviations noted, 

YLIHAS, G.P. Region 5, Ofc of the Director. 89/06/23. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project), 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 890530- 
0602.No violations or weaknesses noted. Major areas inspected.-followup on licensee 
event & operational status of emergency preparedness program. 

PRENDERGAST.K. Region 5, Ofc of the Director. 89/06/23, 6pp, 50440:179- 
50440:184. 

8907140085 Forwards public version of revised EPIPs, including Rev 6 to EPiP-02 & Rev 
1 to EPIP-14.W/DH Grimsley 890713 release memo. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/05. Document Control Branch (Document Control Desk). 6pp. 50531:118- 
50531:203. 

-8907140087 Public version of revised EPIPs, including Rev 6 to EPIP-02 & Rev 1 to 
EPlP-14. 

• Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/06/16, 
80pp. 50531 :1 24-5053 1 :203. 


P. Operating license stage documents & correspondence 


8907200394 Provides supplemental response to Generic Ltr 88-14 "Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment." Util within ISA standard of 
-7 F for max allowable dewpoint. 

KARNER.D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). 4dd. 50639:123- 
on ' 


8907200401 Provides alternate schedule for response to request for addI info re 
10CFR50.62 (ATWS rule), Utils auxiliary feedwater actuation sys does not meet diversi- 
ty requirement of ATWS rule. 

Public Service Co. (formerly Arizona Nuclear Power Project), 
cnc Document Control Branch (Document Control Desk). 5pp. 50612:334- 

50n I 


®^®J210207 Fonvards CENPD.279, "Annual Rept on C-E ECCS Codes & Methods for 
th^ 1 F ‘^®'”''®cting one computer code to reduce peak cladding temp by less 

Public Service Co. (formerly Arizona Nuclear Power Project), 
snspt’pi? Control Branch (Document Control Desk). Ip. 50629:208- 


-8907210211 "Annual Rept on C-E ECCS Codes & Methods for 10CFR50.46." 
combustion Engineering, Inc. CENPD-279, 89/04/30. 9pp. 50629:209-50629:217. 








ft?/n?/9j’'^nDnlNp2^ Service Co. (formerly Arizona Nuclear Power Project). 
S' 4pp 506?6-2f5^506i^218^ Analysis & Evaluation of Operational Data. Direc- 


tW-T f WITTOIIU9 V-| idl i Q 

indicates unestablished due date. 

ftQ/r!R/nr’'yiADT??;°ro Co. (formerly Arizona Nuclear Power Project). 

89/06/08. MARTIN.J.B. Region 5, Ofc of the Director. 51pp. 50351:004-50351:355. 

Continued Operation, Control Element Assembly 
w c Pf ^ slippage experience. ^ 

(formerly Arizona Nuclear Power Project). 
50368^291 Control Branch (Document Control Desk). Ip. 50368:266- 


ds<bPV/fid fiOi I 




~*Evef?ts^^^^ “Justification for Continued Operation, Control Element Assembly Drop 

06«l. Mpp.'sSzsy^SOSMWM Po"®' P™!®®')- 83'' 


to cSrT Licenses NPF-41 & NPF-51.revising Tech Specs 

SVC ^ ®P®ration when one or two control element assembly calculators are out of 

(^^'’irerly Arizona Nuclear Power Project). 
50363:142. Control Branch (Document Control Desk). 5pp. 50363:214- 


'^ra“fMslmW™cWato??ou?orsTC^^^^^^ operation when one or two control ele- 
aapp'soleali'g-solM^lali®' Power Project). 89/06/20. 


testino oronrlm f . accepwng pump Relief Request 7 for inservice 

differenSal measurements.Relief Request 8 re values for 

CHAN T L pumps denied. 

89/06/21. CONWAY, W.F. Arizona Public Service 
M3. ( ormeny Arizona Nuclear Power Project). 3pp. 50363:259-50363:266. 
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-8906290131 Safety evaluation granting Pump Relief Request 7 re pump bearing temp 
measurement for all pumps in inservice testing program. Pump Relief Request 8 re 
values for differential pressure measurements for centrifugal pumps denied. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 4pp. 
50363:262-50363:265. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville.MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule {10CF=5C -3?) -*-ccrdr: crz\. 

LYNCH.M.D. Projcc; l 89/06/22. HANNON, J.N. Project Directorate II!- 

3. 4pp. 50379:357-50379:360. 

8907070126 Confirms compliance w/890328 course of action & completion items con- 
tained in 890526 restart list,w/exception of steam bypass control valve lOOS.Restart 
will net begin until valve made functional. 

CONV/AY,W.r Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/23. MARTIN,J.B. Region 5. Ofc of the Director. 4pp. 50443:207-50443:210. 

8906300140 Requests extension until 890831 to respond to Generic Ltr 89-06 & Task 
Action Plan, Item II. D, 2, “SPDS per 10CFR50. 54(f)." Generic ltr not received until 
890516. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. Document Control Branch (Document Control Desk). 2pp. 50366:001- 
50366:002, 

8907210031 Informs that util has not conducted business w/Planned Maint Sys, Inc, per 
NRC 880522 request. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. VAN CLEAVE,V. Region 4, Ofc of the Director. Ip. 50629:278-50629:278. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8907070219 Confirmatory Action Ltr confirming understanding of util completed actions 
to prepare Unit 2 restart & actions util intends to take prior to restart of Units 1 & 3. 
RICHARDS,S, CHAFFEE,A., ZIMMERMAN,R. Region 5, Ofc of the Director. 89/06/ 
28. CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power 
Project). 2pp. 50455:175-50455:176. 

8907130287 Advises that.w/restoration of steam bypass control valve 1008 to design 
configuration, steam bypass control sys fully functional. Results of investigation & cor- 
rective action re extra wave springs in valve end. 

CONWAY ,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. MARTIN,J.B. Region 5, Ofc of the Director. 5pp. 50536:212-50536:216. 

8907210009 Informs of payment under protest of fourth quarterly installment of FY89 
annual fee, per 10CFR171 & Section 5601 of Omnibus Budget Reconciliation Act of 
1989 for Licenses NPF-41,NPF-51 & NPF-74. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. NRC - No Detailed Affiliation Given. 2pp. 50641:284-50641:285. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
;i,.a Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907110324 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.5.3 re reactor trip sys functional testing. 

CHAN.T.L. Project Directorate V. 89/07/05. CON WAY, W.F. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 50499:338-50500:009. 

-8907110325 Safety evaluation supporting util response to Generic Ltr 83-28, Item 4.5.3 
re reactor svs re'iafcll’tv. 

* NRC - No :Jc:£!'s-c A!fii!a::or' G.ven 89/07/05. 3pp. 50499:340-50500:009. 

8907250145 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning." Ultrasonic insp show no significant occurrence of flow assisted erosion/ 
corresio" chenome''?. 

CCNWAV,'/.- r. Arzo-'.a Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/12. Document Control Branch (Document Control Desk). J2pp. 50661:190- 
50661:191. 


Q. Inspection reports, IE Bulletins & correspondence 

8907210057 Corrected ltr forwarding responses & technical justification as required by 
NRC Bulletin 89-001, “Failure of Westinghouse Steam Generator Tube Mechanical 
Plugs." 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/02. Document Control Branch (Document Control Desk). 10pp. 50615:229- 
50615:238. 

8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 
890530-0602.No violations or deviations noted. 

YUHAS.G.P. Region 5, Ofc of the Director. 89/06/23. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 890530- 
0602. No violations or weaknesses noted. Major areas inspected:followup on licensee 
event & operational status of emergency preparedness program. 

PRENDERGAST.K., FISH,R.F. Region 5, Ofc of the Director. 89/06/23. 6pp. 
50440:179-50440:184. 

8907070016 Advises that util scheduled independent maint vertical slice insp to begin in 
Jul 1989.Util will be assisted by Environ & Energy Svcs.Co.NRC invited to participate 
in insp. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. MARTIN,J.B. Region 5, Ofc of the Director. 2pp. 50441:034-50441:035. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
by High Energy Line Break." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 


8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad,Low Voltage Power Circuit 
Breakers Refurbished W/ Substandard Parts." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120101 Responds to NRC 890707 ltr re violations noted in Insp Repts 50-528/89- 
25,50-529/89-25 & 50-530/89-25. Corrective actions: addi guidance for posting at 
plant developed by radiation protection mgt. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/07. Document Control Branch (Document Control Desk). 6pp. 50512:186- 
50512:191. 

8907210011 Forwards Mgt Meeting Repts 50-528/89-29,50-529/89-29 & 50-530/89-29 
on 890605. 

MARTIN, J.B. Region 5, Ofc of the Director. 89/07/07. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50604:217-50604:316. 

-8907210014 Mgt Meeting Repts 50-528/89-29,50-529/89-29 & 50-530/89-29 on 
890605.Maior areas discussed:assessment of util review of events in early Mar 1989 
at Units 1 & 3. 

RICHARDS, S.A. Region 5, Ofc of the Director. 89/07/07. 97pp. 50604:220- 
50604:316. 

8907180505 Ack receipt of 890626 ltr informing NRC of steps taken to correct violations 
in Insp Repts 50-528/89-15,50-529/89-16 & 50-530/89-1 6. Understands util reassess- 
ing actions taken in response to Generic Ltr, “Loss of DHR." 

ZIMMERMAN, R.P. Region 5. Ofc of the Director. 89/07/13. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 2pp. 50577:090- 
50577:119. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Mali Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 


8907030259 Annual rept for CY88.per 10CFR50.59. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. Document Control Branch (Document Control Desk). 70pp. 50396:095- 
50396:164. 

8907200389 Monthly operating repts for June 1989 for Palo Verde Nuclear Generating 
Station Units 1.2 & 3.W/890718 ltr. 

PORTER, K.F., HAYNES, J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 89/06/30. 16pp. 50614:279-50614:294. 

8907210046 Forwards corrected pages to monthly operating repts for Mar, Apr & May 
1989 for Palo Verde, Unit 2. 

HAYNES,J.G. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/18. Document Control Branch (Document Control Desk). 2pp. 50616:132- 
50616:139. 

“8907210095 Corrected monthly operating rept for Mar 1989 for Palo Verde, Unit 2. 
BORST.S.G. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/ 
03/31. 2pp. 50616:134-50616:135. 

”8907210098 Corrected monthly ooerating rept for Apr 1989 for Palo Verde,Unit 2. 
BORST.S.G. Arizona =^uc :c Service Co. (formerly Arizona Nuclear Power Project). 89/ 
04/30. 2pp. 50616:136-50616:137. 

“8907210100 Corrected monthly operating rept for May 1989 for Palo Verde.Unil 2. 
PORTER, K.F. Arizona Public Service (jo. (formerly Arizona Nuclear Power Project). 
89/05/31. 2pp. 50616:138-50616:139. 


S. Reportable occurrences, LERs & related correspondence 

8907170058 Potential significant deficiency & Part 21 rept re insufficient actuator force 
to open atmospheric dump valves. New plug assembly & new piston ring assembly 
should be installed.NRC also informed of problem. 

STERUD.C.G. Control Components, Inc. 89/06/28. HiNNANT.S. Carolina Power & 
Light Co. 2pp. 50548:084-50548:085. 

8907100308 PNO-V-89-037:on 890629, reactor restarted following 105-day outage.Unit 
shut down on 890315 as result of concerns re 890303 reactor trip event at Unit 
3. Plant operating at 3% power. 

ANG.W., POLI(5h,T. Region 5. Ofc of the Director. 89/06/29. Ip. 50552:180- 
50552:180. 

8907110189 PNO-V-89-04T.on 890704, main feedwater pipe drain line failed due to 
leak.Extent of damage is localized wetting of various equipment.Cause under investi- 
gation. 

RICHARDS.S, POLICH.T. Region 5. Ofc of the Director. 89/07/05. Ip. 50495:225- 
50495:225. 

8907170038 LER 89-002-00:on 89061 0,main steam safety valve setpoints discovered 
out of tolerance.Caused by setpoint drift. Valves readjusted.Testing will continue on re- 
fueling schedule until satisfactory performance observed.W/8907lO ltr. 

SHRIVER.T.D., HAYNES, J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
. Power Project). 89/07/05. 8pp. 50544:109-50544:116. 

8907180410 PNO-V-89-042:on 8907 12, reactor trip experienced due to low DNBR.Bus 
2E-NAN-S02B remained energized due to fast bus transfer from unit auxiliary trans- 
former to startup transformer. 

RICHARDS.S., POLICH.T, Region 5, Ofc of the Director. 89/07/13. Ip. 50577:036- 
50577:036. 
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8907200409 Special Rept 2-SR-89-005:on 890712, load shed signal of 13.8 KV bus 2E- 
NAN-S02 resulted in deenergizing reactor coolant pumps IB & 2B & reactor 
trip.Caused by less than nominal decay heat, Unusual event declared.LER will be sub- 
mitted. 

HAYNES, J.G, Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/14. Document Control Branch (Document Control Desk). 2pp. 50588:336- 
50588:337. 

8907210285 LER 89-004-00:on 89061 7, discovered that operability & action require- 
ments of Tech Spec 3.8. 1.1. a had not been met as result of ons.te Class IE distribu- 
tion sys not supplied by independent circuits.Caused by personnel error.W/890717 Itr. 
SHRIVER.T.D., HAYNES, J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 89/07/17. 7pp. 50597:201-50597:207. 

8907240056 PNO-V-89-043:on 89071 4.discovered low level radioactivity in cooling 
tower sludge. Program to determine extent & quantity of contaminated matl initialed & 
area posted as radioactive mails storage area.Licensee continuing evaluation. 
CICOTTE,G., GARCIA, E.M. Region 5. Ofc of the Director. 89/07/17. Ip. 50631:074- 
50631:074. 


V. Operator Examinations 

8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York. Inc. 57pp. 50519:081-50519:136. 

8907190053 Confirms telcon re arrangements for 891009-20 & 1030-1103 evaluation of 
requalification program & licensed personnel at plant. Employee requested to complete 
exam team. 

KIRSCH.D.F, Region 5. Ofc of the Director. 89/07/06. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50585:263-50585:265. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8907210026 Forwards procedures that implement security plan & program. Enel with- 
held (ref 10CFR73.21 & 2.790(d)). 

CONWAY.W.F, Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/07. NORDERHAUG.L.R. Region 5. Ofc of the Director, ip. 50629:252- 
50629:252. 

8907110011 Forwards Amend 17, Rev 1 & Amend 22 to security plan.EncIs withheld (ref 
10CFR2.790(d) & 73.21). 

CONWAY.W.F, Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/21. Document Control Branch (Document Control Desk). 2pp. 50552:223- 
50552:224. 

8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 
890530-0602. No violations or deviations noted, 

YUHAS.G.P. Region 5. Ofc of the Director. 89/06/23. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26.50-529/89-26 & 50-530/89-26 on 890530- 
0602,No violations or weaknesses noted. Major areas inspected:followup on licensee 
event & operational status of emergency preparedness program. 

PRENDERGAST.K. Region 5, Ofc of the Director. 89/06/23. 6pp. 50440:179- 
50440:184, 

8907140085 Forwards public version of revised EPIPs, including Rev 6 to EPIP-02 & Rev 
1 to EPIP-14.W/DH Grimsiey 890713 release memo. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project), 
89/07/05. Document Control Branch (Document Control Desk). 6pp. 50531:118- 
50531:203. 

“8907140087 Public version of revised EPIPs, including Rev 6 to EPIP-02 & Rev 1 to 
EPIP-14. 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/06/16. 
80pp, 50531:124-50531:203. 


P. Operating license stage documents & correspondence 

8907200394 Provides supplemental response to Generic Ltr 88-14 “Instrument Air 
Supply Sys Problems Affecting Safety-Related Equipment.” Util within ISA standard of 
-7 F for max allowable dewpoint, 

KARNER,D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). 4pp. 50639:123- 
50639:123. 

8907200401 Provides alternate schedule for response to request for addi info re 
10CFR50.62 (ATWS rule). Utils auxiliary feedwater actuation sys does not meet diversi- 
ty requirement of ATWS rule. 

KARNER.D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). 5pp. 50612:334- 
50612:338. 

8907210207 Forwards CENPD-279, “Annual Rept on C-E ECCS Codes & Methods for 
1^CFR50.46," correcting one computer code to reduce peak cladding temp by less 

KARNER.D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/04/27. Document Control Branch (Document Control Desk). Ip. 50629:208- 
50629:217. 

-8907210211 "Annual Rept on C-E ECCS Codes & Methods for 10CFR50.46.” 

* Combustion Engineering, Inc, CENPD-279. 89/04/30. 9pp. 50629:209-50629:217. 

8907210017 Forwards response to 890407 request for info re backfits & installation 
cost. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/05/23. JORDAN, E.L. Office for Analysis & Evaluation of Operational Data, Direc- 
tor. 4pp. 50616:215-50616:218. 


8906300055 Forwards “Justification for Continued Operation, Control Element Assembly 
Drop Events," per 881210 assembly rJ e c- x;-r:. 

CONWAY.W.F. Arizona Public Servic-::- D, .a- N uclear Power Project). 
89/06/19. Document Control Branch (Document' Control Desk), ip, 50368:256- 
50368:291. 

-8907060277 “Justification for Continued Operation, Control Element Assembly Drop 
Events." 

ROGERS.A. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 89/ 
06/09. 30pp. 50368:257-50368:286. 

8906290128 Forwards safety evaluation accepting Pump Relief Request 7 for inservice 
test'.ng o-'oc'-an^ pump bearing temp measurements. Relief Request 8 re values for 
dif'oref': ai "'■.iss..rc- measurements for charging pumps denied. 

CHAN.T.L. Project Directorate V. 89/06/21. CONWAY.W.F. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 50363:259-50363:265. 

“8906290131 Safety evaluation granting Pump Relief Request 7 re pump bearing temp 
measurement for all pumps in inservice testing program. Pump Relief Request 8 re 
values for differential pressure measurements for centrifugal pumps denied. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/21. 4pp. 
50363:262-50363:265. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFR50.62) Agenda end. 

LYNCH.M.D. Project Directorate lli-3. 89/06/22. HANNON.J.N. Project Directorate III- 
3. 4pp. 50379:357-50379:360. 

8906300244 Corrected Itr forwarding Amend 18 to License NPF-74 & safety 
evaluation, Amend incorporates Cycle 2 chsrccs i.-. S.>3cs. 

DAVIS, M.J. Project Directorate V. 89 Of: 2:- CCNW A v Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 3pp. 50379:044-50379:134. 

8906300140 Requests extension until 890831 to respond to Generic Ltr 89-06 & Task 
Action Plan.ltem II.D.2, “SPDS per 10CFR50. 54(f),’’ Generic Itr not received until 
890516. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. Document Control Branch (Document Control Desk). 2pp. 50366:001- 
50366:002. 

8907210031 Informs that util has not conducted business w/Planned Maint Sys.Inc.per 
NRC 880522 request. 

CCNWAY.W.F. Arizona Public Service Co. {fc'merlv A'izcna Nuclear Power Project). 
89/06/27. VAN CLEAVE, V. Region 4, Cfc c' 'ro D-ectc- Ip. 50629:278-50629:278. 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Sve list end. 

PARTLCW.J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8907070219 Confirmatory Action Ltr confirming understanding of util completed actions 
to prepare Unit 2 restart & actions util intends to take prior to restart of Units 1 & 3, 
RICHARDS.S, CHAFFEE.A., ZIMMERMAN, R. Region 5, Cfc of the Director. 89/06/,,, 
28. CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power* 
Project). 2pp. 50455:175-50455:176. 

8907210009 Informs of payment under protest of fourth quarterly installment of FY89 
annual fee, per 10CFR171 & Section 5601 of Omnibus Budget Reconciliation Act of 
1989 for Licenses NPF-41.NPF-51 & NPF-74. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. NRC - No Detailed Affiliation Given. 2pp. 50641:284-50641:285. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Sve list end. 

PARTLCW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907110324 Forwards safety evaluatici acceDt'-^g uti.' rosconse to Generic Ltr 83- 
28, Item 4.5,3 re reactor trip sys functional lost.ng.' 

CHAN.T.L. Project Directorate V. CO-NV.'.-'.Y, Arizona Public Service 

Co. (formerly Arizona 'Nuclear Power Project). 3pp. 50499:338-50500:009. 

“8907110325 Safety evaluation supporting util response to Generic Ltr 83-28, Item 4.5.3 
re reactor trip sys reliability. 

• NRC - No Detailed Affiliation Given. 89/07/05. 3pp. 50499:340-50500:009. 

8907130211 Forwards errata to Amend 18 to License NPF-74, correcting footnote on 
Page 3/4 1-30. Amend revises Tech Specs to incorporate changes requested in sup- • 
port of Cycle 2 operation. 

DAVIS.M.J. Project Directorate V. 89/07/07. CCNWAY.W.F. Arizona Public Service 
Co. (formerly Arizona Nuclear Power Project). 2pp. 50533:320-60533:322. 

“8907130213 Errata to Amend 18 to License NPF-74, consisting of Tech Spec Page 3/4 
1-30, re limiting conditions for operation & surveillance requirements for control ele- 
ment assembly insertion limits. 

• NRC - No Detailed Affiliation Given. 89/07/07. Ip. 50533:322-50533:322. 

8907250145 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Thinning." Ultrasonic insp show no significant occurrence of flow assisted erosion/ 
corrosion phenomena. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/12. Document Control Branch (Document Control Desk). 2pp. 50661:190- 
50661:191. 


Q. Inspection reports, IE Bulletins & correspondence 


8907210057 Corrected Itr forwarding responses & technical justification as required by 
NRC Bulletin 89-001, "Failure of Westinghouse Steam Generator Tube Mechanical 
Plugs." 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Projed). 
89/06/02. Document Control Branch (Document Control Desk). 10pp. 50615:229- 
50615:238. 
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8907070090 Forwards Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 

890530-0602. No violations or deviations noted. 

YUHAS.G.P. Region 5. Ofc of the Director. 89/06/23. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50440:176-50440:184. 

-8907070092 Insp Repts 50-528/89-26,50-529/89-26 & 50-530/89-26 on 890530- 
0602.No violations or weaknesses noted. Major areas inspected:followup on licensee 
ove"t S or:er?.t'cna' status of emergency preparedness program. 

PRLNl ERG. K. FISH.R.F. Region 5, Ofc of the Director. 89/06/23. 6pp. 
50440:179-50440:184. 

8906300247 Responds to NRC 890526 Itr re violations noted in Insp Repts 50-528/89- 
16 & 50-530/89-1 S.Corrective actions:test performed to determine actual flow condi- 
tions to RCS & shutdown cooling piping at power & mid-loop operation. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/26. Document Control Branch (Document Control Desk). 28pp. 50379:326- 
50379:353. 

8907070016 Advises that util scheduled independent maint vertical slice insp to begin in 
Jul 1989. Util will be assisted by Environ & Energy Svcs,Co.NRC invited to participate 
in insp. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/27. MARTIN, J.B. Region 5. Ofc of the Director. 2pp. 50441:034-50441:035. 

8906260403 NRC Info Notice 89-055, “Degradation of Containment Isolation Capability 
bv Eno'-gy :.i“e Break.” Svc list end. 

.ROSS: 3 FI D.vison of Operational Events Assessment (Post 870411). 89/06/30. 
Consj -cfi-.e:-: Ecson Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8907060183 Suppl 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/06. 
Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907120101 Responds to NRC 890707 Itr re violations noted in Insp Repts 50-528/89- 
25,50-529/89-25 & 50-530/89-25.Corrective actions: addi guidance for posting at 
cla-^t developed by radiation protection mgt. 

=. A' zona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/07/07. Document Control Branch (Document Control Desk). 6pp. 50512:186- 
50512:191. 

8907210011 Forwards Mgt Meeting Repts 50-528/89-29,50-529/89-29 & 50-530/89-29 
on 890605. 

MARTIN.J.B. Region 5, Ofc of the Director. 89/07/07. CONWAY.W.F. Arizona Public 
Sen/ice Co. (formerly Arizona Nuclear Power Project). 3pp. 50604:217-50604:316. 

-8907210014 Mgt Meeting Repts 50-528/89-29,50-529/89-29 & 50-530/89-29 on 
890605.Major areas discussed:assessment of util review of events in early Mar 1989 
at Units 1 & 3. 

RICHARDS, S.A. Region 5. Ofc of the Director. 89/07/07. 97pp. 50604:220- 
50604:316. 

8907180505 Ack receipt of 890626 Itr informing NRC of steps taken to correct violations 
in Insp Repts 50-528/89-15,50-529/89-16 & 50-530/89-1 6.Understands util reassess- 
ing actions taken in response to Generic Ltr, "Loss of DHR." 

ZIMMERMAN.R.P. Region 5. Ofc of the Director. 89/07/13. CONWAY.W.F. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 2pp. 50577:090- 
50577:119. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/19. 
Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 89/07/20. 
Consolidated Edison Co. of New York, Inc. 1 13pp. 50630:001-50630:114. 


R. Periodic operating reports & related correspondence 

8907030259 Annual rept for CY88,per 10CFR50.59. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
89/06/28. Document Control Branch (Document Control Desk). 70pp. 50396:095- 
50396:164. 

8907200389 Monthly operating repts for June 1989 for Palo Verde Nuclear Generating 
Station Units 1.2 & 3.W/890718 Itr. 

PORTER, K.F., HAYNES.J.G. Arizona Public Service Co, (formerly Arizona Nuclear 
Power Project). 89/06/30. 16pp. 50614:279-50614:294. 


S. Reportable occurrences, LERs & related correspondence 

8907070300 LER 89-004-02:on 890104,exhaust rocker arm for 8L cylinder failed result- 
ing in emergency diesel generator trip.Caused by crack in rocker arm.existing prior to 
delivery to util. Rocker arm replaced,W/890627 ltr. 

SHRIVER.T.D., HAYNES,J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 89/06/27. 15pp. 50448:287-50448:301. 

8907170058 Potential significant deficiency & Part 21 rept re insufficient actuator force 
to open atmospheric dump valves. New plug assembly & new piston ring assembly 
should be installed.NRC also informed of problem. 

STERUD.C.G. Control Components, Inc. 89/06/28. HINNANT.S. Carolina Power & 
Light Co. 2pp. 50548:084-50548:085. 

8907110183 LER 89-006-00:on 890606, operations personnel discovered that two re- 
quired dayshift,shiftly surveillances not performed within required interval.Caused by 
personnel error. Personnel counseled.W/890705 Itr. 

SHRIVER.T.D., HAYNES.J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 89/07/05. 8pp. 50449:113-50449:120. 

8907240056 PNO-V-89-043:on 8907 14, discovered low level radioactivity in cooling 
tower sludge.Program to determine extent & quantity of contaminated matl initiated & 
area posted as radioactive matls storage area.Licensee continuing evaluation. 
CICOTTE,G. Region 5. Ofc of the Director. 89/07/17. Ip. 50631:074-50631:074. 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 

8907190053 Confirms telcon re arrangements for 891009-20 & 1030-1103 evaluation of 
requalification program & licensed personnel at plant.Employee requested to com.plete 
exam team. 

KIRSCH.D.F. Region 5, Ofc of the Director. 89/07/06. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 50585:263-50585:265. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Application/construction stage documents & correspondence 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/06/28. Consolidat- 
ed Edison Co. of New York, Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, "BWR Water Level Redundancy." Svc list end. 

PARTLOW,J.G. Associate Director for ^’-ojects (Post 870-1 •'1). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. iir.-l '6 Hi: '■ Of: 


V. Operator Examinations 


8907060026 Generic Ltr 89-12 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 89/07/06. Consolidat- 
ed Edison Co. of New York, Inc. 57pp. 50519:081-50519:136. 


DOCKET 50-601 RESAR SP/90 


A. Application/construction stage documents & correspondence 

8907030205 Forwards proprietary & nonproprietary responses to NRC draft SER Open 
Issues 1-41 re RESAR-SP/90 PDA.Proprietary response withheld (ref 10CFR2.790), 
JOHNSON,W.J. Westinghouse Electric Corp. 89/06/28. Document Control Branch 
document Control Desk). 2pp. 50639:124-50639:163. 

-8907030206 Requests that response to draft SER open Issues 1-41 re RESAR-SP/90 
PDA be withheld from public disclosure (ref 10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. 89/06/28. MILLER, C.L, Standardiza- 
tion & Non-Power Reactor Project Directorate (Pre 890730). 38pp. 50639:126- 
50639:163. 

8907100133 Notification of 890714 meeting w/util in Rockville,MD to discuss severe ac- 
cident & licensing issues on RESAR SP/90. 

KENYON,T.J. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/07/05. MILLER, C.L. Standardization & Non-Power Reactor Project Directorate (Pre 
890730). 4pp. 50458:105-50458:108. 

8907170042 Approves request to withhold Amends la & 2 to Westinghouse advanced 
PWR RESAR SP/90 Preliminary Design Approval Module 7, “Structural/Equipment 
Design," (ref 10CFR2.790). 

KENYON,T.J. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/07/06. WIESEMANN,R.A. Westinghouse Electric Corp. 4pp. 50562:322-50562:325. 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


H. General correspondence 

8906290272 Informs of BW Wehring appointment as director of nuclear engineering 
teaching lab at Univ of Texas.at Austin, per License R-92,Tech Spec 6.2c3 & 
6.2.2a.Curriculum vitae of Wehring end. 

KLEIN,D.E. Texas, Univ. of, Austin, TX. 89/06/19. Document Control Branch (Docu- 
ment Control Desk). 15pp. 50362:292-50362:306. 


DOCKET 50-603 ALCHEMIE FACILITY 1 - CPDF 


A. Application/construction stage documents & correspondence 


8907200092 Forwards request for addI info re 890620 filing for reorganization in US 
Bankrupitcy Court.NRC will initiate proceeding for suspension or revocation of CPs 
should licensee fail to respond by 890815. 

BERNERO.R.M. Office of Nuclear Material Safety & Safocuards D'recto'’ 89/07/17. 
IRVING,S.A. All Chemical Isotope Enrichment, Inc. 4pp. 5C6C6-335-5C636::;38 


DOCKET 50-604 ALCHEMIE FACILITY 2 - OLIVER SPRINGS 


A. Application/construction stage documents & correspondence 

8907200092 Forwards request for addi info re 890620 filing for reorganization in US 
Bankruptcy Court.NRC will initiate proceeding for suspension or revocation of CPs 
should licensee fail to respond by 890815. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/07/17. 
IRVING,S.A. All Chemical Isotope Enrichment, Inc. 4pp. 50606:335-50606:338. 
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DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A. Application/construction stage documents & correspondence 

8906280317 Fc^vards proccsed Tech Specs for advanced BWR.SSAR Chapter 16 w/ 
exception of r -r'Miiic ■ Se:: .-.-■i 3. 4. Changes listed. 

MARRIOTT.P.W. General Electric Co. 89/06/23. MILLER.CL. Standardization & Non- 
Power Reactor Project Directorate (Pre 890730). 300pp. 50328:142-50329:275. 

8906290006 ‘=^a'-wards proorieta'A' resolution of outstanding advanced BWR SSAR issue 
re LOCA ca a ■■'olrcc & r.'.sr.onses to QA Branch request for addi info.dtd 

890516.Enc! wtr /e- 

MARRIOTT.P.W. General Electric Co. 89/06/23. MILLER, C.L Standardization & Non- 
Power Reactor Project Directorate (Pre 890730). Ip. 50363:132-50363:132. 

8907050305 Forwards amended response to QA Branch 890516 request for addI info re 
roso‘.:;'c'i c‘ o.-'t.'ta-d -c ndva-ced BWR SSAR issues, including compliance w/quality- 
re'a'.erJ 'oc a. c.. applicable to advanced BWR. 

MAR" Ct'T.P .V C: ”l■:■ciric Co. 89/06/28. MILLER, C.L. Standardization & Non- 
Power Reactor Project Directorate (Pre 890730). 11pp. 50418:017-50418:028. 

8907100212 Forwards Itr dtd 890605 from Director.Ofc of NRR.ack receipt of petition 
filed by EccTcy Ctr of Southern CA & stating that petition is being treated under 

■ocrF2 .?:)c 

SCAi.E'* ".C Standardization & Non-Power Reactor Project Directorate (Pre 
890730). 89/06/30. MARRIOTT.P.W. Genera! Electric Co. 3pp. 50458:114-50458:120. 

8907190174 Forwards addi info on SSAR for advanced BWR.per DC Scaletti 890516 
request.Responses principally pertain to Chapters 7 & 8. 

GAY.J.S. General Electric Co. 89/07/13. MILLER, C.L. Standardization & Non-Power 
Reactor Project Directorate (Pre 890730). 48pp. 50595:107-50595:154. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKETDYNE DIV., CANOGA PARK. CA 

8907140297 Fom/ards SNM physical inventory summary repts for Pu & enriched U for 
period SOOESTNo r^atl diversions occurred.W/o end. 

SCHAwBERT.v.J, PjckAe:' nternational Corp. 89/06/02. Office of Nuclear Material 
Safety A Ss‘eg>e’d.s.:: -o^tcr ip. 50545:042-50545:042. 

8906290469 Discusses 890619 telcon w/Scott re Rockwell Int! license renewal 
application.Scolt requested to carefully differentiate between DOE-sponsored activities 
& activities performed under NRC license. 

BIDINGER.G.H. NRC - No Detailed Affiliation Given. 89/06/21. ROUSE, LC. NRC - 
No Detailed Affiliation Given, ip. 50362:340-50362:340. 

8907140083 Expresses concern re alleged possible nuclear contamination by Rockwell 
Sanata Susana.Moratorium on contracts re nuclear radwaste in order until govt & 
public oversight assures safe continuation of nuclear power. 

FLISS.S. Affiliation Not Assigned. 89/06/28. SCHWARTZ, R. Rockwell International 
Corp. 2pp. 50531:239-50531:239. 

8907110408 Forwards Safeguards Insp Rept 70-0025/89-04 on 890621 -27.No violations 
noted. 

PATE.R.J. Reg-c** 5. Cfc of tho Director. 89/07/06. GIBBS, D.C. Rockwell International 
Corp. 2pp. 50GC0 327-5:G0C 323 

-8907110409 Partially withheld Physical Safeguards Insp Rept 70-0025/89-04 on 
890621-27 (ref 10CFR2.790). Major areas inspected:plans.procedures,reviews,repts of 
safeguards events & fixed-site physical protection of nuclear mail. 

MCQUEEN, A.D.. SCHUSTER, M.D. Region 5. Ofc of the Director. 89/07/05. Ip. 
50500:329-50500:329. 

8907130162 Fon/vards Amend 3 to License SNM-21, revising License Condition 24 to in- 
corporate changes made to licensee radiological contingency plan. 

ROUSE,LC. Fuel Cycle Safety Branch. 89/07/07. REMLEY.M.E. Rockwell Internation- 
al Corp. 2pp. 50530:195-50530:202. 

-8907130165 Amend 3 to License SNM'21, revising License Condition 24 re radiological 
contingency plan. 

ROUSE,L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/07/07. 
4pp. 50530:197-50530:200. 

—8907130166 SER accepting licensee 890524 submittal of revised pages to radiological 
contingency plan. 

HORN.M., BIDINGER.G.H, Fuel Cycle Safety Branch. 89/07/07. Ip. 50530:201- 
50530:201. 

-8907130167 Provides categorical exclusion for licensee 890524 submittal of revised 
pages for radiological contingency plan.Neither environ assessment nor EIS warranted 
for proposed action. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/07/07. Fuel Cycle Safety Branch, ip. 
50530:202-50530:202. 

8907240256 Final response to FOIA request for documents. Forwards App A & partially 
withheld App B documents (ref FOIA Exemption 4). App A available in PDR. 
GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/14. DOWIE.D.R. Daily News, Woodland Hills, CA. 8pp. 50653:082- 
50653:161. 

-8907240270 Submits monthly inventory difference rept for March 1 989.No SNM inven- 
tory differences,normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 89/04/05. Office of Nuclear Material 
Safety & Safeguards, Director. 1p. 50653:090-50653:090. 

-8907240280 Discusses progress in SNM control program for SEFOR 
decladding.Advises that decladding effort shall be continued beyond 50-pin quantity & 
commits to 821015 submittal of rev to nuclear matl control plan. 

REMLEY.M.E. Rockwell International Corp. 82/09/23. EVANS.L.J. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). 2pp. 50653:091-50653:092. 


”8907240296 Requests relief from contractor review & audit required by 
10CFR70.57(b)(3) for 1982. Last isotope analysis for licensee completed by 
contractor, Teledyne Isoptopes.in Oct 1982 & no addi requirements forseeable. 
REMLEY.M.E. Rockwell International Corp. 82/11/04. EVANS.L.J. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). Ip. 50653:093-50653:093. 

-8907240348 Submits proposed rev to SNM security plan, listing generic job titles de- 
scribed in AI-74-5,Rev A,for review.Submittal withheld. Fee paid. 

REMLEY.M.E. Rockwell International Corp. 82/01/18. EVANS.L.J. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). Ip. 50653:159-50653:159. 

-8907240357 Partially withheld rept of activities w/SNM at Santa Susana hot lab under 
License SNM-21. Physical security of matl provided per ESG-80-17, “Physical Security 
Plan for Protection.... ’’ Necessary rev to plan made. 

REMLEY.M.E. Rockwell International Corp. 83/06/30. BROWN, W.B. Fuel Facility 
Safeguards Licensing Branch (Pre 850707). 2pp. 50653:160-50653:161. 

-8907240416 Forwards application for safeguards amend to License SNM-21. Suppl 6 
to AI-74-44, “SNM Control Program for FERMI Fuel Decladding," dtd 850903 end for 
review & approval. Fee paid. End withheld. 

REMLEY.M.E. Rockwell International Corp. 85/10/11. BROWN. W.B. Fuel Facility 
Safeguards Licensing Branch (Pre 850707). 2pp. 50653:168-50653:173. 

-8907240434 Forwards application for safeguards amend to License SNM-21 for pos- 
session & use of 2 kg or more of Pu in unsealed form for activities other than fuel 
processing & fabrication, Suppl 5 to AI-74-44 encI.EncI withheld.Fee paid. 
REMLEY.M.E. Rockwell International Corp. 83/07/05. BROWN, W.B. Fuel Facility 
Safeguards Licensing Branch (Pre 850707). 2pp. 50653:174-50653:175. 

-8907240441 Partially withheld rept re NRC approved SNM control program for SEFOR 
decladding for License SNM-21. Licensee unable to comply w/requirements of ap- 
proved plan.Current efforts include rev of decladding operation. 

REMLEY.M.E. Rockwell International Corp. 82/07/16. EVANS.L.J. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). 2pp. 50653:176-50653:177. 

-8907240446 Forwards revs to SNM control program for SEFOR decladding under Li- 
cense SNM-21, Suppl 4 to AI-74-44, “SNM Control Program for SEFOR Fuel Declad- 
ding,’’ for info.Matl control not decreased by revs.EncI withheld. 

REMLEY.M.E. Rockwell International Corp. 82/10/13. EVANS.L.J. Fuel Facility Safe- 
guards Licensing Branch (Pre 850707). 3pp. 50653:178-50653:180. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8906300173 Application for amend to License SNM-42, revising Naval Nuclear Fuel Div 
organization to provide for new position entitled “Manager, Safety & Safeguards." Fee 
paid. 

OLSEN, A.F. Babcock & Wilcox Co. 89/06/07. ROUSE, L.C. Fuel Cycle Safety Branch. 
34pp. 50380:010-50380:043. 

8907180180 Forwards Insp Rept 70-0027/89-16 on 890508-12 & 0614-16.No violations 
or deviations noted. 

CLINE. W.E. Region 2. Ofc of the Director. 89/06/07. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 50576:202-50576:207. 

-8907180217 Insp Rept 70-0027/89-16 on 890508-12 & 061 4-1 6. No violations or devi- 
ations noted. Major areas inspected:facility operations, nuclear criticality safety & mgt 
controls, 

KAHLE.J.B., DECKER, T.R. Region 2, Ofc of the Director. 89/07/06. 4pp. 50576:204- 
50576:207. 


8907170278 Application for amend to License SNM-42, revising Chapter 2 of fundamen- 
tal nuclear matls control plan.Fee paid. 

OLSEN, A.F. Babcock & Wilcox Co. 89/06/09. KASUN.D.J. Fuel Cycle Safety Branch. 
2pp. 50547:359-50547:359. 

8907070248 Confirms 890608 telcon between TD Lee & EJ ALpine re mgt meeting 
scheduled for 890615 to discuss status of items in licensee performance improvement 
programs & review implementation & hear improvements in selfaudit program. 
ST(5hr.J.P. Region 2. Ofc of the Director. 89/06/19. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 50455:139-50465:139. 

8907100011 Advises that no restrictions contractually exists, inhibiting notification of 
NRC of employee potential safety issues. 

LESTER,K.S. Babcock & Wilcox Co. 89/06/23. MCCAUGHEY.D. Fuel Cycle Safety' 
Branch. 3pp. 50458:062-50458:063. 

8907110024 Responds to NRC 890606 Itr re violations noted in Insp Rept 70-0027/89- 
13.Corrective actions:boxes properly labelled & memo issued to waste treatment su- 
pervisor on 890519 clarifying posting requirements. 

TETRAULT.R.E. Babcock & Wilcox Co. 89/06/24. Document Control Branch (Docu- 
ment Control Desk). 2pp, 50495:241-50495:242. 

8906290419 Forwards Amend 22 to License SNM-0042,incorporating listed possession 
limits for irradiated fuel & permitting chopping of irradiated fuel for onsite storage. 
ROUSE. LC. Fuel Cycle Safety Branch. 89/06/26. OLSEN.A.F. Babcock & Wifeox Co. 
2pp. 50364:056-50364:063. 

-8906290424 Amend 22 to License SNM-0042,incorporating listed possession limits for 
irradiated fuel & allowing chopping of irradiated fuel for onsite storage, 

ROUSE. LC. Fuel Cycle Safety Branch. 89/06/26. 3pp. 50364:058-50364:060. 

-8906290428 SER supporting Amend 22 to License SNM-42,revising possession limits 
to include irradiated fuel, permitting chopping of irradiated fuel for onsite storage & al- 
lowing processing of fuel in B&W scrap recovery sys. 

SOONG.S., BIDINGER.G.H. Fuel Cycle Safety Branch. 89/06/26. 2pp. 50364:061- 
50364:062. 

-8906290440 Advises that neither EIS nor environ assessment required re 890424 ap- 
plication for amend to License SNM-42, authorizing possession & processing of slightly 
irradiated fuel & storing fuel until recovery operations begin. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/06/26. Fuel Cycle Safety Branch. Ip. 
60364:063-50364:063. 
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8906300193 ‘^iec^'.jests addl 'nfo re 890424 request for amend to License SNM-42 for 
processing 0 ! "c'j £-.cc ' jc- 

BIDINGER, G.h. Fuel Cycie Safety Branch. 89/06/26. OLSEN, A.F, Babcock & Wilcox 
Co. 2pp. 50378:360-50378:361. 

8907070321 Issues Temporary License Conditions TC(MC&A)-7 & TC(MC&A)-8, extend- 
ing time to complete activities required by 10CFR70.51 (e)(3)(i), 70.51 (e)(4) & 74.17 for 
May-June 1989 inventory period. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/06/28. 
OLSEN, A.F. Babcock & Wilcox Co. Ip. 50442:114-50442:114. 

8907120374 Forwards Insp Rept 70-0027/89-18 on 890605-09. No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Ofc of the Director. 89/06/28. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 50510:249-50510:267. 

-8907120376 Insp Rept 70-0027/89-18 on 890605-09.No violations & deviations 
noted. Major s-oas fc;:jALO cn corrective actions to violations identified in 

Insp Repts ''C-'JZ?.: & 7r,-0::27.'e3 25. 

TROUP,G.L., DECKER,T.R. Region 2, Ofc of the Director. 89/06/28. 17pp. 
50510:251-50510:267. 

8907170061 Forwards Amend 23 to License SNM-42,incorporating revised radiological 
contingency plan & revising Condition 20 to require licensee to maintain capability for 
hand'^ng accidents car contingency plan dtd 880415,0929 & 890428. 

PCl:.SE'"._.C rue. Cvcle Safety Branch. 89/07/03. OLSEN, A.F. Babcock & Wilcox Co. 
4pp. 50553:133-50553:138. 

-8907170066 Amend 23 to License SNM-42, incorporating revised radiological contin- 
gency plan & amending Condition 20 to require licensee to maintain capability for han- 
dling accident per contingency plan dtd 880415,0929 & 890428. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/07/03. 
3pp. 50553:134-50553:136. 

-8907170074 SER supporting amend to License SNM-42,changing Condition 20 to 
revise radiological contingency plan, dtd 890428, provided rev does not reduce effec- 
tiveness of plan. 

SOONG.S., BIDINGER, G.H. Fuel Cycle Safety Branch. 89/07/03. Ip. 50553:137- 
50553:137. 

-8907200006 Advises that neither EIS nor environ assessment warranted re 890428 
application for amend to License SNM-42 changing radiological contingency plan. 
ROUSE, L.C. Fuel Cycle Safety Branch. 89/07/03. Fuel Cycle Safety Branch. Ip. 
50553:138-50553:138. 

8907170214 Revised application for amend to License SNM-42 re changes in organiza- 
tion. 

OLSEN, A.F. Babcock & Wilcox Co. 89/07/05. ROUSE, L.C. Fuel Cycle Safety Branch. 
31pp. 50544:038-50544:067. 

8907170248 Responds to 890630 request for schedule extension to temporary alterna- 
tives to commitments in physical security plan under provisions of 
10CFR70.34.Request acceptable. License amended to read as stated. 

KASUN,D,J, Domestic SG & Regional Oversight Branch (Post 881218). 89/07/07. 
OLSEN.A. Babcock & Wilcox Co. Ip. 50544:083-50544:083. 

8907180254 Ack receipt of 890624 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0027/89-13. 

COLLINS, D.M. Region 2, Ofc of the Director. 89/07/10. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 50579:109-50579:109. 

8907240380 Advises that naval nuclear fuel div intends to construct new bldg to house 
supercompactor for contaminated waste. Initiation of const of bldg scheduled in Aug 
1989.Addl info will be provided since operation will require license amend. 

OLSEN, A.F. Babcock & Wilcox Co. 89/07/11. ROUSE, L.C. Fuel Cycle Safety Branch. 
4pp. 50641:036-50641:038. 

8907180166 Requests addi info re 890424 application for amend to License SNM-42 for 
processing of slightly irradiated fuel in scrap recovery sys. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/07/13. OLSEN, A.F. Babcock & Wilcox 
Co. 2pp. 50575:359-50575:360. 

8907210086 Responds to 890308 Itr requesting exception to requirement re DOE/NRC 
Form 741, per 10CFR74.15.Request granted. License Condition 7.4 to Amend SG-1 to 
License SNM-42 issued, effective immediately,to read as stated. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/14. 
OLSEN, A.F. Babcock & Wilcox Co. Ip. 50615:239-50615:239. 

8907210141 Forwards Safeguards Insp Rept 70-0027/89-17 on 890530-0602 & notice 
of violation.EncIs withheld (ref 10CFR73.21). 

CLINE.W.E. Region 2, Ofc of the Director. 89/07/17. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 50630:253-50630:254. 

8907260091 Forwards Insp Rept 70-0027/89-19 on 890626-30.No violations or devi- 
ations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/07/19. TETRAULT.R.E, Babcock & 
Wilcox Co. Ip. 50673:347-50673:357. 

-8907260100 Insp Rept 70-0027/89-19 on 890626-30. No violations & deviations 
noted.Major areas inspected:liquid & gaseous radwaste mgt.environ monitoring & con- 
formitory measurements. 

ADAMOVITZ.S.S.. COLLINS.D.M. Region 2, Ofc of the Director. 89/07/14. 10pp. 
50673:348-50673:357. 

8907250317 Responds to 890328 Itr requesting permission to retain specified scrap on 
Inventory longer than 12 months.Temporary License Condition TC(MC&A)-9 to Safe- 
guards Amend SG-1 issued to read as stated.effective immediately. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/20. 
OLSEN.A.F. Babcock & Wilcox Co. Ip. 50654:357-50654:357. 

8907260266 Advises that 890711 proposed const of bldg to house supercompactor for 
contaminated waste approved.However, prior to introduction of radioactive materials 
into bldg.amend to License SNM-42 must be completed. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/07/24. OLSEN.A.F. Babcock & Wilqox 
Co. Ip. 50676:265-50676:265. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8907140099 Responds to 890427 request for review of agreements w/present or former 
vendor employees for clauses restricting employee freedom to raise safety issues to 
mat & NRC.No restrictive clauses identified, 

FORTNEY.R.A. Combustion Engineering, Inc. 89/07/07. Vendor Inspection Branch. 
Ip. 50551:129-50551:129. 

8907210267 Requests prompt issuance of pending license amend authorizing limited 
use of depleted U at Hematite facility. Prompt NRC approval will allow for orderly test- 
ing of new equipment. 

SCHERER, A.E. Combustion Engineering, Inc. 89/07/14. ROUSE, L.C. Fuel Cycle 
Safety Branch. 3pp. 50615:060-50615:062. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

8907050248 Responds to violation noted in Insp Repts 70-0135/89-02 & 70-0364/89- 
01 on 89041 0-1 3.Notice should be withdrawn based on misunderstanding of require- 
ments & circumstances of entry/ exit procedures for eddy current area. 
CULBERSON.D.G. Babcock & Wilcox Co. 89/06/21. BELLAMY,R.R. Region 1. Ofc of 
the Director. 4pp. 50401:275-50401:277. 

8907100011 Advises that no restrictions contractually exists,inhibiting notification of 
NRC of employee potential safety issues. 

LESTER, K.S. Babcock & Wilcox Co. 89/06/23. MCCAUGHEY,D. Fuel Cycle Safety 
Branch. 3pp. 50458:062-50458:063. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 


8906290465 Forwards licensee responses to environ questions.per 890306 commit- 
ment. 

KNIGHT, B.E. Nuclear Fuel Services, Inc. 89/06/02. HORN.M. Fuel Cycle Safety 
Branch, 16pp. 50369:154-50369:208. 

-8906290474 Modified NPDES Permit TN0002038,issued to Nuclear Fuel Svcs. 
SINCLAIR,R.N. Tennessee, State of. 88/09/30. 10pp. 50369:169-50369:178. 

—8906290479 "Wastewater Contribution Permit for Nuclear Fuel Svcs, Inc." 

• Erwin. TN. 86/08/01. 32pp. 50369:179-50369:208. 

8906280020 Advises that Condition 2-1 to License SNM-124 revised to incorporate App 
G to FNMC & Conditions 2.1. 3,2.1. 4 & 2.1.5 added to license to provide certain clarifi- 
cations & exceptions to existing regulations. 

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 89/06/20. 
HENSLEY.K.D. Nuclear Fuel Services, Inc. 5pp. 50330:341-50330:345. 

8906280027 Forwards Amend 55 to License SNM-124,revising Condition 9 re chemical 
&/or physical forms & possession limits for Pu & incorporating Pu facilities decommis- 
sioning project plan condition addendum. 

ROUSE.LC. Fuel Cycle Safety Branch. 89/06/20. KNIGHT.B. Nuclear Fuel Services, 
Inc. 2pp. 50331:060-50331:083. 

—8906280048 Amend 55 to License SNM-124 for Nuclear Fuel Svcs, Inc, authorizing 
possession & use of 7,000 kg U-235 & 10 mCi Pu. 

ROUSE, L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/06/20. 
14pp. 50331:062-50331:076. 

—8906280055 SER supporting 890428 application for amend to License SNM-124 re de- 
commissioning of Pu facilities. 

SOONG.S. Fuel Cycle Safety Branch. 89/06/20. 5pp, 50331:077-50331:081. 

-8906280057 Informs that no environ assessment nor EIS warranted for 890512 appli- 
cation for amend to License SNM-124 re approval to incorporate Pu facilities decom- 
missioning project plan condition addendum. 

ROUSE, L.C. Fuel Cycle Safety Branch. 89/06/20. Fuel Cycle Safety Branch. 2pp. 
50331:082-50331:083. 

8906290377 Fonwards request for addI info re 890526 application to store vendor matls 
In Bldg 306 vault. Proposed limit on weight percent water in mixture does not assure 
safety. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 89/06/21. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. 2pp. 50348:079-50348:080. 

8907210314 Ack receipt of 890612 Itr informing NRC of steps taken to correct violations 
noted In Insp Rept 70-0143/89-10. 

CLINE.W.E. Region 2, Ofc of the Director. 89/06/28. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. Ip. 50615:064-50615:064. 

8907170013 Approves withholding, "Financial Statements for 1987 & 1988 & Independ- 
ent Auditors Rept” from public disclosure (ref 10CFR2.790(b)(5)). 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
89/07/10, FERGUSON, D.B. Nuclear Fuel Services, Inc. 2pp. 50548:114-50548:115. 

8907240378 Informs that third quarterly meeting re Pu decommissioning project status & 
pond project status scheduled for 890815 in Erwin, TN, per 890626 telcon. 
KIRKPATRICK.J. Nuclear Fuel Services. Inc. 89/07/12. ROUSE.LC. Fuel Cycle 
Safety Branch. 2pp. 50641:039-50641:039. 

8907250258 Grants 6-day time delay, per licensee 890710 request, for completing recon- 
ciliation activities associated w/latest high-enriched U physical inventory.Temporary 
Condition TC(MC&A)-8 to Amend SG-2 issued as stated. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/20. 
HENSLEY.K.D. Nuclear Fuel Services, Inc. Ip. 50645:110-50645:110. 


DOCKET 70-0364 BABCOCK & WILCOX CO., PARKS TOWNSHIP, PA 

8907100011 Advises that no restrictions contractually exists, inhibiting notification of 
NRC of employee potential safety issues. 

LESTER.K.S, Babcock & Wilcox Co. 89/06/23. MCCAUGHEY.D. Fuel Cycle Safety 
Branch. 3pp. 50458:062-50458:063. 
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DOCKET 70-0371 UNC, INC., UNCASVILLE, CT 

8907260272 Requests 29-day extension in reporting results of nuclear matl control sys 
review. Listed circumstances necessitated by listed circumstances, including physical in- 
ventory scheduled to commence on 89071 4. Fee paid. 

GRENON.N.M. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/06/06. 
KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 2pp. 
50676:246-50676:246. 

8906280012 Issues Condition 39 to Amend 19 to License SNV-3r)S.sta‘ ng that trans- 
port ca.'t desicnatcd as 'ter '< ir Soctic" 8 2 =»art I no: -ut-'C'sec 'or use in Bldg 
L per ce-so:-' arre.' O aoo i:?.:-Qr'. 3af-e:. evaluation end. 

ROUSE. _.C F-e' Cvce 5ai-:;;y Bra-:'' 89 '06' '5. GREGG, R. United Nuclear Corp. 
(subs, of UNC Resources, Inc.). Ip. 50331:327-50331:331. 

“8906280013 Safety eva!’ja!'on.reco.mre"dmc acoroval of 890522 application for 
amend to License SN‘.'-jc 5 m.;e:: .?p-:-ra: ons ir new Bldg L. 

8IDINGER.G.H., ROUSE, LC. Fuel Cycle Safety Branch. 89/06/15. 3pp. 50331:328- 
50331:330. 

“8906280014 Submits categorical exclusion, advising that neither EtS nor environ as- 
sessment warranted for licensee 890522 amend request to authorize use of fuel vault 
a'-ea & cha."ce rooms of Bldg L 

PC^,5= -.C ”F.-e Cvcle Safety Branch. 89/06/15. Fuel Cycle Safety Branch. Ip. 
50331:331-50331:331. 

8907100162 Application for amend to License SNM-368,incorporating organizational 
chances *=>3 .Andrews resume end. 

GREGG, R.J UNC Resources, Inc. 89/06/21. ROUSE, LC. Fuel Cycle Safety Branch. 
7pp. 50457:129-50457:134. 

8907210088 Expresses appreciation for time & courtesy provided to JH Joyner.J Roth & 
author during 890608 visit. 

KNAPP.M.R. Region 1, Ofc of the Director. 89/06/23. ANDREWS.B. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 2pp. 50615:220-50615:221. 

8907210256 Responds to LC Rouse 890517 Itr forwarding V Stello Itr re notification of 
NRC of employees potential safety issues. UNC has no current or previous agree- 
ments which contain restrictive clauses of nature discussed in Itr. 

GREGG, R.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 89/07/10. 
ROUSE,LC. Fuel Cycle Safety Branch. 2pp. 50614:359-50614:360. 


DOCKET 70-0398 COMMERCE, DEPT. OF, WASHINGTON, DC 

8906290461 Forwards Amend 3 to License SNM-362,revising possession limits for Co- 
60 in individual irradiators. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/06/21. PEVEY.L.E. National Institute of 
Standards & Technology (formerly National Bureau of Standa. 1p. 50369:056- 
50369:060. 

“8906290464 Amend 3 to License SNM-362, authorizing possession limits of 56,000 Ci 
Co-60 in individual irradiators. 

ROUSE,L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/06/21. 
3pp. 50369:057-50369:059. 

“8906290466 SER supporting amend to License SNM-362 to possess up to 56,000 Ci 
Co-60 in individual irradiators. 

SOONG.S. Fuel Cycle Safety Branch. 89/06/21. Ip. 50369:060-50369:060. 


DOCKET 70-0622 ARMY, DEPT. OF, DOVER, NJ 

8907240392 Forwards Matl Control & Accounting Safeguards Insp Rept 70-0662/89- 
200 on 890523.No violations or deviations noted. Rept withheld (ref 10CFR2.790(d)). 
KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/18. 
DUNCAN, K. Army, Dept. of. Armament Research & Development Command. Ip. 
50636:239-50636:239. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 

8907240340 Advises that Cintichem does not restrict employees from contacting NRC 
w/concerns re potential safety issues. 

GALLAHER.D.J. Cintichem, Inc, 89/06/26. ROUSE.L.C. Fuel Cycle Safety Branch. 
2pp. 50636:102-50636:103. 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 

8907210377 Fon/vards Insp Rept 70-0734/89-04 on 890626-30.No violations noted. 
YUHAS.G.P. Region 5. Ofc of the Director. 89/07/17, RADEMACHER.R.N. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 2pp. 50603:082- 
50603:090. 

-8907210378 Insp Rept 70-0734/89-04 on 890626-30, No violations or deviations 
noted.Major areas lnspected:licensee action on previous insp findings, criticality 
safety.operations review & namt & surve'ilance testing.Weaknesses noted. 

HOOKER, C.A.. FISH.R. Regbr 5. Cfc ci r.-e Director. 89/07/17. 7pp. 50603:084- 
50603:090. 

8907240415 Trip rept of 890625-30 v s't w'Pcc'on V inspector to GA Co for insp & ac- 
quaintance w/GA staff & faci.:i es.Cbserva:!C,:'!S made which will require followup by 
Region V 'isted. includ'.ng lack of training re fire alarm responses, 

BlDiNGEP 3 =uel C,cle Safety Branch. 89/07/19. ROUSE.LC. Fuel Cycle Safety 
Branch. 2pp. 50641:040-50641:041. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8907250266 Advises that 89051 1 request for approval of route for transport of spent 
fuel consistent W/10CFR73.37 & approved. Deviation from route requires notification 
as soon as possible. 

MACDONALD.C.E. Transportation Branch. 89/07/18. KIRKLAND, M.W. General Elec- 
tric Co. 37pp. 50644:21 7-50644:253. 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, Rl 

8907170281 Forwards ORAU 89/F-10, "Confirmatory oadicLoci:?.' of United Nu- 
clear Corp Site,Wood River Junction, RI:Vol 11-Areas Ou;s Zone," final 

rept. 

BERGER.J.D. Oak Ridge Assoc'atcd Univs. 89/06/26. HORN.M. Office of Nuclear 
Material Safety & Sa'vrCuarrts.Girec’.or 2pp. 50545:358-50546:150. 

-8907170310 "Confirmatory Radiological Survey of United Nuclear Corp Site, Wood 
River Junction, Rl: Vol 11-Areas Outside Restricted Zone." final rept. 

BERGER.J.D., LANDIS.M.R. Oak Ridge Associated Univs. FIN A-9076. ORAU a9/F- 
10. 89/06/30. Office of Nuclear Material Safety & Safeguards.Director. 146pp. 
50545:359-50546:150. 

8907140062 Forwards status of UNC recovery sys, Wood River Junction, Rl, per 890707 
request.At present, vendor has less than one truckload of waste matl onsite.Matl will 
be shipped offsite when NRC indicates no addi decommissioning work required. 
BIDINGER, G. Fuel Cycle Safety Branch. 89/07/10. FAY,E. Congressional Affairs. 2pp. 
50562:244-50562:245. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8906300175 Application for amend to License SNM-778, revising pages to reflect pro- 
posed changes in organization.Fee paid. 

BOYD.C.C. Babcock & Wilcox Co. 89/05/19. ROUSE.L.C. Fuel Cycle Safety Branch. 
41pp. 50368:171-50368:210. 

8907100011 Advises that no restrictions contractually exists. inhibiting notification of 
NRC of employee potential safety issues. 

LESTER.K.S. Babcock & Wilcox Co. 89/06/23. MCCAUGHEY.D. Fuel Cycle Safety 
Branch. 3pp. 50458:062-50458:063. 


DOCKET 70-0882 COLUMBIA UNIV., NEW YORK, NY 


8906280242 Discusses Safety Insp Rept 70-0882/89-01 on 890512 & forwards notice of 
violation. 

KINNEMAN.J.D. Region 1. Ofc of the Director. 89/06/16. LIDOFSKI.L Columbia 
Univ.. New York, NY. 2pp. 50330:105-50330:107. 

-8906280244 Notice of violation from insp on 89051 2.Violation noted: sealed sources 
containing unknown quantities of radioactive matl not included in 6-month inventory. 
* Region 1, Ofc of the Director, 89/06/16. Ip. 50330:107-50330:107. 


DOCKET 70-1068 FLORIDA, UNIV. OF, GAINESVILLE, FL 

8906300062 Forwards renewed License SNM-1050 & SER. License renewed for 5 yrs 
w/expiration date of 940630. 

ROUSE.L.C. Fuel Cycle Safety Branch. 89/06/23. VERNETSON.W.G. Florida, Univ. 
of. Gainesville. FL Ip. 50379:296-50379:306. 

-8906300078 Renewed License SNM-1050 for Univ of Florida.authorizing use of U en- 
riched up to 4.96% w/o U-235. 

ROUSE.L.C. Division of Industrial & Medical Nuclear Safety (Post 870729). 89/06/23. 
1p. 50379:297-50379:301. 

-8906300083 SER supporting 890301 application for renewal of License SNM-1050.au- 
thorizing use of U enriched up to 4.96% w/o U-235. 

ROBINSON, C.H.. BIDINGER.G.H. Fuel Cycle Safety Branch. 89/06/23. 5pp. 
50379:302-50379:306. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8906280001 Forwards request for addI info re 890307 application for amend to License 
SNM-1067,for response within 20 days. Definition not clear as to which positions per- 
form initial analysis & independent review, 

BRINKMAN, G.H. Fuel Cycle Safety Branch. 89/06/20. WATERMAN.C.R. Combustion 
Engineering, Inc. 4pp. 50330:337-50330:340. 

8906300172 Ack receipt of 890609 Itr in response to 89051 1 notice of violation re viola- 
tions noted during insp of License SNM-1067.NRC evaluating denial of violation by 
licensee & determination will be provided in near future. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/06/22, 
SCHERER, A.E. Combustion Engineering, Inc. Ip. 50379:013-50379:013. 

8907100003 Forwards revised 890307 amend request re Windsor Nuclear Fuel Mfg fa- 
cility organization.C-E will institute facility review group to assume oversight function re 
facility operations.Tabulation of affected pages also end. 

SCHERER, A.E. Combustion Engineering, Inc. 89/06/23. ROUSE.L.C. Fuel Cycle 
Safety Branch, 7pp. 50446:1 18-50446:204. 

-8907100006 Revised Windsor Fuel Fabrication facility request for amend to License 
SNM-1067,changing facility organization. 

* Combustion Engineering, Inc, 89/06/30. 81pp. 50446:124-50446:204. 

8907100214 Forwards Insp Rept 70-1100/89-03 on 890522-26 & notice of 
violation. NRC concerned that violation may have been caused by inability of responsi- 
ble individuals to complete proper evaluation of bioassay analyses results. 

BELLAMY, R.R. Region 1, Ofc of the Director. 89/06/30. MCGILL.P.L Combustion En- 
gineering, Inc. 2pp. 50458:202-50458:238, 

-8907100215 Notice of violation from insp on 890522-26, Violation noted: between 
890227 & 0526, licensee failed to conduct adequate evaluation of bioassay results. 

* Region 1, Ofc of the Director. 89/06/30. Ip. 50458:204-50458:204. 

-8907100216 Insp Rept 70-1100/89-03 on 890522-26. Violations noted.Major areas 
inspected:licensed program.including reviews of operations, organization, training 
programs, emergency planning program & completed elements of integrated improve- 
ment plan. 

ROTH.J., BORES, R.J. Region 1. Ofc of the Director. 89/06/28. 36pp. 50458:205- 
50458:238. 
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8907210239 Application for amend to License SNM-1 067, incorporating Rev 0 to emer- 
gency plan into license.Once plan fully implemented, date for conduct of emergency 
drill will be provided to NRC.Fee paid. 

SCHERER,A.E. Combustion Engineering, Inc. 89/06/30. ROUSE,L.C. Fuel Cycle 
Safety Branch. 5pp. 50616:040-50616:131. 

-8907210243 Rev 0 to “Windsor Nuclear Fuel Facility Emergency Plan." 

* Combustion Engineering, Inc. 89/06/30. 86pp. 50616:045-50616:131. 

8907140099 Responds to 890427 request for review of agreements w/present or former 
vendor employees for clauses restricting employee freedom to raise safety issues to 
mgt & NRC.No restrictive clauses identified. 

FORTNEY, R.A. Combustion Engineering, Inc. 89/07/07. Vendor Inspection Branch. 
Ip. 50551:129-50551:129. 

8907180029 Forwards mgt meeting fept on 890627. Historical info provided re status of 
completion of facility mods & c'ccjrarr’.matic upgrades at facility informative & useful. 
BELLAMY,R.R. Region !. 0!c of '.ho Oirectcr. 89/07/07. MCGILL,P.L Combustion En- 
gineering, Inc. 2pp 50576.208-50576:215 

--89071 80032 Mgt meeting rept on 890627.Major topic of discussion:status of comple- 
tion of facility mods & programmatic upgrades of facility as described in facility per- 
formance improvement plan written in response to 880909 CAL-88-23. 

ROTH,J., BORES,R.J. Region 1, Ofc of the Director. 89/07/05. 6pp. 50576:210- 
50576:215. 

8907170294 Forwards comments re review of 890420 updated Rev 4 to physical securi- 
ty plan, entitled “Physical Security Plan for Protection of SNM of Low Strategic Signifi- 
cance Used Within Bldgs 5/17/21." End withheld. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/12. 
SCHERER,A.E. Combustion Engineering, Inc. Ip. 50562:296-50562:296. 

8907210096 Responds to AB Scherer 890609 Itr re 890511 notice of violation,per Insp 
70-1100/89-200.Not clear why eight subparts of MFG-16-15xx signed & dtd & five 
not.Notice of violation withdrawn. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/14. 
MCGILL,P.L. Combustion Engineering, Inc. Ip. 50615:240-50615:240. 


DOCKET 70>1113 GENERAL ELECTRIC CO.. WILMINGTON, NC 

8907140267 Discusses A Datta 890325-31 trip rept expressing view on fire protection 
program re recently published proposed branch technical position on fire protection. 
WlNSLOW,T.P. General Electric Co. 89/06/22. BIDINGER, G.H. Fuel Cycle Safety 
Branch. 3pp. 50541:262-50541:263. 

8907100229 Forwards Insp Rept 70-1113/89-08 on 890530-0602.No violations or devi- 
ations noted. 

CL1NE,W.E. Region 2, Ofc of the Director. 89/06/28. LEES.E.A. General Electric Co. 
2pp. 50446:090-50446:099. 

“8907100230 Insp Rept 70-1113/89-08 on 890530-0602.No violations or deviations 
noted.Major areas inspected:nuclear criticality safety, operations review,maint & surveil- 
lance testing. 

KASNICKI.D., DECKER,!. Region 2, Ofc of the Director. 89/06/27. 8pp. 50446:092- 
50446:099. 

8907120364 Forwards Insp Rept 70-1113/89-06 on 890605-09.No violations or devi- 
ations noted. Util attention directed to resolution of two drill weaknesses, 

COLLINS,D.M. Region 2, Ofc of the Director. 89/06/29. LEES,E.A. General Electric 
Co. 2pp. 50510:268-50510:279. 

“8907120366 Insp Rept 70-1113/89-06 on 890605-09.No violations & deviations 
noted.Major areas inspected.-emergency preparedness,radiological contingency & 
emergency plan.Two drill weaknesses identified. 

KREH.J.L, RANKIN, W.H. Region 2, Ofc of the Director. 89/06/29. 10pp. 50510:270- 
50510:279. 

8907170275 Discusses 890705 anonymous allegation re GE disconnecting criticality 
alarm sys detectors & circuit boards whenever electrical storm approached plant.GE 
doing this to prevent false alarms & to protect equipment. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 89/07/07. CLINE.W.E. Region 2. Ofc of 
the Director. Ip. 50547:360-50547:360. 

8907170340 Advises that License Condition 1.1 to Amend SG-2 to License SNM-1097 
r 0 vis@ci to r 08 ,cl ds stHtod 

KASUN,D.l Domestic SG & Regional Oversight Branch (Post 881218). 89/07/10. 
WINSLOW.T.P. General Electric Co. Ip. 50548:131-50548:131. 

8907270058 Further response to appeal of 890124 denial of FOIA request. App records 
end & available in PDR. 

THOMPSON,H.L. Office of Nuclear Material Safety & Safeguards,Director. 89/07/21. 
BAUMAN, LL Government Accountability Project. 2pp. 50664:012-50664:091. 

“8907270061 "GE Plant Telephone Directory Wilmington Mfg Dept (NEBG) Rotating 
Parts Operation (AEBBG) & Supporting Organizations." 

* General Electric Co. 84/10/31. 70pp. 50664:022-50664:091. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMBIA, SC 

8907070009 Forwards Insp Rept 70-1151/89-04 on 890530-0602.No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2, Ofc of the Director. 89/06/22, LOCH.E.P. Westinghouse 
Electric Corp. 2pp. 50443:078-50443:092. 

“8907070011 Insp Rept 70-1151/89-04 on 890530-0602,No violations or deviations 
noted.Major areas inspected:liquid & gaseous effluents, environ monitoring & confirma- 
tory measurements. 

ADAMOVITZ,S.S., COLLINS,D.M. Region 2, Ofc of the Director, 89/06/20. 13pp. 
50443:080-50443:092. 

8907130065 Forwards summary of changes to Columbia plant design info questionnaire 
&/or responses to requirements previously transmitted as concise notes during Apr- 
June 1989. 

NARDI,A.J, Westinghouse Electric Corp. 89/07/01, SMITH,C,N. International SG 
Branch (Post 881218). 9pp. 50552:343-50552:352. 


8907250340 Advises that 890303 request to modify one measurement sys 
acceptable. Page 4.11 transmitted by 890303 Itr incorporated into Safeguards Amend 
SG-3, License 1.1 of License SNM-1 107. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/20. 
NARDI,A.J. Westinghouse Electric Corp. Ip. 50642:360-50642:360. 


DOCKET 70-1166 TENNESSEE VALLEY AUTHORITY, MUSCLE SHOALS, AL 


8907060200 Forwards application for amend,renewing License SNM-1 102 to consoli- 
date & update info re licensed activities. 

RAY,M.L. Tennessee Valley Authority. 89/06/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50433:018-50433:029. 

“8907060201 Application for amend,renewing License SNM-1 102,to consolidate & 
update info re licensed activities. 

RAY,M.L. Tennessee Valley Authority. 89/06/29. 9pp. 50433:021-50433:029. 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 

8906290268 Forwards responses to environ questions re mfg operations at commercial 
nuclear fuel plant.Exhaust air from pellet vault, pellett loading area & liquid evaporator 
sys possess potential for radioactive contaminants. 

LESTER, K.S. Babcock & Wilcox Co. 89/06/21. HORN,M. Fuel Cycle Safety Branch. 
26pp. 50364:272-50364:296. 

8907110375 Application for renewal of License SNM-1 168 for 10-yr period. 

LESTER,K.S. Babcock & Wilcox Co. 89/06/21. MCCAUGHEY.D.A. Fuel Cycle Safety 
Branch. 200pp. 50500:023-50500:273. 

8907100011 Advises that no restrictions contractually exists,inhibiting notification of 
NRC of employee potential safety issues. 

LESTER,K.S. Babcock & Wilcox CoT 89/06/23. MCCAUGHEY,D. Fuel Cycle Safety 
Branch. 3pp. 50458:062-50458:063. 

8907260271 Advises that Condition 1.1 to Amend SG-1 to License SNM-1 168 
revised, requiring licensee to follow Chapters 1.0 through 8.0 of FNMCP. 

KASUN,D.J. Domestic SG & Regional Oversight Branch (Post 881218). 89/07/20. 
LESTER,K.S. Babcock & Wilcox Co. Ip. 50674:274-50674:274. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 


8907130055 Application for amend to License SNM-1 227,to accomodate change in 
functional organizational structure & to further clarify contamination limits for reuse of 
launde!'ed cIcthinc.Fee paid, 

MAlOC'''.C.W. Acivanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/ 
06 '14. RCLSE,...C. Fuel Cycle Safety Branch. 87pp. 50519:293-50520:018. 

8907140258 Discusses methods of disposal of contaminated sand. Requests approval of 
State of WA concurrence. license amend for Hanford site which would allow bulk burial 
of contaminated sand as lower fill dirt. 

THISS.H.B. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 89/06/ 
27. ADAMS, S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 16pp. 
50544:273-50544:287. 

8907170237 Informs that License Condition 1.1 of Amend SG-2 to License SNM-1 257 
revised to read as stated, in response to 890421 Itr re changes to FNMCP. 

KASUN.D.J. Domestic SG & Regional Oversight Branch (Post 881218), 89/07/12. 
EDGAR, J.B. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 
50544:037-50544:037. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8907200217 Forwards NRC Info Notice 89-045,Suppl 1, "Metalclad,Low Voltage Power 
Circuit Breakers Refurbished W/Substandard Parts." No action or response required. 
ROBERTS, J.P. Fuel Cycle Safety Branch. 89/07/19. INGELS,T.E. General Electric 
Co. Ip. 50614:029-50614:035. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 


8907130351 Application for amend to License SNM-1 405, increasing Pu (enriched to 
98% Pu-239) to 6 g. 

CROSBIE.K.L. IRT Corp. 89/06/19. ROUSE, LC. Fuel Cycle Safety Branch. 4pp. 
50532:126-50532:128. 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8906300170 Application for amends to Licenses SNM-1 861 & SNM-1 873, revising Con- 
dition 8 to License SNM-1 861 to reflect increase in possession limit to 2,600 kg 
U.contained in up to 193 fuel assemblies & in up to 100 fuel rods. 

SHELL,R.H. Tennessee Valley Authority. 89/06/16, Document Control Branch (Docu- 
ment Control Desk). 30pp. 50370:225-50370:254. 

8907260270 Requests exemption to defer physical inventory of nuclear fuel assemblies 
for 90 days beyond scheduled inventory date of 890809.Auxiliary bldg crane, required 
to remove spent fuel pit covers.currently out of svc. 

RAY.M.J. Tennessee Valley Authority. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50674:261-50674:263. 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8906290283 Requests exemption from 10CFR70.51(d),to allow use of tamper-indicating 
■ Type E seals to secure nuclear fuel assembly storage areas at plant instead of con- 
ducting annual physical inventories. 

RAY.M.J. Tennessee Valley Authority. 89/06/13. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50357:354-50357:357. 
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DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA, TN 

8906300170 Application for amends to Licenses SNM-1861 & SNM-1873, revising Con- 
dition 8 to License SNM-1861 to reflect increase in possession limit to 2,600 kg 
U, contained in up to 193 fuel assemblies & in up to 100 fuel rods. 

SHELL, R.H. Tennessee Valley Authority. 89/06/16. Document Control Branch (Docu- 
ment Control Desk). 30pp. 50370:225-50370:254. 

8907260270 Requests exemption to defer physical inventory of nuclear fuel assemblies 
for 90 days beyond scheduled inventory date of 890809.Auxiliary bldg crane, required 
to remove spent fuel pit covers,currentIy out of svc. 

RAY,M.J. Tennessee Valley Authority. 89/07/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 50674:261-50674:263. 


DOCKET 70-2941 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8906290283 Requests exemption from 10CFR70.51(d),to allow use of tamper-indicating 
Type E seals to secure nuclear fuel assembly storage areas at plant instead of con- 
ducting annual ohysical inventories. 

RAY.M.J. Tennessee Valley Authority. 89/06/13. Document Control Branch (Docu- 
ment Control Desk). 5pp. 50357:354-50357:357. 


DOCKET 70-3057 TU ELECTRIC, DALLAS, TX 

8906290429 Forwards environ assessment & finding of no significant impact,supporting 
issuance of License SNM-1986. 

HORN.M. Fuel Cycle Safety Branch. 89/06/22. CAHILL, W.J. Texas Utilities Co. 1p. 
50348:059-50348:067. 

-8906290432 Finding of no significant impact & notice of opportunity for hearing issu- 
ance of SNM License SNM-1986.Environ impacts re handling & storage of new fuel 
insignificant. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/06/20. 5pp. 50348:060-50348:064. 

-8906290433 Environ assessment supporting issuance of License SNM-1986. 

HORN,M., BIDINGER,G.H. Fuel Cycle Safety Branch. 89/06/20. 3pp. 50348:065- 
50348:067. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0008 COMMONWEALTH EDISON CO. 

8906280122 Requests renewal of QA program for radioactive mail package: 0008,per 
Rev 55 to CE-1-A.Fee paid. 

FARR,R.J. Commonwealth Edison Co. 89/06/02. MACDONALD, C.E. Transportation 
Branch. 2pp. 50332:003-50332:003, 

8907100096 Forwards QA program approval for radioactive matl package: 0008.Rev 3. 
MACDONALD, C.E. Transportation Branch. 89/06/29. FARR.R.J. Commonwealth 
Edison Co. 1p. 50507:316-50507:317. 

-8907100097 QA program approval for radioactive matl package:0008,Rev 3. 
MACDONALD,C.E. Transportation Branch. 89/06/29. Ip. 50507:317-50507:317. 


DOCKET 71-0019 ROCHESTER GAS & ELECTRIC CORP. 

8907030067 Forwards QA program approval for radioactive matl package: 0019,Rev 3. 
MACDONALD,C.E. Transportation Branch. 89/06/27. SMITH.R.E. Rochester Gas & 
Electric Corp. Ip. 50391:359-50391:360. 

-8907030083 QA program approval for radioactive matl package:001 9,Rev 3. 
MACDONALD,C.E. Transportation Branch. 89/06/27, Ip. 50391:360-50391:360. 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 

8906280113 Responds to NRC 890517 Itr re violations noted in Insp 71-0062/89- 
01. Steps taken to correct violations & nonconformances listed & completed on 
890414. 

CAIN.W.E. Industrial Nuclear Co, 89/06/09. GORDON, L. Division of Safeguards & 
Transportation (Post 870413). 3pp. 50331:022-50331:024. 


DOCKET 71-0124 HOUSTON INSPECTION LABORATORIES, INC. 

8907130323 QA program for Tupe B quantity shipments of radioactive matl. 

* Houston Inspection Services, Inc. (formerly Houston Inspection Laboratories, Inc. 
89/06/29. 2pp. 50532:124-50532:125. 


DOCKET 71-0133 NAVY, DEPT. OF 

8907070316 Requests renewal of QA program approval for radioactive matl pack- 
age:0133. 

MALINOSKI.J.W. Navy, Dept of, Naval Sea Systems Command, 89/06/26. Transpor- 
tation Branch. 3pp. 50442:224-50442:226. 


DOCKET 71-0194 VIRGINIA ELECTRIC & POWER CO. 

8^7100099 Forwards QA program approval for radioactive matl package: 01 94, Rev 4. 
MACDONALD.C.E. Transportation Branch. 89/06/29. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co,). Ip. 50458:060-50458:061. 

-8907100101 QA program approval for radioactive matl package:0194,Rev 4. 
MACDONALD.C.E. Transportation Branch. 89/06/29. I p. 50458:061 -501458:061. 


DOCKET 71-0195 TOLEDO EDISON CO. 


8907250170 Application for renewal of QA program approval for radioactive matl pack- 
age:0195. 

SHELTON, D.C. Toledo Edison Co. 89/07/19. Document Control Branch (Document 
Control Desk). 1p. 50655:194-50655:194. 


DOCKET 71-0207 CONNECTICUT YANKEE ATOMIC POWER CO. 


8907070134 Application for renewal of QA program approval for radioactive matl pack- 
age:0207. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 89/ 
06/30. Document Control Branch (Document Control Desk). 2pp. 50443:061- 
50443:062. 


DOCKET 71-0327 PORTLAND GENERAL ELECTRIC CO. 


8907260016 Application for renewal of QA program approval for radioactive matl 
package:0327.Fee paid. 

COCKFIELD,D.W. Portland General Electric Co. 89/07/14. MACDONALD.C.E. Trans- 
portation Branch. 3pp. 50674:291-50674:292. 


DOCKET 71-0447 NAVY, DEPT. OF 


8907100173 Requests repistration as user of Models 660 & 650 re exposure device & 
source changer.respectively. 

MALINOSKI.J.W. Navy, Dept, of. Naval Sea Systems Command, 89/06/16. Transpor- 
tation Branch. 13pp. 50457:077-50457:088. 


DOCKET 71-0655 MICHIGAN STATE UNIV., EAST LANSING, Ml 


8907250284 Advises that QA program approval for radioactive matl 
package:0655,terminated in response to 890614 Itr.NRC should be advised within 30 
days from Itr date.location at which records identified by 10CFR71.91 will be retained. 
MACDONALD.C.E. Transportation Branch. 89/07/20. WILKINSON.B.W. Michigan 
State Univ., East Lansing, Ml. Ip. 50654:206-50654:206. 


DOCKET 71-0678 PACTEC, INC. 


8907070168 Fon^ards request for addi info re 890424 request for review & approval of 
"QA Program for Design & Fabrication of Shielded Transportation Containers." 
MACDONALD.C.E. Transportation Branch. 89/06/27. HAELSIG.R.T. PacTec, Inc. 2pp. 
50442:065-50442:066. 


DOCKET 71-0679 TESTMASTER INSPECTION CO. 


8907170366 Forwards revised QA program for sealed sources in special form. 
CARR.W.B. Testmaster Inspection Co. 89/06/28. GORDON, L.L. Transportation 
Branch. 6pp. 50548:109-50548:113. 


DOCKET 71-0681 TUMBLEWEED X-RAY CO. 


8907030075 Forwards QA program approval for radioactive matl package: 0681, Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/06/27. JONES.J.A. Tumbleweed X-Ray 
Co. Ip. 50395:066-50395:067. 

-8907030078 QA program approval for radioactive matl package:0681,Rev 0. 
MACDONALD.C.E. Transportation Branch. 89/06/27. 1p. 50395:067-50395:067. 


DOCKET 71-3007 MODEL: D/4095/AF, TRANSPORTATION, DEPT. OF 

8907210104 Requests assistance re review of Rev 0 to German D/4095/AF certificate 
of approval for Reaktor-Brennelement Union pellet container.Translations of German 
certificate of package approval & criticality calculations encl. 

WANGLER.M.E. Transportation, Dept. of. 89/07/10. MACDONALD.C.E. Transporta- 
tion Branch. 23pp. 50629:324-50629:345. 


DOCKET 71-4986 MODEL; RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 

8907260028 Application for amend to Certificate of Compliance 4986, authorizing con- 
tents of one 9x9 fuel assembly in each RA packaging. Fee paid. 

WINSLOW, T.P. General Electric Co. 89/07/12. MACDONALD.C.E. Transportation 
Branch, 16pp. 50674:224-50674:238. 


DOCKET 71-5552 MODEL: GAS CYLINDER FIRE IMPACT SHIELD, ENERGY, DEPT. 


8907030090 Informs that Certificate of Compliance 5552 terminated, per 890522 request 
for decertification.Use of gas cylinder fire impact shield package also terminated. 
MACDONALD.C.E. Transportation Branch. 89/06/27. LEONARD.J.F. Energy, Dept. of. 
Ip. 50392:318-50392:318. 


DOCKET 71-6294 MODEL: UNC-2901, COMBUSTION ENGINEERING, INC. 

8907100234 Application for amend to Certificate of Compliance USA/6294/AF to 
change Drawings MS-135E & MS-84D.Changes do not affect previously established 
nuclear safety of container or structural design. W/two oversize drawings. 

SHY.K.E. B&W Fuel Co. 89/03/17. MACDONALD.C.E. Transportation Branch. 3pp. 
50445:179-50445:182. 
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“8907100236 Authorizes release of drawings associated w/Certificate of Compliance 
USA/6294/AF as public documents. 

LESTER. K.S. B&W Fuel Co. 89/06/22. MACDONALD, C.E. Transporlation Branch. 
2pp. 50445:181-50445:182. 

8907070216 Forwards addi info re amend request for Certificate of Compliance 6294 for 
Mode' 'JNC-POC" C'-a-g-rs nl'ow ceramic to be used in place of asbestos & allow 

LESTER.K.S. B&W Fuel Co' 89/05/30. MACDONALD, C.E. Transportation Branch. Ip. 
50447:296-50447:299. 

“8907070229 Forwards drawing of suggested assembly on 2901 plywood insert, for re- 
lease as public document. 

LESTER,K.S. B&W Fuel Co. 89/06/22. MACDONALD.C.E. Transportation Branch. 
4pp. 50447:297-50447:299. 

8907100113 Forwards request for addI info re 890118 application for amend to Model 
UNC-2901 package. NRC should be advised within 30 days from Itr date when info will 
be provided.AddI info requested should be submitted in form of revised pages. 
MACDONALD.C.E. Transportation Branch. 89/06/29. SCHERER, A. E. Combustion En- 
gineering, Inc. 3pp. 50507:290-50507:292. 

8907140051 Forwards Rev 12 to Certificate of Compliance 6294 for Model UNC-2901. 
MACDONALD.C.E. Transportation Branch. 89/07/12. Combustion Engineering, Inc. 
Ip. 50542:104-50542:109. 

“8907140053 Certificate of Compliance 6294, Rev 12, for Model UNC-2901. Approval 
record & list of users end. 

MACDONALD.C.E. Transportation Branch. 89/07/12. 5pp. 50542:105-50542:109. 


DOCKET 71-6550 MODEL: 6-QS-1, ENERGY, DEPT. OF 


8906280005 Ack receipt of 890427 Itr re decision not to renew Certificate of Compli- 
ance 6550 for Model 6-GS-1 package. Certificate expired on 880731. 
MACDONALD.C.E. Transportation Branch. 89/06/23. MCCALLUM.E.J. Energy, Dept, 
of. Ip. 50331:043-50331:043. 


DOCKET 71-6574 MODEL: HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 


8907250235 Requests registration as user of Models HN-190-1,HN-194S. HN.215H.HN- 
142,HN-200 & HN-190-2. 

WEBSTER.B.H. Carolina Power & Light Co. 89/05/31. MCDONALD.C.E. Transporta- 
tion Branch. 2pp. 50645:108-50645:108. 

8907250292 Informs of registration as user of Certificates of Compliance 

6574.9086,9089.9222,9208 & 0224.per 890531 request. 

MACDONALD.C.E. Transportation Branch. 89/07/20. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 50654:225-50654:225. 


DOCKET 71-6717 MODEL: 6717-B, GAMMA INDUSTRIES, INC. 


8907240324 Notification of registration as user of Certificates of Compliance 

6717,9032,9033,9036.9056 & 9135. 

MACDONALD.C.E, Transportation Branch. 89/07/18. JONES, J.A. Tumbleweed X-Ray 
Co. 1p. 50636:104-50636:104. 


DOCKET 71-9029 MODEL: 676 & 676E, TECH/OPS, INC. 


8907260047 Application for renewal of Certificate of Compliance 9029 for Model 
676, Type B package.Fee paid. 

ROUGHAN.C.M. Amersham Corp. 89/07/05. MACDONALD.C.E. Office of Nuclear 
Material Safety & Safeguards, Director. 7pp. 50676:268-50676:273. 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC. 


8907100173 Requests registration as user of Models 660 & 650 re exposure device & 
source changer, respectively. 

MALINOSKI.J.W. Navy, Dept, of, Naval Sea Systems Command. 89/06/16. Transpor- 
tation Branch. 13pp. 50457:077-50457:088. 

8907240324 Notification of registration as user of Certificates of Compliance 
671 T 50:;?. 5C33.9C36.9::"6 & 9135. 

MACDO\ALD,C.E. T'-ansportation Branch. 89/07/18. JONES, J.A. Tumbleweed X-Ray 
Co. Ip. 50636:104-50636:104. 


DOCKET 71-9033 MODEL: 660 & 660E, TECH/OPS, INC. 


8907100173 Requests registration as user of Models 660 & 650 re exposure device & 
source char.g£■^'■6£pect^'e■‘•,^ 

MALINCSK'.l.W. Navv. Dop! of. Naval Sea Systems Command. 89/06/16. Transpor- 
tation B'ar.ch. 13pp. 5C-^.5/:r /?-50457:088. 

8907240324 Notification of registration as user of Certificates of Compliance 
6717.9332.3033.9035.9:'56 & 9135. 

MACDONALD.C.E. T'ansportation Branch. 89/07/18. JONES, J.A. Tumbleweed X-Ray 
Co. Ip. 50636:104-50636:104. 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 


8907240324 Notification of registration as user of Certificates of Compliance 
67-* 7 9032.9033.9:36.9356 & 91 35. 

MACDONALD.C.E. "^'ansportation Branch. 89/07/18. JONES, J.A. Tumbleweed X-Ray 
Co. 1p. 50636:104-50636:104. 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 


8907170220 Forwards SuppI 1 to application for amend to Certificate of Compliance 
9056.in response to 890503 Itr.Policy re 200 mrem/hr limit for package surface radi- 
ation levels has changed. 

DICHARRY.R.O. Source Production & Equipment Cc . Inc. 89/07/06. 

MACDONALD.C.E. Transportation Branch. 3pp. 5(:553.C.2‘-5r.553 '32 

“8907170224 SuppI 1 to application for amend to Certificate of Compliance 9056, identi- 
fying & summarizing all prior variations in SPEC 2-T package & authorizing contents to 
1 10 Ci lr-192 for radiography exposure device. 

* Source Production & Equipment Co., Inc. 89/07/05. 105pp. 50553:024-50553:132. 

8907240324 Notification of registration as user of Certificates of Compliance 

6717,9032.9033.9036,9056 & 9135. 

MACDONALD, C.E. Transportation Branch. 89/07/18. JONES.J.A. Tumbleweed X-Ray 
Co. Ip. 50636:104-50636:104. 


DOCKET 71-9070 MODEL: N-55, NUCLEAR PACKAGING, INC. 


8907100081 Requests registration as user of Certificates of Compliance: 9070 & 9968. 
KNIGHT, B.E. Nuclear Fuel Services, Inc. 89/06/19. MACDONALD.C.E. Transportation 
Branch. 2pp. 50507:360-50507:361. 

8907210280 Advises of registration as user of Certificate of Compliance 9070, per 
890619 request & 890711 telcon. 

MACDONALD.C.E. Transportation Branch. 89/07/18. KNIGHT.B.E. Nuclear Fuel Serv- 
ices, Inc. Ip. 50615:059-50615:059. 


DOCKET 71-9086 MODEL: HN-1O0, SERIES 1, HITTMAN NUCLEAR & 
DEVELOPMENT 


8907250235 Requests registration as user of Models HN-190-1,HN-194S, HN-215H,HN- 
142.HN-200& HN-190-2. 

WEBSTER.B.H. Carolina Power & Light Co. 89/05/31. MCDONALD.C.E. Transporta- 
tion Branch. 2pp. 50645:108-50645:108. 

8907250292 Informs of registration as user of Certificates of Compliance 

6574.9086,9089,9222,9208 & 0224.per 890531 request. 

MACDONALD.C.E. Transportation Branch. 89/07/20. WEBSTER.B.H. Carolina Power 
& Light Co. 1 p. 50654:225-50654:225. 


DOCKET 71-9089 MODEL: HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8907250235 Requests registration as user of Models HN-190-1,HN-194S, HN-215H,HN- 
142.HN.200 & HN-190-2. 

WEBSTER.B.H. Carolina Power & Light Co. 89/05/31. MCDONALD.C.E. Transporta- 
tion Branch. 2pp. 50645:108-50645:108. 

8907250292 Informs of registration as user of Certificates of Compliance 

6574.9086,9089,9222.9208 & 0224, per 890531 request. 

MACDONALD.C.E. Transportation Branch. 89/07/20. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 50654:225-50654:225. 


DOCKET 71-9135 MODEL: CENTURY S & SA, GAMMA INDUSTRIES, INC. 


8907240324 Notification of registration as user of Certificates of Compliance 

6717,9032,9033.9036,9056 & 9135. 

MACDONALD.C.E. Transportation Branch. 89/07/18. JONES.J.A. Tumbleweed X-Ray 
Co. Ip. 50636:104-50636:104. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8907210112 Requests registration as user of Model LN 14-170 Series 1. 

LACEY ,W.S. Duquesne Light Co. 89/07/03. MACDONALD.C.E. Transportation 
Branch. 2pp. 50616:036-50616:037. 

8907250183 Informs of registration as user of Certificate of Compliance 91 51, per 
890703 request. 

MACDONALD.C.E. Transportation Branch. 89/07/19. KOSMAL.J.A. Duquesne Light 
Co. 1p. 50661:146-50661:146. 


DOCKET 71-9152 MODEL: CNS 1-13C II, CHEM-NUCLEAR SYSTEMS, INC. 


8907100105 Forwards Certificate of Compliance 91 52, Rev 10 for Model CNS 1-13C II 
packagd.per 860226 request. 

MACDONALD.C.E. Transportation Branch. 89/06/29. LEONARD.J.F. Energy, Dept. of. 
Ip. 50507:293-60507:299. 

“8907100110 Certificate of Compliance 9152,Rev 10,for Model CNS 1-13C II.Approval 
record end. 

MACDONALD.C.E. Transportation Branch. 89/06/29. 6pp. 50507:294-50507:299. 


DOCKET 71-9159 MODEL: NUPAC 14/190L, M & H. NUCLEAR PACKAGING, INC. 


8907170317 Requests registration as user of Chem-Nuclear Sys.lnc CNS 14-190H ra- 
dioactive matls shipping cask. 

BURSKI.R.F. Louisiana Power & Light Co. 89/07/03. Office of Nuclear Material Safety 
& Safeguards, Director. 2pp. 50562:280-50562:281 . 
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DOCKET 71-9168 MODEL; CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 

8907030113 Forwards Rev 4 to Certificate of Compliance 9168 for Model CNS 8- 
‘2CB pe* S9.r323 "equesl 

V-CC2.\-_Z,C £. Transportation Branch, 89/06/27. PAQUIN.P.L Chem-Nuclear 

Systems. Inc, Ip. 50395;068-50395:077. 


DOCKET 71-9224 MODEL: HN-190-2, WESTINGHOUSE HITTMAN NUCLEAR. INC. 

8907250235 Requests registration as user of Models HN-190-1,HN-194S HN-215H HN- 
142, HN-200 & HN-190-2. 

WEBSTER, B.H. Carolina Power & Light Co. 89/05/31. MCDONALD C E TransDorta- 
tion Branch. 2pp. 50645:108-50645:108. ^ 


-89C7530l-;5 C-c-T^f-'cate of Compliance 9l68.Rev 5, for Model CNS 8-120B. 
M.-CCC%4..C.C,£ ■^'arsportation Branch. 89/06/27. 9pp. 50395:069-50395:077. 


DOCKET 71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE CORP. 

8907050068 Forwards Ced^^date c‘ Ccmp'iarce 9183 Rev 9 for Model NAC-1. 
M.ACCCN.A.C C E_^'a;£?=r.a^cn B'anch 55/06/23. WELLS.A.H. Nuclear Assurance 
’^crp 1p cC.iw1.''22-'::04CV-27 

-S9C7:S0CSC Ce-t *d5te Compliance 91 S3. Rev 9.for Model NAC-1. 

V.ACCCNAi^D.C = f'='sccna::cn Bra.nc.n 59 '05/23. 5pp. 50401:123-50401:127. 


8907250292 Informs of registration as user of Certificates of Compliance 
6574. 9C36 9C59 5222 O/OS & C22-l.r.or 890531 request. 

f/ACDCNA.C.C = '-rarspcr-.c-ion 89/07/20. WEBSTER, B.H. Carolina Power 

& L.-gh: Co. I? £ 0654 225-50654:225. 


DOCKET 71-9225 MODEL: NAC-LWT, NUCLEAR ASSURANCE CORP. 

8907070212 Discusses results of review of structural analysis of NAC-LWT using 
SCANS personal computer code.Analyses show that NAC-LWT cask safe in side drop 
orientation. 

WELLS,A.H. Nuclear Assurance Corp. 89/06/21. MACDONALD, C.E. Transportation 
Branch. 4pp. 50444:142-50444:144. ^ 


DOCKET 71-9202 MODEL TN-BRP, TRANSNUCLEAR, INC. 

8907130181 Forwards Certificate of Compliance 9202.Rev 0 for Model TN-BRP shipping 
container & SER. 

MACCGNAL_D,C._E. T:ar=sportation Branch. 89/07/10. MCCALLUM.E. Energy, Dept. of. 
.p. 5'jc3i;;tct-cu::22‘*53. 

-8907130182 Ce.'t;^:cate c' Ccr-pidnce 3202..Rev C for Mocei TN-BR.° 
MACDCNA^DC.E T.'anscc:’.B-. C" Branch 59, C7.' 13. 4pp. 50532; 182-50532; 185. 

-8907130216 SER supporting approval of Model TN-BRP shipping cask as Type B(U) 

MACDONALD, C.E. Transportation Branch. 89/07/10. 14pp. 50532:186-50532:199. 


DOCKET 71-9204 MODEL: CNS 10-160B, CHEM-NUCLEAR SYSTEMS, INC. 

881227 Itr re 860616 application for Model 
CNS 10-160B package A^fdavt =>ev 3 tc BAR & proprietary Drawing C-110.E-29003- 
plnmw I -- drawing withheld (.'ef 10CFR2.790). 

PAQUIN.p l Chem-fjiclear systems, inc. £9. C6’'28. MACDONALD, C.E. Transporta- 
tion Branch. 18pp. 50534:277-50535:093 


-8907130311 Rev 3 to "SAR for Chem Nuclear Sys.Inc Model CNS 10-160B Tve B 
Hadwaste Shipping Cask," ^ 

• Chem-Nuciear Systems, Inc. 89/06/30. 159pp. 50534:295-50535:093. 


DOCKET 71-9230 MODEL: BR-IOO, B&W FUEL CO. 

8907260176 Slide presentation entitled, "B&W Fuel Co Presentation to NRC-Transoor- 
tation Branch." 

* B&W Fuel Co. 89/07/18. 62pp. 50673:185-50673:245. 

DOCKET 71-9233 MODEL: TN-RAM, TRANSNUCLEAR, INC. 

Summary of 890629 meeting w/Transnuclear.Inc in Rockville,MD re Model 
TN-RAM package. 

Branch, 89/07/10. Transportation Branch. 1p. 

DOCKET 71-9860 MODEL: DT-14A, ENERGY, DEPT. OF 

®^2^210^94 Application for decertification of Certificate of Compliance 9860 for Model 
2p^ £06*^6 MACDONALD.C.E. Transportation Branch. 

UCENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 71-9208 MODEL NUPAC 10-142, NUCLEAR PACKAGING, INC. 

8907t73330 ?5q^ests registration as user of Model 10-142 --adwaste sh-pnino cask. 

-f T-' ” o^neral Public Utilities Corp. - GPU Service Corp 33/06/30. Office 
*-f N-Creef arena, safety & Safeguards, Director. 2pp. 50544:068-50544:072. 

registration as user of 

M a'r “‘C^r-.see now registereo as user. 

WEBSTER, B.H. Carolina Power 

DOCKET 71-9218 MODEL; TRUPACT-II, ENERGY, DEPT. OF 

*0' Certificate of Compliance 9218 for Model TRU- 

f/aSn- «0pp.“|!r«7;&'^ ^<ACD0NALD.C.E. Transportetion 

MACDONALD'.C.E. Transporta- 

MACOONALD.C.E. Transporta- 

'01 use 
. Nuclear Packaging, 

DOCKET 71-9222 MODEL: HN-2tSH. WESTINGHOUSE HITTMAN NUCLEAR, INC. 

"N-'SO-I.HN-WS, HN-215H,HN- 
tion Branch. 2pp.*^5^^10^S«5:*i^,' MCOONALD,C.E. Transporta- 

CooiPlBnoe 

& Lignt Co. Ip. 50654'225-56654?225^'''^*' 83/07/20. WEBSTER, B.H. Carolina Power 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8907200217 Forwards NRC Info Notice 89-045.Suppl 1, "Metalclad.Low Voltage Power 

Parts." No action or response^required. 
c2 1p M614;029.506ulo3f^^ 'N^ELS.T.E. General Electric 

DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 

Informs of 890713 plant visit re movement of loaded CASTOR V/21 spent 
ISFSl. Purpose of visit to become more familiar w/cask handling & 
of NRC personnel visiting site end. 

HUBERTS, J.P Fuel Cycle Safety Branch. 89/07/07. STEWART W L Virainia Power 
(Virginia Electric & Power Co.). 2pp. 50673:117-50673:118 

^^cask°a?fsFS^l''^ 890713 visit to plant re transfer & emplacement of dry storage 

Bra^h^ip.'MD^pSsi/MeifSe ROUSE, LC. Fuel Cycle Safety 

DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 

®®Sn?Jfrn'jH,™^»!?T'''‘ ® '° SNM.2502 8, FR notice.Amend changes 

IS^SI '0 semiannually.of reporting effluent releases to environ from 

cSfpp:'-&r6?083-^Ml4l;?^^^^^ RURV.LW. Carolina Power & Light 

“'rSes^o^nCiron'‘fr®nm SNM-ZSOE.ohanging frequency of reporting effluent 

rouIf I pTI?r annually to semiannually. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/07/20. 4pp, 50646:086-50646:089. 

~ UcenirsIgM assessment nor EIS warranted for amend to 

fluent reteas^s to ISn fJSm semiannually ot reporting ef- 

5°64lo'90?50M6lo9a '® Reel Cycle Safety Branch. Ip. 

'^t?S?cv*ramamual?vLri®?»^^^ ® '° U=ense SNIM-2502, changing 

jSFsi. ° ^'^'^ually to semiannually, for reporting effluent releases to environ from 

ROUSE, LC. Fuel Cycle Safety Branch. 89/07/20. 2pp. 50646:091-50646:092. 

DOCKET 72-0004 DUKE POWER CO., 50-269 

^^uated°5a^0CFR50 59 ^^ existing Part 50 activities re ISFSl fuel bldgs eval- 

trol De^sk)^3pp^50536?2^o'^5M^^^^^ Document Control Branch (Document Con- 
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8907050014 Forwards addi info re 880331 application for amend, revising Tech Specs to 
accommodate use of multi-element spent fuel dry storage canisters inside onsite 
transfer cask for ISFSI as alternative storage location, per 890522 telcon. 

TUCKER, H.B. Duke Power Co. 89/06/27. Document Control Branch (Document Con- 
trol Desk). 15pp. 50399:238-50399:252. 


8907190335 Forwards revised response to NRC 890522 request for addI info re ISFSI & 
effects of cask drop accident in cask handling area of fuel pool structure.Max poten- 
tial spent fuel pool water 'eakage -afc 21.3 gallons per day. 

TUCKER, H.B. Duke Power 8:-/37-:7. Document Control Branch (Document Con- 
trol Desk). 5pp. 50592:127-50592:131. 
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10CFR COMMISSION MEETING RECORDS 


6906010113 Staff requirements memo re 890518 affirmation/discussion & vote in 
Rockville.MD re SECY-89-1 20.SECY-89-1 46 & SECY-89-158. 

CHILK.S.J. Office of the Secretary of the Commission. 54FR22578. 89/05/25. 
STELLO.V. Ofc of the Executive Director for Operations. 2pp, 49983:118-49983:119. 

8906280046 Staff requirements memo re 890613 briefing in Rockville.MD on proposed 
rule re basic QA in radiation therapy. 

CHILK.S.J. Office of the Secretary of the Commission. M890613. 89/06/23. 
STELLO.V. Ofc of the Executive Director for Operations. Ip. 50330:069-50330:069. 

8906290340 Transcript of 890601 periodic briefing in Rockville.MD re operating reactors 
& fuel facilities.Pp 1-93. 

* Commissioners. 89/06/01. 97pp. 50338:196-50338:292. 

8906300123 Staff requirements memo re 890622 affirmation/discussion & vote in 
Rockville.MD re SECY-89-1 89.Commission approved order responding to 890613 
"Motion for Protective Order." 

CHILK,S.J. Office of the Secretary of the Commission. M890622B. 89/06/28. 
PARLER.W.C. Office of the General Counsel (Post 860701). Ip. 50368:214- 
50368:214. 

8907060199 Transcript of 890630 briefing in Rockville.MD on application of severe acci- 
dent policy to lead application for Advanced LWR. 

* Commissioners. 89/06/20. 77pp. 50413:249-50413:325. 

8907070016 Transcript of 890531 brief ino on final rule & reg guide for main! of nuclear 
power plants in Rockville.MD.Pp 1-64. Supporting documentation end. 

* Commissioners. 89/05/31. 93pp. 50455:197-50455:289. 

8907070049 Transcript of Commission 890622 affirmation/discussion & vote in 
Rockville.MD. 

* Commissioners. 89/06/22. 8pp. 50444:113-50444:120. 

8907070195 Transcript of Commission 890622 briefing on status of proposed rule for 
license renewal in Rockville.MD.Pp 1-75. Supporting info end. 

* Commissioners. 89/06/22. 89pp. 50442:227-50442:31 5. 

8907070239 Transcript of Commission 890602 briefing in Rockville.MD re status of 
Tech Spec Improvement Program.Pp 1-34. 

* Commissioners. 89/06/02. 38pp. 50445:007-50445:044. 

8907070290 Transcript of 890628 affirmation /discussion & vote in Rockville.MD.Pp 1-4. 

* Commissioners. 89/06/28. 8pp. 50455:141-50455:148. 

8907070291 Transcript of 890629 affirmation/discussion & vote in Rockville.MD.Pp 1- 
4.Related info end. 

* Commissioners. 89/06/29. 8pp. 50454:324-50454:331. 

8907120177 Staff requirements memo re Commission 890622 briefing on status of pro- 
posed rule for license renewal in Rockville.MD. 

PARLER.W.C. Office of the Secretary of the Commission. M890622A. 89/07/07. 
STELLO.V. Ofc of the Executive Director for Operations. PARLER.W.C. Office of the 
General Counsel (Post 860701). 2pp. 50512:157-50512:158. 

8907130062 Staff requirements memo re Commission affirmation/discussion & vote in 
Rockville.MD on 890629 approving policy statement on educ for senior operators & 
shift supervisors at nuclear power plants.Policy statement end. 

CH1LK,S.J. Office of the Secretary of the Commission. M890629. 89/07/07. 
STELLO.V. Ofc of the Executive Director for Operations. 21pp. 50519:272-50519:292. 

8907130199 Staff requirements memo re 881221 affirmation/discussion & vote in 
Rockville.MD. 

HOYLE, J.C. Office of the Secretary of the Commission. M881221A. 88/12/23. 
PARLER.W.C. Office of the General Counsel (Post 860701). STELLO.V. Ofc of the 
Executive Director for Operations. 3pp. 50551:186-50551:188. 

8907170124 Staff requirements memo re Commission 890707 affirmation/ discussion & 
vote in Rockville.MD re SECY-89-200A rev to order in response to util request for clar- 
ification of licensing status of plant. 

CHILK.S.J. Office of the Secretary of the Commission. M890707. 89/07/12. 
PARLER.W.C. Office of the General Counsel (Post 860701). Ip. 50547:154- 
50547:154. 

8907170454 Summary of 890609 meeting w/util in Rockville.MD re dissolution of engi- 
neering assurance organization. List of meeting attendees, util handout, agenda & tran- 
script end. 

DONOHEW,J.N. TVA Projects Division. TAG 72833. 89/07/12. TVA Projects Division. 
26pp. 50546;359-50547:151. 

-8907170460 Transcript of 890609 TVA QA conference in Rockville.MD re dissolution 
of TVA engineering assurance organization.Pp 1-126. 

* Commissioners, 89/06/09. t28pp. 50547:025-50547:151. 

8907180126 Staff requirements memo re Commission 690628 affirmation/ discussion & 
vote in Rockville.MD on SECY-89-1 33.Final rule, amending 10CFR2 to modify rules of 
practice to irtprove hearing process, approved. 

CHILK.S.J. Office of the Secretary of the Commission. M890628. 89/07/06. 
PARLER.W.C. Office of the General Counsel (Post 860701). 70pp. 50576:321- 
50577:029. 

8907190310 Staff requirements memo re 890711 briefing on policy statement on rules 
for exemption from regulatory control. No requirements placed on staff. 

CHILK.S.J. Office of the Secretary of the Commission. M89071 IB. 89/07/18. Office of 
the Secretary of the Commission. Ip. 50581:081-50581:081. 

8907200040 Transcript of 890707 affirmation/discussion & vote in Rockville.MD.Pp 1-4, 

* Commissioners. 89/07/07. 8pp. 50597:1 28-50597:1 35. 

8^7210020 Transcript of 890710 briefing in Rockville.MD re status of emergency re- 
sponse data sys.Pp 1 -31. Supporting info end. 

* Commissioners, 89/07/10. 60pp. 50616:140-50616:198, 


8907250194 Revised pages to Commission 890601 briefing on operating reactors & fuel 
facilities. 

* Commissioners. 89/06/01. 11pp. 50661:135-50661:145. 

8907250198 Revised pages to Commission 890602 briefing on status of Tech Specs 
improvement program. 

* Commissioners. 89/06/02. 11pp. 50661:147-50661:157. 

8907250270 Staff requirements memo on 89071 ■< briefing 'n Rockville.MD re NRC com- 
ments on DOE site characterization plan for .‘-.V: ' 

CHILK,S.J. Office of the Secretary of the Me90711A. 89/07/21. 

THOMPSON. H.L. Dep Exec Dir for Nuc Mails Sa:-;;:. Sa:-::.:ji.c.rcs & Operations Sup- 
port (Post 890205). MOELLER, D.W. Advisory SoT.inii;:-c Tiuclear Waste. 2pp. 
50655:114-50655:115. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


8907140311 Summary of Advisory Committee on Nuclear Waste 12th meeting on 
890628-30 re DOE site characterization plan. Responsibility for reviewing specific sub] 
catMories in site characterization analysis assigned to consultants. 

MOELLER, D.W. Advisory Committee on Nuclear Waste. 89/07/03. CARR.K.M. Com- 
missioners. 6pp. 50541:264-50541:269. 

8907170496 Summarizes stated 12th meeting on 890628-30 re reporting incidents in- 
volving mgt & disposal of low level radwastes. Workshop on Cement Solidification of 
Low Level Wastes identified listed areas that need to be addressed. 

MOELLER, D.W. Advisory Committee on Nuclear Waste, 89/07/05. CARR.K.M. Com- 
missioners. 2pp. 50548:036-50548:037. 

8907260088 Summarizes ■'1th meet'^g of ACNW on 890613 in Bethesda.MD. Topics 
discuseed included, site cnarac-e' zc:i'on analysis, ACNW membership & future meeting 
schedules. Agenda for future ACNW meetings end. 

MOELLER, D.W. Advisory Committee on Nuclear Waste. 89/06/28. ZECH.L.W. Com- 
missioners. 10pp. 50658:257-50658:266. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8806270161 Discusses ACRS 338th meeting on 880602-04 re NRC proposed rule 
10CFR52 which would provide for issuance of early site permits.std design certifica- 
tions & combined CPs & conditional OLs for nuclear power reactors. 

KERR.W, ACRS - Advisory Committee on Reactor Safeguards. 53FR32060. 88/06/ 
07. ZECH.LW. Commissioners. 2pp. 45929:109-45929:110, 

8901260086 Comments on draft final rule on standardization & licensing 
reform. 10CFR52, "Early Site Permits, Std Design Certifications & Combined Licenses 
for Nuclear Power Plants." rcviov.-od d’.jr"g 3-''5th 4C°S mncfnc on 890112-14. 
REMICK.F.J. ACRS - Ac.iscrv C:-:rm ucv'c" Rc.nc.O' Safo:,ji.;!rc:s AC61-2 90. 89/01/ 
19. ZECH.LW. Comm s-3.or.ors 2p:: /8:''-i)4.257-.'.82f: '. 2!-C 

8902230226 Comments on final rule on standardization & licensing reform {10CFR52), 
"Early Site Permits, Std Design Certifications & Combined Licenses for Nuclear Power 
Plants." 

REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. AC61-2 88. 89/02/ 
15. ZECH.LW. Commissioners. 2pp. 48550:352-48550:353. 

8906210307 Summarizes ACRS 350th meeting on 890608-10 re proposed generic Itr 
concerning svc water sys problems affecting safety-related equipment.Comments re 
scope & content of Itr listed. Ltr should be issued until comments resolved. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/06/14. 
ZECH.L.W. Commissioners. 3pp. 50236:089-50236:091 . 

8906290427 Transcript of ACRS Subcommittee on Extreme Phenomenon 890622 meet- 
ing in Bethesda.MD.Pp 1-116.Supporting info end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/06/22. 147pp. 50332:008- 
50332:157. 


8907060118 Transcript of ACRS Subcommittee on Mechanical Components 890621 
meeting in Bethesda.MD.Pp 1-257.Supporting info end. 

‘ ACRS - Advisory Committee on Reactor Safeguards. 89/06/21, 316pp. 50392:001- 
50392:317. 


8907190232 Transcript of ACRS Subcommittee on Generic Items 890712 meeting in 
Bethesda.MD.Pp 1-l27.Supporting documentation end. 

• ACRS - Advisory Committee on Reactor Safeguards. 89/07/12. 162pp. 50558:029- 
50558:192. 


8907200219 Transcript of ACRS Subcommittee on Auxiliary & Secondary Sys 890712 
meeting in Bethesda.MD.Pp 1-152.Supporting info end. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/07/12. 182pp. 50583:146- 
50583:328. 


8907200228 Transcript of ACRS 351 st 890714 meeting in Bethesda.MD. Pp 188- 
351.W/related documentation. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/07/14, 184pp. 50587:296- 
50588:132. 


8907200240 Transcript of ACRS 351st meeting on 890713 in Bethesda.MD. Pp 1- 
187.W/related documentation. 

* ACRS - Advisory Committee on Reactor Safeguards. 89/07/13. 265pp. 50587:031- 
50587:295. 

8907200380 Discusses proposed actions re SECY-89-170, "Fire Risk Scoping 
Study:Summary of Results & Proposed Staff Actions," (NUREG/CR-5088).Need for 
addi research will be considered following final definition of fire-related parts. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/07/18. 
CARR.K.M. Commissioners. 2pp. 50878:180-50878:181. 
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8907200385 Advises that proposed resolution of USl A-40,^“Seis~_:] D-ts-O' C'her;?. " 
a:,:eotab'e.!n;; jd-ro decai:" that r; ba:rf!ts 'eqwi>c-d.C'C'r ACf^ j::'st 'nesting. 

CARR.K.M. Commissioners. 2pp. 5061 3:273-5061 3;274. 


ADVCM NRC ADVISORY COMMITTEE 

8907070320 Transcript c' Advi-son. Committee on Nuclear Waste 890628 I2th 
r''-.= V- VC .=p 1-228. Related info end. 

■ i:. sc-rCc-'.-ttee .N-:e=' Waste. 89/06/28. 322pp. 50439:213-50440:171. 

8907110131 Transcript of Advscr. Ccm.rittc-e on Nuclear Waste 12th meeting on 
890629 in Bethesda.MD.Pp 2:- I-'-f : Supportmg rn'c end. 

* Advisory Committee on NuCiear Aas:-;- £9 36 ‘29. 276pp. 50450:001-50450:277. 


8907110149 Transcript of 890630 Twelfth Advisory Committee on Nudear„Wa,Ste meet- 
1 Ee;.hesd.5..h'C.m- >153.531 Sucporting documentation end. 


ing in : 

' Advisory Cor 


dea' Waste 69/06/30, 168pp. 50449:192-50449:362. 


-8907110383 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 3 for 890315 hearing. _ „ „ 

ZECH.LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep.. Energy & 
Commerce. Ip. 50551:310-50551:310. 

-8907110384 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 4 for 890315 hearing. „ r- 

2ECH.LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep.. Energy & 
Commerce. 3pp. 50551:311-50551:313. 

-8907110385 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 5 for 890315 hearing. ..... 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:314-50551:314. 

-8907110387 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 6 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:315-50551:315. 


8907140311 Summary of Advisory Committee on Nuclear Waste 12th meeting on 
890628-30 re DOE site characterization plan. Responsibility for reviewing specific subj 
in 't-a'acterizati-o” a'-aivs = ass-gned to consultants. 

VCeJlE.R.C a A::, CoT.m:-:ee on Nud-aar .Vaste. 89/07/03. CARR.K.M. Com- 
missioners. 6pp. 50541:264-50541:269. 

8907170496 Summarizes stated 12th meeting on 890628-30 re reporting l.ncidents in- 
volving mgt & disposal of low level radwastes. Workshop on Cement Solidification of 
Low Level Wastes identified listed areas that need to be addressed. 

MOELLER. D.W. Advisory Committee on Nuclear Waste. 89/07/05. CARR.K.M. Com- 
missioners, 2pp. £054 £:j36-50548:037 

8907240148 Transcript of Nuclear Safety Research Review Committee 890524 meeting 
in Bethesda.MD.Pp 235-519. 

* Nuclear Safety Research Review Committee. 89/05/24. 236pp. 50624:060- 
50624:296. 

8907240154 Transcript of Nuclear Safety Research Review Committee 880602 meeting 
in Bethesda.MD.Pp 1-266. 

TODREAS.N. Nuclear Safety Research Review Committee. 88/06/02. 268 pp. 
50623:151-50624:059. 

8907240158 Transcript of Nuclear Safety Research Review Committee 890523 meeting 
in Bethesda.MD.Pp t-284. 

* Nuclear Safety Research Review Committee, 89/05/23. 287pp. 50603:228- 
50604:154. 

8907240164 Transcript of Nuclear Safety Research Review Committee 880603 meeting 
in V/rishi'-pfcn DC °p 267-455. Related documentation end. 

' Nucivr..' Sa:?:, Researcn Revi-aw Committee. 6S'C6/03. 240pp. 50621:144- 
50522:02*. 


-8907110388 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 7 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. 1p. 50551:316-50551:316. 

-8907110390 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 8 for 890315 hearing. 

ZECH.LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. 1p. 50551:317-50551:317. 

-8907110392 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 9 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:318-50551:318. 

-8907110393 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 10 for 890315 hearing. 

ZECH.LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep.. Energy & 
Commerce. 3pp. 50551:319-50551:321. 

-8907110394 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 11 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:322-50551:322. 

“8907110395 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 12 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. 1p. 50551:323-50551:323. 


8907240166 Transcript of 880217 Nuclear Safety Research Review Committee meeting 
MD l-107.Related correspondence end. 

' r^.ji-ii-r .Sa-e-.j Research Review Committee. 88/02/17. 311pp. 50622:022- 


“8907110397 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 13 for 890315 hearing. 

ZECH.L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:324-50551:324. 


8907240170 Transcript of 880218 Nuclear Safety Research Review Committee general 
meeting in Bethesda..MD.Pp 1 -205.Related info end. 

* Nuclear Safe:- Researcn Review Committee. 88/02/18. 221pp. 50620:093- 
50620:313. 


-8907110399 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 14 for 890315 hearing. 

ZECH,L.W. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Energy & 
Commerce. Ip. 50551:325-50552:004. 


8907250270 Staff requirements memo on 89071 1 briefing in Rockville, MD re NRC com- 
ments on DOE site characterization plan for Yucca Mountain. 

CHILK.S.J. Office of the Secretary of the Commission. M890711A. 89/07/21. 
THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety-, Safeguards & Operations Sup- 
port (Post 890205). MOELLER, D.W. Advisory Commitiee on Nuclear Waste. 2pp. 
50655:114-50655:115. 

8907260082 Forwards repts & background papers of ACNW for placement in Federal 
Advisory Committee depository. 

HOYLE.J.C. Advisory Committee on Nuclear Waste. 89/07/20. Library of Congress. 
1p. 50658:253-50658:274. 

-8907260085 Forwards documents prepared by or for ACNW since last submission on 
89C629.Cocir:s shc'j'd b-s 'otsined b,- L'.brar- n: Congress. 

SCrO.-FR.r-- s. Acv.so'y C:'n-.i:oe' O'- .Nuc.ea- Waste. 89/07/18. HOYLE.J.C. Advi- 
sory Committee on Nuclear Waste. 3pp. 50658:254-50658:274. 

-8907260088 Summarizes 11th meeting of ACNW on 890613 in Bethesda.MD. Topics 
dscjseecj i.n;:L;-je‘:l.s.;e c.-.a'actenzen.o'' a^s y^as ACNW membership & future meeting 
schedules.Agenda for future ACNW meetings end. 

MOELLER.D.W, Advisory- Committee on Nuclear Waste. 89/06/28. ZECH.L.W. Com- 
missioners. 10pp. 50658:257-50658:266. 

“8907260092 Discusses ACNW review of NRC cornc-nts or, DOE site characterizatic" 
plan discussed at ACNW 12th meeting or. P.90c?.8-3C.C...rreni concerns -a ■!nca:--or of 
exploratory shaft facility pertain to distance from faults & types of samples. 
MOELLER.D.W, Advisor/ Co.mmittee on Nuclear Waste. 89/07/03. CARR.K.M. Com- 
missioners. 6pp, 50658:267-50658:274. 


COMMISSION NRC COMMISSIONERS 


8905240533 Responds to 890502 questions re NRC licensing process as applied to 
transfer of Shoreham license & decommissioning of facility. Util has not yet discussed 
potential transfer & decommissioning w/NRC. 

ZECH.L.W. Commissioners. 89/05/19. JOHNSTON, J.B. Senate, Energy & Natural Re- 
sources. 80pp. 49910:249-49910:334. 

-8907110284 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 1 . 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON, J.B. Senate, Energy & Natu- 
ral Resources. 3pp. 50519:138-50519:140. 

-8907110289 Commission response to JB Johnston Committee on Energy & Natural 
Roso'-'ces 8-9C502 ■=!' Cuostion 2. 

ZEC-r.L Vv. Comm ssionc.'s. CCS. 89/05/02. JOHNSTON.J.B. Senate. Energy & Natu- 
ral Resources. 1p. 50519:141-50519:141. 

-8907110292 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 3. 

ZECH.L.W. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:142-50519:142. 

-8907110296 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 4. 

ZECH.LW. Commissioners. CCS. 89/05/19. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:143-50519:143. 

“8907110297 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 5. 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:144-50519:144, 


8905220053 Forwards responses to Congressman Markey questions from 890315 hear- 
ing on advanced reactors, in response to 890407 Itr. 

ZECH.LW. Commissioners. 89/05/02, SHARP.P.R. House of Rep., Energy & Com- 
merce. 22pp. 49849:103-49849:167. 

-8907110378 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 1 for 890315 hearing. 

ZECH,LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Enerqy & 
Commerce. 3pp. 50551:305-50551:307. 

“8907110380 Commission response to PR Sharp Subcommittee on Energy & Power 
Question 2 for 890315 hearing. 

ZECH.LW. Commissioners. CCS. 89/03/15. SHARP.P.R. House of Rep., Enerqv & 
Commerce, 2pp. 50551:308-50551:309. ^ 


-8907110298 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 6. 

ZECH.L.W. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:145-50519:145. 

-8907110300 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 7. 

• ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. 1p, 50519:146-60519:146. 

-8907110301 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 8. 

ZECH.L.W. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. 2pp. 50519:147-50519:148. 
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—8907110302 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 9. 

2ECH.L.W. Commissioners. CCS. 89/05/02. JOHNSTON, J.B. Senate. Energy & Natu- 
ral Resources. 2pp. 50519:149-50519:150. 

—8907110304 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr, Question 10. 

2ECH,L.W. Commissioners. CCS. 89/05/02. JOHNSTON,J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:151-50519:151. 


8906290455 Responds to 890425 & 0515 Itrs re problems encountered during restart of 
plant & 890412 spill of radioactive water, 

ZECH.LW. Commissioners. 89/06/15. THOMPSON.A.C. Plymouth, MA, 13pp. 
50338:053-50338:070, 

“8906290456 Discusses 890412 event where plant suffered procedural inadequacy due 
to personnel inadequacy & malfunction. Unusual event declared on 890416. 
THOMPSON.A.C. Plymouth, MA. 89/04/25. ZECH.L. Commissioners. 3pp. 50338:066- 
50338:068. 


—8907110305 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 1 1 . 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON,J.B. Senate, Energy & Natu- 
ral Resources, ip. 50519:152-50519:152. 


•8906290459 Expresses concern about 890412 event at plant & status of radiological 
ern£irnen(^v p'ans for town & orcb'ems e"C':'.''t-r-r-:d dL'ing rosta.T 
■'h-'CV-SCN A C Plymouth, M'-.. uO.'CS' -5. C::.Tr S6 oners 2pp. 50338:069- 

50338:070. 


—8907110306 Commission response to JB Johnston Committee on Energy & Natural 
Resources Question 1 2 for 890502 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. Ip. 50519:153-50519:153. 

-8907110308 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 13. 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources, ip. 50519:154-50519:154. 

—8907110311 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 14. 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources. 2pp. 50519:155-50519:156. 

—8907110312 Commission response to JB Johnston Committee on Energy & Natural 
Resources 890502 Itr.Question 1 1 5. 

ZECH.LW. Commissioners. CCS. 89/05/02. JOHNSTON.J.B. Senate, Energy & Natu- 
ral Resources, 3pp. 50519:157-50519:162. 


8906300050 Responds to 890515 Itr requesting info re operation of facility w/cracked 
bolts in reactor vessel thermal shield. Thermal shield absorbs gamma rays emitted by 
reactor to reduce heating & consequent thermal stress in vessel. 

ZECH.L.W. Commissioners. 89/06/19. WILSON, P. Senate. 3pp, 50370:162- 
50370:180. 


8906300079 Forwards, ‘‘Annual Rept for 1988 on Admin of Govt in Sunshine Act of 
1976.“ 


ZECH.L.W. Commissioners. 89/06/16. QUAYLE.J.D. Senate, President of the Senate, 
2pp. 50378:106-50378:130. 


“8906300082 “Annual Rept for 1988 on Administration of Govt in Sunshine Act of 
1976.” 


* NRC - No Detailed Affiliation Given. 88/12/31. 23pp. 50378:108-50378:130. 


8906300106 Weekly info rept for wk ending 890616. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/06/22. 40pp. 50378:131- 
50378:170. 


8906210257 Forwards answers to questions posed in recipient 890607 Itr re amend that 
Congressman Dannemeyer proposes to add to NRC Authorization Act for FY90 & 
FY91. 

CARR.K.M. Commissioners. 89/06/09. SHARP.P.R. House of Rep., Energy & Com- 
merce. 7pp. 50260:240-50260:250. 


8907030068 Responds to 890518 Itr re problems during restart of plant & 890412 over- 
pressure transient on RCIC sys.NRC continues to endorse deliberate.phased reactor 
startup & power ascension program at faci' ty 

ZECH.LW. Commissioners. 89/06/23. DJKAK.S.M S Massachusetts, Commonwealth 
of. 4pp. 50416:205-50416:210. 


—8907110270 Commission response to Sharp Subcommittee on Energy & Power Ques- 
tion 1 a posed in 890607 Itr. 

CARR.K.M. Commissioners. 89/06/07. SHARP.P.R. House of Rep., Energy & Com- 
merce. 1p. 50507:158-50507:158. 

—8907110272 Commission response to Sharp Subcommittee on Energy & Power Ques- 
tion 1 b posed in 890607 Itr. 

CARR,K.M. Commissioners. 89/06/07. SHARP.P.R. House of Rep., Energy & Com- 
merce. Ip. 50507:159-50507:160. 

—8907110274 Commission response to Sharp Subcommittee on Energy & Power Ques- 
tions 2a & 2b posed in 890607 Itr. 

CARR.K.M. Commissioners. 89/06/07. SHARP.P.R. House of Rep., Energy & Com- 
merce. 2pp. 50507:161-50507:161. 

-8907110275 Commission response to Sharp Subcommittee on Energy & Power Ques- 
tion 2c posed in 890607 Itr. 

CARR.K.M. Commissioners. 89/06/09. SHARP.P.R. House of Rep., Energy & Com- 
merce. 2pp. 50507:162-50507:167. 

8906230206 Responds to 890515 Itr requesting info re operation of facility w/cracked 
bolts in reactor vessel thermal shield. Thermal shield absorbs gamma rays emitted by 
reactor to reduce heating & consequent thermal stress in vessel wall. 

ZECH.LW. Commissioners. 89/06/19. CRANSTON.A. Senate. 3pp. 50377:213- 
50377:231. 

—8906230208 Requests info re operation of facility w/cracked bolts in reactor vessel 
thermal shield. 

CRANSTON.A.. WILSON, P. Senate. 89/05/15. ZECH.L.W. Commissioners. Ip. 
50377:231-50377:231. 

8906260042 Forwards detailed responses to addi questions re facility following hearing 
before Subcommitte on Energy & Power, per 89051 1 Itr. 

ZECH.LW. Commissioners. 89/06/16. BATES, J. House of Rep. 3pp. 50377:130- 
50377:212. 


“8907030071 Requests that NRC formally suspend Pilgrim license & begin to address 
addI util actions required prior to reinstatement of license. 

DUKAKIS, M.S. Massachusetts, Commonwealth of. 89/05/18. ZECH.L.W. Commis- 
sioners. 2pp. 50416:209-50416:210. 

8907030251 Responds to 890516 request for meeting w/NRC & util re plant safety 
violation.NRC has established plant Assessment Panel, composed of senior NRC 
managers from Region 1 & headquarters ofc.to review util performance improvement 
plan. 

ZECH.LW. Commissioners. 89/06/28. DYSON, R.P. House of Rep. 2pp. 50551:093- 
50551:101. 

“8907030255 Requests meeting w/NRC & util re plant safety violation 
concerns,specifically lack of attention to established procedures. 

DYSON.R.P. House of Rep. 89/05/16. ZECH.L.W. Commissioners. 2pp. 50551:100- 
50551:101. 

8907050139 Weekly info rept for wk ending 890623. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/06/29. 36pp. 50418:101- 
50418:138. 

8907100299 Expresses appreciation for hosting Operational Safety Review Team 
(OSART) at plant.Comments would be welcomed by Commission on OSART insp. 
ZECH.LW. Commissioners. 89/06/28. O’CONNOR.J.J. Commonwealth Edison Co. 
7pp. 50519:163-50519:169. 

8907100314 Final response to FOIA request for records.App A record end & available 
in PDR. 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/06. AIROZO.D. Inside N.R.C, (McGraw-Hill Publication). Ip. 50630:246- 
50630:248. 

“8907100321 Commissioner Bernthal telephone log for period ending 880510. 

* Commissioners. 89/05/10. Ip. 50630:248-50630:248. 


—8906260054 Identifies addi technical issues which NRC must resolve before restart 
from current refueling outage. 

MARTIN, J.B, Region 5, Ofc of the Director. 89/02/08. PAPAY.L.T, Southern California 
Edison Co. 4pp. 50377:133-50377:210. 

—8906260059 Requests written response to listed questions re restart of facility. 

BATES, J. House of Rep. 89/05/11. ZECH.L.W. Commissioners. 2pp. 50377:211- 
50377:212. 

8906290065 Discusses second draft of NUREG-1150, “Severe Accident 
Risks:Assessment of Five US Nuclear Plants.” List of membership on Special Review 
Committee for Severe Reactor Risks Rept & committee charter end. 

ZECH.LW. Commissioners. 89/06/20. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 5pp. 50362:320-50362:324. 

8906290070 Discusses NUREG-1150, "Severe Accident Risks:Assessm€nt for Five US 
Nuclear Power Plants." List of membership on Special Review Committee for Severe 
Reactor Risks Rept & committee charter end. 

ZECH,LW. Commissioners. 89/06/20. SHARP.P.R. House of Rep., Energy & Com- 
merce. 5pp. 50362:327-50362:331. 

8906290074 Discusses NUREG-1150. "Severe Accident Risks:Assessment for Five US 
Nuclear Power Plants.” Listing of membership on Special Review Committee for 
Severe Reactor Risks Rept & committee charter end. 

ZECH.L.W. Commissioners. 89/06/20. BREAUX.J.B. Senate, Environment & Public 
Works. 5pp. 50364:127-50364:131. 

8906290079 Forwards NUREG-1251, "Implications of Accident at Chernobyl for Safety 
Regulation of Commercial Nuclear Plants in US.” W/o end. 

ZECH.LW. Commissioners. 89/06/15. TOEPFER.K., BIR KHOPER, A. Germany, Fed- 
eral Republic of. 2pp. 50362:325-50362:326. 


8907110192 Forwards response to 890511 Itr re addi questions on facility following May 
1989 hearing.Reactor restart authorized on 890516 & implementation of power ascen- 
sion program begun by licensee on 890521 . 

ZECH.LW. Commissioners, 89/06/16. BATES, J. House of Rep. Ip. 50511:120-. 
50511:137. 

“8907110195 Commission response to J Bates Subcommittee on Energy & Power 
Question 1 of 89051 1 Itr. 

ZECH Commissioners. CCS. 89/05/11. BATES, J. House of Rep. Ip. 50511:121- 
50511:121. 

“8907110197 Commission response to J Bates Subcommittee on Energy & Power 
Question 2 from 89051 1 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES, J. House of Rep. Ip. 50511:122- 
50511:122. 

“8907110198 Commission response to J Bates Subcommittee on Energy & Power 
Question 3 from 89051 1 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:123- 
50511:123. 

“8907110206 Commission response to J Bates Subcommittee on Energy & Power 
Question 4 from 89051 1 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:124- 
50511:124. 

“8907110208 Commission response to J Bates Subcommittee on Energy & Power 
Question 5 from 890511 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:125- 
60511:125. 



204 NONDOCKETED ITEMS 


“8907110212 Commission response to J Bates Subcommittee on Energy & Power 
Question 6 trom 89051 1 Itr. 

ZECH.LW Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:126- 
50511:126. 

“8907110215 Commission response to J Bates Subcommittee on Energy & Power 
Question 7 from 890511 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:127- 
5051T.127. 


“8907110217 Commission response to J Bates Subcommittee on Energy & Power 
Question a from 89051 1 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:128- 
50511:128. 


“8907110220 Commission response to J Bates Subcommittee on Energy & Power 
Question 9 from 89051 1 Itr. ^ 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. 2pp. 
50511:129-50511:130. 


“8907110223 Commission response to J Bates Subcommittee on Energy & Power 
Question 10 from 890511 Itr. ^ ^ 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:131- 
50511:131. 


“8907110224 Commission response to J Bates Subcommittee on Energy & Power 
Question 11 from 890511 Itr. ....... 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:132- 
50511:132. 


“8907180219 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Corrmissicn ropt entitled. “Severe Accident 

Risks:Assessment for mve US N-jclea' ”ower P'arts. ’ 

ZECH.L.W. Commissioners. 89 '05/30 “AYUOR.J. Electric Power Research Institute. 
Ip. 50531:355-50531:355. 

“8907180226 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled. “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.L.W. Commissioners. 89/06/30. APQSTQLAKIS.G. California. Univ. of. Los An- 
geles. CA. 1p. 50531:356-50531:356. 

8907120181 Responds to 890602 Itr requesting info on possible faults in area of pro- 
posed exploratory shaft at Yucca Mountain. NRC will continue to assess evidence on 
possible faults in Yucca Mountain area & any other issues affecting licensability. 
CARR.K.M. Commissioners. 89/07/07. BRYAN. R.H. Senate. 2pp. 50512:161- 
50512:182. 

“8907120188 Requests addi info on possible earthquake faults in area of proposed ex- 
ploratory shafts that DOE will utilize during site characterization process at Yucca 
Mountain. 

BYRAN.R.H. Senate. 89/06/02. ZECH.L.W. Commissioners. 3pp. 50512:180- 
50512:182. 

8907120203 Forwards comments on Bill S.765. “Govt-Wide Ethics Act of 1989." per 
request.NRC pleased w/bill direction to Ofc of Govt Ethics re issuance of regulations 
to implement provisions of some of conflict of interest statutes. 

ZECH.L.W. Commissioners. 89/06/29. GLENN, J. Senate, Governmental Affairs. 21pp. 
50511:172-50511:248. 


“8907110225 Commission response to J Bates Subcommittee on Energy & Power 
Question 12 from 890511 Itr. ^ ^ ^ 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:133- 
50511:133. 

“8907110227 Commission response to J Bates Subcommittee on Energy & Power 
Question 13 from 890511 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:134- 
50511:134. 

“8907110231 Commission response to J Bates Subcommittee on Energy & Power 
Question 14 from 89051 1 Itr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:135- 
50511:137. 

8907120085 Forwards responses to GAO recommendations discussed in “Nuclear 
Regulation:Licensee Renewal Questions for Nuclear Plants Need to be Resolved." 
Concurs w/GAO that NRC should accept rate efforts to resolve issues re license re- 
newal. 

ZECH.LW. Commissioners. 89/06/30. GLENN.J. Senate, Governmental Affairs. 
CONYERS.J. House of Rep., Government Operations. BREAUX.J.B. Senate. Environ- 
ment & Public Works. 9pp. 69842:279-69842:288. 

“8907120088 Forwards GAO/RCED-89-90. “Nuclear Renewal Questions for Nuclear 
Plants Need to be Resolved," for response within 60 days.W/o end. 

PEACH.J.D. Genera' Accourti-g Office. B-223582. 89/05/04. ZECH.LW. Commis- 
sioners. Ip. 69842'283-6f?£42:2.6S 

8907120133 Informs of NRC Initiative in war against illegal drugs. Final rule entitled. “Fit- 
ness-for-Duty Programs" issued to create environ free of drugs & provisions for 
random testing of licensees & contractor employees granted unescorted access. 
ZECH.L.W. Commissioners. 89/06/30. BEN NETT, W.J. President of U.S. & Executive 
Offices. Ip. 50576:096-50576:096. 

8907120161 Expresses appreciation for willingness to serve on special advisory commit- 
tee to review forthcoming Commission rept entitled, "Severe Accident 
Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. BIRKHOFER.E.H. Germany. Federal Republic 
of. Ip. 50531:348-50531:356. 

“8907180167 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. HOEGBERG.L. Sweden. Govt. of. Ip. 
50531:349-50531:349. 

“8907180179 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. KASTENBERG.W. California. Univ. of, Los An- 
geles, CA, Ip. 50531:350-50531:350. 

“8907180186 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. LESAGE.L.G. Argonne National Laboratory, 
1p. 50531:351-50531:351. 

“8907180192 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants.” 

ZECH.L.W. Commissioners. 89/06/30. RASMUSSEN.N. Massachusetts Institute of 
Technology. Cambridge, MA. Ip. 50531:352-50531:352. 

“8907180204 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review fo'lhccmhg Commission rept entitled, “Severe Accident 

Risks:Assessment for -ive US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. KOUTS.H.J. Brookhaven National Laboratory. 
Ip. 50531:353-50531:353. 

“8907180213 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. TEAGUE, H.J. United Kingdom Atomic Energy 
Authority. Ip. 50531:354-50531:354. 


“8907170411 Forwards Bill S.765, "Govt-Wide Ethics Act of 1989,“ for comments. 
GLENN.J. Senate, Governmental Affairs. 89/06/23. ZECH.L.W. Commissioners. 56pp. 
50511:193-50511:248. 

8907120296 Weekly info rept for wk ending 890630. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/07/06. 46pp. 50513:191- 
50513:236. 

8907170270 Weekly info rept for wk ending 890707. 

BLAHA.J.L. Ofc of the Executive Director for Operations. 89/07/11. 36pp. 50547:295- 
50547:337. 

8907200162 Responds to 890614 Itr re plant.Discusses util performance improvement 
plan to correct identified weaknesses in addition to short-term corrective actions. 
CARR.K.M. Commissioners. 89/07/17. SARBANES.P.S., MIKULSKI.B.A. Senate. 4pp. 
50597:087-50597:092. 

8907210066 Weekly info rept for wk ending 890714. 

BLAHA.J.L. Assistant for Operations (Post 890205). 89/07/19. 32pp. 50629:286* 
50629:317. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8906290104 Notification of contract execution, Mod 1,to “Preventive, Remedial & On- 
Call Maint of Data General Computers & Peripheral Equipment." Contractor: Data Gen- 
eral Corp. 

HAGEY.H. Contract Negotiation Branch-1. FIN B-1663. NRC-33-89-137. 89/05/15, 
SCOTT.S. Division of Information Support Services (Post 890205). SEEHERMAN.J, 
NRC - No Detailed Affiliation Given. 1 p. 50350:342-50350:350. 

“8906290119 Mod 1, correcting contract number on new award & incorporating three 
new contract clauses in Section I, to “Preventive.Remedial & On-Call Maint of Data 
General Computers & Peripheral Equipment." 

JOYT.J. Data General Corp. FLYNN, M.J. Division of Contracts & Property Manage- 
ment (Post 890205). FIN B-1663. NRC-33-89-137. 89/05/15. 8pp. 50350:343- 
50350:350. 

8906290115 Notification of contract execution, Mod 4,to “Lease of Telecommunication 
Sves." Contractor:C&P Telephone Co. 

DORSEY.M. Contract Administration Branch. NRC-39-88-240. 89/06/14. AMENTA, J. 
Office of Information Resources Management (Post 890205). ALEXANDER, C., 
MELVILLE.T. NRC - No Detailed Affiliation Given. Ip. 50364:132-50364:134. 

“8906290130 Mod 4, changing project officer & extending period of performance for 
voice & data & telecommunications support sves to, "Lease of Telecommunication 
Sves." 

MURRAY.A.T. C&P Telephone Co. of Maryland. BELL.S. Division of Contracts & Prop- 
erty Management (Post 890205). NRC-39-88-240. 89/06/14. 2pp. 50364:133- 
50364:134. 

8906290155 Notification of contract execution, Mod 17,to “Sys Engineering Expertise," 
Contractor:Mitre Corp, 

FIELDS.J. Contract Administration Branch. FIN D-8685-9. NRC-04-87-399. 89/06/20. 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). CLEARY, D. NRC - No Detailed Affiliation Given. Ip. 50363:305-50363:306. 

-^8906290175 Mod 17 , providing incremental funding, to “Sys Engineering Expertise," 

• MITRE Corp. BELL.S. Division of Contracts & Property Management (Post 890205). 
FIN D-8985-9. NRC-04-87-399. 89/06/20. Ip. 50363:306-50363:306. 

8906290159 Corrected notification of contract execution: “Purchase of Software 
Products:Enterprise:Generator Sys 370 Environ, Enterprise:Builder PC & 
Enterprise:Generator PC," awarded to Cullinet Software, Inc.Contract number correct- 
ed as stated. 

MCLEAREN.T. Contract Negotiation Branch-1. FIN B-8173-9. NRC-33-89-174. 89/04/ 
28. AMENTA, J.A. Office of Information Resources Management (Post 890205). 
DRAPKIN,D. NRC - No Detailed Affiliation Given. Ip. 50388:288-50388:288. 

8906290204 Notification of contract execution, Mod 14, to “Inti Piping Integrity Research 
Program.” Contractor:Battelle Cofumbus Labs. 

FIELDS.J. Contract Administration Branch. FIN D-1 658-9. NRC-04-86-106. 89/04/11. 
GUSTAVE.R.P, Program Management, Policy Development & Analysis Staff (Post 
870413). MAYFIELD.M. NRC - No Detailed Affiliation Given. 1p. 50363:308- 
50363:311. 
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“8906290215 Mod 14, providing incremental funding to, "Inti Piping Integrity Research 
Program." 

* Battelle Memorial Institute. Columbus Laboratories. BELL.S. Division of Contracts & 
Property Management (Post 890205). FIN D-1658-9. NRC-04-86-106, 89/04/11. 3pp. 
50363:309-50363:311. 

8906290263 Notification of contract execution, Mod 2, to "Local Svc for Region III." 
Contractor.lllinois Bell Telephone Co. 

BRENNAN.P. Contract Administration Branch. NRC-30-88-287. 89/06/12. ROY.G.W. 
Region 3, Ofc of the Director. BRITZ.P. NRC - No Detailed Affiliation Given. Ip. 
50357:358-50357:358. 

“8906290270 Mod 2,increasing obligation amount & ceiling amounts, to "Local Svc for 
Region III." 

REBLES.T. Illinois Bell Telephone Co. BELL.S. Contract Administration Branch. NRC- 
30-88-287. 89/06/12. 2pp. 50357:359-50357:360. 

8906290265 Notification of contract execution, Mod 5, to "Local Telephone Svc for 
Region I." Contractor.Bell Telephone of Pennsylvania. 

BRENNAN.P. Contract Administration Branch. FIN C-10259. NRC-28-88-267. 89/06/ 
12. MCOSCAR.J. Region 1, Ofc of the Director. YATCZILLA.G. NRC - No Detailed 
Affiliation Given. Ip. 50352:239-50352:241. 

“8906290273 Mod 5,extending period of performance for 1 yr.to "Local Telephone Svc 
for Remon I." 

WALDEYER.J.T. Bell of Pennsylvania. BELL.S. Division of Contracts & Property Man- 
agement (Post 890205). FIN C-10259. NRC-28-88-267. 89/06/12. 2pp. 50352:240- 
50352:241. 

8906290276 Notification of contract execution: "Integrated Library Sys," awarded to On- 
Line Computer Sys, Inc. 

UMBEL,D. Contract Negotiation Branch-2. FIN D-4189. NRC-33-89-145. 89/05/11. 
SCOTT, S. Division of Information Support Services (Post 890205). REDMONT.J.O. 
NRC - No Detailed Affiliation Given. Ip. 50337:275-50338:052. 

“8906290280 Contract: "Integrated Library Sys," awarded to On-Line Computer Sys.Inc. 
LYNN.D.L. On-Line Computer Systems, Inc. SMITH, P.A. Division of Contracts & Prop- 
erty Management (Post 890205). FIN D-4189. NRC-33-89-145. 89/05/11. 135pp. 
50337:276-50338:052. 

8906290297 Notification of contract execution, Mod 2, to "Local Telephone Svc for 
Region V." Contractor:Pacific Bell Telephone Co. 

BRENNAN.P. Contract Administration Branch. NRC-32-88-306. 89/06/07. HAMILL.K. 
Region 5, Ofc of the Director. FRIGILLANA.E. NRC - No Detailed Affiliation Given. Ip. 
50352:236-50352:238. 

“8906290299 Mod 2, providing 1 yr extension & increasing obligation & ceiling 
amounts, to "Local Telephone Svc for Region V." 

BOGAN, S.R. Pacific Bell. BELL.S. Division of Contracts & Property Management (Post 
890205). NRC-32-88-306. 89/06/07. 2pp. 50352:237-50352:238. 

8906290389 Notification of grant execution, Mod 9, to "Partial Support of Geological Sci- 
ences Board." ContractorNAS. 

BRENNAN.P. NRC - No Detailed Affiliation Given. FIN G-10549. NRCG-04.83-007. 
89/06/14, GUSTAVE.R.P. Program Management. Policy Development & Analysis 
Staff (Post 870413). ZURFLEUH.E. NRC - No Detailed Affiliation Given. Ip. 
50364:075-50364:077. 

“8906290392 Mod 9, providing incremental funding to, "Partial Support of Geological 
Sciences Board." 

* National Academy of Sciences. BELL.S. Division of Contracts & Property Manage- 
ment (Post 890205). FIN G-10549. NRCG-04-83-007. 89/06/14. 2pp. 50364:076- 
50364:077. 

8906290409 Notification of contract execution, Mod 6, to "Telecommunication Svcs." 
Contractor: AT&T Communications. 

DORSEY, M. Contract Administration Branch. FIN D-1851-9. NRC-39-88-178. 89/06/ 
08. KRUZIC.P. Division of Computer & Telecommunications Services (Post 890205). 
RICKERT.H. NRC - No Detailed Affiliation Given. Ip. 50348:076-50348:078. 

“8906290412 Mod 6, extending period of performance for dedicated circuits supporting 
NRC Seismic Data Sys & Computer Data Sys & increasing ceiling amount, to "Tele- 
communication Svcs." 

COCHRAN.S.R. AT&T Communications. BELL.S. Office of Administration (Post 
890205). FIN D-1851-9. NRC-39-88-178. 89/06/08. 2pp. 50348:077-50348:078. 

8906290434 Corrected notification of contract execution, Mod 6.to "2X4 B&R Simulation 
Loop." Contractor.Univ of Maryland. 

BELLS. Contract Administration Branch. FIN D-1639. NRC-04-86-101. 89/01/10. 
GUSTAVE,R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). SCOTT,H. NRC - No Detailed Affiliation Given. Ip. 50362:332-50362:333. 

“8906290437 Corrected Mod 6, providing no-cost extension until 890228, to "2X4 B&R 
Simulation Loop." 

MEDINA, V. Maryland, Univ. of, College Park, MD. HAGAN.T.F. Division of Contracts & 
Property Management (880515-890204). FIN D-1639. NRC-04-86-101. 89/01/10. Ip, 
50362:333-50362:333. 

8906290441 Notification of contract execution, Mod 2,to “Satellite Communications to 
Support Videoconferencing Pilot Program." ContractorGTE Spacenet Corp. 

MEEHAN.B. Contract Administration Branch. FIN D-1919-9. NRC-39-88-250. 89/06/ 
06. AMENTA.J. Office of Information Resources Management (Post 890205). KIRK.B. 
NRC - No Detailed Affiliation Given. Ip, 50368:344-50368:346, 

“8906290443 Mod 2,increasing total amount of contract & extending period of perform- 
ance to 890930,to "Satellite Communications to Support Videoconferencing Pilot Pro- 
gram." 

MARKS.R.I. GTE Spacenet Corp. BELL,S. Division of Contracts & Property Manage- 
ment (Post 890205). FIN D-1919-9. NRC-39-88-250. 89/06/06. 2pp. 50368:346- 
50368:346. 

8906300006 Notification of contract execution,Mod 11, to "Inti Piping Integrity Research 
Program." ContractonBattelle Columbus Lab. 

FIELDS,J. Contract Administration Branch. FIN D-1658-9. NRC-04-86-106. 89/06/21. 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). MAYF1ELD,M. NRC - No Detailed Affiliation Given. Ip. 50368:242- 
50368:242. 


8906300014 Notification of contract execution, Mod 12, to "Inti Piping Integrity Research 
Program." Contractor:Battelle Columbus Lab. 

FIELDS. J. Contract Administration Branch. FIN D-1658-9. NRC-04-86-106. 89/06/21. 
GUSTAVE.R.D. Drocram Management, Policy Development & Analysis Staff (Post 
870413). M.-\-^F.ELD,M NRC - No Detailed Affiliation Given. Ip. 50368:239- 
50368:239. 

8906300019 Notification of contract execution, Mod 14,to “Archival Storage & Related 
Svcs." Contractor:Data Base Co, Inc. 

BRENNAN.P.A. Contract Administration Branch. FIN D-1 871-9. NRC-1 0-86-256. 89/ 
06/09. SCOTT.R.S. Division of Information Support Services (Post 890205). DAVIS, W. 
NRC - No Detailed Affiliation Given. Ip. 50379:153-50379:155. 

“8906300023 Mod 14, providing add! funding & extending period of performance to 
890731, to "Archival Storage & Related Svcs." 

AMES.J.A. Data Base, Inc. BELL.S. Division of Contracts & Property Management 
(Post 890205). FIN D-1871-9. NRC- 10-86-256. 89/06/09. 2pp. 50379:154-50379:155. 

8906300103 Notification of contract execution, Mod 8, to "Technical Assistance in Devel- 
oping & Imp'emer.tmg °rograr«s & Procedures for Reactors Requiring Special Insp 
Resources." Co-.t-a.-::.':.- Erasco Sv.:s 

MEEHAN.B. Contract Administration Branch. FIN D-1 768. NRC-03-87-119. 89/06/23. 
BAJWA.S.S. Planning, Program & Manacemer.t Support Branch (Post 870411). 
WALKER, W. NRC - No Detailed Affiliation G“ven. Ip. 50377:355-50377:356. 

“8906300104 Mod B.increasing funds.to "Technical Assistance in Developing & Imple- 
menting Programs & Procccures for Reactors Requiring Special Insp Resources." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). EDGEWORTH, P.J. Division of Con- 
tracts & Property Management (Post 890205). FIN D-1 768. NRC-03-87-119. 89/06/ 
23. Ip. 50377:356-50377:356. 

8906300108 Notification of contract execution, Mod 6.to “Simulator Lease for C-E Train- 
ing Course." Contractor:C-E,lnc. 

MEEHAN.B. Contract Administration Branch. NRC-05-86-165. 89/05/26. 

SPESSARD.R.L Division of Operational Assessment (Post 870413). BELLT.B. NRC - 
No Detailed Affiliation Given. Ip. 50368:211-50368:213. 

“8906300122 Mod 6, extending period of performance through 891 231, to “Simulator 
Lease for C-E Training Course." 

* Combustion Engineering, Inc. EDGEWORTH, P.J. Division of Contracts & Property 
Management (Post 890205). NRC-05-86-165. 89/05/26, 2pp. 50368:212-50368:213. 

8906300129 Notification of contract execution, Mod 6, to "Preparation & Delivery of 
NUREG-0750 NRC Issuances & Indexes." Contractor: Herner & Co. 

MEEHAN.B. Contract Administration Branch. FIN D-2412-9. NRC-1 0-87-1 69. 89/06/ 
21. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). MEEHAN.B. NRC - No Detailed Affiliation Given. Ip. 50368:240-50368:241. 

“8906300133 Mod 6, changing project officer, to “Preparation & Delivery of NUREG- 
0750 NRC Issuances & Indexes." 

* Herner & Co. EDGEWORTH, P.J. Division of Contracts & Property Management 
(Post 890205). FIN D-2412-9. NRC-10-87-169. 89/06/21. Ip. 50368:241-50368:241. 

8906300137 Notification of contract execution, Mod 5, to "Access to INPO NPRDS." 
Contractor: I NPO. 

KNOX.E. Contract Administration Branch. NRC-33-87-229. 89/06/14. AMENTA.J. 
Office of Information Resources Management (Post 890205). SCOTT.S. NRC - No De- 
tailed Affiliation Given. Ip. 50385:218-50385:220. 

“8906300139 Mod 5, amending Section C.1.2, "Scope of Work," Task 1 to allow for 
three access codes for NRC Natl Lab contractors instead of two.to "Access to INPO 
NPRDS." 

VER STEEG.C.J. Institute of Nuclear Power Operations. EDGEWORTH, P.J. Division of 
Contracts & Property Management (Post 890205). NRC-33-87-229. 89/06/14. 2pp. 
50385:219-50385:220. 

8906300158 Notification of contract execution, Mod 3, to "Lease of Telecommunication 
Svcs." Contractor:Chesapeake & Potomac Telephone Co. 

DORSEY, M. Contract Administration Branch. NRC-39-88-240. 89/06/16. AMENTA.J. 
Office of Information Resources Management (Post 890205). ALEXANDER, C., 
MELVILLE, T. NRC - No Detailed Affiliation Given. Ip. 50385:221-50385:225. 

“8906300162 Mod 3,addinQ contract provisions re cable installation at NRC Phillips 
Bldg complex.to "Lease of Telecommunication Svcs." 

MURRAY, A.T. C&P Telephone Co. of Maryland. BELL.S. Contract Administration 
Branch. NRC-39-88-240. 89/06/16. 4pp. 50385:222-50385:225. 

8906300263 Notification of contract execution, Mod 13,lo "Inti Piping Integrity Research 
Program." ContractorBMI. 

FIELDS.J. Contract Administration Branch. FIN D-1 6589. NRC-04-86-106. 89/04/12, 
GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). MAYFIELD, M. NRC - No Detailed Affiliation Given. Ip. 50368:158- 
50368:162. 

“8906300265 Mod 13, providing incremental funding & recinding Mods 11 & 12 in 
entirety.to "Inti Piping Integrity Research Program.” 

* Battelle Memorial Institute, Columbus Laboratories. BELL.S. NRC - No Detailed Af- 
filiation Given. FIN D-1 6589. NRC-04.86-106. 89/04/12. 4pp. 50368:159-50368:162. 

8907050062 Notification of contract execution, Mod 2, to "Maint & Operation of LPDR." 
ContractonScottsboro.AL Library. 

NiEMEYER.E. Property & Procurement Branch. FIN D.24169. NRC-1 0-87-21 4. 89/06/ 

26. GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). SOUDER.J. NRC - No Detailed Affiliation Given. Ip. 50412:169-50412:179. 

“8907050067 Mod 2, amending cooperative agreement to extend contract for third yr.to 
"Maint & Operation of LPDR," 

MCCUTCHEN.P. Scottsboro. AL. NIEMEYER.E. Property & Procurement Branch. FIN 
D-24169. NRC-1 0-87-21 4. 89/06/26. 10pp. 50412:170-50412:179. 

8907050143 Notification of contract execution, Mod 36,to "Fuel Cycle Licensing Assist- 
ance." ContractorScience Applications Inti Corp. 

MEEHAN, B. Contract Administration Branch. FIN L-1 222-9. NRC-02-87-004. 89/06/ 

27. FUNCHES.J.L Program Management, Policy Development & Analysis Staff (Post 
870413). LOYSEN.P. NRC - No Detailed Affiliation Given. Ip. 50415:174-50415:181. 
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-8907050146 Mod Se.definitizing Task Order 19 & adding incremental funding.to "Fuel 

^ 5r. applications International Coro '''rme' y Srcnco -ipplica- 
-c ) F'JO- v,C."""r“ =>J. Division of Contracts & "'cocr:, Mc/ arj-.-Ti:..'': (Post 
890205). FIN L-1 222-9, NRC-02-87-004. 89/06/27. 7pp. c:-'- ' S’ ~5-:: 5 ■£■ 


-8907110426 "Mobile Radioactivity Counting Lab," awarded to Diversified Mobile 
Products, Inc. 

HELM,J, Diversified Mobile Products, Inc. WIGGINS, E. Division of Contracts & Proper- 
ty Management (Post 890205). FIN C-30189. NRC-30-89-265. 89/06/28. 46pp. 
50495:105-50495:150. 


8907050327 Notification of contract execution, Mod 3, to "Local Svc for Region III." 
Contf.:;:*o' "l:ncis Bel! Telephone Co. ^ ^ 

i-:.-G "iESA Co'-tra:: Administration Branch. NRC-30-88-287. 89/06/23. ROY,G.W. 
Region 3, Ofc of the Director. WENDOLL.R,, MCCORMICK,C. NRC - No Detailed Af- 
filiation Given. Ip. 50418:143-50418:145. 


8907130285 Notification of contract execution: "Molten Core Coolant Interaction," 
awarded to Regents of Univ of California. 

UMBEL.D. Contract Negotiation Branch-2. FIN L-1 1739. NRC-04-89-082. 89/06/30, 
GUSTAVE, R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). ELTAW1LA,F. NRC - No Detailed Affiliation Given. 1p. 50535:211-50535:337. 


-8907050330 Mod 3,changing project officer, to “Local Svc for Region 111.” 

* Illinois Bell Telephone Co. EDGEWORTH, P.J. Division of Contracts & .^rocehy Man- 
agement (Post 890205). NRC-30-88-287. 89/06/23. 2pp, 504*5 'I '-'-zC-'.'.c, *^-5. 

8907050339 Co'rectc-d -’otTcet^on c* ccnt.'<?.cf execution, Mod 1,to "Performance Indica- 
tors a: Nuclear =-'i.=r-5 " Ccr:'n:;tr- .,t.- of Minnesota. 

FIELDS, J, Contract Admm'STat'on Branch. FIN D-2084, NRC-04-88-093. 89/06/23. 
SHERON,B.W. D./iSi.r'". c- S. Research (Post 880717). L01S,E. NRC - No De- 
tailed Affiliation Given. Ip. 50412:168-50412:168. 

8907050375 Notification of contract execution, Mod 10, to "Radiation Monitoring Program 
Requirements." ContractorState of A2 radiation regulatory agency. 

HUGHES, A. Contract Administration Branch. NRC-32-85-681. 89/06/26. HAMILL,K. 
Region 5 Ofc of the Director. TENBROOK.W. NRC - No Detailed Affiliation Given. Ip. 
50401 .'073-5040 1:075, 

-8907050380 Mod 10, changing contractor mailing ad-ircss .'evisinc Ad'C'o.s III & XIII of 
contract & revising Attachment A of statement of '.e-r :v. ■■Ropo'‘.'* 5 ." to "Radi- 
ation Monitoring Procram Reci]''.'*e'T'ents." 

* Arizona State o' EDGE. vDFTh. P.J. Division of Contracts & Property Management 
(Post 890205). NRC-32-83-681. 89/06/26. 2pp. 50401:074-50401:075. 

8907050415 Notificatior of ccrTacf execut-cn Med 22, to "Operation of CNWRA Feder- 
ally-Funded R&D C:t.' Co’-.i'ac;.')r 

MACE,M.H. Divis.ori .'j' Ccn:';!::::i & r'OC*v'-..' .Msoacemenf f°ost 890205). NRC-02-88- 
005, 89/06/16. .= jr,C!'r;S.J Mj-nrac-..-- Po r;/ Development & Analysis 

Staff (Post 870413). 1p. 50408:023- 50^08:025. ' 

-8907050423 Mod 22, incorporating award fee earned for third evaluation period & revis- 
ing project officer clause to ‘‘Ope''at'cn CNWRA Federally-Funded R&D Ctr," 

* Southwest Research '-s::tj:e MACE.M - Division of Contracts & Property Manage- 
ment (Post 890205). NRC-02-88-005. 89/06/16. 2pp. 50408:024-50408:025. 

8907060223 Notification of contract execution, Mod 5, to "Lease/Purchase of B&W Nu- 
clear Steam Sys PWR Simulator " Cort-actc.'''°owe'' Safety Inti. 

MEEHAN, B, Contract Ac-t; sr-a-.-cn r?,.-ar:cn FIN D-21779. 89/06/20. 
SPESSARD,R.L. Division of Operational Assessment (Post 870413). SHOWE.S. NRC - 
No Detailed Affiliation Given, ip. 50431:346-50431:348. 

-8907060224 Mod 5, providing fur’dinc.re'/S'r'c option periods for Line Items 2, 3, 4.5 & 6 
& revising contract period c' pc-icrmar'c-- to “Lease/Purchase of B&W Nuclear 
Steam Sys PWR Simulator." 

LEE.D.E. Power Safety International. EDGEWORTH, P.J. Division of Contracts & Prop- 
erty Management (Post 890205). fin D-21779 NRC-26-88-316. 89/06/20. 2pp. 
50431:347-50431:348. 

8907060231 Notification of contract execution, Mod 34, to “Computer Timesharing & Re- 
lated Sves." ContractorNIH. 

CRAMPTON.S. Contract Administration Branch. FIN B-1 666-9. NRC-25-82-312. 89/ 
06/28. SCOTT, R.S. Division of Information Support Services (Post 890205). DIEHL, D. 
NRC - No Detailed Affiliation Given, 1p. 50432:147-50432:148. 

-8907060233 Mod 34, increasing funds to "Computer Timesharing & Related Sves." 

* Health & Human Services. Dept. of. U.S, Public Health Service. EDGEWORTH, P.J. 
Division of Contracts & Property Management (Post 890205). FIN B-1 666-9. NRC-25- 
82-312. 89/06/28. 1p. 50432:148-50432:148. 

8907070338 Notification of cooperat've ac-eement Mori 2, “Maint & Operation of 
LPDR." Cooperator:Maude Preston Momc-a: library. 

HOYLE, A. Property & Procurement Branch. FIN D-2416-9. NRC-1 0-87-346. 89/06/28. 
GRIMSLEY.D.H. Division of Rules & Records l°re 870413). SOUDER.J. NRC - No De- 
tailed Affiliation Given, ip. 5j-‘‘.-i3:C59-rC.--''..T;;C0D 


-8907130293 Contract: "Molten Core Coolant Interaction," awarded to Regents of Univ 
of California. 

WH.'TACRE.C Ca.'i'ornia, Univ. of, Santa Barbara, CA. WIGGINS, E.J. Division of Con- 
tracis & °rccer;/ r.lanagement (Post 890205). FIN L-1 1739. NRC-04-89-082. 89/06/ 
30 I2cpp. 50535.2; 2-50535:337. 

8907130295 Notification of contract execution: “Electrostatic Copying," awarded to Wil- 
kins Sys. Inc. 

MCLEAREN.T. Division of Contracts & Property Management (Post 890205). NRC-17- 
89-120. 89/06/30. HOYLE. J.C. Office of the Secretary of the Commission. Ip. 
50613:037-50613:141. 

-8907130312 Contract: "Electrostatic Copying," awarded to Wilkins Sys, Inc. 

WILKINS.E. Wilkins Systems. Inc. FLYNN, M.J. Division of Contracts & Property Man- 
agement (Post 890205). NRC-1 7-89-120. 89/06/30. 65pp. 50613:038-50613:141. 

8907170041 Corrected notification of contract execution, Mod 17, to "Sys Engineering 
Expertise." Contractor: Mitre Corp.Mod deleted in entirety. 

FIELDS, J. Contract Administration Branch. FIN D-8685-9. NRC-04-87-399. 89/07/05. 
GUSTAVE, R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). CLEARY.D. NRC - No Detailed Affiliation Given. Ip. 50548:116-50548:116. 

8907170374 Notii’cation of oentraot execution, Mod 1,to "Ofc Moving Sves." 
Coni.'aclorSBA.S'jbccn'.rnclo.’ All:anuc Mo'/'^q & Storage Inc." 

KNOX.E. Contract Administration Branch. 89/0?'05. MATTIA.M.J. Di- 

vision of Contracts & Property Management (Post 890205). HUBBELL.H. NRC - No 
Detailed Affiliation Given. Ip. 50567:001-50567:003. 

-8907170377 Mod 1, changing project officer, to “Ofc Moving Sves." 

* Small Business Administration, * Alliance Moving & Storage, 'nc. EDGFW'OPTH.P.J 
Division of Contracts & Property Management (Post 890205). NRC-39-99-129 89 'O?/ 
05. 2pp. 50567:002-50567:003. 

8907170476 Notification of contract execution, Mod 18, to “Sys Engineering Expertise." 
Contractor:Mitre Corp. 

FIELDS.J. Contract Administration Branch. FIN D-8685-9. NRC-04-87-399. 89/07/05. 
GUSTAVE.R. Program Management, Policy Development & Ana'ys's Staf^ (Post 
870413). CLEARY.D. NRC - No Detailed Affiliation Given. Ip. 30562 256-50562.257 

-8907170478 Mod 18, providing incremental funding.to “Sys E.nqir'ee!'''ng Ex.pert'se.'’ 

* MITRE Corp. EDGEWOPTH.P.J. Dvision of Contracts & Mansgornt-n: 

(Post 890205). FIN G-85f:5 9. NRC-C''. rj7-39:'j 89/07/05. ip. 50562:25. ■■-50532:253 

8907180469 Notification of contract execution, Mod 4, to "Stenographic Reporting Sves 
for NRC Commission Meetings Held Within Washington, DC, Metropolitan Area." 
Contractor: Ann Riley & Associates, Ltd. 

FLEENOR,C. Contract Administration Branch. NRC-1 7-86-201. 89/07/05. CHILK.S.J. 
Office of the Secretary of the Commission. TRlCARICO,W. NRC - No Detailed Affili- 
ation Given. Ip. 50576:216-50576:218. 

-8907180473 Mod 4, extending period of performance for addi month w/no increase to 
ceiling amount.to "Stenographic Reporting Sves for NRC Commission Meetings Held 
Within Washington.DC Metropolitan Area." 

RILEY ,A. Ann Riley & Associates. HAGAN.T.F. Division of Contracts & Property Man- 
agement (Post 890205). NRC-1 7-86-201. 89/07/05. 2pp. 50576:217-50576:218. 

8907190159 Notification of contract execution,Mod 8 to. "Operating Reactor Plant-Spe- 
cific Reviews.” ContractorSBA. Subccnt’-actor:Vikinc Sys (ntl. 

BRENNAN,P.A. Contract Administration B.^anci*. FIN D-1762. NRC-03-87-028. 89/06/ 
27. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
POLK.H. NRC - No Detailed Affiliation Given. Ip. 50594:001-50594:005. 


-8907070348 Mod 2,extending period for third yr from 890507 through 900506 w/option 
yr from 900507 threvgh O'lOSOS,!© "Maint & Operation of LPDR.” 

NICHOLS, R.D. S; Josepn, MO. HOYLE, A. Division of Contracts & Property Manage- 
ment (Post e?D?C5:. FIN D-2416-9. NRC-10-87-346. 89/06/28. 1p. 50443:060- 
50443:060. 


-8907190273 Mod 8, increasing funds, to "Operating Reactor Plant Reviews." 

STEWART, R. Small Business Administration. SALUJA.J. Viking Systems International. 
BELLS. Division of Contracts & Property Management (Post 890205). FIN D-1762. 
NRC-03-87-028. 89/06/27. 4pp. 50594:002-50594:005. 


8907100065 Notification of contract execution, Mod 2, to "Performance Indicators at Nu- 
clear Power Plants." Contractor: Univ of Minnesota. 

FIELDS.J. Contract Administration Branch. FIN D-2084. NRC-04-88-093. 89/06/23. 
SHERON.B.W. Division of Systems Research (Post 880717). LOIS,E. NRC - No De- 
tailed Affiliation Given. 1p. 50458:273-50458:276. 


8907190218 Notification of contract execution, Mod 27, to "Transport/ Fixed Site Vulner- 
ab:''-ty Ana'vsis." Contractor:Dept of Army. 

3FA\1F~’CN.3..A. Contract Administration Branch. FIN B-1536-9. NRC-02-76-311. 89/ 
06/30. BAJWA.S.S. Planning, Program & Management Support Branch (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. Ip. 50585:134-50585:135. 


-8907100066 Mod 2,increasing funds,to “Performance Indicators at Nuclear Power 
Plants." 

* Minnesota, Univ. of, Minneapolis, MN, BELL.S. Division of Contracts & Property 
Management (Post 890205). FIN D-2084. NRC-04-88-093. 89/06/23. 2pp. 50458:274- 
50458:276. 

8907100109 Notification of contract execution: "Network Architecture," awarded to 
SBA/Net,lnc. 

MEARSE.S.D. Contract Negotiation Branch-1. FIN D-1 229-9. NRC-33-89-166. 89/06/ 
06. AMENTA, J.A. Office of Information Resources Management (Post 890206). 
GIANIOS.C. NRC - No Detailed Affiliation Given. 4pp. 50445:275-50446:084. 

-8907100130 Contract: "Network Architecture." awarded to SBA/Net, Inc. 

* Small Business Administration. IVORY, B.J. Division of Accounting & Finance (Post 
890205). WIGGINS.E.J. Division of Contracts & Property Management (Post 890205). 
FIN D-1 229-9. NRC-33-89-166. 89/06/06. 129pp. 50445:279-50446:084. 


-8907190222 Med 27,ccrrecting Article VI! to contract under Mod 23 re clothing & 
equipment, to ■■'•■a.nsoon/rixed S.:e Vulnerability Analysis." 

TONEY, F.J. Armv. Dep:. cf. ECGE'WOFTH.P.J. NRC - No Detailed Affiliation Given. 
FIN B-1536-9. NRC-C2-'6-3'. 1 . 89/C6'3'0. ip. 50585:135-50585:135. 

8907190250 Notification of contract execution, Mod 3, to "Maint & Operation of LPDR." 

351. 89/ 
Services 


-8907190254 Mod 3,extending period of performance for third yr from 890629 through 
900628.to “Maint & Operation of LPDR.” 

ARMITAGE.T. Cedar Rapids, lA. NIEMEYER.E. Division of Contracts & Property Man- 
■ agement (Post 890205). FIN D-2416-9. NRC-1 0-87-351. 89/07/12. 10pp. 50595:097- 
50595:106. 


ContractorCedar Rapids Public Library. 

NIEMEYER.E. Property & Procurement Branch. FIN D-2416-9. NRC-1 0-87- 
07/12. GRIMSLEY.D.H. Division of Freedom of Information & Publications 
(Post 890205). Ip. 50595:096-50595:106. 


8907110417 Notification of contract execution, "Mobile Radioactivity Counting Lab,” 
awarded to Diversified Mobile Productsjnc. 

UMBELD. Contract Negotiation Branch-2. FIN C-30189. NRC-30-89-265. 89/06/28. 
NORELIUS.C.E., JANUSKA.A.G. NRC - No Detailed Affiliation Given. Ip. 50495:104- 
50495:150. 


8907200044 Notification of contract execution: "Diagnostic Evaluations,” awarded to 
F^3r£im0i!0r Ino 

BAZIN, J.p! Contract Negotiation Branch-2. NRC-26-89-289. 89/07/07, SPESSARD.L, 
Division of Operational Assessment (Post 870413). ALLISON, D. NRC - No Detailed 
Affiliation Given. 1 p. 5061 2:094-5061 2:225. 
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-8907200060 Contract' “Diagnostic Evaluations," awarded to Parameter, Inc. 

LOFY,R.A. -.c: WIGGINS, E.J. Division of Contracts & Property Man- 
agement (^cs; MtC- 26-89-289. 89/07/07. 80pp. 50612:095-50612:225. 

8907200-»07 Ncti^icst’o*'- c* cor’tract execution: “Support for Waste Confidence Deci- 
sion." 'iwardeo "c Cv')n:racto':Jj.O'ior Assoc, Inc. 

UMBEL, D. Cvscn c‘ Ccr'aciK & Property Management (Post 890205). FIN L-1235- 
9. NRC-02-89-012. 89/05/31. FUNCHESj.L. Program Management, Policy Develop- 
ment & Analysis Staff (Post 870413). M.ACCOJG'a_i..,H C. Document Control Branch 
(Document Control Desk). Ip. 50590:311-50591:071. 

-8907200414 Contract: “Support for Waste Confidence Decision," awarded to Jupiter 
Assoc,lnc. 

• Jupiter Associates, Inc. WIGGINS.E.J. Division of Contracts & Property Management 
(Post 890205). FIN L-1 235-9. NRC-02-89-012. 89/05/31. 125pp. 50590:312- 
50591:071. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


“8907070019 Amend 5 to License 34-19854-01 for Atom Mechanical Co, amending li- 
cense in entirety. 

ADAM,W.J. Region 3, Ofc of the Director. 89/03/24. 3pp. 50409:016-50409:018. 

8907100298 FOIA request for briefing transcript r-aces withheld from public 
disclosure, which are described in 820402 notice signsc c/'Sj CniK 
SCALES.C.G. Technical Analysis Corp. 89/05/12. GF.M.SlF''' D -H Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 50497:085-50497:085. 

8907100303 Final response to FOIA request for records.App A record partially withheld 
(■■ef Exempt'OPS 5 & “C of Govt in Sunshine Act). Releasable portion found in PDR. 
FH.LPS.J C:vs!on of Freedom of Information & Publications Services (Post 890205). 
69- 37.-05. SCA_ES.C G. Technical Analysis Corp. 3pp. 50497:086-50497:088. 

8907100309 FOIA request for records re Commissioner Bernthal use of FTS sys during 
tenii'-e.invest'gations of Commissioners Bernthal use or abuse of sys & answers to 
Guest: cns cossa to Berntha o.' staff re matter. 

A:.RDZC.D. >s.3e \ R.C. (McGraw-Hill Publication). 89/06/07. GRIMSLEY.D. NRC - 
Nc Deia oc Af.s.aiic.n Give.n Ip. 50630:245-50630:245. 


8905110223 Final response to FOIA request for records.Releases Documents 
52,62,91,92,120,121,130,132 & 133. Documents 72,103 & 107 partially released (ref 
FOIA Exemption 4).Attachments to Documents 93 & 94 lost. 

GRIMSLEY.D.-!. DVision of Freedom of Information & Publications Services (Post 
890205) BQ/O-vO--: KNAPIK.M. McGraw-Hill Publications Co. 13pp. 50408:343- 
50408:355. 

—8907070037 Forwards Itr from NUKEM requesting guidance in effecting origin swaps 
of nuclear mail at US facility w/nuclear matl at inti facility.Determination if proposed 
exchanges in conflict w/regulations requested. 

RENTSCHLER.R.R. Reactor & Transportation Licensing Branch. 86/11/07. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. Ip. 
50408:356-50408:356. 

-8907070042 Advises of acceptance of origin swaps of matl of quantities w/equivalent 
as described in criteria in 860715 Itr.NRC will continue to respond to requests for 
origin swaps on individual basis. 

RENTSCHLE‘=*.R.R. Reactor & Transportation Licensing Branch. 86/08/12. 

MATThE\.VS,n.G. Carolina Power & Light Co. 3pp. 50408:357-50408:359. 

-8907070047 Expresses no objection to 830424 Itr re exchange of nationality of UF6 of 
US origin at DOE facility w/UF6 of Canadian origin located at Nuclear Transfer & 
Storage, Notification of transfer requested. 

ROBE^RTSON.J.P. Material Transfer Safeguards Licensing Branch (Pre 850707). 84/ 
02/01. LENNY.P, Cameco (formerly Eldorado Nuclear, Ltd./Eldorado Resources. Ltd. 
7pp. 50408:360-50409:005. 

-8907070051 Responds to 840120 request for blanket approval of origin swaps involv- 
ing other than US origin nuclear matls.NRC not authorized to approve country of origin 
swaps. 

NULSEN.C.K. Material Transfer Safeguards Licensing Branch (Pre 850707). 84/02/ 
01. HARRISON. LH. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 
50409:006-50409:006. 

-8907070053 Requests blanket approval for origin swaps under Contract DE-SC05- 
84HA 07091. 

HARRISON, L.H. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 84/01/ 
20. NULSEN.C.K. NRC - No Detailed Affiliation Given. Ip. 50409:007-50409:007. 

-8907070054 Forwards Itr outlining proposed origin swap which was to be effective 
841101.Written confirmation of approval of swap requested. 

GRAY,E. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 84/11/01. 
NULSEN.C.K. Material Transfer Safeguards Licensing Branch (Pre 850707). Ip. 
50409:008-50409:008. 

-8907070057 Forwards 840605 Itr from Sequoyah Fuels re origin swap,per 841114 
telcon. 

NULSEN.C.K. Material Transfer Safeguards Licensing Branch (Pre 850707). 84/11/ 
15. HART.T. Energy. Dept. of. Ip. 50409:009-50409:009. 

-8907070062 Discusses procedures to be followed re country of origin swaps of natural 
U. 

BENTLEY.T. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 84/06/05. 
NULSEN.C.K. Material Transfer Safeguards Licensing Branch (Pre 850707). 2pp. 
50409:010-50409:012. 


8907100314 Final response to FOIA request for records.App A record end & available 
in PDR. 

PHILIPS.J. Division of Freedom of Information & PubUca^'onst Ser/ices (Post 890205). 
89/07/06. AIROZO.D. Inside N.R.C. (McGraw-:-!'! .-j«:icn, Ip. 50630:246- 

50630:248. 

-8907100321 Commissioner Bernthal telephone log for period ending 880510. 

* Commissioners. 89/05/10. Ip. 50630:248-50630:248. 

8907120011 Fifth partial response to FOIA request for records.App P records available 
in PDR.App Q & releasable portions of App R records encl.Apps R.S & T records 
withheld in part & in entirety (ref FOIA Exemptions 6 & 7 & S.respectively). 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/10. PARRISH, D. Blade-Tribune, Oceanside. CA. 7pp. 50530:137-50530:185. 

-8808010313 Forwards safeguards event log for Apr-June 1988. 

MORGAN, H.E. Southern California Edison Co. 88/07/22. Document Control Branch 
(Document Control Desk). 5pp. 50530:164-50530:168. 

-8907120015 Forwards Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 on 
850211-15 & notice of violation. 

MONTGOMERY, J.L Region 5, Ofc of the Director. 85/03/14. BASKIN, K.B. Southern 
California Edison Co. 2pp. 50530:144-50530:145. 

-8907120021 Partially withheld Insp Repts 50-206/85-06,50-361/85-06 & 50-362/85-05 
on 85021 1-15.Violations noted.Major areas inspected:drug allegations. 

* Region 5, Ofc of the Director. 50-361/85-06. 85/03/14. 2pp. 50530:146-50530:149. 

-8907120027 Insp Repts 50-206/87-23.50-361/87-21 & 50-362/87-23 on 870727- 
31. No violations noted.Major areas inspected: substance abuse p-ogram. 

* Region 5. Ofc of the Director. 50-361/87-21 57, 08, '’.5. ■'■pp. 50530 1 50-50530:- 53. 

-8907120047 Forwards Insp Repts 50-206/88-01,50-361/88-01 & 50-362/88-01 on 
380104-08 No vblaticns noted. 

MCNTGOMERY.J.L Region 5. Ofc of the Director. 88/01/22. BASKIN.K.P. Southern 
Caifomia Edison Co. 2pp. 50530.“. 54-50530:1 55. 

-8907120053 Insp Repts 50-206/88-01.50-361/88-01 & 50-362/88-01 on 880104- 
08.No violations noted.Major areas inspected:drug testing.Rept partially withheld. 

* Region 5, Ofc of the Director. 50-361/88-01. 88/01/22. 3pp. 50530:156-50530:158. 

-8907120060 Forwards Insp Repts 50-206/88-14,50-361/88-12 & 50-362/88-12 on 
88051 6-20.No violations noted. 

MONTGOMERY, J.L. Region 5, Ofc of the Director. 88/06/06. BASKIN.K.P. Southern 
California Edison Co. 2pp. 50530:159-50530:160. 

-8907120063 Insp Repts 50-206/88-14.50-361/88-12 & 50-362/88-12 on 880516- 
20.No violations noted.Major areas inspectedilicensee corporate investigation of drug 
program.Rept partially withheld. 

* Region 5, Ofc of the Director. 50-361/88-12. 88/06/06. 3pp. 50530:161-50530:163. 

—8907120096 Partially withheld memo documenting 860813 telcon re drug abuse at fa- 

NORDERHAUG.LR. Region 5, Ofc of the Director. 86/08/20. Region 5, Ofc of the 
Director. 2pp. 50530:169-50530:170. 


8907050013 FOIA request for list of contracts currently held by Krug Inti of Houston.TX 
administered by NRC. 

NIEVES.D. Frost & Sullivan, Inc, 89/06/16. NRC - No Detailed Affiliation Given. Ip. 
50353:100-50353:100. 

8907050017 Final response to FOIA request for records.No agency records subj to re- 
quest located.Krug Inti of Houston, TX has no contracts w/NRC at this time. 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/06/29. NIEVES.D. Frost & Sullivan, Inc. Ip. 50353:101-50353:101. 

8907050027 Partial response to FOIA requesLApp H records end & available in 
PDR.App K records provided to requestor & not available in PDR.Apps l,J & K records 
withheld (ref FOIA Exemption 7). 

PHILIPS.J. Division of Freedom of Information & Publications Services (Post 89020^. 
89/06/29. BAUMAN, L. Government Accountability Project. 6pp. 50353:102- 
50353:113. 


-8907050032 Discusses 860926 telcon w/J Sutton re operation of plant. Sutton report- 
ed receiving info which indicated facility not able to achieve safe shutdown because of 
inability of steam generators to handle flow of water needed to cool reactor. 
MULLEY.G.A. Office of Inspector & Auditor (Pre 890417). 86/10/09. CONNELLY.S.R. 
Office of Inspector & Auditor (Pre 890417). 4pp. 60353:110-50353:113. 


8907070014 FOIA request for current License 34-19854-01 for Atom Mechanpl O). 
ELY,D. Advanced Medical Systems, Inc. 89/06/20. NRC - No Detailed Affiliation 
Given. Ip. 50409:013-50409:013. 

8907070017 FOIA request for records.App A records end & available in PDR. 
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/05. ELY, D. Advanced Medical Systems, Inc. 2pp. 50409:014-50409:018. 


—8907120103 Partially deleted Itr notifying of results of employee medical 
exam.Condition identified that may adversely affect performance of assigned duties as 
licensed operator. 

RAY H B. Southern California Edison Co. 87/10/09. MARTIN, J.B. Region 5, Ofc of the 
Director. Ip. 50530:171-50530:171. 


-8907120113 Partially deleted memo on 861023 telcon from contractor employee ex- 
pressing concern that use of drugs is widespread throughout trades. 

JOHNSON, P.H. Region 5, Ofc of the Director. 86/10/23. Region 5, Ofc of the Direc- 
tor. Ip. 50530:172-50530:172. 


-8907120121 Partially deleted memo documenting 871218 courtesy rundown telcon re 
alleged forging of positive urinalysis test results. 

SCHAEFER, D. Region 5, Ofc of the Director. 87/12/18. Region 5. Ofc of the Director. 
2pp. 50530:173-50530:174. 


-8M7120124 Partially deleted memo updating rept of alleged forging of positive urinaly- 
sis test results. , , . _ . r- ^ 

NORDERHAUG.LR. Region 5. Ofc of the Director. 87/12/21. Region 5, Ofc of the 
Director. 2pp. 50530:175-50530:185. 


8907130124 FOIA request for minutes of meeting ref in 820210 memo from NRR re 
jrance for upcoming OL cases. 

Search Associates. 89/06/26. GRIMSLEY.D.H. Division of Free- 
& Publications Services (Post 890205). 1p. 50530:355-50530:355. 

8907130126 Final response to FOIA request for records.No agency records subj to re- 
quest located. 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/11. 0’MEALIA,M. Doc-Search Associates. Ip, 50530:356-50530:356. 


design & const assi 
0'MEALIA.M. Doc- 
dom of Information 
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8907130131 FOIA request for USAHSC 880224 memo.880630 TCD & HSC 880715 

memo. 

NORRIS, F.S. Affiliation Not Assigned. 89/06/05. AMRINE.R.M. Army. Dept. of. 1p. 
50530:357-50530:357. 

8907130134 Final response to FOIA request.Listed documents available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/11. NORRIS, F. Affiliation Not Assigned. Ip. 50530:358-50530:358. 

8907130218 Final response to FOIA request.App C records end & available in PDR.App 
D records partially withheld (ref FOIA Exemption 4). 

PHILIPS, J. Division of Freedom of Information & Publications Services (Post 890205). 
89/07/11. KRUGER.K.S. Kaplan, Russin & Vecchi. 4pp. 50530:266-50530:354. 

-7910160084 Partially deleted Itr .subr^ttin.- sdri' 'n^o -equested by NRC 790524 & 0828 
Itrs re application for renewal of -■cense 5 i-icS'S-O'E 

HARPER, R.G Sclf-i^cv/c'c-ri Lo'-ti-o. Ltd. 79/09/21. BASSIN,N. Materials Licensing 
Branch. 6pp. 50530 .'j-'--*. 

-7912060430 Requests confirmation that no procedural or technical difficulty by branch 
anticipated in reviewing & p'-ccessi."n ''cense aoplications from gunsmiths.covering in- 
stallation & distribution of O'-csschis Cc'-.c-saEC' dtd 791030 confirmed. 

HARPER, R.G. Self-Powered Lighting, Ltd. 79/11/02. MILLER, V. Materials Licensing 
Branch, ip. 50530:273-50530:273. 

-8203230097 Application for renewal of License 31 -1581 9-01 E, authorizing distribution 
of tritium contained in gunsights to trained profs. Partially deleted info supporting appli- 
cation end. 

HARPER,R. Self-Powered Lighting, Ltd. 9742. 78/11/30. 15pp. 50530:329-50530:343. 

-8901130275 Amend 3 to License 21-19874-02E for Armson,inc, amending license in 
6r.t‘''ety Pri't'ally deleted rept of tests on Betalight gunsight illuminators end. 

.Er.;.:.,S.vV Ved.ca!, Academic & Commercial Use Safety Branch. 39323. 88/12/15. 
10pp. 50530:282-50530:291. 

-8907130222 Confirms that Betalight Div of Canrad Precision Industries, Inc has been 
acquired by Self-Powered Lighting, Ltd. 

HEGARTY.W. Self-Powered Lighting, Ltd. 0405. 73/09/13. MlLLER,W.O. Atomic 
Energy Commission. Ip. 50530:270-50530:270, 

-8907130223 Advises that no sales or shipments of licensed products have occurred 
during 1974.77 & 1973 to date. 

r-IA~?ER .R.G. Self-Powered Lightinc, Ltd. 78/10/03. HIGGINBOTHAM, L. Div of Fuel 
Fac..:y & Materials Safety, IE. ip. 50530:271-50530:271. 

-8907130225 Requests response to end 791 102 Itr at earliest convenience. 

HARPER, R.G. Self-Powered Lichtrq. Ltd. 81/01/19. MILLER, V. Radioisotopes Li- 
censing Branch (Pre 790501). ip. ■5053C.2'2-5C;33C.2"2 

-8907130228 Amend 1 to License 31-15819-01 for Self-Powered Lighting, lnc,amending 
license in entirety. 

HiCKEY.J.W. Materials Licensing Branch. 82/08/06. 2pp. 50530:274-50530:275. 

-8907130230 Amend 2 to License 31 -1581 9-01 E for Self-Powered Lighting, 
Inc, amending license in entirety. 

HICKEY.J.W. Materials Licensing Branch. 83/09/06. 3pp. 50530:276-50530:278. 

-8907130232 Requests copy of gunsight licenses issued to Magnum Research.Inc on 
or about Nov 1984.W/copyright matl. 

HENRIQUE2,J. Self-Powered Lighting, Ltd. 85/03/04. NRC - No Detailed Affiliation 
Given. 2pp. 50530:353-50530:354. 

-8907130233 Application for amend to License 31 -1581 9-01 E.allowing distribution of 
unmounted tritium iliuminated gunsights &/or unmounted sealed light sources to per- 
sons exempt from licensing.Fee paid. 

HENRIQUEZ.J. Self-Powered Lighting. Ltd. 87/05/05. HICKEY.J.W. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 50530:279-50530:280. 

-8907130235 Responds to 870505 request for addi info re renewal of License 31- 
1 581 9-01 E. 

HENRIQUEZ.J. Self-Powered Lighting. Ltd. 020188. 87/08/07, CARRICO.B. Office of 
Nuclear Material Safety & Safeguards.Director. ip. 50530:281-50530:281. 

-8907130237 Partially deleted Itr forwarding partiaily deleted replacement Pages 1 & 4 
of Canrad Precision Industries, Inc license application for exemption of self-luminous 
gunsight illuminators. 

HEGARTY.W. Self-Powered Lighting. Ltd. 3887. 73/09/27. GIANELLI.J. Atomic 
Energy Commission. 3pp. 50530:292-50530:294. 

-8907130238 Notice of issuance of License 31 -1581 9-01 E for Self-Powered 
Lighting, Ltd.authorizing distribution of gunsight illuminators contained in gunsights 
mounted on hand guns to persons exempt from requirements for license. 

MALARO.J.C. Atomic Energy Commission. 73/11/12. 7pp, 50530:295-50530:301, 

“8907130240 Partially deleted Itr responding to questions re quality of tritium gas im- 
ported from Switzerland.Amend 11 to State of NY License 1308-1611 & related info 
end. 

HEGARTY.W. Self-Powered Lighting. Ltd. 1484. 74/03/25. GIANELLI.J.M. Atomic 
Energy Commission. 8pp. 50530:302-50530:309. 

-8907130241 Advises of usage limited to law enforcement officers, despite possession 
of general exemption. 

SERINO,H.F, Se'f-oowered Lighting. Ltd. 5120. 73/12/24, GIANELLI.J. Atomic Energy 
Commission, ip 53b3C.3i0-3C53C:31O 

-8907130242 Safety evaluation re License 3 1-1 58 19-0 IE issued to Self- Powered 
Lighting, Ltd for tritium gunsight illuminators contained in gunsights. 

* Atomic Energy Commission. 73/11/12. 4pp. 50530:311-50530:314. 

—8907130243 Responds to 731005 questions re 730709 application for license.Modified 
guns which have Betalights installed will bear corporate name along w/ltr T.Partially 
deleted incomplete 730927 application for exemption end. 

HEGARTY.W. Self-Powered Lighting, Ltd. 4123. 73/10/10. GIANELLI.J.M. Atomic 
Energy Commission. 4pp. 50530:315-50530:318. 

-8907130245 Confirms that products & processes identical to products & processes 
previously provided by Canrad & registered trade name Betalights. 

HEGARTY.W. Self-Powered Lighting. Ltd. 3830. 73/09/25. GIANELLI.J. Atomic 
Energy Commission. Ip. 50530:319-50530:319. 


-8907130247 Advises that AEC does not have any info re Betalights produced by Self- 
Powered Light-'ng.Ltd Complete info on product requested. 

GIANNELLI.J.M. Atom-c Ene.-g/ Commssion. 0405. 73/09/25. HEGARTY.W. Self- 
Powered Ligh‘.rig, i.'.c. 1p. 50530:320-50530:320. 

-8907130251 Application for license, authorizing possession & use of 100 mCl H-3 
sealed luminous light sources mfg by applicant. Partially deleted incomplete 730709 
application for exemption & incomplete 730928 Itr encl.Fee paid. 

HEGARTY.W. Canrad Precision Industries, Inc. 39323. 73/07/09. 8pp. 50530:321- 
50530:328. 

-8907130253 Forwards 871230 Itr re application for renewal & amend to License 31- 
1581 9-01 E.Drawings & installation instructions also encl.W/o stated drawings or in- 
structions. 

HENRIQUEZ.J. Self-Powered Lighting. Ltd. 88/03/18. BAGGETT, S. Office of Nuclear 
Material Safety & Safeguards.Director. Ip. 50530:345-50530:345. 

-8907130256 Partially deleted Itr forwarding partially deleted addI info re application for 
renewal & amend to License 31 -1581 9-01 E concerning installation of gunsights. 
HENRIQUEZ.J. Self-Powered Lighting. Ltd. 020188. 87/12/30. MCKENZIE.D. Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 50530:346-50530:346. 

-8907130259 Partially deleted Amend 3 to License 31-15819-01E for Safety-Powered 
Lighting, Inc, amending license in entirety. Partially deleted excerpt of App B re mfg 
process for Betalight gaseous tritium light sources end. 

* Medical, Academic & Commercial Use Safety Branch. 88/04/14, 6pp. 50530:347- 
50530:352. 

8907180266 FOIA request for SECY 87-158 & related documentation. 

DARKE, J. Affiliation Not Assigned. 89/04/24. NRC - No Detailed Affiliation Given. 
4pp. 50659:071-50659:074. 

8907180277 Final response to FOIA request.App A & releasable portions of App B 
records end & available in PDR.App B records withheld in whole or in part (ref FOIA 
Exemptions 5 & 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/12. DARKE, J. Affiliation Not Assigned. 5pp. 50659:075-50659:159, 

-8707130528 SECY-87-158 Advises Commission of intent to deny renewal of License 
SUA-917 & issue order & to discuss potential longer term implications of action. 
STELLO.V. Ofc of the Executive Director for Operations. 87/06/25. 7pp. 50659:123- 
50659:140. 

-8907180282 Discusses 871204 telcon between OGC.U Recovery Field Ofc, 
NMSS, Region IV, Atlas & Atlas attorneys for licensee to file request for NRC to recon- 
sider denial of license renewal & request for withdrawal of order. 

* NRC - No Detailed Affiliation Given. 87/12/04. NRC - No Detailed Affiliation Given, 
1 p. 50659:080-50659:080. 

-8907180287 Advises that Atlas Corp submitted revised surety on 871201 & decommis- 
sioning plan on 871127.Licensee inquired about process to have license reinstated. 

* NR(J - No Detailed Affiliation Given. 87/12/02. NRC - No Detailed Affiliation Given. 
10pp. 50659:081-50659:090. 

-8907180292 Advises that OGC.GPA & U Recovery Field Ofc have had no inquiries re 
Atlas license denial since 870803, 

PANGBURN.G.C. NRC - No Detailed Affiliation Given. 87/08/07. KNAPP, M.R., 
LOHAUS.P.H.. FLIEGEL.M.H. NRC - No Detailed Affiliation Given. Ip. 50659:091- 
50659:091. 

—8907180347 Discusses items of interest for Commission re R Martin, Retion IV 870731 
Itr to Atlas Corp denying license renewal application for Moab,UT U mill.Records of 
870729,24,27,23, 21 & 15 telcons end. 

LCHAUS.P.H. Operations Branch. 87/08/06. THOMPSON.H.L. Office of Nuclear Ma- 
teria. Safety & Safeguards.Director. 8pp. 50659:092-50659:099. 

-8907180353 Forwards markup of draft public announcement re decision to deny Atlas 
Corp application for renewal of source matl licencse. 

KNAPP, M.R. Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/07/13. INGRAM.F.L Office of Governmental & Public Affairs (Post 
870413). 3pp. 50659:100-50659:102. 

-8907180355 Forwards draft public announcement of decision to deny Atlas CorfS appli- 
cation for renewal of license authorizing operation of Moab,UT mill & companion im- 
mediately effective order.Record of 870629 telcon end. 

INGRAM, F, Office of Governmental & Public Affairs (Post 870413). 87/06/29. 
KNAPP, M.R. Office of Nuclear Material Safety & Safeguards.Director. 3pp. 50659:103- 
50659:105. 

-8907180358 Forwards Atlas package w/ revs, per Commission paper.Paragraph on 
surety requirements removed from app & inserted as Item F in order. 

GREEVEs.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/06/19. THOMPSON.H.L, NRC - No Detailed Affiliation Given. 2pp. 
50659:106-50659:107, 

-8907180361 Informs that status rept on Atlas Commission paper sent to OGC, Region 
IV & U Recovery Field Ofc for concurrence. Record of 870618 telcon end. 

* NRC - No Detailed Affiliation Given. 87/05/28. KNAPP.M.R., LOHAUS.P.H,. 
FLIEGEL.M. NRC - No Detailed Affiliation Given. 3pp. 50659:108-50659:110. 

-8907180365 Advises that Atlas Corp working on & intends to file, by 87081 8, request for 
hearing on recent licensing action taken by Region IV re Moab U mill, per 870810 
telcon w/D Weaver. 

PANGBURN.G.C. NRC - No Detailed Affiliation Given. 89/07/12. KNAPP.M.R., 
GREEVES.J.. LOHAUS.P.H. NRC - No Detailed Affiliation Given. 11pp. 50659:111- 
50659:121. 

-8907180367 Advises that Commission has approved actions that staff Intends to take 
in denying renewal of License SUA-0917,per SECY 87-158. 

CHILK.S.J. Office of the Secretary of the Commission. 87/07/27, STELLO.V. Ofc of 
the Executive Director for Operations. Ip, 50659:122-50659:122. 

“8907180370 Forwards for review & signature negative consent paper for Commission 
Info re Atlas Corp. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards.Director. 87/06/15, 
STELLO.V. Ofc of the Executive Director for Operations. 7pp. 60659:141-50659:147. 
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-8907180374 Discusses proposed decision on Atlas surety proposal for consultation as 
required under delegation of authority. Summa'y of surety issue end. 

MARTIN.R.D. Region 4. Ofc of the Director. 8?.'03.'-9. THOMPSON. H.L Office of Nu- 
clear Material Safety & Safeguards, Director. 12pp. 50659:148-50659:159. 

8907190278 FOIA request for records re source matl transactions of Freeport U Recov- 
ery Co as cited in list of NMSS items of interest list of wk ending 890512. 
SCHLEIFSTEIN.M. Times-Picayune. La Place, LA. 89/05/30. NRC - No Detailed Affili- 
ation Given. 2pp. 50629:131-50629:132. 

8907190286 Final response to FOIA request.App A records & portions of App B records 
end & available in PDR.Portions of App B records withheld (ref FOIA Exemption 4). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/14. SCHLEIFSTEIN.M. Times-Picayune, La Place, LA. 4pp. 
50629:133-50629:138. 

-8907190288 Discusses 890510 meeting re reporting requirements & use of Form 
DOE/NRC-741. 

GRAM.ANN.R H Office of Nuclear Material Safety & Safeguards, Director. 89/06/08. 
SANGJ Freeport Uranium Recovery Co. Ip. 50629:137-50629:137. 

-8907190290 Discusses meeting on problem w/Form DOE/NRC-741. Understands that 
form not necessary if U308 received from foreign country.Ltr partially witheld. 
SANGUINETTI.J. Freeport Uranium Recovery Co. 89/05/17. GRAMANN.R. Office of 
Nuclear Material Safety & Safeguards, Director. Ip. 50629:138-50629:138. 

8907190294 FOIA request for records re Ofc of Inspector & Auditor 890812 decision to 
open formal inquiry into charges that Ofc of Investigations Deputy Director R Fortune 
& other personnel failed to adequately carry out duties. 

AIROZO.D. Inside N.R.C. (McGraw-Hill Publication). 89/06/07. GRIMSLEY.D. NRC - 
No Detailed Affiliation Given. 2pp. 50629:111-50629:112. 

8907190298 First partial response to FOIA request.App A records end & available in 
PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/14. AIROZO.D. Inside N.R.C. (McGraw-Hill Publication). 2pp. 
50629:113-50629:130. 

-8907190302 Discusses Ofc of Inspector & Auditor initiated investigation of R 
Fortuna.Responsibility for investigation transferred to A Rosenthal. 

MALSCH.M.G. Office of the General Counsel (Post 860701). 89/05/22. SHARP.P.R. 
House of Rep., Enemy & Commerce. GLENN.J. Senate, Governmental Affairs. 
BREAUX.J.B. Senate, Environment & Public Works. 3pp. 50629:115-50629:117. 

-8907190306 Responds to 890501 Itr to Chairman Zech re responsibilities of NRC Ofc 
of Inspector General investigation of R Fortuna. 

MALSCH.M.G. Office of the General Counsel (Post 860701). 89/05/22. 
GEJDENSON.S. House of Rep., Interior & Insular Affairs. Ip. 50629:118-50629:118. 

-8907190311 Responds to 890405 Itr on questions about involvement in investigation 
re Ofc of Inspector & Auditor. 

STELLO.V. Ofc of the Executive Director for Operations. 89/04/14. GLENN.J. Senate, 
Governmental Affairs. 12pp. 50629:119-50629:130. 

8907240248 FOIA request for inventories, SNM license renewal & amend 
requests.minutes of NRC hearings, NRC correspondence, NRC most recent repts on 
storage.manifests of transportation & notices of violation re Rockwell Inti & Energy 
Sys Group. 

DOWIE.D.R. Daily News. Woodland Hills. CA. 89/04/26. ROBINSON.L NRC - No De- 
tailed Affiliation Given. 2pp. 50653:080-50653:081. 

8907240256 Final response to FOIA request for documents. Forwards App A & partially 
withheld App B documents (ref FOIA Exemption 4). App A available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/14. DOWIE.D.R. Daily News, Woodland Hills, CA. 8pp. 50653:082- 
50653:161. 

-8907240270 Submits monthly inventory difference rept for March 1989. No SNM inven- 
tory differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 89RC-04104. 89/04/05. Office of Nu- 
clear Material Safety & Safeguards,Director. Ip. 50653:090-50653:090. 

-8907240280 Discusses progress in SNM control program for SEFOR 

decladding.Advises that decladding effort shall be continued beyond 50'pin quantity & 
commits to 821015 submittal of rev to nuclear matl control plan, 

REMLEY.M.E. Rockwell International Corp. 82ESG-6828. 82/09/23. EVANS.L.J. Fuel 
Facility Safeguards Licensing Branch (Pre 850707). 2pp. 50653:091-50653:092. 

-8907240296 Requests relief from contractor review & audit required by 
10CFR70.57(b)(3) for 1982, Last isotope analysis for licensee completed by 
contractor, Teledyne Isoptopes.in Oct 1982 & no addi requirements forseeable. 
REMLEY.M.E. Rockwell International Corp. 82ESG-7858, 82/11/04. EVANS.L.J. Fuel 
Facility Safeguards Licensing Branch (Pre 850707). 1 p. 50653:093-50653:093. 

-8907240301 Submits monthly inventory difference rept for Apr 1989. No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 89RC-05283. 89/05/02. Office of Nu- 
clear Material Safety & Safeguards-Director. Ip. 50653:094-50653:094. 

-8907240306 Submits monthly inventory difference rept for Feb 1989.No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 89RC-02263. 89/03/02. 

SCHUSTER.D. Region 5. Ofc of the Director. 1p. 50653:095-50653:095, 

-8907240310 Submits monthly inventory difference rept for Nov 1988.No SNM Invento- 
ry differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-14609. 88/12/07. 

SCHUSTER.D. Region 5. Ofc of the Director. Ip. 50653:096-50653:096. 

-8907240315 Submits monthly inventory difference rept for Oct 1988.No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-13621. 88/11/08. 

SCHUSTER.D. Region 5. Ofc of the Director. Ip. 50653:097-50653:097. 

-8907240319 Submits monthly inventory difference rept for Aug 1988. No SNM invento- 
ly differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-10877. 88/09/08. 

SCHUSTER,D. Region 5, Ofc of the Director. Ip. 50653:098-50653:098. 


—8907240321 Submits monthly inventory diference rept for Mar 1988.No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-04236. 88/04/07. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip, 50653:099-50653:099. 

—8907240327 Submits monthly inventory difference rept for Feb 1988. No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-03008. 88/03/07. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip. 50653:100-50653:100. 

—8907240329 Submits monthly inventory difference rept for Jan 1988. No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-01806. 88/02/08. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip. 50653:101-50653:101. 

—8907240330 Submits monthly inventory difference rept for Jan 1989.No SNM inventory 
differences.normal operating losses or discards noted. 

SCHAUBERT.V.J. Rockwell International Corp. 89RC-01819. 89/02/07. 

SCHUSTER.D. Region 5, Ofc of the Director. 6pp. 50653:102-50653:156. 

-8907240334 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facilities for period Feb-Mar 1989.No matl diversions occurred.Total inventory differ- 
ences (ID) & limit of error of ID within lOCFR'C 53(b;;-) or (2).Encl withheld. 
SCHAUBERT.V.J. Rockwell Internationa: Ccrp. 8-'RC-0-4l OS. 89/04/05. Office of Nu- 
clear Material Safety & Safeguards. Director. Ip. 50653:157-50653:157. 

-8907240338 Fonwards matl balance rept.Form NRC/DOE-742 for all source & SNM 
possessed by licensee for Oct 1988 - Mar 1989 & physical inventory listings.Form 
NRC/DOE-742C for 890331 inventory. End withheld. 

SCHAUBERT.V.J. Rockwell International Corp. 89RC-04426. 89/04/05, Office of Nu- 
clear Material Safety & Safeguards, Director. Ip. 50653:158-50653:158. 

-8907240348 Submits proposed rev to SNM security plan, listing generic job titles de- 
scribed in AI-74-5,Rev A.for review.Submittal withheld. Fee paid. 

REMLEY.M.E. Rockwell International Corp. 82ESG-651. 82/01/18, EVANS.L.J. Fuel 
Facility Safeguards Licensing Branch (Pre 850707). Ip. 50653:159-50653:159. 

—8907240357 Partially withheld rept of activities w/SNM at Santa Susana hot lab under 
License SNM-21 .Physical security of matl provided per ESG-80-17, “Physical Security 
Plan for Protection.... " Necessary rev to plan made. 

REMLEY.M.E. Rockwell International Corp. 83ESG-4097. 83/06/30. BROWN.W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707). 2pp. 50653:160-50653:161. 

-8907240416 Forwards application for saf^uards amend to License SNM-21. Suppl 6 
to AI-74-44, “SNM Control Program for FERMI Fuel Decladding," dtd 850903 end for 
review & approval. Fee paid. End withheld. 

REMLEY.M.E. Rockwell International Corp, 85RCQ5766. 85/10/11. BROWN.W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707), 2pp. 50653:168-50653:173. 

-8907240434 Forwards application for safeguards amend to License SNM-21 for pos- 
session & use of 2 kg or more of Pu in unsealed form for activities other than fuel 
processing & fabrication. Suppl 5 to AI-74-44 end. End withheld. Fee paid. 

REMLEY.M.E. Rockwell International Corp. 83ESG-3969. 83/07/05. BROWN.W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707). 2pp. 50653:174-50653:175. 

-8907240441 Partially withheld rept re NRC approved SNM control program for SEFOR 
decladding for License SNM-21. Licensee unable to comply w/requirements of ap- 
proved plan.Current efforts include rev of decladding operation. 

REMLEY.M.E. Rockwell International Corp. 82ESG-5185. 82/07/16. EVANS.L.J. Fuel 
Facility Safeguards Licensing Branch (Pre 850707). 2pp. 50653:176-50653:177. 

-8907240446 Forwards revs to SNM control program for SEFOR decladding under Li- 
cense SNM-21, Suppl 4 to AI-74-44, “SNM Control Program for SEFOR Fuel Declad- 
ding,” for info.Matl control not decreased by revs.EncI withheld. 

REMLEY.M.E. Rockwell International Corp. 82ESG-6939. 82/10/13. EVANS.L.J. Fuel 
Facility Safeguards Licensing Branch (Pre 850707). 3pp. 50653:178-50653:180. 

-8907240454 Forwards SNM physical inventory summary repts for Pu & enriched U 
held at facility covering period Oct 1988 - Nov 1988. No matl diversions occurred.EncI 
withheld, 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-14611. 88/12/07. 

SCHUSTER.D. Region 5. Ofc of the Director. Ip. 50653:181-50653:181. 

”8907240457 Forwards matl balance rept Form NRC/OOE-742 for all source & SNM 
possessed by licensee for period Apr 1988 - Sept 1988 & physical inventory listings 
for 880930 inventory.EncI withheld. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-12253. 88/10/07. 

SCHUSTER.D. Region 5. Ofc of the Director. Ip. 50653:182-50653:182. 

-8907240459 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facility covering Aug 1988 - Sept 1988.No matl diversions occurred. Inventory differ- 
ence (ID) & limit of error of ID within 10CFR70.51(e)(5).Encl withheld. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-12181. 88/10/06. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip. 50653:183-50653:183. 

-8907240462 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facility for Jun 1988 ■ Jul 1988.No matl diversions occurred.Total inventory difference 
(ID) & limit of error of ID within 10CFR70.53(b)(1) or (2).Encl withheld. 
SCHAUBERT.V.J. Rockwell International Corp. 88RC-09402, 88/08/03. 

SCHUSTER.D. Region 5. Ofc of the Director, ip. 50653:184-50653:184. 

-8907240466 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facility for Apr 1988 - May 1988. No matl diversions occurred.Total inventory differ- 
ences (ID) & limit of error of ID within 10CFR70.53(b)(1) or (2). End withheld. 
SCHAUBERT.V.J. Rockwell International Corp. 88RC-05254. 88/06/20. 

SCHUSTER.D. Region 5. Ofc of the Director. Ip. 50653:185-50653:185. 

-8907240470 Forwards matl balance rept.Form NRC/DOE-742, for all source & SNM 
possessed by licensee for Oct 1987 - Mar 1988 & physical inventory listings.Form 
NRC/DOE-742C,for 880404 inventory. End withheld. 

SCHAUBERT.V.J. Rockwell International Corp. 88RC-04233. 88/04/08. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip. 50653:186-50653:186. 
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--8907240475 Forwards SNM physical inventory summary for Pu & enriched U at facility 
for Feb 1988 - Mar 1988. No matl diversions occurred, Total inventory differences (ID) 
& limit of error for ID within 10CFR70. 53(b)(1) or (2). End withheld. 

SCHAUBERT,V.J. Rockwell International Corp. 88RC-04229. 88/04/07. 

SCHUSTER, D. Region 5, Ofc of the Director. Ip. 50653:187-50653:187. 

-8907240479 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facility for Dec 1987 - Jan 1988. No matl diversions occurred.Total inventory differ- 
ences (ID) St limit of error of ID within 10CFR70. 53(b)(1) or (2). End withheld. 
SCHAUBERT.V.J, Rockwell International Corp. 88RC-01805. 88/02/08. 

SCHUSTER.D. Region 5, Ofc of the Director. 1p. 50653:188-50653:188. 

-8907240483 Forwards SNM physical inventory summary repts for Pu & enriched U at 
facility for period Dec 1988 - Jan 1989.No diversions occurred.Total inventory differ- 
ences (ID) & limit of error of ID within l0CFR70.53(b)(1) or (2),End withheld. 
SCHAUBERT.V.J. Rockwell International Corp. 89RC-01827. 88/02/07. 

SCHUSTER.D. Region 5, Ofc of the Director. Ip. 50653:189-50653:189. 

8907240499 FOIA request for listings of unpaid, uncashed & currently outstanding war- 
rants/checks for 1988 for NRC. 

HOBAUGH,G.L. J-Mars Services, Inc. 89/07/18. ROBINSON, L.L Division of Freedom 
of Information & Publications Services (Post 890205). Ip, 50659:160-50659:160. 

8907240502 Final response to FOIA request. No agency records subj to request 
located.Advises that existing lists of outstanding ch-orks a'-y-wou'd be prepared by 
Dept of Treas.jry Staff noted no "unpaid checks" & .;-'ccr:a n c‘ war-irts 
GRIMSLEY.D H.' Division of Freedom of Information & Publications Services (Post 
890205). 89/07/20. HOBAUGH,G.L. J-Mars Services, Inc. Ip. 50659:161-50659:161. 

8907240508 FOIA request for invoices paid & unpaid for Apr 1988 - Apr 1989 for svcs 
re carpet & tile installation, repairs or any other carpet related svcs.excluding Family 
Carpet Svc invoices. 

STUCKEY.C.M, Family Carpet Service, Inc. 89/04/05. NRC - No Detailed Affiliation 
Given, Ip. 50653:190-50653:190. 

8907240511 Final response to FOIA request for documents. No agency records subj to 
request other than invoices for Family Carpet Svc, Inc located, per telcon w/N Toms, 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205), 89/07/20. STUCKEY.C.M. Family Carpet Service, Inc. Ip. 50653:191- 
50653:191. 

8907270005 FOIA request for names.positions & qualifications of all NRC, contractor or 
subcontractor staff who contributed to preparation of SFES & related documentation. 
LASH.T.R. Illinois, State of. 89/06/09. NRC - No Detailed Affiliation Given. 2pp. 
50663:283-50663:284. 

8907270007 Partial response to FOIA request for records.Apps A & B records available 
in PDR & LPDR.App B records end. No agency records located re Items C & D. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25, LASH,T. Illinois. State of. 3pp. 50663:285-50663:348. 

-8705260447 SECY-87-104 Oecor-^ends Commission approval of proposed agree- 
ment between State of IL & NRC.po' 3oc:cn 274 of Atomic Energy Act of 1954, as 
amended. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). 87/04/21. 
46pp. 50663:303-50663:348. 

“8906300027 Forwards six comment Itrs & responses to d-'a^t suoolemeda' EIS. 
TSAI.S.Y A-'gcr'.-'e Natbnal Laboratory, 88/05/31. H-Cr\,M D'-. s-or c' Industrial & 
Medical Nucic.-r SafiiJly ■:=cs; 870729). Ip. 50663:288-50663:288. 

--8906300029 Forwards comments on draft supplemental EIS. 

VINIKOUR.W.S. Argonne National Laboratory. 88/03/21. HORN.M. Office of Nuclear 
Material Safety & Safeguards, Director. 9pp. 50663:289-50663:297. 

-8906300031 Forwards preliminary draft Chapters 1-4 & three apps completed for West 
Chicago supplemental FES.W/o end. 

TSAI.S.Y. Argonne National Laboraton.' 86^06/05. HORN.M. Division of Fuel Cycle & 
Material Safety (Pre 870413) :p. 50663-2:iS-5:')563.29e. 

-8906300032 Discusses visit to lllinc‘s State Gec'cg'ca' Sun.'ey & State Water Survey & 
addi data & maps collected on c-:;-.') ogy.scus, a:.::jiferfi.ccsl & dvers for State of 
IL.Tentative travel itinerary to visit ir s-.ate one . 

TSAI.S.Y. Argonne National Laboratory. 85/08/16. NIXON, W.A. Division of Fuel Cycle 
& Material Safety (Pre 870413). 4pp. 50663:299-50663:302. 

8907270022 FOIA request for "Implementation Guidance for New & Corrective Equip- 
ment Environ Qualification” & Info Notice 82-03, “Environ Test of Electrical Terminal 
Blocks." 

PHILLIS, M.T. Nuclear Utility Group on Equipment Qualification. IEIN-82-03. 89/06/30. 
GRIMSLEY.D.H. Office of Administration (Post 890205). Ip. 50664:092-50664:092. 

8907270026 Final response to FOIA request for records.App A & B records available In 
PDR.App B record end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). IEIN-82-03. 89/07/18. PHILLIS, M.T. Nuclear Utility Group on Equipment 
Qualification. 3pp. 50664:093-50664:206. 

-8304260154 TER-C5257-532 “Implementation Guidance for New & CoTrective Equip- 
ment Environ Qua'if oat'on," technical evaluation rept. 

TOMAN.G.J., CAF.F.AG.'-.c.S.''’., ZUDANS.Z. Franklin Institute. NRC-03-79.118. 83/04/ 
22. SHEMANSKLP. NRC - No Detailed Affiliation Given. 111pp. 50664:096-50664:206. 

8907270039 FOIA request for invoices for work performed under Requistion 806062 & 
floor plans covering area. 

ESTRADA.J.A. Professional Carpet Service. 89/02/20. FELTON, J.M. Office of Admin- 
istration (Post 890205). 1 p. 50663:349-50663:349. 

8907270044 Final response to FOIA request for records.App A record end & available 
in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & ®ub'icatbr.s Services (Post 
890205). 89/07/25. ESTRADA, J. Professional Carpet Sc-n/ioc-. 2pr. 50663:350- 
50664:011. 

-8907270048 Package of invoices & NRC Forms 370 re Family Carpet Svc, Inc. 

* Family Carpet Service, Inc. 88/01/12. HUBBELL,H. NRC - No Detailed Affiliation 
Given. 2pp. 50663:352-50664:011. 


8907270058 Further response to appeal of 890124 denial of FOIA request. App records 
end & available in PDR. 

THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Director. 89/07/21. 
BAUMAN, L.L. Government Accountability Project. 2pp. 50664:012-50664:091. 

-8907270061 “GE Plant Telephone Directory Wilmington Mfg Dept (NEBG) Rotating 
Parts Operation (AEBBG) & Supporting Organizations.” 

* General Electric Co. 84/10/31. 70pp. 50664:022-50664:091. 

8907270074 Partial response to FOIA request for records.App L record available in 
PDR.App M records partially withheld ref (FOIA Exemption 7).App N record provided 
to requestor but not made publicly available at this time. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. BAUM AN, L. Government Accountability Project. 5pp. 50663:245- 
50663:282. 

-8907270079 Advises Commission of allegation that NRC staff allowed facility to oper- 
ate w/o requiring licensee to submit justification for continued operation when submis- 
sion was required. Partially deleted case summary end. 

CONNELLY.S.R. Office of Inspector & Auditor (Pre 890417). 86/10/15. ZECH, ROB- 
ERTS, ASSELSTINE Commissioners. 4pp. 50663:252-50663:255. 

“8907270084 Forwards Ofc of Inspector & Auditor rept documenting investigation of al- 
leged misconduct by two NRC employees. Investigation did not identify any miscon- 
duct. 

CONNELLY.S.R. Office of Inspector & Auditor (Pre 890417). 86/01/23. HAYES.8.B. 
Office of Investigations (Pre 880201). Ip. 50663:256-50663:256. 

-8907270087 Partially withheld memo re alleged misconduct by NRC 

employees.Investigation did not identify any misconduct on part of NRC employees. 
MULLEY.G.A. Office of Inspector & Auditor (Pre 890417). 86/01/23. Office of Inspec- 
tor & Auditor (Pre 890417). 4pp. 50663:257-50663:260. 

-8907270093 Partially withheld memo re alleged misconduct by NRC 

employees.Investigation requested. 

NOONAN, V.S. Comanche Peak Project (Technical Review Team). 85/03/28. 

CONNELLY.S.R. Office of Inspector & Auditor (Pre 890417). 22pp. 50663:261- 

50663:282. 

8907270078 FOIA request for ends to minutes of CRGR Meeting 157, including undat- 
ed draft generic Itr, “Guidance on Developing Acceptable In-Svc Testing Programs,” 
"Contents of Package Submitted to CRGR" & L Shao 881212 memorandum to F Mir- 
aglia. 

CALANDRA.D.L. Bishop, Cook, Purcell & Reynolds. 89/07/14. ROBINSON.L. NRC - 
No Detailed Affiliation Given. Ip. 50663:199-50663:201. 

8907270080 Final response to FOIA request for documents.Forwards App A 
documents.App A documents also available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/24. CALANDRA.D.L. Bishop. Cook, Purcell & Reynolds, 2pp. 
50663:202-50663:244. 

-8812230290 Discusses planned actions on inservice testing program in operating 
plants. Mechanical Engineering Branch proposes to issue two generic Itrs to clarify 
status of large number of unreviewed inservice testing programs. 

SHAO.L. Division of Engineering & Systems Technology (Post 870411). 88/12/12. 
MiRAGLIA.F.J. Associate Director for inspection & Technical Assessment (Post 
870411). 13pp. 50663:232-50663:244. 

-8901300244 Forwards draft generic Itr on inservice testing of pumps & valves for 
review.Generic Itr intended to clarify status of large number of unreviewed inservice 
testing programs re Tech Spec requirements & NRC regulatory requirements. 
SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). IEB-85- 
003. 89/01/23. JORDAN.E.L. Committee to Review Generic Requirements. 26pp, 
50663:206-50663:231. 

8907280279 FOIA request for LER 88-09, NRC enforcement conference w/util on 
88071 l.lnsp Rept 50-220/88-15 & NRC notice of violation Itr to util dtd 880919. 
CROOK, K.A. Devonrue, Ltd. DLNRC 8905-02/K. 89/05/15. Division of Freedom of In- 
formation & Publications Services (Post 890205). Ip. 50775:001-50775:001. 

8907280285 Final response to FOIA request for records.App A & B records available in 
PDR.App B records end.App C records withheld in entirety (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/27. CROOK, K.A. Devonrue, Ltd. 5pp. 50775:002-50775:136. 

“8907280289 Incomplete “Nine Mile Point 1 Verification Rept." 

* Gage-Babcock Associates, Inc. 86/02/28. 112pp. 50775:007-50775:136. 

8907280309 FOIA request for records re Uravan U Mill.Uravan.CO environ waste site. 
BOLOTIN,S.J. Bivona & Cohen. 89/05/26. GRIMSLEY.D.H. Division of Freedom of In- 
formation & Publications Services (Post 890205). Ip. 50667:161-50667:161. 

8907280314 Partial response to FOIA request for records.App A records end & avail- 
able in PDR.AddI records available in folder FOIA-84-700 under name Kulasza. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/19. BOLOTIN, S.J. Bivona & Cohen. 2pp. 50667:162-50670:218. 

-8907280321 Trip rept of 840716-20 travel to provide technical support at public meet- 
ing In Crawford, NE re licensinq R&D in-situ leach facility & participation in Region IV 
task force replu to questions raised by Environ Defense Fund re Uravan Mill. 
GNUGNOLl.G.N. Low-Level Waste & Uranium Recovery Projects Branch. 84/07/24. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 2pp. 
50667:164-50667:165. 

"8907280329 Forwards NRC comments on preliminary executive licensing review sum- 
mary for Uravan U Mill. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 84/08/13. HAZLE.A.J. Colorado. State 
of. 6pp. 50667: 1 66-50667: 171. 

-8907280341 Comments on remedial action section of Uravan remedial action plan. 
PETTENGILL.H.J. Uranium Recovery Field Ofc. R4. 86/08/26. HAZLE.A.J. Colorado. 
State of. 2pp. 50667:172-50667:173. 
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“8907280346 Responds to Itr addressed to AJ Hazle re Uravan remedial action 
plan. Liquids will not be stored in quar*"/ & pro-jrd water protection stds will be met. 
BERARDINI.J.H. Colorado, State of. 86.'C9. 17 pE”N3LL,Hj Uranium Recovery 
Field Ofc, R4. 3pp. 50667:174-50667:176. 

“8907280349 Advises of error on Page 3 of 86091 7 If- Chance listed. 

BERERDINI.J.H. Colorado. State of. 86/09/18. =>ETTENG LL.r.j Uranium Recovery 
Field Ofc. R4. 1p. 50667:177-50667:177. 

“8907280352 Forwards consent decree in State of CO vs Union Carbide Corp & 
Umetco Minerals Corp.Related info also end. 

MEYER, S.A, Colorado, State of. 86/11/03. SMITH, D. Uranium Recovery Field Ofc, 
R4. 750pp. 50667:178-50669:017. 

“8907310114 “Final Licensing Statement for Uravan U Mill." 

HAZLE. A.J. Colorado. State of. 86/12/19. 350pp. 50669:018-50670:218. 

8907280362 FOIA request for records re sale of Sequoyah Fuels Conversion Facility. 
DEERINWATER.J. Native Americans for a Clean Environment. 89/06/13. 
ROBINSON, L. Office of Administration (Post 890205). 2pp. 50720:075-50720:076. 

8907280365 Final response to FOIA request.App A records available in PDR.App B 
records encl.App C records totally withheld (ref FOIA Exemption 4), 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. DEERINWATER.J. Native Americans for a Clean Environment. 
8pp. 50720:077-50720:185. 


GEN TEC IS GENERIC TECHNICAL ISSUES 

8906290082 Generic Ltr 89-10 to all licensees of operating nuclear power plants & hold- 
ers of CPs for nuclear power plants re safety-related motor-operated valve testing & 
surveillance. Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 87041 1 ). lEB-85-003. 89/06/28. 
Consolidated Edison Co. of New York. Inc. 61pp. 50416:001-50416:061. 

8906300178 Generic Ltr 89-11 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Svc list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp. 50416:062-50416:106. 

8907030002 Provides background info on regulatory analysis supplementing NRC pro- 
posed backfit,per 890413 request.Util expected to provide schedule for implementa- 
tion of required improvements. 

HOLAHAN.G.M. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 89/06/22. CAMPBELL.T.G. Arkansas Power & Light Co. 5pp. 50391:115- 
50391:199. 

“8902030163 Forwards proposed plant-specific backfit for improved auxiliaiv feedwater 
sys reliability analyses for required improvement in secondary DHR capability at plant. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/01/ 
31. STELLO.V. Ofc of the Executive Director for Operations. 6pp. 50391:120- 
50391:199. 

8907050060 Requests listed info re seismic design considerations for safety-related ver- 
tical steel tanks,per USl A-40, “Seismic Design Criteria." NRC recommended method 
for seismic analysis of above-ground tanks end. 

BLACK.S.C. Assistant Director for Projects. TAC 73097. 89/06/27. KINGSLEY.O.D. 
Tennessee Valley Authority. 5pp. 50418:059-50418:063. 

8907120264 Summary of CRGR Meeting 163 on 890524 re proposed generic Itr on 
emergency response data sys, USl A-17 on sys interactions,Generic Issue A-30 on 
safety-related dc power sys & USl A-47 on control sys. 

JORDAN, E.L. Committee to Review Generic Requirements. 89/06/21. STELLO.V, Ofc 
of the Executive Director for Operations. 2pp. 50510:280-50510:281. 

8907180092 Advises that NRC considers USl A-2, “Asymmetric Blowdown Loads on 
Reactor Primary Coolant Sys," resolved for plant, per Generic Ltr 84-04. 

WANG.A. Project Directorate 1-4. GL-84-04, 89/07/11. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 4pp. 50578:241-50578:244. 

8907200385 Advises that proposed resolution of USl A-40, “Seismic Design Criteria," 
acceptable.including decision that no backfits required, per ACRS 351st meeting. 
REMICK,F.J. ACRS - Advisory Committee on Reactor Safeguards. 89/07/18. 
CARR,K.M. Commissioners. 2pp. 50613:273-50613:274. 

8907240249 Advises that action plan, provided in 890519 Itr & addressing eight issues re 
Reg Guide 1 .97 requiring resolution prior to restart, acceptable for five issues.AddI info 
required re isolation, failure modes & reactor vessel instrumentation. 

BOGER.B.A, Region 1, Ofc of the Director. GL-89-11. 89/07/17. BURKHARDT.L, Ni- 
agara Mohawk Power Corp. 3pp. 50640:341 -50640:343. 

8907260102 Advises that due to delay of final resolution of USl A-46 until end of 
1989, anticipated waikdown associated w/item will be deferred until 3 months after 
completion of first refueling outage. 

MORRIS, K.J. Omaha Public Power District. LIC-89-661. 89/07/20, Document Control 
Branch (Document Control Desk). 2pp. 50677:029-50677:030. 


I&E INSPECTION AND ENFORCEMENT 


8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
by High Energy Line Break.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8906270414 PNO-ll-89-046A:no info developed to indicate either onsite drug use or use 
by facility nuclear personneLSeven util or contractor employees being interviewed by 
FBI in connection w/narcotics investigation.Drug testing program planned. 
CRLENJAK,R.V. Region 2, Ofc of the Director. 89/06/16. Ip. 50303:322-50303:322. 

8906280094 PNO-ll-89-048:on 89061 7,reactor manually scrammed following loss of off- 
site power.Caused by troubleshooting in progress to investigate ground on startup 
auxiliary transformer (SAT).PIant to remain shutdown until SAT repaired. 

CARROLL, B. Region 2, Ofc of the Director. 89/06/19. 2pp. 50332:006-50332:007. 


8906280105 PNO-V-89-035:on 89061 9, licensee announced that D Keuter had been ap- 
pointed new site manager & JR Shetler as deputy site manager, Licensee recognizes 
t‘-et C'.qari7a‘T.-=' changes subj to NRC approval. 

f'’ C-iARCS.S Region 5, Ofc of the Director. 89/06/20, Ip. 50331:346-50331:346. 

8906290055 PNS-l-89-010:on 890621, Dept of Investigation in New York City received 
call threatening destruction of plant & ref 1977 incident where damage inflicted on 
plant.Bomb threat contingency procedures implemented & security maintained. 
CAMERON, D.F., KEIMIG.R.R. Region 1, Ofc of the Director. 89/06/21. 2pp. 

50363:340-50363:341 . 

8906290161 EN-88-035A:on 890626, order imposing civil penalty in amount of 550,000 
issued, based on failure to meet environ qualification requirements 10CFR50.49. 
LUEHMAN.J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). EA-87-165. 89/06/ 
26. Ip. 50362:334-50362:334. 

8906290194 PNS-V-89-005:on 89061 5, licensee informed NRC of possible onsite use & 
sale of marijuana & cocaine by five contract employees, employed by Northwest 
C-ergv Svcs Co.Employees interviewed, searched & given urinanalyses on 890616. 
SC--AErE-r.D SCHUSTER, M. Region 5, Ofc of the Director. 89/06/16. 2pp. 

50348:026-50348:027. 

8906290403 PNO-V-89-036:on 890620, SMUD voted 3-2 to allow 10 days for qualified 
private bidders to submit proposals to take over facility.Conditions imposed on bidders 
listed.Existing Quadrex proposal withdrawn. 

RICHARDS.S. Region 5, Ofc of the Director. 89/06/21. Ip. 50364:034-50364:034. 

8906290417 PNO-l-89-048B:on 890626, W Russell directed formation of Augmented Insp 
Team to review circumstances surrounding 890622 manual reactor trip event.Onsite 
tea"' activities current'*/ D'3".ned to begin on 890628 & end on 890630. 
vviGG NS,.,. RA.'ERK.AMF.D, Region 1, Ofc of the Director. 89/06/26. Ip. 

50362:212-50362:212. 

8906290494 PNO-lV-89-039:on 890622, private citizen found lead container & tank w/ 
radioactivity markings near residence. Containers appear to have belonged to former 
State of KY licensee.Gamma exposure of 3.3 mrem/h found from Am/Be source. 
FISHER, W.L. Region 4, Ofc of the Director. 89/06/23. 2pp. 50362:353-50362:354. 

8906290512 EN-89-064:on 890628, notice of violation & proposed imposition of civil pen- 
alty in amount of $28,500 will be issued based on deliberate violations re bypass of 
radiation monitor interlock sys. 

JOHANSEN.J., LIEBERMAN.J. Region 1, Ofc of the Director. EA-89-019. 89/06/23. 
ip. 50369:134-50369:134. 

8906300054 PNO-l-89-048A:on 890623,TT Martin issued Confirmatory Action Ltr (CAL) 
89-11 re 890622 manual reactor trip event.CAL confirms commitments made by E 
Brown that prior to restart of unit,licensee will complete post-trip review process. 
WIGGINS, J. Region 1, Ofc of the Director. CAL-89-11. 89/06/23. Ip. 50370:161- 
50370:161. 

8906300080 PNO-l-89-049:on 890626, WT Russell approved NRC Restart Assessment 
Panel recommendation to release licensee from third NRC approval point in licensee 
power ascension test Testmo activities scheduled for next phase. 

WARREN, C., BLOUGH.P i ' Ofc of the Director. 89/06/26. Ip. 50378:311- 

50378:311. 

8906300098 EN-89-065:on 890628, notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 will be issued, based on failure to properly evaluate ASME 
Section XI test results for HPSI pump B. 

LUEHMAN.J. Ofc of Enforcement (Post 870413). LIEBERMAN.J. Region 1, Ofc of the 
Director. EA-89-069. 89/06/23. Ip. 50370:260-50370:260. 

8906300171 PNO-l!l-89-040:on 890624, power lost to all control room annunciators for 
reactor & safety-related sys.Caused by troubleshooting ground on electrical bus for 
balance-of-plant annunciators & blow fuses. 

LERCH.R.M., SHAFER, W.D. Region 3, Ofc of the Director. 89/06/26. Ip. 50367:209- 
50367:209. 

8906300215 PNO-ll-89-046A:on 890622,seven samples from drug test ref to lab for con- 
firmatory testing.One mid-level supervisor refused test & suspended.FBI investigation 
continuing. Local media coverage extensive. 

TOBIN.W.J. Region 2, Ofc of the Director. 89/06/23. Ip. 50372:185-50372:185. 

8907060033 PNO-lll-89-04T.on 890628, reactor tripped from 99% power as result of trip- 
ping of phase C main transformer.Caused by unplanned opening of oil pressure sens- 
ing relay.Relay will be inspected & tested. 

RING.M., KNOP.R. Region 3. Ofc of the Director. 89/06/28. Ip. 50435:085- 
50435:085. 

8907060138 PNS-l-89-010B:on 890622, individual who made security threats to facility 
on 890621 & 22 located.FBI interview of individual indicated history of mental disorder 
& individual was not taking prescribed medication when calls made. 

CAMERON.D.F.. KEIMIG.R.R. Region 1. Ofc of the Director. 89/06/27. Ip. 
50434:014-50434:014. 

8907060181 PN9-l-89-052:facility authorized to proceed to 70% power. Insp on site will 
continue during power ascension from 35% to 70% power & subsequent transient 
testing. 

KENNY.T. Region 1. Ofc of the Director. 89/06/28. 1p. 50432:001-50432:001. 

8907060183 SuppI 1 to NRC Info Notice 89-045, “Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). lEIN-89-045. 
89/07/06. Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907060215 PNO-l-89-050:on 890627, confirmatory action Itr issued on util & Common- 
wealth of PA agreement to satisfy concerns re restart plan.Agreement should form 
basis for concluding hearing on util reorganization. 

KENNY.T. Region 1, Ofc of the Director. 89/06/26. Ip. 50431:333-50431:333. 

8907070079 PNO-IV-89-041:on 890623, licensee synchronized main generator to 
grid, completing 101 day outage.Refueling outage consisted of replacing approx one 
third of fuel elements in core & repairs to svc water sys due to failed transformer. 
MADSEN.G.L. Region 4, Ofc of the Director. 89/06/26. 2pp. 50440:187-50440:188. 
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8907070081 PNO-IV-89-042:on 890623, plant shutdown commenced due to increased 
RCS leakage. Caused by fatigue in vent line on reactor coolant pump C seal pressure 
sensina liri’.piart r.eatup expected to begin on 890626. 

CHAMBERLAIN.D. Region 4. Ofc of the Director. 89/06/26. 2pp. 50440:185- 
50440:186. 

8907070082 PNO-IV-89-040:from 890622-23, power exceeded 82% & secondary heat 
balance indication in control room read approx 79.2%. On 890623,discovered incorrect 
input into secondary heat balance calculation. Power reduced to 65% pending evalua- 
tion. 

WESTERMAN.T.F. Region 4, Ofc of the Director. 89/06/23. 2pp. 50440:189- 
50440:190. 

8907070110 PNO-IV-89-043:on 890626,licensed operator radiologically contaminated 
when valve packing blew out while operator operating valve.Approx 2,000 square ft of 
turbine bide cr:"tami'' 2 ted Va've repacked & returned to normal position. 

Ore zi the Director. 89/06/27. 2pp. 50443:215-50443:216. 

8907070231 EN-89-066;on 890705, notice of violation & proposed imposition of civil pen- 
alty in amount of 375,000 will be issued for licenses.Action based on violations involv- 
ing engineering & design control re auxiliary feedwater pumps. 

TRCS.KOSKl,W., LIEBERMAN.J. Ofc Of Enforcement (Post 870413). EA-89-095. 89/ 
06/29. Ip. 50455:293-50455:293. 

8907070251 Forwards biweekly listing of proposed generic communications under con- 
sideration or development by NRC.i.ncIuding bulletirs.iHo ncf'ces & generic Itrs. 

Ge'e.-'ic Communications Era.ncn 59/C6-2D. GREEN. W. Institute of 
\..c ea- -OAr' Cot:ra; ons. 5pp. 50443:228-50443:232. 

8907070277 PNO-IV-89-044:on 890628, pressure in waste gas receiver A decreased 
from 250 psig & pressure in receiver A decreased from 60 to 50 psig.Caused by erro- 
neous valve lineup.Plant stack monitors did not alarm. 

WESTERMAN,T. Region 4. Ofc of the Director. 89/06/28. 2pp. 50443:224-50443:225. 

8907070313 EN-89-029A:on 890630, notice of violation & proposed imposition of civil 
penalty in amount of $50,000 withdrawn. Action based on alleged violation that licens- 
ee faiiui'e to msta!' oho'' to p'ant licensing,vortex suppressors. 

-•..E-iMA.N,., L FEFRVAN.. Ofc of Enforcement (Post 870413). EA-89-001. 89/06/ 
30. Ip. 50456:004-50456:004. 

8907100194 PNO-i-89-048C:on 890629,corporate officer relieved of duties.Action based 
on executive mgt decision by facility owners per review of action taken following 
manual reactor trip event. 

WIGGINS. J., HAVERKAMP,D. Region 1. Ofc of the Director. 89/06/30. Ip. 
50459:036-50459:036. 

8907100308 PNO-V-89-037:on 890629, reactor restarted following 105-day outage.Unit 
shut down on 890315 as result of concerns re 890303 reactor trip event at Unit 
3. Plant operating at 3% power. 

ANG.W., POLICH.T. Region 5, Ofc of the Director. CAL. 89/06/29. Ip. 50552:180- 
50552:180. 

8907100317 PNO-V-89-039:on 890620.util announced that licensee open to offers to 
purchase facility until 890630. Of all b=dders,only Quadrex Corp proposes to operate 
faci''tv ns ruclea' olant. Evaluation of bids expected to be completed by end of Jul. 
R'DH-'-RDS 3 Roc on 5. Ofc of the Director. 89/07/03. 1p. 50457:026-50457:026. 

8907110001 PNO-V-89-038:on 890629,excessive shaft leakage identified while perform- 
ing inservice testing of LPSI pump.WaIkdown to verify primary plant instrumentation 
transmitters properly conformed to equipment qualification requirements performed. 
JOHNSON, P. Region 5, Ofc of the Director. 89/07/03. Ip. 50495:070-50495:070. 

89071 10064 PNO-l-89-051:during wk of 89061 6, five of twelve licensed operators failed 
requalification exams.Based on preliminary results, plant requalification program evalu- 
ated as unsatisfactory, Mgt meeting scheduled for 890630. 

GALLO, R., BOGER,B. Region 1, Ofc of the Director. 89/06/27. 2pp. 50499:043- 
50499:044. 

8907110147 PNO-lll-89-043;on 890627-28, high radiation level discovered in unrestricted 
area.Caused by Cs-137 & Ra-226 brachytherapy sources stored in inadequately 
shielded safe in adjacent room.AddI shielding added to reduce radiation levels. 
SRENIAWSKI.D., MALLETT,B. Region 3. Ofc of the Director. 89/07/05. Ip. 
50519:182-50519:182. 

8907110189 PNO-V-89-04l:on 890704, main feedwater pipe drain line failed due to 
leak.Extent of damage is localized wetting of various equipment.Cause under investi- 
gation. 

RICHARDS, S, POLICH.T. Region 5. Ofc of the Director. 89/07/05. Ip. 50495:225- 
50495:225. 

8907110216 PNO-IV-89-046:on 890705, therapeutic misadministration occurred, Patient 
given dose that was 36 rads less than prescribed 200 rads for each of three 
treatments.Therapy completed using linear accelerator. 

KASNER.L Region 4. Ofc of the Director. 89/07/06. Ip. 50495:173-50495:173. 

8907110228 PNO-IV-89-045:on 890703, earthquake near Tremonton.UT 

occurred.Earthquake safety interlocks did not trip & no damage occurred. 

MURRAY, B. Region 4. Ofc of the Director. 89/07/05. Ip, 50495:215-50495:215. 

8907110293 PNO-V-89-040:on 890703, shutdown for greater than 48 h occurred to trou- 
bleshoot reactor coolant pump bearing oil problem.Oil not contaminated w/metal or 
water. 

JOHNSON.?.. HON, A, Region 5, Ofc of the Director, 89/07/05. Ip. 50495:222- 
50495:222. 

8907110441 NRC Bulletin 89-002, “Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-085. 
89/07/19. Consolidated Edison Co. of New York. Inc. 110pp. 50878:046-50878:159. 

8907120145 EN-89-035A:on 890707, notice of violation & proposed imposition of dvil 
penalties in amount of S250 will be issued for licenses.Action based on six violations 
that lack proper attention to license responsibilities. 

DELMEDICO.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-027. 89/ 
07/07. Ip. 50512:198-50512:198. 


8907130017 PNO-ll-89-052:on "90735. Kay-Ray Inc model 7062 gauge containing 10 
mCi Cs-137 reported missing, per e-rrorrh mventory.Licensee continuing evaluation & 
search for missing device & state prepared to issue show-cause order. 

WOODRUFF, R.L. Region 2, Ofc of the Director. 89/07/06. 1p. 50532:354-50532:354. 

8907140202 PNS-l-89-011:on 890708, bomb threat received by licensee. Caller implied 
that bomb in reactor building & mentioned name of current employee.Employee was 
suspended from duties pending further investigation, then reinstated on 890710. 
KEIMIG.R.R., SYLVESTER, E.D., COOK.W. Region 1, Ofc of the Director. 89/07/10. 
Ip. 50544:313-50544:313. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-035. 
89/07/20. Consolidated Edison Co. of New York, Inc. 113pp. 50630:001-50630:114. 

8907170146 PNO-l-89-056:on 890710, reactor vessel lower head cracks from guide 
tubes E-7 & G-6 discovered.Tubes substantially damaged by flow of molten 
fuel.Investigation & cleanup started. 

YOUNG, F., COWGILL.C. Region 1, Ofc of the Director. 89/07/10. Ip. 50554:185- 
50554:185. 

8907180165 PNO-ll-89-053:on 890707, zero power physics & turbine-driven auxiliary 
feedwater pump tests satisfactorily completed & unit connected to grid.Current reactor 
power level approx 30%. Unit 2 currently scheduled for restart on 890811. 
FREDRICKSON.P. Region 2, Ofc of the Director. CAL. 89/07/07. 2pp. 50557:290- 
50557:291 . 

8907180368 PNO-l-89-057:on 890711, plant scram & generator/turbine trip caused by 
fault in one operable main transformer. Other main transformer failed on 890625.Li- 
censee has one replacement transformer onsite & expects installation by 890714. 
COWGILL.C. Region 1. Ofc of the Director. 89/07/12. 2pp. 50592:076-50592:077. 

8907180390 PNO-lll-89-044:on 890707.moisture-density gauge containing 8 mCi Cs-137 
& 40 mCi Am-241 crushed by bulldozer at const site.Area cordoned & survey meas- 
urements taken.Source rod retrieved & will be returned to vendor. 

CASEY.C., SRENIAWSKI.D. Region 3. Ofc of the Director. 89/07/11. Ip. 50577:062- 
50577:062. 

8907180410 PNO-V-89-042:on 89071 2,reactor trip experienced due to low DNBR.Bus 
2E-NAN-S02B remained energized due to fast bus transfer from unit auxiliary trans- 
former to startup transformer. 

RICHARDS, S.. POLICH.T. Region 5, Ofc of the Director. 89/07/13. Ip, 50577:036- 
50577:036. 

8907190059 EN-89-067:on or about 890711, notice of violation & proposed Imposition of 
civil penalty in amount of $37,000 will be issued based on violation re failure to take 
proper corrective actions in response to previous violations, 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-091. 89/07/ 

06. Ip. 50585:100-50585:108. 

8907190275 PNO-IV-89-048:on 89071 3, main transformer 2A locked out due to trans- 
former bursting.causing mineral oil to spill into transformer oil in recovery pit.Caused 
by loss of power to auxiliary bus.Unit will not be restarted for 2 to 3 days. 

HOLLER.W. Region 4, Ofc of the Director, 89/07/14. 2pp. 50584:359-50584:360. 

8907190279 PNO-IV-89-047:on 89071 2,experiment in chemistry lab at Univ of Nebraska 
blew up in face of lab assistant.lndividual received cuts on chin & neck.No effect from 
chemical toxicity of matl noted.Investigation continuing. 

DODA.R.J. Region 4, Ofc of the Director. 89/07/14. 2pp. 50581:082-50581:083. 

8907200016 PNO-IV-89-046A:discusses previous notice re potential therapeutic 
misadministration. NRC determined that rept should not be categorized as 
misadministration. Licensee confirmed that corrective treatment completed on 890710. 
KASNER.L Region 4, Ofc of the Director. 89/07/13. 2pp. 50614:259-50614:260. 

8907200121 EN-89-068:on 890712, notice of violation & proposed imposition of civil pen- 
alties in amount of $75,000 to be issued for licenses.Action based on two violations 
indicating lack of proper mgt oversight & control. 

LEUHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-89-107. 89/07/ 

07. 2pp. 50597:118-50597:127. 

8907200146 PNO-l-89-058:on 89071 3, licensee commenced defueling of 

facility.Defueling scheduled to be completed in approx 3 wks. Following completion of 
core offload, reactor vessel will be reassembled & normal water level restored, 
DOERFLEIN.L. Region 1, Ofc of the Director. 89/07/14. Ip. 50614:130-50614:130. 

8907200223 PNO-l-89-054A:on 89071 S.Philadelphia Fire Dept notified NRC that box w/ 
radioactive matl labels from Syncor.Inc was hit by car in Philadelphia.Shielded sy- 
ringes found outside box. Syncor radiopharmacist recovered matl. 

PELCHAT.J., SHANBAKY.M. Region 1, Ofc of the Director. 89/07/17. 2pp. 
50614:045-50614:046. 

8907210128 PNO-ll-89-054:on 89071 6, vehicle owned by Medical Deliver Sve, Inc 
broken into & Mo-99/Mo-99m generators taken from vehicle, along w/shipping papers 
& briefcase. Incident under investigation by local police & State of FL. 

WOODRUFF,R.L Region 2. Ofc of the Director. 89/07/17. Ip. 50615:241-50615:241. 

8907210178 PNO-lll-89-046:on 89071 4,operators reduced power from 100% to 35% in 
response to rapidly decreasing condenser vacuum. Vacuum lost due to failure of tur- 
bine boot seal. Region III monitoring licensee course of action & State of IL notified. 
PELKE.P., KNOP.R. Region 3. Ofc of the Director. 89/07/17. 1p, 50629:267- 
50629:267. 

8907210215 PNO-lll-89-045:on 89071 4, contaminated radioactive scrap metal found at 
scrap dealer in McKeesport, PA.Contamination was in load of stainless steel ductwork 
being transported by truck.State of OH trying to identify owner of scrap. 
SRENIAWSKI.D.. MALLETT.B. Region 3. Ofc of the Director. 89/07/17. 2pp. 
50615:357-50615:358. 

8907240056 PNO-V-89-043:on 89071 4,discovered low level radioactivity in cooling 
tower sludge. Program to determine extent & quantity of contaminated matl initiated & 
area posted as radioactive matls storage area. Licensee continuing evaluation. 
CICOTTE.G., GARCIA, E.M. Region 5, Ofc of the Director. 89/07/17. Ip. 50631:074- 
50631:074. 
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8907240360 PNO-lll*89-047:on 89071 8, rod control sys lost power, dropping control rods 
into reactors.Caused by lighting strikes.Power supplies reset & rod control sys operat- 
ing normally. Licensee plans to restart both units on 890719. 

HINDS, J., SHAFER, W. Region 3, Ofc of the Director. 89/07/19. Ip. 50631:077- 
50631:077. 

8907240492 PNO-89-059:on 89071 8, reactor manually tripped from 50% power after 
loss of air ejectors caused decreased condenser vacuum condition.Cause of failure 
not immediately evident,however air ejectors shifted due to slightly degraded vacuum. 
WARREN.C., BLOUGH.R. Region 1, Ofc of the Director. 89/07/18. 1p. 50636:082- 
50636:082. 

8907250195 PNS-l-89-013:on 8907 11, trespasser arrested by Commonwealth of PA at 
plant & while arrested made ref to large amounts of weapons & explosives stored at 
residence in Edgewood.MD. Explosives & detonators removed from residence. 
LANCASTER,W.K., KEIMIG.R.R. Region 1. Ofc of the Director. 89/07/19. 2pp. 
50644:285-50644:287. 

8907260119 PNO-ll-89-055:on 89071 6,vehicle containing Troxler moisture density 
gauge, Model 341 IB, containing 9 mCi Cs-137 & 44 mCi Am/Be-241 stolen from job 
site in Grant County,KY.Vehicle intentionally burned & contents removed.Gauge not 
recovered. 

TROJANOWSKI,R. Region 2, Ofc of the Director. 89/07/18. Ip. 50677:024- 
50677:024. 

8907260149 PNO-ll-89-054A:on 89071 6.decayed Mo-99 & Tc-99m generators stolen 
along w/shipping papers & briefcase.Caused by vehicle vandalism. Incident under in- 
vestigation by local police.State of FL plans to issue press release. 

WOODRUFF,R.L Region 2, Ofc of the Director. 89/07/18. Ip. 50674:217-50674:217. 

8907260156 PNO-l-89-060;facility authorized to proceed to 100% power. Evaluation by 
NRC determined to be satisfactory.lnsp on site will continue w/around-clock cover- 
age. 

LINVILLE.J. Region 1. Ofc of the Director. 89/07/21. Ip. 50673:169-50673:169. 

8907260185 EN-89-069:on 89071 9, notice of violation 8 proposed imposition of civil pen- 
alties in amount of $500 will be issued for licenses.Action based on failure to ade- 
quately perform,evaluate & maintain records of instrument calibr. 

DELMEDICO.J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). EA.89-113. 89/ 
07/14. Ip. 50677:057-50677:057. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

8907130345 Summary of ninth Inti Symposium on Packaging & Transportation of Radio- 
active Matls (PAIR AM 89) on 890611-16 in Arlington,VA. 

R08ERTS,J.P. Fuel Cycle Safety Branch. 89/06/26. ROUSE.L.C. Fuel Cycle Safety 
Branch. 2pp. 50536:243-50536:244. 

8907140291 Informs of recent problem identified w/Descote 1-inch cylinder valves.Rept 
end identifying one of valves tested by DOE contractor Martin Marietta Energy 
Sys.NRC has not viewed cracked packing nut to be major safety issue. 

ROUSE, LC. Fuel Cycle Safety Branch. 89/07/12. DIDVk,J.P. Canada Atomic Energy 
Control Board. 12pp. 50543:204-50543:215. 

8907250078 Advises that specific license not required for export of Am-241 well logging 
sources to French CEA.Application end, per telcon agreement. 

PETERSON, M.R. Assistant Director for International Security (Pre 890226). 89/07/19. 
RACSTER.C.E. Schlumberger Technology Corp. (subs, of Schlumberger, Ltd.). 1p. 
50655:120-50655:122. 

-8907250082 Forwards application for license to export Am-241 to France, per 890630 
telcon. 

RACSTER.C.E. Schlumberger Technology Corp. (subs, of Schlumberger, Ltd.). 89/06/ 
30. MOORE.N. NRC - No Detailed Affiliation Given. Ip. 50655:121-50655:121. 

-8907250081 Application for license to export Am-241 well logging sources to France. 
RACSTER.C.E. Schlumberger Technology Corp. (subs, of Schlumberger, Ltd.). 89/06/ 
30. Ip. 50655:122-50655:122. 

8907260170 Forwards NS Reynolds 890317 memo re relationship between justification 
for continued operation & 10CFR50.59 safety evaluation, per request. 

HELFRICH,R.E. Bishop. Cook. Purcell & Reynolds. 89/07/05. FISCHER.D.C. NRC - 
No Detailed Affiliation Given. 14pp. 50659:053-50659:067. 


NUREQ NUREQ REPORTS AND RELATED CORRESPONDENCE 

8906280041 Forwards SER accepting util DCRDR at plant conducted in response to 
NUREG-0737.Suppl 1. 

MARTIN.R.E. Project Directorate 1-2. TAG 65149. 89/06/16. HUNGER.G.A. Philadel- 
phia Electric Co. 4pp. 50329:322-50330:009. 

—8906280047 SER accepting util DCRDR at plant. 

• NRC - No Detailed Affiliation Given. 89/06/16. 7pp. 50329:326-50329:332. 

8906280112 Responds to Generic Ltr 89-06,ltem I.D.2, “SPDS." Util conducted final 
audit on 870128-29 to ascertain that Unit 1 SPDS installed per NUREG-'0737,Suppl 1 
& functioned properly. 

MCBURNETT.M.A. Houston Lighting & Power Co. ST-HL-AE-3134. 89/06/19. Docu- 
ment Control Branch (Document Control Desk). 3pp. 50330:196-50330:198. 

8906280185 Forwards response to Item 8a to NUREG-0737,ltem II.D.1, “Performance 
Testing of Relief & Safety Valves,” clarifying 890501 response re error in SLUGGER 
computer program. 

TUCKER.H.B. Duke Power Co. TAC 44593. 89/06/16. Document Control Branch 
(Document Control Desk). 13pp. 50333:021-50333:033. 

8906280311 Forwards SER accepting licensee 831 107 & 880523 responses to Generic 
Ltr 83-28, Items 4.5.2 & 4.5.3 re reactor trip sys reliability & sys functional lesting.EGG- 
NTA 8341, providing bases for conclusions, also end. 

BLACK,S.C. Assistant Director for Projects. TAC 54026. 89/06/22, KINGSLEY, O.D. 
Tennessee Valley Authority. 2pp. 50333:248-50333:279. 

-8906280312 SER accepting licensee 831107 & 880523 responses to Generic Ltr 83- 
28. Items 4.5.2 & 4.5.3. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 89/06/22. 
4pp. 50333:250-50333:279. 


8906290065 Discusses second draft of NUREG-1150, “Severe Accident 
Risks:Assessment of Five US Nuclear Plants.” List of membership on Special Review 
Committee for Severe Reactor Risks Rept & committee charter end. 

ZECH.LW. Commissioners. 89/06/20. UDALL.M.K. House of Rep., Interior & Insular 
Affairs. 5pp. 50362:320-50362:324. 

8906290070 Discusses NUREG-1150, “Severe Accident RisksiAssessment for Five US 
Nuclear Power Plants.” List of membership on Special Review Committee for Severe 
Reactor Risks Rept & committee charter end. 

2ECH,LW. Commissioners. 89/06/20. SHARP, P.R. House of Rep., Energy & Com- 
merce. 5pp. 50362:327-50362:331 , 

8906290074 Discusses NUREG-1150, “Severe Accident Risks:Assessment for Five US 
Nuclear Power Plants." Listing of membership on Special Review Committee for 
Severe Reactor Risks Rept & committee charter end. 

2ECH.L.W. Commissioners. 89/06/20. BREAUX,J.B. Senate, Environment & Public 
Works. 5pp. 50364:127-50364:131. 

8906290079 Forwards NUREG-1251, “Implications of Accident at Chernobyl for Safety 
Regulation of Commercial Nuclear Plants in US." W/o end. 

ZECH.LW. Commissioners. 89/06/15. TOEPFER.K., BIRKHOFER.A. Germany, Fed- 
eral Republic of. 2pp. 50362:325-50362:326. 

8906290092 Forwards request for addl info re ALWR requirements document re fire 
protection.Criteria for separation between redundant shutdown sys within containment 
requested. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
GL-81-12. 89/06/08. KINTNER.E.E. ALWR Utility Steering Committee. KINTNER.E.E. 
General Public Utilities Corp. ■ GPU Service Corp. 7pp. 50388:302-50388:308. 

8906290160 Forwards Rev 1 to EGG-NTA-8430, “Technical Evaluation Rept, TMI 
Action-NUREG-0737 (II.D.I) Relief & Safety Valve Testing.Seabrook...." NRC en- 
dorses rept findings. 

NERSES, V. Project Directorate 1-3. TAC 63393. 89/06/20. BROWN, E. Public Service 
Co. of New Hampshire. 4pp. 50363:062-50363:096. 

-8906120034 EGG-NTA-8430 R01 Rev 1 to “Technical Evaluation Rept, TMI Action- 
NUREG-0737 (II.D.I), Relief & Safety Valve Testing.Seabrook Nuclear Station - Units 1 
& 2 ." 

FINEMAN.C.P., NALEZNY,C.L EG&G Idaho, Inc, (subs, of EG&Q, Inc.). 
FINEMAN,C.P. Idaho National Engineering Laboratory. FIN D-6O05. TAC 63393. 89/ 
05/31. NRC - No Detailed Affiliation Given. 31pp. 50363:066-50363:096. 

8906300028 Fowards SER accepting util 830906,1110 & 840508 responses to Generic 
Ltr 83-28, Item 4.5.3 re on-line func.ional testing of reactor trip sys, per BWR Owners 
Group Rept NECD-30844. 

CLARK, R.J. Project Directorate 1-2. TAC 55263. 89/06/21. HUNGER.G.A. Philadel- 
phia Electric Co. 3pp. 50385:226-50385:257. 

-8906300034 SER accepting util responses to Generic Ltr 83-28, Item 4.5.3 re reactor 
trip sys reliability. 

* NRC - No Detailed Affiliation Given. GL-83-28. 89/06/21. 2pp. 50385:229- 
50385:257. 

8906300052 Discusses actions taken to implement insp/maint requirements & 
procedures, per TMI Item II.D.I, “Performance Testing of Relief & Safety Valves." Rev 
to alarm response book initiated for lift indicating switch assembly. 

FAY.C.W. Wisconsin Electric Power Co. NRC-89-076. 89/06/21. Document Control 
Branch (Document Control Desk). 2pp. 50370:256-50370:257. 

8906300126 Forwards response to TMI Action Item ll.D,3.4, “Control Room Habitability - 
Hazardous Chemicals.” Rate of vaporization of diesel fuel oil not sufficiently high to 
produce toxic concentrations in main control room. 

RAY.M.J. Tennessee Valley .Authority. TAG 0^156 89/06/27. Document Control 
Branch (Document Control besK; fcpp '£C3i'8 25;-!:0::7-:>:2':7. 

8906300129 Notification of contract execution, Mod 6,to “Preparation & Delivery of 
NUREG-0750 NRC Issuances & Indexes.” ContractorHerner & Co. 

MEEHAN,B. Contract Administration Branch. FIN D-2412-9. NRC-1 0-87-1 69, 89/06/ 
21. GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). MEEHAN.B. NRC - No Detailed Affiliation Given. Ip. 50368:240-50368:241, 

-8906300133 Mod 6,changing project officer,to "Preparation & Delivery of NUREG- 
0750 NRC Issuances & Indexes.” 

* Herner & Co. EDGEWORTH. P.J. Division of Contracts & Property Management 
(Post 890205). FIN D-2412-9. NRC-10-87-169. 89/06/21. Ip. 50368:241-50368:241. 

8906300141 Informs that resolution of items outlined in Section 5.2 of technical evalua- 
tion repts re NUREG-0737,ltem II.D.I, “Performance Testing of Relief & Safety 
Valves” will be completed by 891215. 

WOODY.C.O. Florida Power & Light Co. L-89-225. 89/06/23. Document Control 
Branch (Document Control Desk). Ip. 50368:120-50368:120. 

8906300178 Generic Ltr 89-1 1 to all holders of OLs or CPs for BWRs re resolution of 
Generic Issue 101, “BWR Water Level Redundancy." Sve list end. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/06/30. Consolidat- 
ed Edison Co. of New York, Inc. 54pp, 50416:062-50416:106. 

8907030027 Forwards safety evaluation supporting util 891106 response to NUREG- 
0737, TMI Action Item II,K.3.31 re small break LOCA analysis. 

WAMBACH.T.V. Project Directorate 111-3. TAC 48157. 89/06/26. SHELTON, D.C. 
Toledo Edison Co. 3pp. 50416:196-50416:198. 

8907030199 Discusses schedule for completion of mods for NUREG-0737, Item II.D.I to 
increase loop seal temp upstream of pressurizer safety valves.Projected implementa- 
tion date for Unit 1 is 910621 & 901221 for Unit 2. 

REEVES.E.A. Project Directorate 11-1. TAC 69571. 89/06/26. HAIRSTON.W.G. Ala- 
bama Power Co. 3pp. 50385:275-50385:277. 

8907030277 Forwards application for amend to License DPR-20, adding Tech Specs 
Sections 3.1.9 & 3.7.3 to incorporate new requirements for shutdown cooling sys & 
equipment operation, 

BERRY, K.W. Consumers Power Co. TAC 73443. 89/06/28. Document Control Branch 
(Document Control Desk). 2pp. 50384:011-50384:035. 
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-8907030279 Application for amend to License DPR-20,adding Tech Spec Sections 
3.1.9 & 3.7,3 & Item 14 to Table 4.2.2 to incorporate new requirements for shutdown 
coc'irc sys S equipment operation. 

Consumers Power Co. GL-88-17. 89/06/28. 3pp. 50384:013- 

50384:015.' 

8907050023 Forwards safety evaluation accepting util response to TMI Action Item 
II.K.3.31, based on finding that licensee meets acceptance criteria of Generic Ltr 83-35 
by licensee ref of approved BAW-1976. 

KALMAN.G. Project Directorate V. GL-83-35. 89/06/28. FIRLIT.J. Sacramento Munici- 
pal Utility District. 5pp. 50418:029-50418:033. 

8907050046 Documents that emergency operating procedure revs & training completed 
prior to startup from second fuel cycle, per Generic Ltr 83-28 & TMI Item I.C.1. 
LOFLIN.LI. Carolina Power & Light Co. GL-83-28. 89/06/27. Document Control 
Branch (Document Control Desk), ip. 50418:002-50418:002. 

8907050056 Forwards corrected safety evaluation supporting Amends 132 & 162 to Li- 
censes DPR-71 & DPR-62,respectively.Safety evaluation inadvertently omitted FR ci- 
tation from last page of evaluation. 

LE.N.B. Project Directorate 11-1. TAC 71110. 89/06/29. EURY.LW. Carolina Power & 
Light Co. 2pp. 50418:006-50418:011. 

-8907050058 Corrected safety evaluation supporting Amends 132 & 162 to Licenses 
DPR-71 & DPR -62, respectively. FR citation incorporated on last page. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/12. 4pp. 
50418:008-50418:011. 


8907060067 NUREG/CR-5379 V01 NUCLEAR PLANT SERVICE WATER SYSTEM 
AGING DEGRADATION ASSESSMENT.Phase I. 

JARRELL.D.B.. JOHNSON, A.B., ZIMMERMAN,P.W. Battelle Memorial Institute. Pacific 
Northwest Laboratory. FIN B-2911. PNL-6560. 89/06/30. Division of Engineering 
(Post 870413). 92pp. 50385:101-50385:176. 

8907060073 NUREG/CR-5268 AGING STUDY OF BOILING WATER REACTOR RESID- 
UAL HEAT REMOVAL SYSTEM. 

LOFARO.R.. SUBUDHI.M., GUNTER.W. Brookhaven National Laboratory. FIN A-3270, 
BNL-NUREG-52177. 89/06/30. Division of Engineering (Post 870413). 210pp. 
50384:259-50385:100. 

8907060098 NUREG-0750 V29 N04 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR APRIL 1989. Pages 345-393. 

* Division of Freedom of Information & Publications Services (Post 890205). 89/06/ 

30. 55pp. 50356:195-50356:252. 

8907060114 NUREG-0750 V29 N03 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR MARCH 1989. Pages 211-343. 

• Division of Freedom of Information & Publications Services (Post 890205). 89/05/ 

31. 139pp. 50356:253-50357:036. 

8907060122 NUREG/CR-5375 POST-PENNSYLVANIAN REACTIVATION ALONG THE 
WASHITA VALLEY FAULT, SOUTHERN OKLAHOMA. 

VANARSDALE,R.. WARD,C.. COX.R. Arkansas. Univ. of. Fayetteville, AR. FIN G-1101. 
89/06/30. Division of Engineering (Post 870413). 54pp. 50357:269-50357:325. 


8907050065 Responds to NRC verbal request for addl info re NUREG-0737, Item 
II.E,4.2(7) requirement for automatic isolation of containment purge & vent 
valves. Submittal provides summary of changes made to alarm response procedures. 
BIRD.R.G. Boston Edison Co. BECO 89-090. 89/06/30. Document Control Branch 
(Document Control Desk). 8pp. 50400:029-50400:036. 


8907060157 Forwards annual ltr of certification for facility, addressing compliance by 
local emergency response organization w/ periodic requirements as prescribed in 
NUREG-0654/FEMA-REP-1 for preceding yr.Related correspondence. 

CROCKER, D.M. Long Island Lighting Co. #289 8718. OL-S. 89/05/31. HUSAR.I.W, 
Federal Emergency Management Agency. 700pp. 50375:063-50377:129. 


8907050117 Forwards safety evaluation for plant DCRDR. 

SHEMANSKI.P.C. Project Directorate III-2. TAC 57498. 89/06/28. KOVACH, T.J. Com- 
monwealth Edison Co. 4pp. 50399:327-50399:334. 

-8907050120 SER supporting DCRDR for LaSalle County Station Units 1 & 2. 

* NRC - No Detailed Affiliation Given. 89/06/28. 4pp. 50399:331-50399:334. 

8907050150 Responds to Generic Ltr 89-06, 'Task Action Plan Item I.D.2 SPDS 
10CFR50.54(f).” End lists documents,submitted to NRC, describing SPDS & associat- 
ed SERs. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). GL-89-06. 89/06/29. Document Control Branch (Document Control Desk). 4pp. 
50418:055-50418:058. 

8907050159 Forwards safety evaluation accepting util responses to NUREG-0737, Item 
II.D.1, “Performance Testing of Relief & Safety Valves." Confirms 890428 telcon w/ 
util re calculation performed on subj bending moments. 

POSLUSNY.C. Project Directorate IV. TAC 44561. 89/06/01. CAMPBELL.T.G. Arkan- 
sas Power & Light Co. 13pp. 50401:245-50401:257. 

8907050406 Application for amends to Licenses DPR-58 & DPR-74, modifying Tech 
Spec 3/4.7.5.1, “Control Room Emergency Ventilation Sys,” to address NUREG- 
0737.ltem lll.D.3.4. 

ALEXICH,M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
AEP:NRC:0398R. 89/06/29. MURLEY.T.E. NRC - No Detailed Affiliation Given. 33pp. 
50412:182-50412:229. 

8907050501 NUREG-1145 VOS U.S. NUCLEAR REGULATORY COMMISSION 1988 
ANNUAL REPORT. 

* Office of Administration (Post 890205). 89/06/30. 254pp. 50355:306-50356:193. 

8907050509 NUREG/CR-4214 Pll R1 HEALTH EFFECTS MODELS FOR NUCLEAR 
POWER PLANT ACCIDENT CONSEQUENCE ANALYSIS.Low LET Radiation. Part II: 
Scientific Bases For Health Effects Models. 

ABRAHAMSON,S., BENDER, M., BOOK,S. Sandia National Laboratories. FIN A-1415. 
SAND85-7185. 89/05/31. Division of Regulatory Applications (Post 870413). 350pp. 
50353:114-50354:070. 

8907050519 NUREG/CR-3964 V01 TECHNIQUES FOR DETERMINING PROBABIL- 
ITIES OF EVENTS AND PROCESSES AFFECTING THE PERFORMANCE OF GEO- 
LOGIC REPOSITORIES.Literature Review. 

HUNTER, R.L. Sandia National Laboratories, MANN,C.J. Illinois, Univ. of, Urbana, IL. 
FIN A-1165. SAND86-0196. 89/06/30. Division of High Level Waste Management 
(Post 870413). 186pp. 50354:071-50354:259. 

8907050526 NUREQ/CR-5391 FLOW OF GROUNDWATER AND TRANSPORT OF 
CONTAMINANTS THROUGH SATURATED FRACTURED GEOLOGIC MEDIA. 
STEELE.T.D., KUNKEL,J.R., WAY.S.C. In-Situ, Inc. FIN D-1163. 89/06/30. Division of 
Engineering (Post 870413). 400pp. 50364:260-50355:278. 

8907050532 NUREQ/CR-5291 CLOSEOUT OF IE BULLETIN 80-09:HYDRAMOTOR 
ACTUATOR DEFICIENCIES. 

FOLEY, W.J., DEAN.R.S.. HENNICK.A. PARAMETER, Inc. FIN B-8729. PARAMETER 
IE182. 89/06/30. Division of Operational Events Assessment (Post 870411). 24pp. 
50355:279-50355:305. 

8907060051 NUREG/CR-4961 A SUMMARY OF HYDROGEN-AIR DETONATION EX- 
PERIMENTS, 

GUIRAO.C.M., KNYSTAUTAS.R., LEE.J.H. McGill Univ., Montreal, Canada. FIN A- 
1246. SAND87-7128. 89/05/31. Division of Systems Research (Post 880717). 86pp. 
50357:037-50357:125, 


8907060242 NUREG.0540 VII N04 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. April 1-30,1989. 

* Division of Freedom of Information & Publications Services (Post 890205). 89/06/ 
30. 400pp. 50374:066-50375:061. 

8907060247 NUREG/CR-5187 PRA APPLICATIONS PROGRAM FOR INSPECTION AT 
CALVERT CLIFFS UNIT 1 NUCLEAR POWER PLANT. 

VO.T.V., HARRIS, M.S., GORE.B.F. Battelle Memorial Institute, Pacific Northwest Labo- 
ratory. FIN B-2602. PNL-6574. 89/06/30. Division of Radiation Protection & Emergen- 
cy Preparedness (Post 870411). 200pp. 50373:317-50374:065. 

8907060254 NUREG/CR-5216 R01 POST-IRRADIATION FRACTURE TOUGHNESS 
CHARACTERIZATION OF FOUR LAB-MELT PLATES. 

HISER,A.L. Materials Engineering Associates, Inc. FIN B-8900. MEA-2311. 89/06/30. 
Division of Engineering (Post 870413). 121pp. 50373:193-50373:316. 

8907060257 NUREG/CR-5349 STEAM GENERATOR OPERATING 
EXPERIENCE, UPDATE FOR 1987-1988. 

FRANK,L„ STOKLEY.J. Science Applications International Corp. (formerly Science 
Applications, Inc.). FIN D-1313. SAIC-89/1113. 89/06/30. Division of Engineerings 
Systems Technology (Post 870411). 106pp. 50373:085-50373:192. 

8907060264 NUREG.0991 S08 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF LIMERICK GENERATING STATION.UNITS 1 AND 2.Dock8t Nos. 
50-352 And 50-353.(Philadelphia Electric Company) 

* Division of Reactor Projects - I/ll (Post 870411). 89/06/30. 76pp. 50534:207- 
50534:274. 

8907060267 NUREG/CR-5350 MISSION SURVEY FOR THE PRESSURE VESSEL RE- 
SEARCH USERS’ FACILITY (PVRUF). 

PENNELL, W.E., PUGH.C.E. Oak Ridge National Laboratory. FIN B-0857. ORNL/TM- 
11133. 89/06/30. Division of Engineering (Post 870413). 73pp. 50373:015-50373:084. 

8907070066 NUREG/CR-4759 DEMONSTRATION OF A PERFORMANCE ASSESS- 
MENT METHODOLOGY FOR HIGH-LEVEL RADIOACTIVE WASTE DISPOSAL IN 
BASALT FORMATIONS. 

BONANO.E.J., DAVIS.P.A., SHIPERS.L.R. Sandia National Laboratories. FIN A-1266. 
SAND86-2325. 89/06/30. Division of Engineering (Post 870413), 183pp. 50409:032- 
50409:213. 

8907070094 Commits to propose appropriate reactor coolant inventory tracking sys & 
core exit thermocouple Tech Specs, per TMI Item II.F.2,by end of Jul 1989,in response 
to NRC 890620 ltr. 

WIDELUR.C. Florida Power Corp. (subs, of Florida Progress Corp,). 3F0689.15. 89/ 
06/27. Document Control Branch (Document Control Desk). Ip. 50440:286- 
50440:286. 

8907070099 NUREG/CR-5238 DEVELOPMENT OF AN ENGINEERING DEFINITION 
OF THE EXTENT OF J SINGULARITY CONTROLLED CRACK GROWTH. 
JOYCE.J.A. U.S. Naval Academy, Annapolis. MD. HACKETT.E.M. David W. Taylor 
islaval Research & Development Center. FIN B-6290. 89/05/31, Division of Engineer- 
ing (Post 870413). 41pp. 50409:214-50409:256. 

8907070107 NUREG/CR-5383 EFFECT OF AGING ON RESPONSE TIME OF NUCLE- 
AR PUNT PRESSURE SENSORS. 

HASHEMIAN.H.M., PETERSEN, K.M.. FAIN.R.E. Analysis & Measurement Services 
Corp. FIN D-2603. 89/06/30. Division of Engineering (Post 870413). 150pp. 
50418:163-50418:314. 


8907060059 NUREG/CR-5222 STATIC LOAD CYCLE TESTING OF A LOW-ASPECT- 
RATIO SIX-INCH WALL TRG-TYPE STRUCTURE TRG-4-6 (1.0, 0.25). 

FARRAR, C.R„ BENNETT, J.G., DUNWOODY.W.E. Los Alamos National Laboratory. 
FIN A-7221. LA-1 1422-MS. 89/06/30, Division of Engineering (Post 870413). 140pp, 
50357:126-50357:268. 

8907060061 Forwards response to 890501 request for addl info re Generic Ltr 88-01 re 
IGSCC in BWR austenitic stainless steel piping w/technical basis for positions out- 
lined in NUREG-031 3, Rev 2. 

LOFUN.LI. Carolina Power & Light Co. NLS-89-184. 89/06/29. Document Control 
Branch (Document Control Desk). 44pp. 50433:252-50433:295. 


8907070115 NUREG/CR-2000 V08 N5 LICENSEE EVENT REPORT (LER) 
COMPILATION:For Month Of May 1989. , 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 89/06/30. Offiw for 
' Analysis & Evaluation of Operational Data, Director. 139pp. 50409:257-50410:035. 


8907070120 NUREG/CR-S1 18 LEAK AND STRUCTURAL TEST OF PERSONNEL AIR- 
LOCK FOR LWR CONTAINMENTS SUBJECTED TO PRESSURES AND TEMPERA- 
TURES BEYOND DESIGN LIMITS, . , 

JULIEN.J.T, PETERS, S.W. ...obsolete code... * Sandia National Laboratories. FIN A- 
1375. SAND88-7155. 89/05/31. Division of Engineering (Post 870413). 600pp. 
50410:036-50411:345. 
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8907070148 Forwards proposed revs to plant emergency plan for NRC 
approval.Proposed revs meet intent of NUREG-0737,Suppl 1 re min staffing require- 
ments for emergenciesJustification for proposed revs also end. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 89-341. 89/06/30. 
Document Control Branch (Document Control Desk). 10pp. 50455:187-50455:196. 

8907070258 Advises that util 880808 response to NUREG"0737,ltem II.D.1 re perform- 
ance testing of relief & safety valves acceptable. Understands that util implemented 
insp & maint procedures for Crosby safety valve to be used in event of discharge. 
WAMBACH.T.V. Project Directorate III-3. TAG 44572. 89/07/05. SHELTON.D.C. 
Toledo Edison Co. 2pp. 50442:194-50442:223. 

-8902020177 EGG-NTA-8224 “Technical Evaluation Rept TMI Action-NUREG-0737 
(ll.D.I) Relief & Safety Valve Testing, Davis-Besse Unit 1.” 

SEAQUIST.C.A., FINEMAN.C.P., NALEZNY.C.L. EG&G Idaho. Inc. (subs, of EG&G, 
Inc.). FIN A-6492. 88/08/31. NRC - No Detailed Affiliation Given. 28pp. 50442:196- 
50442:223. 

8907070276 Forwards Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606 & 
notice of violation. 

WARNICK.R.F. Assistant Director for Inspection Programs. 89/06/30. CAHILL, W.J. 
TU Electric (formerly Texas Utilities Generating Co.). 5pp. 50443:240-50443:278. 

-8907070283 Insp Repts 50-445/89-37 & 50-446/89-37 on 890503-0606. Violations 
noted.Major areas inspected:licensee action on previous insp ^indings.action on 
10CFR50.55(e) deficiencies, followup on NRC bulletins & SER ver •icaitcn. 

BITTER, S.D., BURRIS, S.P., WIEBE.J.S. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 50-446/89-37. 89/06/30. 32pp. 50443:247-50443:278. 

8907070278 Advises that util developing appropriate Tech Spec for inadequate core 
cooling instrumentation following safety review committee meeting on 890808.per 
NRC 890323 request. 

JAMES.D.E. Arkansas Power & Light Co. 0CAN068913. 89/06/28. Document Control 
Branch (Document Control Desk). Ip. 50443:179-50443:179. 

8907070301 Forwards safety evaluation concluding that util 830415 & 840717 proce- 
dures generation packages (PGP) for emergency procedures,per Insp Rept 50-313/ 
88-1 7, deemed incomplete. Concerns should be evaluated & PGP revised appropriate- 
ly. 

HARBUCK,C.C. Project Directorate IV. TAC 42842. 89/06/23. CAMPBELL,T.G. Arkan- 
sas Power & Light Co. 3pp. 50455:152-50455:168. 

—8907070310 Safety evaluation concluding that 830415 & 840717 procedures genera- 
tion packages for emergency operating procedures for facility deemed incomplete, per 
stated concerns. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 89/06/23. 
14pp. 50455:155-50455:168. 

8907100029 Forwards Insp Rept 50-261/89-09 on 890418-0510 & notice of violation, 
REYES,L.A. Region 2, Ofc of the Director. 89/06/26. EURY.L.W. Carolina Power & 
Light Co. 2pp. 50457:241-50457:260. 

-8907100032 Notice of violation from insp on 89041 8-0510. Violations noted:measures 
inadequate to ensure that RHR design basis translated into specs,drawings & proce- 
dures. 

REYES,L.A. Region 2, Ofc of the Director. 89/06/26. 2pp. 50457:243-50457:244. 

8907100031 Forwards safety evaluation supporting licensee 860930 response to 
NUREG-0737,TM1 Item ll.K.3.31, “Plant-Specific Calculations to Show Compliance W/ 
10CFR50.46.“ 

HARBUCK,C.C. Project Directorate IV. TAC 48144. 89/06/27. CAMPBELL.T.G. Arkan- 
sas Power & Light Co. 5pp. 50457:215-50457:219. 

8907100033 Forwards safety evaluation accepting licensee 831104 & 850612 re- 
sponses to Generic Ltr 83-28, Item 4,5.3, “Reactor Trip Sys Reliability." Contractor 
Rept EG&G-NTA-8341 end. 

MEITNER, K.L Project Directorate IV. GL-83-28. 89/06/29. WILLIAMS.R.O. Public 
Service Co. of Colorado. 3pp. 50457:146-50457:177. 

-8907100035 Safety evaluation supporting licensee 831104 & 850612 responses to Ge- 
neric Ltr 83-28,ltem 4.5.3, "Reactor Trip Sys Reliability." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 89/06/29. 
2pp. 50457:149-50457:177. 

8907100077 Forwards safety evaluation accepting licensee submittal of Topical Rept 
BAW-1976,ln response to NUREG-0737,ltem ll.K.3.31, "Plant Specific Calculations to 
Show Compliance W/10CFR50.46." TACs 48184,48158 & 48186 efforts completed. 
WIENS, LA. Project Directorate 11-3. TAC 48185. 89/06/29. TUCKER.H.B. Duke Power 
Co. 4pp. 50457:287-50457:290. 

8907100078 Forwards SSERs concluding that licensee has met eight out of nine re- 
quirements re DCRDR & all requirements for SPDS.per NUREG-0737,Suppl 1.SAIC- 
87/3091 & SAlC-87/3902 also end. 

BOURNIA,A. Project Directorate IV. TAC 59998. 89/06/29. MORRIS.K.J. Omaha 
Public Power District. 4pp. 50508:133-50508:232. 

—8907100080 SSER concluding that licensee has met eight out of nine requirements for 
DCRDR, per NUREG-0737.Suppl 1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 89/06/29. 8pp. 
50508:137-50508:144. 

-8801270403 SAIC-87/3091 "Technical Evaluation Rept of DCRDR for Fort Calhoun 
Nuclear Station." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. TAC 59998. 88/01/06. NRC - No Detailed Affiliation Given. 30pp. 
50508:145-50508:174. 

—8907100082 Second SSER concluding that facility satisfied or will satisfy all of 8 SPDS 
requirements of Supp1 1 to NUREG-0737 when committed items completed. 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1 ). GL-82-33. 89/06/29. 
6pp. 50508:175-50508:180. 

—8801270042 SAfC-87/3092 Final “Post-Implementation Audit Rept for Omaha Public 
Power District Fort Calhoun Station SPDS,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. TAC 59713. 88/01/06. NRC - No Detailed Affiliation Given. 52pp. 
50508:181-50508:232. 


8907100151 S-irmc-/ c' 990622 -eeting w/util to discuss proposed OL amend for load 
handling resir;::: crs E-.c list of attendees & meeting agenda. 

KINTNER.L.L. Project Directorate 11-1. 89/07/03. Project Directorate 11-1. 6pp. 
50457:268-50457:273. 

8907100188 Responds to 890508 request for formal review of dynamic scenario for re- 
qualification exams. Formal review requested will be accomplished as part of sched- 
uled requalification program evaluation in Feb 1990, per NUREG-1021. 

KIRSCH.D.F. Region 5. Ofc of the Director. 89/06/26. FISHER, G. Washington Public 
Power Supply System. Ip. 50458:165-50458:165. 

8907100201 Forwards Tech Specs, NUREG-1 360 &. SSER 8 re application for OL for 
Unit 2.W/0 end. 

CLARK, R.J. Project Directorate 1-2. 89/07/03. HUNGER.G.A. Philadelphia Electric Co. 
2pp. 50458:112-50458:113. 

8907100258 Forwards items requested as part of update & review of BNL. industry & 
NRC cost estimates re NUREG/CR-5140, "Value- Impact Analysis on Motor-Operated 
Valves.” Updates in Item 1 should not be issued as addendum to NUREG/CR-5140. 
RUGER,C.J. Brookhaven National Laboratory. 89/05/16. R0THBERG,0.0. Office of 
Nuclear Regulatory Research, Director (Post 860720). 16pp. 50446:100-50446:115. 

8907100301 NUREG/CR-5371 DEVELOPMENT AND USE OF RISKED-BASED IN- 
SPECTION GUIDES. 

TAYLOR,J.H., FRESCO, A., HIGGINS, J. Brookhaven National Laboratory. FIN A-3872. 
BNL-NUREG-52199. 89/06/30. Division of Radiation Protection & Emergency Pre- 
paredness (Post 870411), 88pp. 50497:001-50497:084. 

8907100312 NUREG-1360 TECHNICAL SPECIFICATIONS FOR LIMERICK GENERAT- 
ING STATION. UNIT2.Docket No. 50-383.(Philadelphia E'ecMc Ccmoa':'/ 

* Division of Reactor Projects - I/ll (Post 870411). E'--. j-S. 3: QC'.z:) 50497:089- 
50498:262. 

8907110192 Forwards response to 890511 ltr re addi questions on facility following May 
1989 hearing.Reactor restart authorized on 890516 & implementation of power ascen- 
sion program begun by licensee on 890521. 

ZECH.LW. Commissioners. 89/06/16. BATES.J. House of Rep. Ip. 50511:120- 
50511:137. 

--8907110227 Commission response to J Bates Subcommittee on Energy & Power 
Question 13 from 890511 ltr. 

ZECH.LW. Commissioners. CCS. 89/05/11. BATES.J. House of Rep. Ip. 50511:134- 
50511:134. 

8907110379 Certifies that plant SPDS mods will fully meet requirements of NUREG- 
0737,Suppl 1 taking into account info in NUREG-1 342, per Generic Ltr 89-06.SPDS an- 
ticipated to be fully operational by 9":*30l.:>2' end milestones. 

BRADHAM.O.S. South Carolina & Gas Co. GL-89-06. 89/07/07. Document 

Control Branch (Document Control Desk). 2pp. 50501:034-50501:035. 

8907110415 Requests 45-day extension until 890825 to respond to Generic Ltr BO- 
OS, Task Action Plan Item I.D.2, “SPDS," to allow comprehensive & auditable docu- 
mentation to be generated. 

SHELTON.D.C. Toledo Edison Co. GL-89-06. 89/07/05. Document Control Branch 
(Document Control Desk). Ip. 50501:029-50501:029, 

8907110440 Forwards AEOD 1988 annual cc-^sis^'pg of NUREG-1272,Vol 

3, Number 1 covering power reactors & Numbe' cc.' on re 'non power reactors.W/o 

end. 

STELLO.V. Ofc of the Executive Director for Operations. 89/06/29. ZECH, ROBERTS, 
CARR Commissioners. 2pp. 50529:318-50529:319, 

8907120018 Responds to Generic Ltr 89-06, “SPDS’' a NUREG-1342 re industry imple- 
mentation of SPDS.Util commits to maintain SPDS sucpcHirc cocuTcntation for 3 
yrs, including completed checklist a photographs of SPDS imp'imcr'-.Lii-pn 
HAIRSTON.W.G. Georgia Power Co. GL-89-06. 89/07/05. Document Control Branch 
(Document Control Desk). 2pp. 50515:038-50515:039. 

8907120032 Fonvards License NPF-84, environ protection plan. notice of issuance of li- 
cense a Amend 5 to Indemnity Agreement B-101, for signature. License authorizes op- 
eration of unit at power levels not to exceed 5% rated power. 

VARGA.S.A. Division of Reactor Projects - !/" (°c:st 870411). 89/07/ia 
HUNGER.G.A. Philadelphia Electric Co. ^-,op :;05 Tj.35-;!-5051-'; 026 

“8907120034 License NPF-84 for facility, authorizing operation of unit at power levels 
not to exceed 5% rated power. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/ 
10. 9pp. 50513:359-50514:007. 

8907120056 Forwards Amend 23 to License NPF-SB a safety evaluation. Amend adds 
ref "DCRDR-First Refuel Human Engineering Discrepancy (HED) Revs Rept," to At- 
tachment 1 to revise commitments for HED resolution. 

COLBURN.T.G. Project Directorate 111-3. TAC 72073. 89/07/06. KAPLAN, A. Cleveland 
Electric Illuminating Co. 2pp. 50513:015-50513:023. 

“8907120071 Safety evaluation supporting Amend 23 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/06. 2oo. 
50513:020-50513:021. 

“8907120077 Notice of issuance of Amend 23 to License NPF-5fi rovis‘~q .Attachiro-'t 1 
to license to incorporate ref re licensee reassessment of hurra-' cnr. -eor -iq cofic.-r- 
cies identified during DCRDR, per NUREG-0737, Item I.D. 1 . 

HANNON.J.N. Project Directorate 111-3. 89/07/06. 2pp. 50513:022-50513:023. 

8907120161 Expresses appreciation for willingness to serve on special advisory commit- 
tee to review forthcoming Commission rept entitled, “Severe Accident 
Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. BIRKHOFER.E.H. Germany, Federal Republic 
of. Ip. 50531:348-50531:356. 

“8907180167 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, "Severe Accident 
Risks-.Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. HOEGBERG.L. Sweden, Govt, of 1d 
50531:349-50531:349. 
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-8907180179 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 
RisksiAssessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. KASTENBERG.W. California, Univ. of, Los An- 
geles. CA. Ip. 50531:350-50531:350. 

-8907180186 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, "Severe Accident 

Risks.'Assessment for Five US Nuclear Power Plants." 

2ECH,L.W. Commissioners. 89/06/30. LESAGE.L.G. Argonne National Laboratory. 
Ip. 50531:351-50531:351. 

-8907180192 Expresses appreciation for willingness to serve on special advisory com- 
mittso to review fort''.co-r’ing Commission rept entitled, “Severe Accident 

R.'SksiAssessTent izr F ve US Nuclear Power Plants." 

2£C-!,;..vV Con.-Tiiss.oner.s. 39.'06/30. RASMUSSEN, N. Massachusetts Institute of 
Tecr'..'io:cg/. Camb.'i.'jge ip. 50531:352-50531:352. 

-8907180204 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Ass6Ssment for Five US Nuclear Power Plants." 

2ECH,LW. Commissioners. 89/06/30. KOUTS,H.J. Brookhaven National Laboratory. 
1p. 50531:353-50531:353. 

-8907180213 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH,L.W. Commissioners. 89/06/30. TEAGUE, H.J. United Kingdom Atomic Energy 
Authority, 1p. 50531:354-50531:354. 

-8907180219 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled. “Severe Accident 

Risks:Assessment for Five US Nuclear Power Plants." 

ZECH.LW. Commissioners. 89/06/30. TAYLOR, J. Electric Power Research Institute. 
Ip. 50531:355-50531:355. 

-8907180226 Expresses appreciation for willingness to serve on special advisory com- 
mittee to review forthcoming Commission rept entitled, “Severe Accident 

Rjsks:Assessment for Five US Nuclear Power Plants." 

2ECH,L.W. Commissioners. 89/06/30. APOSTOLAKIS.G. California, Univ. of, Los An- 
geles, CA. 1 p. 50531 .-356-50531 :356. 

8907120377 Forwards "Summary of Nuclear Station Mods Reportable Under 
10CFR50.59 During 1988." 

TUCKER, H.P. Duke Power Co. 89/06/30. Document Control Branch (Document Con- 
trol Desk). 1p. 50513:104-50513:163. 

-8907120378 “Summary of Nuclear Station Mod Reportable Under 10CFR50.59 During 
1988." 

* Duke Power Co. 88/12/31. 59pp, 50513:105-50513:163. 

8907130082 Forwards application for amend to License DPR-16,consisting of Tech 
Spec Change Request 179, adding ';niti.-'g conditiers fer epe'-ation & surveillance re- 
quirements for high-range raccact:ve rcOiO gas efllLcv*. mon toi-s per Item II.F.1.1. 
FITZPATRICK, E. General Puci.c Utii ties Corp. ■ GFu So-v.ce Corp. 89/06/30. Docu- 
ment Control Branch (Document Control Desk). 1p. 50679:041-50679:056. 

-8907130084 Application for amend to License DPP-'' 6 consisting of Tech Spec 
Change Request 179, adding limiting conditions for cperat.o.'! A su'-veillance require- 
ments for high-range radioactive noble gas effluent monitors, per Item II.F.1.1. 
FITZPATRICK, E. General Public Utilities Corp. - GPU Sen/ice Corp. 89/06/30. 5pp. 
50679:044-50679:048. 

8907130130 Forwards safety evaluation accepting SPDS isolation devices employed at 
facility, per SuppI 1 to NUREG-0737 & Generic Ltr 82-33.Energy,lnc isolation devices 
acceptable for use in SPDS. 

FAIRTILE.M.B. Project Directorate I-3. GL-82-33. 89/06/26. CAPSTICK,R.W. Vermont 
Yankee Nuclear Power Corp. 3pp, 50537:055-50537:059. 

-8907130158 Safety evaluation supporting util actions to comply w/SPDS, per Generic 
Ltr 82-33 & SuppI 1 to NUREG-0737. 

* NRC - No Detailed Affiliation Given. GL-82-33. 89/06/26. 2pp. 50537:058- 
50537:059. 

8907130150 Forwards progress rept on implementation of control room enhancements 
as of end of 7th refueling outage for Unit 2. 

FOGARTY, E.P. Philadelphia Electric Co. 89/06/30. Document Control Branch (Docu- 
ment Control Desk). 23pp. 50532:018-50532:040. 

8907130217 Forwards safety evaluation accepting util 861215 response to License Con- 
dition 2.C,(7), Attachment 3, Item (3) re listed instrumentation.per Reg Guide 1.97,Rev 
2. "Conformance to Reg Guide 1.97 Wolf Creek Generating Station...," also end. 
PICKETT, D.V. Project Directorate IV. TAC 57366. 89/07/05. WITHERS,B.D. Wolf 
Creek Nuclear Operating Corp. 4pp. 50613:01 1-50613:036. 

-8907130270 Safety evaluation accepting licensee submittals & addi info on environ 
qualification & design for instrumentation.per Reg Guide 1.97. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 89/07/05. 
3pp. 50613:015-50613:017. 

8^07130261 Forwards safety evaluation supporting util responses to NUREG-0737.ltem 
11.0,1 re performance testing of relief valves & safety valves. 

BLACK, S. Assistant Director for Projects. TAC 44621. 89/07/06. KINGSLEY, O.D. 
Tennessee Valley Authority. 4pp. 50536:293-50536:315. 

“8907030218 “TM I Actioh-NUREG-0737 (II.D.1) Relief & Safety Valve Testing Se- 
quoyah Nuclear Plant Units 1 & 2," technical evaluation rept. 

* PARAMETER. Inc. 89/03/31. NRC - No Detailed Affiliation Given. 19pp. 50536:297- 


8907140075 Forwards Amends 67 & 49 to Licenses NPF-ll & NPF-18, respectively & 
safety evaluation, Amends revise Tech Specs by allowing operation of both units w/ 
suppression pool temps up to 105 F. 

SHEMANSKI.P.C. Project Directorate 111-2. TAC 69067. 89/07/07. KOVACH.T.J. Com- 
monwealth Edison Co. 3pp. 50544:227-50644:247. 

-8M7140081 Safety evaluation supporting Amends 67 & 49 to Licenses NPF-11 & 
NPF-18, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/07. 6pp. 
50544:242-50544:247. 


8907140134 Requests listed changes to Amend 7 to License NPF-76 & SSER 6 to 
NUREG-0781 re toxic gas monitoring sys be made. 

DICK.G.F. Project Directorate IV. TAC 67609. 89/07/07. GOLDBERG.J.H, Houston 
Lighting & Power Co. 4pp. 50542:227-50542:230. 

8907140162 Forwards safety evaluation accepting util DCRDR requirements of SuppI 1 
to NUREG-0737. 

SIEGEL.B.L Project Directorate III-2. TAC 56118. 89/07/12. KOVACH.T.J. Common- 
wealth Edison Co. 2pp. 50541:287-50541:292. 

-8907140164 Safety evaluation accepting util DCRDR requirements of SuppI 1 to 
NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/12. 4pp. 
50541:289-50541:292. 

“8906280314 SAlC-88/3017 "Technical Evaluation Rept of DCRDR for Dresden Sta- 
tion, Units 2 & 3." 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. TAC 56118. 88/06/07. NRC - No Detailed Affiliation Given. 9pp. 
50541:293-50541:301. 

8907140173 Responds to Generic Ltr 89-06 re SPDS.Util schedule for compliance w/ 
requirements of NUREG-0737,ltem I.D.2 & SuppI 1 is end of Refuel 7. 

WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). GL-89-06. 69/07/ 
10. Document Control Branch (Document Control Desk). 2pp. 50544:181-50544:182. 

8907140230 Forwards Amend 133 to License DPR-59 & safety evaluation, per 870819 
application. Amend extends expiration date of OL from 100520 to 141017, 
LABARGE.D.E. Project Directorate 1-1. TAC 66123. 89/07/10. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 50544:205- 
50544:215. 

“8907140235 Safety evaluation supporting Amend 133 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). GL-89-04, 89/07/10, 
6pp. 50544:210-50544:215. 

8907140240 Advises that 890623 completion date for NUREG-0737, Item 11,0.1 re per- 
formance testing of relief & safety valves satisfactory. 

NORRIS, J.A. Project Directorate II-2. TAC 44617. 89/07/11. WOODY, C.O. Florida 
Power & Light Co. 2pp. 50541 :333-50541 :334. 

8907140287 Responds to NRC Generic Ltr 89-06, certifying that SPDS for plant fully 
meets requirements of NUREG-0737,Suppl 1 & takes into account info provided in 
NUREG-1342 re SPDS. 

ORSER.W.S. Detroit Edison Co. GL-89-06. 89/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 50542:168-50542:171. 

8907170031 Informs that response to Generic Ltr 89-06, “Task Action Plan Item 1.D.2 - 
SPDS - 10CFR50. 54(f)" delayed due to recent refueling outage activities.Response 
will be provided by 890804. 

MECREDY.R.C. Rochester Gas & Electric Corp. GL-89-06. 89/07/06. JOHNSON, A.R. 
Project Directorate I-3. Ip. 50547:167-50547:167. 

8907170051 Responds to Generic Ltr 89-06 re SPDS.Certifies that SPDS fully meets 
requirements of SuppI 1 to NUREG-0737, taking into account info provided in NUREG- 
1342.Supporting documentation will be maintained for 3 yrs. 

BERRY, K.W. Consumers Power Co. GL-89-06. 89/07/10. Document Control Branch 
(Document Control Desk). 2pp. 50641:093-50641:094. 

8907170077 Responds to Generic Ltr 89-06 re comparison of facility SPDS against re- 
quirements of NUREG-0737, SuppI 1.AII discrepancies resolved & appropriate revs to 
plant documents will be completed & verified by 890831. Supporting info end. 
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N8913t. 89/07/ 
10. Document Control Branch (Document Control Desk). 19pp. 50559:085-50559:103. 

8907170112 Provides response to NRC Generic Ltr 89-06 re SPDS. Activities performed 
& functions of operational SPDS listed. 

PARKER,T.M. Northern States Power Co. GL-89-06. 89/07/11. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 21pp. 50555:129-50555:149. 

8907170117 Responds to NRC Generic Ltr 89-06 re SPDS.Util will provide detailed 
functional criteria for SPDS Gould computer to NRC 6 months prior to 
implemenlation.Schedule for future SPDS mods will be provided by 890730. 
NANDY.F.R. Southern California Edison Co. GL-89-06. 89/07/12. Document Control 
Branch (Document Control Desk). 2pp. 50554:330-50554:331. 

8907170139 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS." Util 
determined that SPDS cannot be certified fully to meet all of NUREG-1342 
guidance.Supporting documentation will be maintained for 3 yrs as required by generic 
ltr. 

SHIPPER. J.D. Pacific Gas & Electric Co. DCL-89-187. 89/07/11. Document Control 
Branch (Document Control Desk). 7pp. 50559:104-50559:110. 

8907170162 Advises that SPDS meets util commitments to NUREG-0737, SuppI 1 & 
Generic Ltr 89-06, “Task Action Plan Item I.D.2, SPDS,10CFR50.54(f)." 

Checklist, supporting documentation & SPDS photographs will be mantained at plant. 
SCHNELL.D.F. Union Electric Co. ULNRC-2034. 89/07/10. Document Control Branch 
(Document Control Desk). 3pp. 50547:168-50547:170. 

8907170179 Forwards response to questions 11,12,14,15 & 16 of 890104 request for 
addI info re NUREG-0737,ltem II.D.1. Answers to remaining questions will be provided 
by 890801. W/four oversize drawings. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. NLR-N89109, 
89/07/07. Document Control Branch (Document Control Desk). 62pp. 50543:227- 
50543:289. 

8907170225 Responds to Generic Ltr 89-06 re evaluation of SPDS against requirements 
of NUREG-0737,Suppl 1.SPDS does not fully meet requirements of NUREG-0737.Full 
compliance expected by 900331. SPDS checklist end, 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. GL-89-06. 89/07/10. 
Document Control Branch (Document Control Desk). 22pp. 50554:093-50554:114. 

8907170241 Responds to Generic Ltr 89-06 re SPDS certification. Util commits to modify 
listed SPDS capabilities in order to fully meet requirements of NUREG-0737, SuppI 1. 
CUTTER.A.B. Carolina Power & Light Co. NLS-89-202. 89/07/11. Document Control 
Branch (Document Control Desk). 2pp. 50555:091-50555:092. 
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8907170259 Submits addl info re implementation status of SPDS for plant in response 
to Generic Ltr 89-06, "Task Action Item I.D.2 - SPDS.Util certifies that SPDS meets 
requirements of NUREG-0737. 

CUTTER, A.B. Carolina Power & Light Co. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 2pp. 50560:007-50560:008. 

8907170276 Responds to Generic Ltr 89-06 re SPDS.PIant SPDS modified to correct 
software weaknesses & resolve deficiencies previously identified by NRC in IE Info 
Notice 86-10.Mods being evaluated. 

MINECK.D.L. Iowa Electric Light & Power Co. NG-89-2009. 89/07/11. MURLEY.T.E, 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 50560:009- 
50560:010. 

8907170282 Confirms 890626 telcon w/R Lo re Generic Ltr 89-06 concerning SPDS 
certification response schedule. 

LOFLIN.L.l. Carolina Power & Light Co. NLS-89-196. 89/07/10. Document Control 
Branch (Document Control Desk). Ip. 50555:150-50555:150. 

8907170354 Responds to Generic Ltr 89-06, "SPDS." SPDS implemented at plant 
meets requirements of NUREG-0737,Suppl 1. Completed checklist for SPDS imple- 
mentation end. 

PARKER,T.M. Northern States Power Co. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 22pp. 50555:053-50555:074. 

8907170403 Responds to Generic Ltr 89-06 re certification of SPDS to meet NUREG- 
0737, SuppI I.Drywell hydrogen concentration display will be provided before next 
startup. 

KAPLAN, A. Cleveland Electric Illuminating Co. PY-CEI/NRR-1035. 89/07/12. Docu- 
ment Control Branch (Document Control Desk). Ip. 50548:233-50548:233. 

8907180072 Provides response to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - 
SPDS." Certification stating plant Unit 1 SPDS sys meets requirements of NUREG- 
0737, SuppI 1 & plant Unit 2 SPDS sys will be modified to meet NUREG-0737, SuppI 1 
end. 

TERRY,C.D. Niagara Mohawk Power Corp, NMP1L 0419. 89/07/11. Document Con- 
trol Branch (Document Control Desk). 6pp. 50579:340-50579:345. 

8907180077 Provides suppI to minutes of CRGR Meeting 162 re proposed generic ltr on 
SVC water sys.CRGR recommends in favor of issuance of proposed generic ltr. 
JORDAN, E.L Committee to Review Generic Requirements. 89/07/07. STELLO.V. Ofc 
of the Executive Director for Operations. 2pp. 50557:309-50558:019. 

->8905030247 Submits comments on draft NUREG/CR-5234, "Value Impact Analysis for 
Generic Issue 51 ’.Improving Reliability of Open- Cycle Svc Water Sys." 

BARRETT,R.J. Risk Applications Branch. 89/04/21. BERLINGER.C. Generic Commu- 
nications Branch. 2pp. 50557:335-50557:336. 

-8702090180 Forwards table showing estimated core melt frequency reported in each 
PRA for activities associated w/review of preliminary draft NUREG-1150.lnterplant 
comparisons cannot be made since PRAs performed under differing scopes. 

SPEIS.T.P. Division of Safety Review & Oversight (851125-870411). 87/02/03. 
BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (851125-870411). 
NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (851125-870411). 
4pp. 50557:342-50557:345. 

8907180122 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2, SPDS - 
10CFR50.54(f)." Conclusions in Rev 1 to SAR re safety assessment/SPDS un- 
changed from conclusions in original SAR dtd 860731. 

MIELE.M.L Consolidated Edison Co. of New York, Inc. GL-89-06. 89/07/10. Docu- 
ment Control Branch (Document Control Desk), 2pp. 50578:321-50578:322. 

8907180164 Responds to Generic Ltr 89-06, "Certification of SPDS," certifing that 
SPDS for plant meets requirements of NUREG-0737.Suppl 1 . 

CREEL, G.C. Baltimore Gas & Electric Co. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 2pp. 50573:013-50573:014. 

8907180178 Forwards Safety Insp Rept 50-341/89-11 on 890411-0605 & notice of 
violation. Util will be notified of NRC decision re enforcement action. 

GREENMAN,E.G. Region 3, Ofc of the Director. EA-89-106. 89/07/11. SYLVIA, B.R. 
Detroit Edison Co. 2pp. 50560:312-50561:031. 

-8907180184 Insp Rept 50-341/89-11 on 89041 1-0605. Violations noted. Major areas 
inspected:action on previous insp findings, operational 
safety,maint,sunreillance, followup of events, LER followup & NUREG-0737 action 
items. 

RING,M.A. Region 3, Ofc of the Director. GL-87-06. 89/07/07. 38pp. 50560:317- 
50561:031. 

8907180189 Submits response to Generic Ltr 89-08, "Erosion/Corrosion Induced Pipe 
Wall Thinning." In-place erosion/corrosion program at facility meets &/or exceeds re- 
quirements in App A of NUREG-1344. 

BERRY,K.W. Consumers Power Co. GL-89-08. 89/07/10. Document Control Branch 
(Document Control Desk). 2pp. 50557:292-50557:293. 

8907180230 Responds to Generic Ltr 89-06, "SPDS." Util certifies that facility SPDS 
meets requirements of NUREG-0737, Supp1 1 & TMI Action Plan Item I.D.2. 
WlTHERS,B.D. Wolf Creek Nuclear Operating Corp. GL-89-06. 89/07/14. Document 
Control Branch (Document Control Desk). 2pp. 50557:183-50557:184. 

8907180245 Responds to Generic Ltr 89-06, "Task Action Plan, Item I.D.2 - SPDS." 
SPDS checklists,listing organization responsible for developing SPDS software, end. 
CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). GL-89-06. 89/07/ 
11. Document Control Branch (Document Control Desk). 17pp. 50596:033-50596:049. 

8!M>71 80272 Requests extension of deadline for response to Generic Ltr 89-06, "Task 
Action Plan Item I.D.2-SPDS-10CFR50.54(f)," to no later than 890721 .Addl time 
needed to allow for completion of thorough internal review of response. 

MROCZKA,E.J. Northeast Utilities. GL-89-06. 89/07/12. Document Control Branch 
(Document Control Desk). 2pp. 50572:169-50572:170. 

8907180273 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS." 
End provides planned implementation schedule for SPDS mods.W/completion of 
planned mods.SPDS meets requirements of NUREG-0737,Suppl 1 . 

COTTLE,W.T. System Energy Resources, Inc. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 6pp. 50572:281 -50572:286. 


8907180291 Advises that addl info re NUREG-0737, Item II.D.1 will be submitted by 
890831, per NRC 871020 request.Info involves performance testing of safety & relief 
valves & addl info on results of operational tests performed on new PORV. 
SMEDLEY.R.W. Consumers Power Co. TAC 44604. 89/07/12. Document Control 
Branch (Document Control Desk). Ip. 50572:274-50572:274. 

8907180317 Responds to Generic Ltr 89-06 re evaluation of licensee SPDS.Util SPDS 
will fully meet requirements of NUREG-0737 w/completion of certain mods to 
sys.Schedule for implementation of mods end. 

STEINHARDT,C.R. Wisconsin Public Sen/ice Corp. GL-89-06. 89/07/11. Document 
Control Branch (Document Control Desk). 15pp. 50578:083-50578:097. 

8907180318 Responds to Generic Ltr 89-06, “SPDS." NRC requirements satisfied by 
critical functions monitoring sys. Implementation of six listed items recommended by 
NRC to upgrade monitoring sys expected to be completed by 910101. 

NANDY,F.R. Southern California Edison Co. GL-89-06. 89/07/14. Document Control 
Branch (Document Control Desk), 2pp. 50577:041-50577:042. 

8907180333 Provides test plan re ESF slave relay testing.Tech Spec 3/4 3.2.1 & Tech 
Spec definition of slave relay testing being clarified as requested by NRC during 
890609 telcon & documented in util 890609 ltr, consistent w/NUREG-0452. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 89-506. 89/07/12. 
Document Control Branch (Document Control Desk). 198pp. 50560:014-50560:213. 

8907180387 Requests that schedule for response to Generic Ltr 89-06 re certification 
that SPDS fully meets requirements of Supp1 1 to NUREG-0737,in context of NUREG- 
1342, be extended to 890815. 

COCKFlELD,D.W. Portland General Electric Co. GL-89-06. 89/07/11. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 2pp. 50592:078-50592:079. 

8907180388 Discusses certification of facility SPDS to requirements of NUREG- 
0737,Suppl 1. Facility meets requirements of NUREG-0737, SuppI 1 w/exception of 
listed deficiency on continous display of info. 

MORRIS,K.J. Omaha Public Power District. LIC-89-645. 89/07/11. Document Control 
Branch (Document Control Desk). 2pp. 50579:001-50579:002. 

8907180396 Fon«/ards response to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - 
SPDS." SPDS review identified potential improvements in programmatic requirements 
for instrumentation loop calibr for computer sys inputs. 

FEIGENBAUM,T.C. Public Service Co. of New Hampshire. GL-89-06. 89/07/12. Docu- 
ment Control Branch (Document Control Desk). 4pp. 50580:003-50580:006. 

8907190011 Forwards response to Generic Ltr 89-06 requesting certification that SPDS 
meets requirements of SuppI 1 to NUREG-0737 per info provided in NUREG-1342. 
FRIZZLE,C.D. Maine Yankee Atomic Power Co. CDF-89-122. 89/07/11. Document 
Control Branch (Document Control Desk). 19pp. 50592:216-50592:234. 

8907190025 Application for amend to License DPR-3, modifying Tech Spec Page 3/4 3- 
19,Table 3.3-4 & Page 3/4 3-21, Table 4.3-3 to incorporate main steam line monitors & 
primary vent stack noble gas monitor, per NUREG-0737,ltem ll.F.I-I.Fee paid. 
DRAWBRIDGE, B.L Yankee Atomic Electric Co. BYR 89-112. 89/07/12. Document 
Control Branch (Document Control Desk). 3pp. 50595:018-50595:022. 

8907190046 Submits response to Generic Ltr 89-06, “Task Action Plan Item I.D.2- 
SPDS," concerning implementation status of SPDS at facilities.SPDS at Limerick Unit 
1 meets requirements of NUREG-0737,Suppl 1 & Unit 2 in startup testing program. 
HELWIG,D.R. Philadelphia Electric Co. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 3pp. 50585:266-50585:268. 

8907190077 Forwards response to Generic Ltr 89-06, "Task Action Plan Item 
I.D.2,SPDS 10CFR50.54(F).’' Training of plant operators expected to begin in Sept.Sys 
scheduled to be fully operational by 891 231, per requirements of NUREG-0737. 
B1RD,R.G. Boston Edison Co. BECO 89-097. 89/07/10. Document Control Branch 
(Document Control Desk). 56pp. 50594:229-50594:284. 

8907190127 Discusses approach to enhancing control panels of DCRDR.per NUREG- 
0737,ltem I.D.1 & fonwards MAC-BECO-V056, "Augmented Offgas Control Panel CP- 
600 Surface Enhancements." 

BIRD,R.G. Boston Edison Co. BECO 89-102. 89/07/06. Document Control Branch 
(Document Control Desk). 9pp. 50595:023-50595:095. 

8907190199 Advises that preoperational test deferrals,described in SSER 6 (NUREG- 
0797), Section 14, "Initial Test Program," no longer valid.No preoperational tests re- 

S uired to be deferred beyond Unit 1 fuel load. 

AHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). TXX-89460. 89/07/ 
14. Document Control Branch (Document Control Desk), Ip. 50585:053-50585:053. 

8907190392 Forwards Tech Spec Change Request 89-04 per 10CFR50.90, requesting 
amends to Licenses DPR-44 & DPR-56 re feedwater sys reactor water level & reactor 

P ressure instruments & accident monitoring instruments. 

lUNGER.G.A. Philadelphia Electric Co. 89/07/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 50641:254-50641:268. 

-8907190003 Application for amends to Licenses DPR-44 & DPR-56, consisting of Tech 
Spec Change Request 89-04 re reactor water level & reactor pressure surveillance 
instrumentation calibr frequency change. 

HUNGER, G.A. Philadelphia Electric Co. GL-83-36, 89/07/12. Document Control 
Branch (Document Control Desk). 9pp. 50641:257-50641:265. 

8907190401 Advises that NRC will waive eligibility requirements of NUREG-1 021 .opera- 
tor licensing examiner stds for JE Surette. Application for senior reactor operator li- 
cense should be submitted following completion of training & should ref ltr. 
MILHOAN,J.L. Region 4. Ofc of the Director. 89/07/12. TREVORS.G.A. Nebraska 
Public Power District. 2pp. 50581 :1 43-50581 : 144, 

8907200159 Responds to Generic Ltr 89-06, “SPDS." Facility fully meets requirements 
of NUREG-0737,Suppl 1. Facility SPDS became fully tested, installed, accepted & 
turned over to operations for use in Feb 1989. 

BURSKI.R.F. Louisiana Power & Light Co. GL-89-06. 89/07/11. Document Control 
Branch (Document Control Desk). 3pp. 50595:214-50595:216. 

8907200380 Discusses proposed actions re SECY-89-170, "Fire Risk Scoping 
Study:Summary of Results & Proposed Staff Actions," (NUREG/CR-5088).Need for 
addl research will be considered following final definition of fire-related parts. 
REMICK,F.J, ACRS - Advisory Committee on Reactor Safeguards. 89/07/18. 
CARR,K.M. Commissioners. 2pp. 50878:180-50878:181. 
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8907200381 Responds to Generic Ltr 89-06 re task action plan Item I.D.2 - SPDS. 
RICHTER, M.H. Commonwealth Edison Co. 89/07/11. MURLEY.T.E. NRC - No De- 
tailed Affiliation Given. 3pp. 50595:177-50595:178. 

8907210037 Responds to Generic Ltr 89-08 re erosion/corrosion induced pipe wall 
P'evcrt.o^ .■■■: Maint Procedure PM-251 developed for facility. 

V.lCEj Power Corp. (subs, of Florida .Progress Ccrp.), 3F0789-08. 89/ 

07/14. Document Control Branch (Document Contr'oi Desk). 3pp, 50629:268- 
50629:270. 

8907210073 Requests agreement w ■-'interpretation of Tech Spec 3.4.10.3, “Overpres- 
sure Protection Sys." Uti.' bei:eves that issuance of special rept of preplanned se- 
Guc-c-i' d.-'-'c "s'^hnc! O'" operation need not be reported per App C to NUREG-1022. 

l':7p,S ■■’-c .c Service Electric & Gas Co. of New Jersey. NLR-N89074. 
89/07/17. Document Control Branch (Document Control Desk), 2pp. 50630:255- 
50630:256. 

8907210275 Responds to Generic Ltr 89-08, “Erosion/Corrosion Induced Pipe Wall 
Th''—/--c ” N'JVARC guidelines contained in App A of NUREG- 

ocvo-roc --lar- n'c- cs tc implement erosicr '-ccmcsicn '-onitc-'nc O'cr'am. 
ERR"- ■'.K ■/. Co. GL-89-08. H9-07.''c Cc:..'r.e': Cor.:r: Branch 

(Document Control Desk). 2pp. 50615:015-50615:016. 

8907240019 Forwards EGG-NTA-8227. “TMl Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Oconee Units 1.2 & 3,“ technical evaluation rept. Implementation 
date for open items in rept should be submitted. 

WIENS, L.A. Project Directorate II-3. TAC 44601. 89/07/19. TUCKER. H.B. Duke Power 
Co. 2pp. 50636:109-50636:138. 

-8902020192 EGG-NTA-8227 “Technical Evaluation Rept, TMl Action-NUREG-0737 
(II.D.1) Relief & Safety Valve Testing, Oconee Units 1,2 & 3.” 

FINEMAN.C.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6492. 88/08/31. NRC - 
No Detailed Affiliation Given. 28pp. 50636:111-50636:138. 

8907240023 Responds to Generic Ltr 89-06, "SPDS." Facility design fully meets re- 
quirements of NUREG-0737,Suppl 1. Photos & completed check list end. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. BVY 89-63. 89/07/07. Docu- 
ment Control Branch (Document Control Desk). 41pp. 50621:103-50621:143. 

8907240155 Discusses util 890605 application for amend to licenses re pressure/temp 
limits. Amend would replace entire set of current Tech Specs w/revised specs to con- 
form w/NUREG-0452. Related info encl.W/Certificate of Svc. 

FRANT2.S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #389 
8919. OLA-4. 89/07/14. COTTER.B.P.. BRlGHT,G.O.. HARBOUR.J. Atomic Safety 
and Licensing Board Panel. 36pp. 50574:245-50574:280. 

8907240464 Forwards addi justification for proposed deviation from Generic Ltr 87-09 re 
Tech Spec 4.0.3, per W Paulson request. Missed surveillance within time allowed by 
action statement considered not reportable.per 10CFR50,73(a)(2)(i)(B). 

BOOKER, J.E. Gulf States Utilities Co. GL-87-09. 89/07/17. Document Control Branch 
(Document Control Desk). 4pp. 50641:019-50641:022. 

8907250058 Forwards "Post Exercise Assessment:87l 027-29, Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Wayne County & Monroe County....’’ 
No deficiencies observed. Offsite emergency preparedness considered adequate. 
KW1ATK0WSK1,D. Federal Emergency Management Agency. 89/07/14. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50644:303-50645:030. 

-8907250060 "Post Exercise Assessment:871 027-29, Exercise of Radiological Emergen- 
cy Preparedness Plans of State of NY,Wayne County & Monroe County for RE Ginna 
Nuclear Power Station.’’ 

* Federal Emergency Management Agency. 89/06/30. 87pp. 50644:304-50645:030. 

8907250099 Discusses new multi-plant action MPA F-72, "SPDS-Response to Generic 
Ltr 89-06," initiated to accurately reflect status of SPDS issue in SlMS.Procedures 
should be followed by affected plants as indicated. 

HALL.J.R. Project Directorate III-3. QL-89-06. 89/07/17. Office of Nuclear Reactor 
Regulation, Director (Post 870411), 4pp. 50654:351-50654:354. 

8907250267 NUREG-0837 V09 N01 NRC TLD DIRECT RADIATION MONITORING 
NETWORK.Progress Report. January-March 1989. 

STRUCKMEYER.R., MCNAMARA,N. Region 1. Ofc of the Director. 89/06/30. 224pp. 
50609:272-5061 0:140. 

8907250271 NUREG-1217 EVALUATION OF SAFETY IMPLICATIONS OF CONTROL 
SYSTEMS IN LWR NUCLEAR POWER PLANTS.Technical Findings Related To USI 
A-47. Final Report. 

S2UKIEWIC2.A.J. Division of Safety Issue Resolution (Post 880717). 89/06/30. 64pp. 
50610:141-50610:207. 

8907250276 NUREG-1272 V03 N02 AEOD OFFICE FOR ANALYSIS AND EVALUA- 
TION OF OPERATIONAL DATA 1988 ANNUAL REPORT.Nonreactors. 

* Office for Analysis & Evaluation of Operational Data, Director. 89/06/30. 88pp. 
50610:208-50610:271. 

8907250282 NUREG-1272 V03 N01 AEOD OFFICE FOR ANALYSIS AND EVALUA- 
TION OF OPERATIONAL DATA 1988 ANNUAL REPORT.Power Reactors. 

* Office for Analysis & Evaluation of Operational Data, Director. 89/06/30. 200pp. 
50660:263-50661:123. 

8907250296 Forwards redrafted Sections 1.1, 1.2 & 1.3 of Chapter 1 & App A of "Trans- 
portation Risk Study." Comments requested within 10 working days of receipt of ltr. 
PATRICK, W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 89/07/21. MACE.M.H. Division of Contracts & Property Management (Post 
890205). 54pp. 50649:027-60649:080. 

8907250300 NUREG/CR-5161 V01 EVALUATION OF SAMPLING PLANS FOR IN- 
SERVICE INSPECTION OF STEAM GENERATOR TUBES.Modeling Of Eddy-Current 
Reliability Data, Analytical Evaluations, And Initial Monte (3arlo Simulations. 

BOWEN, W.M., HEASLER.P.G., WHITE, R.B. Battelle Memorial Institute. Pacific North- 
west Laboratory, FIN B-2097. PNL-6462. 89/04/30. Division of Engineering (Post 
870413). 129pp. 50607:251-50608:020. 

8907250307 NUREG/CR-5363 A STUDY OF THE USE OF CROSSLINKED HIGH-DEN- 
SITY POLYETHYLENE FOP LOW-LEVEL RAD'OACThJE WASTE CONTAINERS. 
SOO,P„ ANDERSON, C.I., Cl. NTDN.J h E.'ock-aver National Laboratory. FIN A- 
3291. BNL-NUREG-52196. 89/06/30. Division of Engineering (Post 870413), 143pp. 
50607:110-50607:250. 


8907250316 NUREG-0020 V13 N06 LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT.Data As Of May 31,1989.(Gray Book I) 

LOVELACE. W.H. Division of Computer & Telecommunications Services (Post 890205). 
89/07/31. 550pp. 50610:272-50612:093. 

8907250320 NUREG/CR-5339 DATA SUMMARY REPORT FOR FISSION PRODUCT 
RELEASE TEST Vl-1. 

OSBORNE.M.F., COLLINS.J.L, LORENZ, R.A, Oak Ridge National Labo'ator\'. cim d. 
0127, ORNL/TM-11104. 89/06/30. Division of Systems Researc- (■■.^‘■: aBC;'''', 
68pp. 50607:039-50607:109. 

8907250326 NUREG/CR-5231 COBALT-60 SIMULATION OF LOCA RADIATION EF- 
FECTS. 

BUCKALEW.W.H. Sandia National Laboratories. FIN A-1051. SAND88-1054. 89/07/ 
31. Division of Engineering (Post 870413). 37pp. 50607:001-50607:038. 

8907250331 NUREG-1150 V01 SEVERE ACCIDENT RISK: AN ASSESSMENT FOR 
U.S. NUCLEAR POWER PLAN’’'?, S-^m-rar. Report. Second Draft For Peer Review. 

• Division of Safety Issue Ro.sc'.j;.0'! .-'cs'. 880717). 89/06/30. 300pp. 50608:331- 
50609:271. 

8907250337 NUREG-1150 V02 SEVERE ACCIDENT RISKS: AN ASSESSMENT FOR 
FIVE U.S. NUCLEAR POWER PLANTS.Appendices.Second Draft For Peer Review. 

’* Division of Systems Research (Post 880717). 89/06/30. 300pp. 50608:021- 
50608:330. 

8907260027 Responds to Generic Ltr 89-08 re erosion/corrosion-induced pipe wall 
thl.-^-.g. Licensee implemented program as stated in util 870910 response to IE Bulle- 
tin cescription of program end. 

FAY.C.W. Wisconsin Electric Power Co. GL-89-08. 89/07/20. Document Control 
Branch (Document Control Desk). 14pp. 50677:010-50677:023. 

8907260095 Responds to Generic Ltr 89-08, “Erosion/Corrosion-Induced Pipe Wall 
Thinning.’’ Current & future erosion/corrosion control programs described.Ultrasonic 
equipment capable of more accurately indicating min wall thickness will be used. 
MORRIS, K.J. Omaha Public Power District. LIC-89-635. 89/07/20. Document Control 
Branch (Document Control Desk). 4pp. 50675:031-50675:034. 

8907260188 Responds to Generic Ltr 89-06, "Task Action Plan Item I.D.2 - SPDS ■ 
10CFR50.54(f).’’ SPDS for plants meet applicable requirements of Suppl 1 to NUREG- 
0737 & consistent w/ majority of positions provided in NUREG-1342. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. GL-89-06. 89/07/21. Docu- 
ment Control Branch (Document Control Desk). 8pp. 50673:055-50673:062. 

8907260312 Notifies that request to incorporate new info into Tech Spec bases for re- 
actor vessel level indication sys in conflict w/NUREG-0737 & Reg Guide 1.97 & 
denied,per util 870630 & 880603 Itrs. 

HOOD,D.S. Project Directorate 11-3. TAC 68333. 89/07/19. TUCKER,H.B. Duke Power 
Co. 4pp. 50676:224-50676:227. 

8907280307 NUREG/CR-4530 V03 U.S./FRENCH JOINT RESEARCH PROGRAM RE- 
GARDING THE BEHAVIOR OF POLYMER BASE MATERIALS SUBJECTED TO 
BETA RADIATION. Volume 3: Phase-2b Expanded Test Results. 

BUCKALEW,W.H., CHENION.J., CARLIN, F. Sandia National Laboratories. FIN A-1821. 
SAND86-0366. 89/07/31. Division of Engineering (Post 870413). 71pp. 50667:087- 
50667:160. 

8907280316 NUREG/CR-5402 CRUSHED SALT CONSOLIDATION. 

OUYANG.S., DAEMEN,J.J.K. Arizona, Univ. of. Tucson, AZ. FIN D-1192. 89/07/31. 
Division of Engineering (Post 870413). 121pp. 50666:326-50667:086. 

8907280328 NUREG-0540 V1 1 N05 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE.May 1-31, 1989. 

* Division of Freedom of Information & Publications Services (Post 890205). 89/07/ 
31. 400pp. 50664:322-50665:354. 

8907280333 NUREG/CR-5387 LOW-LEVEL WASTE SHALLOW LAND DISPOSAL 
SOURCE TERM MODEL: DATA INPUT GUIDES. 

SULLIVAN.T.M., SUEN.C.J. Brookhaven National Laboratory. BNL-NUREG-52206. 89/ 
07/31. Division of Engineering (Post 870413). 334pp. 50666:001-50666:325. 

8907280389 NUREG/CR-5400 BASIS FOR IN-SITU GEOMECHANICAL TESTING AT 
THE YUCCA MOUNTAIN SITE. 

BOARD, M. Itasca Consulting Group, Inc. FIN D-1016. 89/07/31. Division of High 
Level Waste Management (Post 870413). Ilipp, 50664:207-50664:321. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8906210142 Comments on 890426 generic ltr re motor-operated valve testing & 
surveillance. Agrees w/ES Beckjord view that generic ltr on motor-operated valve test- 
ing & surveillance be issued promotlv. 

MURLEY.T.E. Office of Njc.car Reactor Regulation. Director (Post 870411). 89/05/ 
30. BECKJORD, E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 
4pp. 50576:046-50576:049. 

8906260007 Forwards AEOD/T909, “Operating Events Involving Dampers." Approx 
40% of 130 repts concerned fire dampers & major cause of failure deficiency in 
design, fabrication & installation. Control room may be vulnerable during toxic gas acci- 
dent. 

ISRAEL, S. Reactor Operations Analysis Branch. AEOD/T909, 89/05/30. 

ROSENTHAL, J.E. Reactor Operations Analysis Branch. 1p. 50448:265-50448:278. 

--89071 00294 AEOD/T909, "Operating Events Involving Dampers." 

ISRAELS. Office for Analysis & Evaluation of Operational Data, Director. AEOD/T909. 
89/05/30. 13pp. 50448:266-50448:278. 

8906260403 NRC Info Notice 89-055, "Degradation of Containment Isolation Capability 
,by High Energy Line Break." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/06/30. 
Consolidated Edison Co. of New York, Inc. 64pp. 50519:019-50519:080. 

8906280064 Summary of Operating Reactors Events Meeting 89-21 on 890531. List of 

A r^^lsatoH Infrv 

LANNING.W.D. Events Assessment Branch. OREM.89-021. 89/06/08. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 12pp. 50330:010-50330:021. 
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8906290123 Advises that NRR concurs in proposed amends to 10CFR70,72,73 & 75 re 
physical protection requirements provided end recommendations adopted. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
13. BECKJORD.E.S. Office of Nuclear Regulatory Research. Director (Post 860720). 
2pp. 50363:319-50363:320. 

8906290187 Requests initiation of rulemaking revising 10CFR73.57 to require reinvesti- 
gation of individuals authorized unescorted access to nuclear power plants. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
09. BECKJORD.E. Office of Nuclear Regulatory Research, Director (Post 860720). 
4pp. 50348:072-50348:075. 

8906290207 Summary of Operating Reactors Events Meeting 89-23 on 89061 4.0n 
890607, multiple electrical distribution sys problems occurred at Oconee, Units 1,2 & 
3.0n 890610, unit power signal caused scram. 

LANNING.W.D. Events Assessment Branch. OREM-89-023. 89/06/15. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). I2pp. 50377:325-50377:336. 

8906290214 Forwards “Sequoyah Nuclear Power Plant Exercise,” re 881214-15 radio- 
logical emergency preparedness plan exercise. Seventeen areas requiring corrective 
actions noted. 

KWiATKOWSKI.D. Federal Emergency Management Agency. 89/06/20. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). lp. 
50351:103-50351:162. 

--8906290219 “Sequoyah Nuclear Power Plant Exercise,” for 881214-15 exercise. 

* Federal Emergency Management Agency. 89/03/16. 58pp. 50351:104-50351:162. 

6906290405 Forwards final exercise rept for 881102 full-participation joint exercise of 
offsite radiological emergency preparedness plans for plant. 

KWIATKOWSKLD. Federal Emergency Management Agency. 89/06/20. CONGEUF.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip. 
50363:006-50363:061. 

“8906290407 “Farley Nuclear Power Plant Exercise Conducted on 881102,” exercise 
rept, 

* Federal Emergency Management Agency. 89/01/25. 59pp. 50363:007-50363:061. 

8906300077 Forwards documents describing results & methods of planning & conduct- 
ing of operational safety team insp, safety sys functional insp & SSOMI.per ASQC Con- 
ference in San Diego. Invitation to include author on insp activities extended. 
GRIMES,B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/06/19. 
HOLLIDAY.C.J. United Kingdom. Govt. of. 26pp. 50380:044-50380:130. 

8906300090 Forwards Parts 1 & 2 of “Performance Indicators for Operating Commercial 
Nuclear Power Reactors, Quarterly Rept Data Through Mar 1989.” 

STERN.S. Trends & Patterns Analysis Branch. 89/06/28. SKOCZLAS.J.A. Document 
Control Branch (Document Control Desk). Ip. 50366:104-50367:208. 

“8906300097 Parts I & II to “Performance Indicators for Operating Commercial Nuclear 
Power Reactors, Quarterly Repts Data Through Mar 1989.” 

BURTON, W., HILL.T., NARAINE.N. Office for Analysis & Evaluation of Operational 
Data, Director. 89/06/30. 380pp. 50366:105-50367:208. 

8907050280 Responds to 890522 Itr re ability of nuclear industry to detect thermal fa- 
tigue cracking in piping. Ultrasonic testing will be performed on representative sample 
of welds by qualified personnel (ref IE Bulletin 88-008). 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). IEB-88- 
008. 89/06/15. SANACORE.R. American Nuclear Insurers. 5pp. 50450:302- 
50450:311, 

“8907050283 Responds to Green Ticket Item 4514, “Testing Requirements to Detect 
Thermal Fatigue Cracking in Piping Connected to RCS.” Concurrence page distribu- 
tion should be added when preparing response. 

NORBERG.J. Division of Engineering & Systems Technology (Post 870411). 89/05/ 
26. RICHARDSON, J., CHENG, C.Y. NRC - No Detailed Affiliation Given. 2pp. 
50450:307-50450:308. 

“8907050285 Raises concerns re industry ability to detect thermal fatigue cracking in 
piping connected to RCS (NRC Bulletin 88-008).Current ASME Code ultrasonic testing 
techniques do not result in highly reliable results. 

SANACORE.R. American Nuclear Insurers. IEB-88-008. 89/05/22. STELLO.V. Ofc of 
the Executive Director for Operations. 3pp. 50450:309-50450:311. 

8907050355 Lists appointments to & continuing members of Performance Review Board 
for Senior Executive Svc. 

STELLO.V. NRC - No Detailed Affiliation Given. 89/06/26. NRC - No Detailed Affili- 
ation Given. 2pp. 50401:071-50401:072. 

8907060157 Forwards annual Itr of certification for facility.addressing compliance by 
local emergency response organization w/ periodic requirements as prescribed in 
NUREG-0654/FEMA-REP-1 for preceding yr.Related correspondence. 

CROCKER.D.M. Long Island Lighting Co. #289 8718. OL-3. 89/05/31. HUSAR.I.W. 
Federal Emergency Management Agency. 700pp. 50375:063-50377:129. 

8907060183 SuppI 1 to NRC Info Notice 89-045, "Metalclad.Low Voltage Power Circuit 
Breakers Refurbished W/Substandard Parts.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-89-045. 
89/07/06. Consolidated Edison Co. of New York, Inc. 60pp. 50449:001-50449:066. 

8907070326 Forwards “Technical Basis for Offsite Emergency Planning in US” & “Nu- 
clear Power Plant Emergency Preparedness Exercise: Decade of US Experience 
(1979-89),” for publication for NEA/Commission of European Communities 890627-29 
workshops. 

CONGELFJ. Radiation Protection Branch. 89/06/05. VIKTORSSON.C. Organization 
for Economic Cooperation & Development (Paris). Ip. 50454:299-50454:323. 

“Technical Basis for Offsite Emergency Planning in US.” 

CONGEL.F.J. Radiation Protection Branch. 89/06/05. 1 0pp. 50454:300-50454:309. 

“8M7070341 “Nuclear Power Plant Emergency Preparedness Exercises:Decade of US 
Experience (1979-89)." 

WEISS, B.H., PODOLAK.E.M. NRC - No Detailed Affiliation Given. 89/ 
06/05. 14pp. 50454:310-50454:323. 


8907100138 Forwards final exercise rept of 881 129 exercise of offsite radiological emer- 
gency preparedness plans site-specific to Artificial Island generating station. No defi- 
ciencies noted. 

.KWIATKOWSKI.D. Fede-'a' Emeraency V-.-.r:.— 1 ce--.-.' 82/06/26, CONGEL.F.J. 

Division of Radiation Prciecuor. & './-o'.: ; (Post 870411). 1p. 

50508:004-50508:044. 

“8907100144 “Radiological Emergency Preparedness Exercise Evaluation Rept.” 

’ Federal Emergency Management Agency. 89/06/13. 40pp. 50508:005-50508:044. 

8907100152 Advises that Mfg Sciences Corp 890620 application has been waived for 
15-day waiting period in response to request. 

PETERSON, M.R. Assistant Director for Intemat'O'^a' Secu'-'tv (Pre 890226). 89/07/05. 
NRC - No Detailed Affiliation Given. Ip. 50^'6?. i 

8907100232 Forwards status of RES rulemaking activities for Jul 1989. Info current as 
of 890623. 

DIPALO.A J. Development Branch. 89/07/03. Public Document Branch. 

65pp. 5045 '" 82^-5 " '. J 

8907100275 Documents closeout of Generic Issue II.E.6.1, "In situ Testing of Valves.” 
In situ testing of motor-operated valves resolved by issuance of Generic Ltr 89-10 on 
890628. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). GL- 
89-10. 89/06/30. STELLO.V. Ofc of the Executive Director for Operations. 3pp. 
50495:014-50495:016. 

8907110002 Advises that General Atomics microprocessor based instrumentation & 
control sys acceptable for use in TRIGA research reactors pending listed conditions. 
ADAMS.A. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/28. NELSON.R.C. Air Force, Dept. of. 2pp. 50.-199:009-50499:010. 

8907110052 Forwards “Unannounced Drill Evacuatior c' Ifp'.eT-f.-r'ralicr of State & 
Lcca' Rad‘r>!cq‘ca' E"'e'Ge''cv Response Plans," on ;19C 5*0. Nine a-eas requiring cor- 
•ec::vc act c-'s rjc-"; ■ ec 

KWIATKOWSKI.D. Federal Emergency Management Agency. 89/06/27. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50501:271-50501:294. 

--89071 10054 “Unannounced Drill Evaluation of Implementation of State & Local Radio- 
icc-'ca' Er"v‘rco''Cv Response Plans," on 890510. 

CVF=37=EE'r.j.D Federal Emergency Management Agency. 89/06/20. 20pp. 
50501:273-50501:294. 

8907110065 Forwards “Final Exercise Assessment Joint State & Local Radiological 
Emergency Response Exercise for Vermont Yankee Nuclear Power Station.” Finding 
of reasonable assurance withheld because two deficiencies remain incomplete. 
KWIATKOWSKI.D. Federal Emergenev Management Anenev 89/06/29. CONGEL.F.J. 
Division of Radiation Protection & E'TUf":-:::r.c/ fYcn-i'vJdnesS: (Post 870411). 2pp. 
50499:065-50499:329. 

“8907110238 “Final Exercise Assessment Joint State & Local Radiological Emergency 
Response Exercise for Vermont Yankee Nuclear Power Station." 

* Federal Emergency Management Agency. 89/06/23. 263pp. 50499:067-50499:329. 

8907110441 NRC Bulletin 89-002, "Stress Corrosion Cracking of High Hardness Type 
410 Stainless Steel Internal Preloaded Bolting in Anchor Darling Model S350W Swing 
Check Valves or Valves of Similar Design.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-085. 
89/07/19. Consolidated Edison Co. of New York, Inc. 110pp. 50878:046-50878:159. 

8907120142 Forwards Generic Ltr 89-10, "Safety-Related Motor-Operated (MOV) Valve 
Testing & Surveillance,” required by Bulletin 85-003 to include all safety-related & po- 
sition-changeable MOVs. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-89-10. 89/06/28. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 50510:282- 
50510:295. 

8907120147 Advises that licensee agreements contain no restrictive clauses re provid- 
ing info to NRC, per request. 

SMITH, A.F. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 89/06/28. 
Vendor Inspection Branch. Ip. 50511:171-50511:171. 

8907130052 Forwards final “Exercise Rept Dresden Nuclear Power Station Comm Ed 
Joint Exercise," on 8775:2 Six ar.?;::S roqj ■/■’.c corrective actions identified. 
KWIATKOWSKI.D. rcctral Emr;'gor' :v V.-i-ifineme'-'t Agerev. B9/06/30. CONGEL.F.J. 
Division of Radiatio" "rof(;;;i'cn & 'Crr-^yirc,' I'-ooErvdno.ss (Post 870411). 2pp. 
50520:035-50520:069. 

-8907130057 "Exercise Rept, Dresden Nuclear Power Station, Comm Ed Co Joint Exer- 
cise” on 870902. 

* Federal Emergency Management Agency. 87/12/15. 33pp. 50520:037-50520:069. 

8907130136 Responds to 890514 Itr expressing concerns re NRC regulation of nuclear 
power plants. NRC regulation requires that workers feel free to bring safety issues to 
attention of agency & that workers be protected against reprisal. 

CRUTCHFIELD.D. Associate Director for Special “-oiects (Post 890101). 89/07/06. 
CESCHINLB. Affiliation Not Assigned. 2pp. 57530: ‘ 9 i-5C:i.;30: 

“8907130142 Expresses concern re quality of NRC regulatory action pertaining to const 
of nuclear power plants, per 890505 news rept. 

CESCHINLB. Affiliation Not Assigned. 89/05/14. NRC - No Detailed Affiliation Given. 
2pp. 50530:193-50530:194. 

8907130201 Forwards biweekly notice of applications & amends to OLs involving NSHC 
published on 89051 7.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
14. BREAUX, J.B. House of Rep., Environment & Public Works. 2pp. 50530:250- 
50530:251. 

8907130264 Forwards Commission biweekly notice of applications & amends to OLs in- 
volving NSHC published in 890614 FR.W/o end. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
29. BREAUX, J.B. Senate, Environment & Public Works. Ip. 50537:001-50537:001. 
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8907140016 Forwards Commission comment on FEMA 'ra' 'c'e imp'e'"e’^tino Execu- 
tive Order 12657, “FEMA Assistance Er" 0 'ce"cy =='-jf:r;:::c-ic=s F'==-'-inn"at Com- 
mercial Nuclear Power Plants,” FEMA cF; '-::™?”:: lira' -ule acceptable 
STELLO.V, Ofc of the Executive Direct:.' :cr\o=:-.'.r 89/36/29. ZECH, ROBERTS, 

CARR Commissioners. 42pp. 50551:130-50551:171. 

8907140074 Forwards AEOD/T912. “Technical Review Rept, Selected Maint Rework." 
Events reviewed illustrate benefits of working from approved procedures. 

ISRAEL, S. Reactor Operations Analysis Branch. AEOD/T912. 89/06/30. 
ROSENTHAL, J.E. Reactor Operations Analysis Branch. 2pp. 50541:103-50541:121. 

-8907140095 AEOD/T912, “Technical Review Rept, Selected Maint Rework." 

ISRAEL, S. Office for Analysis & Evaluation of Operational Data, Director. AEOD/T912. 
89/06/30. 17pp. 50541:105-50541:121. 

8907140077 Summer, ' Opo'at'nc Reactors Events Meeting 89-24 on 890621. On 

89061 5. potential .j: -”- :n ;crc;: c'lm coc'a.''t 'elease path to environ discovered at 
Vv'PP3S-2.0n 330617, loss of cr';=ii'r. cc/.e.' r.t:z.:"c.:: a. Brunswick, Unit 2. 
HAUGHNEY,C.J. Events Assessment Branch. OREM-89-024. 89/06/22. ROSSI, C.E. 
Division of Operational Events Assessment (Post 870411). 14pp. 50541:081- 
50541:094. 

8907140274 NRC Info Notice 89-056, “Questionable Certification of Matl Supplied to 
Defense Dept by Nuclear Suppliers.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-035. 
89/07/20. Consolidated Edison Co. of New York. Inc. 113pp. 50630:001-50630:114. 

8907170017 Informs that no agreements w/current or former employees restrict raising 
safety issues w/mgt of NRC. 

CRUIKSHANK.T.H. Hallibi-rton Co. 89/07/05. Vendor Inspection Branch. 5pp. 
50554:088-50554:092. 

8907170212 Forwards comments on radon subdivisions remedial investigation & feasi- 
bility study repts.New Section 3.0 should be written, addressing alternative remedial 
actions & rationale for screening of alternatives. 

FREY.J.H. Environmental Protection Agency. 89/07/03. CROUCH, D. Homestake 
Mining Co. 22pp. 50548:001-50548:022. 

8907170302 Forwards updated “Roster of Utils." Future updates to roster will be done 
periodically. 

PARTLOW.J.G. Associate Director for Projects (Post 870411). 89/07/06. Office of the 
Secretary of the Commission. MALLETT,H. Region 2, Ofc o^ the Director. 
PERKINS, M. Region 1, Ofc of the Director. 2pp. 50548;244-50548;245. 

-8907170306 "Roster of Utils for July 1989." 

* Associate Director for Projects (Post 870411). 89/07/31. 165pp. 50548:246- 
50549:049. 

8907170326 Requests extension of review period until 890728 re suppi to FES for de- 
commissioning of facility.Extra time needed to examine environ impacts & to deter- 
mine types of info needed. 

FRANZ, W.D, Environmental Protection Agency. 25712. 89/07/07. SWIFT, J. NRC - No 
Detailed Affiliation Given. 2pp, 50548:108-50548:108. 

8907170367 Summary of 890601 meeting w/Organization of Test, Research & Training 
Reactors (TRTR) in Rockville,MD re regulatory issues concerning nonpower 
reactors. List of attendees & handouts provided by TRTR end. 

ADAMS, A, Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/19. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
10pp. 50548:234-50548:243. 

8907170375 Discusses correction of misunderstanding re occupational dose limits for 
extremities «& provide guidance re potential enforcement action in cases in which li- 
censee have incorporated misunderstanding in procedures. 

CUNNINGHAM, LJ. Radiation Protection Branch. IEIN-81-26. 89/06/22. 

BELLAMY,R.R. Region 1, Ofc of the Director. COLLINS.D.M. Region 2. Ofc of the Di- 
rector. GREGER.L.R. Region 3, Ofc of the Director, 3pp. 50543:230-50548:232. 

8907180191 Summary of Operating Reactors Events Meeting 89-25 on 890705 to dis- 
cuss manual reactor trip w/complications. 

HAUGHNEY.C.J. Events Assessment Branch. OREM.89-025. 89/07/07. ROSSI,C.E. 
Division of Operational Events Assessment (Post 870411). llpp. 50573:263- 
50573:272. 

8907180246 Request for 0MB review & supporting statement re 10CFR4, “Nondiscrim- 
ination in Federally Assisted Commission Programs." Estimated respondent burden is 
14 h. 

AMENTA.J.A. Office of information Resources Management (Post 890205). 0MB 
3150-0053. 89/07/07. 7pp. 50573:273-50573:279. 

8907180248 Request for 0MB review & supporting statement re NRC Form 57. "Re- 
quest for Records." Estimated respondent burden is 750 h. 

AMENTA.J.A. Office of Information Resources Management (Post 890205). 0MB 
3150-0063. 89/07/07. 6pp. 50578:130-50578:135. 

8907190117 Request for 0MB review <& supporting statement re 10CFR30, concerning 
domestic licensing of typ'cduct rrat' Est'rra‘eri respondent burden is 0 h. 

AMENTA.J.A. Office d*' Irfo-ma: c-n Rcsoj.rces Management (Post 890205). 0MB, 
3150-0127. 89/07/19. 19pp. 50593:327-50593:345. 

8907190336 Request for 0MB review & supporting statement re survey of source & 
device users.Estimated respondent burden is 4,400 h. 

AMENTA.A. Office of Information Resources Management (Post 890205). 89/07/17. 
10pp. 50593:346-50593:356. 

8907190350 Request for 0MB review & supporting statement concerning NRC Form 
474, "Simulation Facility Certification.” Estimated respondent burden is 840 h. 
AMENTA.J.A. Office of Information Resources Management (Post 890205). 0MB 
3150-0138. 89/07/17. 8pp. 50594:006-50594:013. 

8907190368 Forwards FEMA exercise evaluation of licensee alert & notification 
sys.FEMA finds sys adequate.W/o end, 

MILHOAN.J.L. Region 4, Ofc of the Director. 89/07/07. MORRIS, K.J. Omaha Public . 
Power District. 2pp. 50593:325-50593:326. 


8907200309 Summary of Operating Reactors Events Meeting 89-26 on 89071 2.Events 
discussed & significant elements of events presented in End 2. List of attendees also 
end. 

HAUGHNEY,C.J. Events Assessment Branch. OREM-89-026. 89/07/13. ROSSI,C.E. 
Division of Operational Events Assessment (Post 870411). 14pp. 50614:217- 
50614:230. 


8907210060 Forwards objectives for radiological emergency preparedness exercise 
scheduled for 890725-26,ltr from State of TX clarifying levels of participation & two Itrs 
from FEMA Region IV ofc addressing levels of participation. 

KWIATKOWSKLD. Federal Emergency Management Agency. 89/07/12. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 18pp. 
50616:018-50616:035. 


8907210140 Ack receipt of 890501 Itr re Dept of Labor settlement agreements.Proposal 
to amend Commission -egulations being prepared for publication in FR. 
CRUTCHFIELD, D. As.soc.ate D.rc.-tor for Special Projects (Post 890101). 89/07/06. 
LEWIS.M.I. Lewis, M. 2pp. 50641:286-50641:289. 

-8907210142 Responds to 890427 Itr to P Clark of GPU re “Notification of NRC of Em- 
ployees Potential Safety Issues." Suggests employees be allowed to bring concerns 
to any interested party w/o limitation S a'! agreements be filed in PDRs. 

LEWIS.M.I, Lewis, M. S-?/05 'C' S 'EllO.V. Ofc of the Executive Director for Oper- 
ations. 2pp. 50641:288-50641:289. 

8907210278 Requests review of end proposed amend to 10CFR50.55a by 890727, per 
RES 890628 review request. 

GILLESPIE.F. Program Management, Policy Development & Analysis Staff (Post 
870411). 89/07/12. RICHARDSON, J.E. Division of Engineering & Systems Technolo- 
gy (Post 870411). Ip. 50615:063-50615:063. 

8907210372 Expresses appreciation for Human Affairs Research Ctrs assistance re pro- 
posed fitness-for-duty rule.Recognizes outstanding contributions of V Barnes & J 
Olson as principal investigators. » 

GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411). 89/07/10. 
SHIKIAR.R. Battelle Memorial instiiute, Pacific Northwest Laboratory. Ip. 50616:017- 
50616:017. 


8907250058 Forwards “Post Exercise Assessment;871 027-29, Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Wayne County & Monroe County...." 
No deficiencies observed. Offsite emergency preparedness considered adequate. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 89/07/14. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
50644:303-50645:030. 


“8907250060 “Post Exercise Assessment:87l027-29,Exercise of Radiological Emergen- 
cy Preparedness Plans of State of NY,Wayne County & Monroe County for RE Ginna 
Nuclear Power Station." 

* Federal Emergency Management Agency. 89/06/30. 87pp. 50644:304-50645:030. 

8907260216 Forwards "Exercise Rept:Zion Nuclear Power Station Commonwealth 
Edison Co Joint Exercise," final rept for full participation exercise on 870623.No defi- 
ciencies observed. Rept identifies 19 areas requiring corrective action. 
KWIATKOWSKLD. Federal Emergency Management Agency. 89/07/14. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
50672:259-50672:333. 

-8907260218 “Exercise ReptZion Nuclear Power Station Commonwealth Edison Joint 
Exercise,870623." 

• Federal Emergency Management Agency. 89/07/05. 73pp. 50672:261-50672:333. 

8907310351 Forwards AEOD/S801, "Special Study Rept - Significant Events Involving 
Procedures." Data based on LERs of events that occurred in 1984 & 1985.Reportable 
events associated w/ procedures experienced in all modes of operation. 

ROE.J.W. Division of Safety Programs (Post 870413). AEOD/S801. 88/03/01. 
SHERON.B. Division of Reactor & Plant Systems (870413-880716). 2pp. 50766:299- 
50767:028. 

“8906090032 “Special Study Rept.Significant Events Involving Procedures." 
TRAGER.E.A. Division of Safety Programs (Post 870413). AEOD/S801. 88/03/31. 
88pp. 50766:301-50767:028. 


PR PROPOSED RULE 


8807120295 SECY-88-169 Informs Commissioners re current rulemaking efforts on 
standardization of nuclear power plant designs & institution of one-step licensing. 
PARLER.W.C. Office of the General Counsel (Post 860701). 53FR32060. 88/06/20. 
86pp. 50639:001-50639:086. 

8807290170 SECY-88-202 Informs Commission of DOE proposed plans for standardiza- 
tion of three advanced reactor designs & obtains Commission endorsement of criteria 
that staff proposes to use in review of plans for advanced reactor standardization. 
STELLO.V. Ofc of the Executive Director for Operations. 53FR32060. 88/07/15. 
24pp. 50641:230-50641:253. 

8901260086 Comments on draft final rule on standardization & licensing 
reform,10CFR52. “Early Site Permits, Std Design Certifications & Combined Licenses 
for Nuclear Power Plants," reviewed during 345th ACRS meeting on 890112-14. 
REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. AC61-2 90. 89/01/ 
19. ZECH.LW. Commissioners. 2pp. 48264:257-48264:258. 

8902230226 Comments on final rule on standardization & licensing reform (10CFR52), 
"Early Site Permits, Std Design Certifications & Combined Licenses for Nuclear Power 
Plants." 

REMICK.F.J. ACRS - Advisory Committee on Reactor Safeguards. AC61-2 88, 89/02/ 
15. ZECH.L.W. Commissioners. 2pp. 48550:352-48550:353. 

8906160183 Comment opposing proposed rules 10CFR50, 72 & 170. "Storage of Spent 
Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." 
SALTZMAN.D. Affiliation Not Assigned. 54FR19379 00003. 89/06/06. NRC - No De- 
tailed Affiliation Given. Ip. 50188:016-50188:016. 
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8907030003 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

• Affiliation Not Assigned. 54FR19379 00160. 89/06/20. Docketing & Sen/ices 
Branch. Ip. 50332:314-50332:314. 

8907030005 Comment oooosi'ig proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel \r NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SCHEPPS.K. Affiliation Not Assigned 54FR19379 00159. 89/06/20. Docketing & 
Services Branch. 1p. 50532 3i5-5C332'5i5 

8907030007 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

31.AISE.J A. A»i''aticn Not Assigned 54FR19379 00158. 89/06/20. Docketing & Serv- 
ces Brancr. ip 5C332:3i6-50352'3 :5 

8907030009 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

RADECKI.K.J. Affiliation Not Assigned. 54FR19379 00157. 89/06/20. Docketing & 
Services Branch. Ip. 50332:317-50332:317. 

8907030011 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BAKER.S.M. Affiliation Not Assigned. 54FR19379 00156. 89/06/20. Docketing & 
Services Branch. Ip. 50332:319-50332:319. 

8907030013 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

GIWANDO.E. Affiliation Not Assigned. 54FR19379 00155. 89/06/20. Docketing & 
Services Branch. 1p. 50332:318-50332:318. 

8907030016 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

EICHSTAEDT.C.H. Affiliation Not Assigned. 54FR19379 00154. 89/06/20. Docketing 
& Services Branch. 1p. 50332:320-50332:320. 

8907030019 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WILKES, LK. Affiliation Not Assigned. 54FR19379 00153. 89/06/20. Docketing & 
Services Branch. Ip. 50332:321-50332:321. 

8907030021 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

JANSSENS, C. Affiliation Not Assigned. 54FR 19379 00152. 89/06/20. Docketing & 
Services Branch. Ip. 50332:313-50332:313. 

8907030023 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WHITE,F. Affiliation Not Assigned. 54FR19379 00151. 89/06/20. NRC - No Detailed 
Affiliation Given. Ip. 50332:312-50332:312. 

8907030029 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BERNIE.P. Maryland Safe Energy Coalition. 54FR19379 00150. 89/06/16. Docketing 
& Services Branch. Ip. 50332:322-50332:322. 

8907030033 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HALUNEN,P., HALUNEN.D. Affiliation Not Assigned. 54FR 19379 00149. 89/06/20. 
NRC - No Detailed Affiliation Given. Ip. 50332:31 1-50332:31 1. 

8907030038 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BROWN.l. Affiliation Not Assigned. 54FR19379 00148. 89/06/20. Docketing & Serv- 
ices Branch. Ip. 50332:310-50332:310. 

8907030041 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

FRANKLIN.C. Affiliation Not Assigned. 54FR19379 00147. 89/06/20. Docketing & 
Services Branch. Ip. 50332:309-50332:309. 

8907030043 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR 19379 00146. 89/06/20. Docketing & Services 
Branch. 1p. 50332:308-50332:308. 

8907030046 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BERRY,J.M. Affiliation Not Assigned. 54FR19379 00144. 89/06/16. Docketing & 
Services Branch. Ip. 50332:307-50332:307. 

8907030054 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CORMIER, P. Affiliation Not Assigned. 54FR19379 00143. 89/06/15. Docketing & 
Services Branch. Ip. 50332:306-50332:306. 

8907030060 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

EDWARDS,D.W. Yankee Atomic Electric Co. 54FR19379 00142. 89/06/19. Docketing 
& Services Branch. 2pp. 50332:304-50332:305. 


8907030079 Comment suopo'tmg oropcscd rule 10CFR2, "Informal Hearing Procedures 
for Nuclear Reactor Operalcr Licsnsinc Adiudicatic^s.” 

EDWARDS,D.W. Yankee Atom : Ee::tc Co. "-^FRi ’£6- 00004. 89/06/26. Docketing 
& Services Branch. 2pp. 50332;325-S0332;326. 

8907030086 Comment supporting proposed rule 10CFR2, "Informal Hearing Procedures 
for Nuclear Reactor Operator L‘cer.smg Ad;udicaticns " 

COLVIN, J.F. Nuclear Managemo''; & Rc-scu'::es Co-nc (NUMARC) (formerly Nuclear 
Utility Manage. 54FR17961 00003. 89/06/26. Docketing & Services Brancn. 2pp. 
50332:323-50332:324. 


8907030094 Comment opposing proposed rule 10CFR2, "Informal Hearing Procedures 
for Nuclear Reactor Operator Uconsinc Adjud'cat'ors." 

RICHTER,M.H. Commonwealth Eg s.^ri Cc. 5-i"R-796' 00005. 89/06/27. CHILK.S.J. 
Office of the Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 
2pp. 50332:327-50332:328. 

8907030097 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BAKER, M.C. Affiliation Not Assigned. 54FR19379 00141. 89/06/11. Docketing & 
Services Branch. 2pp. 50332:329-50332:330. 

8907030106 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LAWSON, E.F. Duxbury Citizens Urging Responsible Energy. LAWSON, E.F. Weston, 
Patrick, Willard & Redding. 54FR19379 00140. 89/06/19. CHILK.S.J. Office of the 
Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 6pp. 
50382:143-50382:148. 


8907030111 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

FLEMING.J.A., COLLINS.B., QILLIS.R. Affiliation Not Assigned. 54FR19379 00139. 
89/06/19. Docketing & Services Branch. 16pp. 50332:331-50332:346. 

8907030117 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

PIERSON.N. Affiliation Not Assigned. 54FR 19379 00138. 89/06/19. Docketing & 
Services Branch. Ip. 50332:347-50332:347. 

8907030140 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

PETTI, C. Southwest Research and Information Center. 54FR19379 00137. 89/06/19. 
Docketing & Services Branch. 5pp. 50332:348-50332:352. 

8907030143 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

GIDDENS.J. Affiliation Not Assigned. 54FR 19379 00136. 89/06/16. Docketing & 
Services Branch. 1p. 50332:353-50332:353. 

8907030146 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
sites." 

RUISTEAD Affiliation Not Assigned. 54FR19379 00135. 89/06/16. NRC - No Detailed 
Affiliation Given. Ip. 50332:354-50332:354. 

8907030147 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SCHMIDT, N.L. Affiliation Not Assigned. 54FR19379 00134. 89/06/19. Docketing & 
Services Branch. Ip, 50332:355-50332:355. 

8907030149 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

HONQH,C. Affiliation Not Assigned. 54FR 19379 00133. 89/06/19. Docketing & Sen/- 
ices Branch. 1 p. 50332:356-50332:356. 

6907030152 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

KRASNER.E.R. Affiliation Not Assigned. 54FR 19379 00132. 89/06/19. Docketing & 
Services Branch. Ip. 50332:303-50332:303. 

8907030155 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR19379 00131. 89/06/19. Docketing & Services 
Branch, Ip. 50332:302-50332:302. 

8907030156 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

STONE, J. Affiliation Not Assigned. 54FR19379 00130. 89/06/16. NRC - No Detailed 
Affiliation Given. Ip. 50332:301-50332:301. 

8907030160 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

GAYLORD,K. Affiliation Not Assigned. 54FR 19379 00129. 89/06/19, Docketing & 
Services Branch. Ip. 50332:300-50332:300. 

8907030163 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

NICHOLSON, F. Affiliation Not Assigned. 54FR19379 00128. 89/06/19. Docketing & 
Services Branch. Ip. 50332:299-50332:299. 
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8907030164 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HAYES, D.A. Affiliatic- N.:t As?; Ci'^R19379 00127. 89/06/19. Docketing & 
Services Branch, ip. 2'?i 

8907030166 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HALL, A. Affiliation Not Assigned. 54FR 19379 00126, 89/06/19. Docketing & Services 
Branch, ip. 50332:297-50332:297. 

8907030178 Comment opposing proposed rules 10CFR50,72 & 170 re ‘.‘Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation No: /.si-r-cf =-""Rl9379 00125. 89/06/19. Docketing & Services 
Branch. Ip. 5., .3;, Jr il'z 

8907030180 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

UNGLERT.C. Affiliation Not Asci^.n^d 54FR19379 00124. 89/06/19. Docketing & 
Services Branch. Ip. 5.:3,.2 2t;v- SL-.:. 

8907030183 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WALZ.M.J., GIBSON. K.J. Affiliation Not Assigned. 54FR19379 00123. 89/06/16. 
Docketing & Services Branch, ip. 50332:294-50332:294. 

8907050001 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BELEW.K. Affiliation Not Assigned. 54FR 19379 00188. 89/06/22. Docketing & Serv- 
ices Branch. 1p. 50384:134-50384:134. 

8907050002 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

WALFE.K. Affiliation Not Assigned. 54FR 19379 00187. 89/06/22, Docketing & Serv- 
ices Branch. Ip. 50384:135-50384:135. 

8907050006 “Manner of Svc of Pleadings Upon Secretary of Commission," 10CFR2 
final rule.Rule makes minor changes in Commission rules of practice by requiring that 
all parties in NRC proceedings file copies of s'.:bi o'caincs 

STELLO.V. Ofc of the Executive Director for Ci:(:..'£-.:''s“ 5-:F=.26730 89/06/15. 7pp. 
50353:093-50353:099. 

8907050009 Comment opposing proposed rules 10CFfl50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

DRYDEN.R, Affirsfip.n Ncl .Ascvc'-od 54FR 19379 00179. 89/06/21, Docketing & Serv- 
ices Branch. 1p. 5C;:5::.v'',£2-r)(:3r/J::92 

8907050011 Comment r.uppcd:''c o-cposed rules 10CFR56,72 & 170 re “Storage of 
Spent Nuclear Fuel Storage Casks at Nuclear Power Reactor 

Sites." 

TUCKER.H.B. Duke Power Co, 54FR 19379 00186. 89/06/15. Docketing & Services 
Branch. 3pp. 60353:089-50353:091. 

8907050015 Comment opposing proposed rules 1OCFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

KEY,M. Affiliation Not Assigned. 54FR 19379 00184. 89/06/21. Docketing & Services 
Branch. Ip. 50353:088-50353:088. 

8907050018 Comment opposing proposed rules 10CFR5Q,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HOLMES, J. Affiliation Not Assigned. 54FRig379 00185. 89/06/14. Docketing & Serv- 
ices Branch. Ip. 50353:087-50353:087. 

8907050020 Comment supporting proposed rules 10CFR50.72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites," 

TUCKER.H.B. Duke Power Co, 54FR19379 00183. 89/06/19. Docketing & Services 
Branch. 3pp. 50353:084-50353:086. 

8907050022 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

PARHAM, J. Affiliation Not Asfiicnsd. 5^=019379 00182. 89/06/21. NRC - No De- 
tailed Affiliation Given. Ip. 50:-.5.3::;c:3-5C35.'y.':»3 

8907050025 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CREWEY.J., CREWEY.L Affiliation Not Assigned. 54FR19379 00180. 89/06/17. 
Docketing & Services Branch, ip. 50353:081-50353:082. 

8907050028 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

MART1NEZ.D.A. Affiliation Not Assigned. 54FR19379 00165. 89/06/20. Docketing & 
Services Branch. 1 p. 50353:080-50353:080. 

8907050030 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

YOUNG.R.M.. TOUNG.M. Affiliation Not Assigned. 54FR 19379 00164, 89/06/20. 
Docketing & Services Branch. 1p. 50353:079-50353:079. 

8907050034 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

REYES, R. Affiliation Not Assigned. 54FR19379 00163. 89/06/20. Docketing & Serv- 
ices Branch. 1 p. 50353:078-50353:078. 


8907050035 Comment opposing proposed rules 10CFR50, 72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

EDWARDS, R. Affiliation Net Assig.ned 54FR19379 00162. 89/06/20. Docketing & 
Services Branch. Ip. 5 .'>j52 '.', 77. 

8907050037 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR19379 00161. 89/06/20. Docketing & Services 
Branch. Ip. 50353:076-50353:076. 

8907050043 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." 

BAKER, W.L. General Electric Co. 54FR9229 00006. 89/06/23. Docketing & Services 
Branch. 3pp. 50353:073-50353:075. 

8907050047 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites.” 
BRAM,S.B. Consolidated Edison Co. of New York, Inc. 54FR19379 00208. 89/06/16. 
Docketing & Services Branch. 2pp. 50353:071-50353:072. 

8907050049 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

REIFMAN.W. Affiliation Not Assigned. 54FR 19379 00202. 89/06/22. Docketing & 
Services Branch. 1 p. 50353:070-50353:070. 

8907050052 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LAMPERT.M.E. Affiliation Net Assigrod 54 FP 19379 00207. 89/06/15. NRC - No De- 
tailed Affiliation Given. Ip. 5'jj53 (;55-503:':3.059 

8907050054 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

* Affiliation Not Ass'o-erf 54CR19379 00206. 89/06/22. Docketing & Services 
Branch. Ip. 5035:- C58-5C353 :6r;. 

8907050055 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

NELSON.U.S. Affiliation Not Assigned. 54FR 19379 00205. 89/06/22. Docketing & 
Services Branch. 1p. 50363:067-50353:067. 

8907050069 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HEGRANES.M. Affiliation Not Assigned. 54FR 19379 00203. 89/06/22. Docketing & 
Services Branch. 1 p. 50353:066-50353:066. 

8907050083 Forwards corrected 890619 comment opposing proposed rules 
10CFR50,72 & 170 re "Storage of Spent Nuclear Fuel in NRC-Approved Storage 
Casks at Nuclear Power Reactor Sites.” 

LAWSON.E.F. Weston, Patrick, Willard & Redding. 54FR 19379 00140. 89/06/20. 
CHILK.S.J. Office of the Secretary of the Commission. CHILK.S.J. Docketing & Serv- 
ices Branch, Ip. 50384:21 0-50384:21 7. 

-8907050091 Corrected comment opposing proposed rules 10CFR50,72 & 170 re 
“Storage of Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power 
Reactor Sites." 

LAWSON.E.F. Duxbury Citizens Urging Responsible Energy. LAWSON.E.F. Weston, 
Patrick. Willard & Redding. 54FR19379 00140. 89/06/20. CHILK.S.J. Office of the 
Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 7pp. 
50384:211-50384:217. 

8907050084 Comment opposing proposed rules 10CFR50,72 & 170 re allowance of 
general storage in dry casks for spent nuclear rods.Proposed rule fails to adequately 
address long-term problem of nuclear waste storage. 

BURKS.B.R. Affiliation Not Assigned. 54FR19379 00181. 89/06/18. NRC - No De- 
tailed Affiliation Given. Ip. 50384:136-50384:136. 

8907050092 Forwards documents re Regulatory History AC61-1 concerning proposed 
rule 10CFR52. “Early Site PermitSiStd Design Certification & Combined Licenses for 
Nuclear Power Reactors." 

URBAN.P. Office of the General Counsel (Post 860701). AC61-1 01. 89/06/27. 
HUYER.D Statistica, Inc. 19pp. 50403:308-50404:257. 

-8806290388 Forwards final minutes for CRGR review of proposed rule (Part 52) on 
standardization, per Meeting 137 on 880608.Total minutes package for Meeting 137 
will be issued by 880617. 

JORDAN. E.L. Committee to Review Generic Requirements. AC61-1 06. 88/06/16. 
REHM.T.A. Ofc of the Executive Director for Operations. 17pp. 50404:258-50404:276. 

-8901120392 Requests pertinent info re D Harrison 881006 Itr concerning proposed 
rule 10CFR52 on early site permits, std design certifications & combined licenses for 
nuclear power reactors. 

BENTSEN.L. Senate. 53FR32060. 88/11/01. KAMMERER,C.C. NRC - No Detailed Af- 
filiation Given. 2pp. 50405:263-50405:319. 

-8902280403 Discusses 10CFR52 & emergency planning.Recommended changes to 
proposed 10CFR52 (SECY-89.036) end. 

STELLO,'/. Ofc of the Executive Director for Operations. 53FR32060. 89/02/17. 
ZECH, ROBERTS, CARR Commissioners. 5pp. 50406:158-50407:166. 

-8907050123 Proposed rule 10CFR52, “Early Site Permits; Std Design Certifications & 
Combined Licenses for Nuclear Power Reactors." Rule would set out review proce- 
dures & licensing requirements for new licenses & certifications, 

• CHILK,S.J. Office of the Secretary of the Commission. AC61-1 02. 88/08/17. 78pp. 
50403:327-50404:254. 

-8907050137 SECY-88-169 ERR Corrected SECY-88-169 re rulemaking on standardiza- 
tion & licensing .■'e^crm.consisting of replacement Pages 48 & 76. 

* Office c: the Secetary of t-'e'" Commission. AC61-1 05. 88/06/24. 3pp. 50404:255- 
50404:257. 
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-8907050275 Comment on proposed rule 10CFR52, “Early Site Permits;Std Design 
Certification & Combined Licenses for Nuclear Power Reactors." Endorses comments 
in end L Ruby Itr to NRC.W/o end. 

ANTOINE, V. U.S. Metric Association. Inc. 53FR32060 00055. 88/10/22. Docketing & 
Services Branch, ip. 50404:294-50405:262. 

-8907050387 Comment opposing proposed rule 10CFR52 re early site permits, std 
dss'gn ce'tif'cations & combined licenses for nuclear power reactors. 

CNEST .S.. Not Assigned 53'^R32060 00037. 88/10/20. Docketing & 

Services Br'-ncn 53-' 35 321 Z3r. 

8907050094 Comment opposing proposed rules 10CFR50,72 & 170 re cutting public out 
of decisionmaking process in case of radwaste storage permits. 

LANDSBERG.S. Affiliation N.r -‘-.ss^nrcd 5.<Fn-0379 00177, 89/06/21, NRC - No De- 
tailed Affiliation Given. Ip. 533.3-'. 2:;9-5C3'j-'. 233 

8907050101 Comment opposing proposed rules 10CFR50,72 & 170 re proposal for cut- 
ting public out of decisionmaking process in case of radwaste storage permits. 

YOUNG, E.D. Affiliation Not Assic'od 54!^!=- 9379 00178. 89/06/17. NRC - No De- 
tailed Affiliation Given. Ip. ■37-r3:3c-'. ‘3" 

8907050104 Comment opposing proposed rules 10CFR50,72 & 170 re proposal for cut- 
ting p;.ib':c cut cf dec's‘o"mak''"c process in case of radwaste storage permits. 
CARFENTER.C A-'- ..a:cr No: Assigned. 54FR19379 00190. 89/06/22. NRC ■ No De- 
tailed Affiliation Given. Ip. 533“4- ■.38-5338-' '.Si: 

8907050112 Comment sjcpcrtrg o'oposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel n NRC-.A;:c'Ovc-:; Storage Casks at Nuclear Power Reactor 
Sites." 

SNIFFER, J.D. Pacific Gas & Electric Co. 54FR19379 00204. 89/06/19. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 50353:065-50353:065. 

8907050115 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WEBER.C. Affiliation Not Assigned. 54 FR 19379 00201. 89/06/22. Docketing & Serv- 
ices Branch. Ip. 50353:064-50353:064. 

8907050118 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CAPTURE,J.D. Affiliati:.- N-dt 54FR 19379 00200. 89/06/19. Docketing & 

Services Branch. Ip. 333jr;-36:.:-:'i3253 r.6:: 

8907050136 Comment on proposed rules 10CFR50,72 & 170 re "Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." Other 
methods of storage of spent fuel at sites should be considered. 

AGARWAL.B.K. FW Energy Applications. Inc. 54FR19379 00176. 89/06/16. Docket- 
ing & Services Branch. 3pp, 50384:139-50384:141. 

8907050140 Advisory Committees," 10CFR7 final rule, defining poiicies & procedures to 
be foliowed by NRC in establishment, utilization & termination of advisory committees. 
CHILK.SJ. Office of the Secretary of the Commission. 54FR26947. 89/06/21. 39pp. 
50384:142-50384:180. 

8907050141 Comment opposing proposed rules 10CFR50,72 & 170 re proposal for cut- 
ting public out of decisionmakipo process i^ case of radwaste sto-ace pc-mits 
WILKES, J.C. Affila;:-n No; Assirir.od. 54FR-9379 00175. 89 C6’20. NRC - No De- 
tailed Affiliation G ve- ip. 53334-240-50384-24C 

8907050151 Comment opposing proposed Chapter 1 re below regulatory concern 
petition.Changing rules for economic benefit of nuclear industry displays continued in- 
ability & incompetence of NRC to perform mandated objective. 

MANETAS.M.J. Affiliation Not Assigned. 53FR49886 00225. 89/06/25. NRC - No De- 
tailed Affiliation Given. 2pp. 50384:218-50384:219. 

8907050154 Comment opposing proposed rules 10CFR50,72 & 170 re proposal for cut- 
ting public out of decisionmaking process in case of radwaste storaoe pe'-'^'ts 
MCFARLAN.C. Affiliation Not Assigned. 54FR19379 00174. 39/C6.'2C N.RC ■ No De- 
tailed Affiliation Given. Ip. 50384:220-50384:220. 

8907050155 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BERTELLI.A. Affiliation Not Assigned. 54FR19379 00173. 89/06/20. Docketing & 
Services Branch, ip. 50384:221-50384:221. 

8907050163 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

KEARNEY.J.J. Edison Electric Institute. 54FR19379 00172. 89/06/19. Docketing & 
Services Branch. 10pp. 50384:222-50384:231. 

8907050171 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR19379 00189. 89/06/22. Docketing & Services 
Branch. Ip. 50384:241-50384:241. 

8907050175 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SALESKA,S, Public Citizen’s Critical Mass Energy Project. 54FR19379 00171. 89/06/ 
19. Docketing & Services Branch. 2pp. 50384:242-50384:243. 

8907050176 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures,Sys & Components." Supports NRC con- 
cerns w/fraudulent, counterfeit or substandard components used. 

COLVIN,J,F. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 54FR9229 00007. 89/06/26. CHILK.S.J. Office of the Secretary of the 
Commission. 29pp. 50384:181-50384:209. 

8907050179 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR 19379 00198. 89/06/22. Docketing & Services 
Branch. 1p. 50384:244-50384:244. 


8907050180 Comment opposing proposed rules 10CFR50.72 & 170 re proposal for cut- 
ting public out of do: sic-~i;- 'n~ process in case of radwaste storage permits. 
LIEBERMAN.M.A 4- \c- 5^FR19379 00197. 89/06/22. NRC - No 

Detailed Affiliation Given. Ip. 3.' 2:-;.'; 

8907050187 Comment opposing proposed rules 10CFR50.72 & 170 re proposal for cut- 
ting public out of decision making process in case of radwaste storage permits. 
MCNAUGHTON.A. Affiliation N.-.; ^'■"n'‘9379 00196. 89/06/22, NRC - No 

Detailed Affiliation Given. Ip, ZZ3t‘. ZZZ-zZZzi-i Z'Z'. 

8907050191 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SCHROEDER.B. G.E. Stockholders Alliance Against Nuclear Power. 54FR19379 
00170. 89/06/17. Docketing & Services Branch, 'p "'■50384:247. 

8907050192 Comment opposing proposed rules 10CFR50,72 & 170 re proposal for cut- 
ting public out of rf-r.^s cr'-~'-,L -g emc-esf: in case of radwaste- sto'ar:": co-mits. 
BINDER. D. Affilia-.'C" ■*-ss.7 0-:. 5-; -^19379 00195. Si.L'C.S 'Cc:: -irj & Serv- 
ices Branch. Ip. .^34 -l:35-'- 23''.. 

8907050197 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

RICHTER. M.H. Commonwealth- Edison Co. 54FR19379 00169. 89/06/19. CHILK.S.J. 
Office of the Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 
2pp. 50384:245-50384:246. 

8907050201 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CHADDICK.J. Affiliatior •'.Ic*. A£s;--ad 5-'.FR 19379 00199. 89/06/22. Docketing & 
Services Branch. 1p. 5;)2£4 2~3-53-3i34..'-'.3. 

8907050205 Comment supccd'ng c-oocsed 'ules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in S'.c'agc Casks at Nuclear Power Reactor 

Sites." 

LOFLIN.LI. Carolina Power & Light Co, 54FR19379 00168. 89/06/19. CHILK.S.J. 
Office of the Secretary of the Commission. CHILK.S.J. Docketing & Services Branch. 
2pp. 50384:249-50384:250. 

8907050217 Comment on proposed rules 10CFR50,72 & 170 re "Storage of Spent Nu- 
clear Fuel in N=*C .A-c'ovr.d vFfc'agc Casks at Nuclear Power Reactor Sites." 
THORUP.C.S Assumnee- Corp 54FR19379 00167. 89/06/19, Docketing & 

Services Branch. 4pp, 50384:251-50384:254. 

8907050220 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

QUINN.V. Affiliation Not Assigned. 54FR19379 00166. 89/06/20. Docketing & Serv- 
ices Branch. Ip. 50384:255-50384:255. 

8907050225 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

PFLAMITZER.P. Affifal’cr N:* AsrJrod. 54FR 19379 00194. 89/06/22, Docketing & 
Services Branch. Ip. 5j3fi4-.'-:7-5:3ri4.257. 

8907050230 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

COEQUEST,G. AffiPatiop Not Assigned 54FR19379 00193. 89/06/22. Docketing & 
Services Branch, 'p. 533C4.?.5-3-5':ii54:i66. 

8907050233 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BUIDER.S.L Affiliation Not Assigned. 54FR19379 00192. 89/06/22. Docketing & 
Services Branch. 1 p. 50384:258-50384:258. 

8907050238 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WOODY.C.O. Florida Power & Light Co. 54FR19379 00191. 89/06/19. CHILK.S.J. 
Office cf 'Fe Sec'ets.-; 0^ the Commission. CHILK.S.J. Docketing & Services Branch. 
4pp. 5C364.2'J5-C03a4 233. 

8907110061 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

STEWART, W.L Virginia Power Vrvg’-^’a Elz-ct'ic & Co.). 54FR19379 00239. 89/' 

06/23. Docketing & Services Branc'- 3pp. 505 ' ■ :C6i:-::05' 1:067. 

8907110063 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

STRONG, D., STRONG, A. Affiliation Not Assigned. 54FR19379 00222. 89/06/26. 
Docketing & Services Branch. Ip. 50511:068-50511:068. 

8907110066 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BROWN.A. Affiliation Not Assigned. 54FR19379 00240. 89/06/28. Docketing & Serv- 
ices Branch. Ip. 50511:069-50511:069. 

8907110070 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

WELLS.M. Affiliation Not Assigned. 54FR19379 00224. 89/06/26. Docketing & Serv- 
ices Branch. Ip. 50511:070-50511:070. 

8907110073 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

SCHULZE,M., ACHULZE.C. Affiliation Not Assigned. 54FR19379 00225. 89/06/21. 
Docketing & Services Branch. Ip. 50511:071-50511:071, 
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8907110091 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LA BERGE.R. Affiliation Not Assigned. 54FR19379 00243. 89/06/21. Docketing & 
Services Branch. Ip. 50511:072-50511:072. 

8907110117 Requests extension of time to comment on proposed rule 10CFR2 re infor- 
ms' ^ear'-.-: crccedures for nuclear operate'’ 'ice'^smg ad'i.'dications, until 890703. 
Cr.-:-NC=r I B Shaw, Pittman, Pofs i T-c.-.L' o:;e 54FR17961. 89/06/27. 
SMITH, K. Office of the General Counsel .-cs: n'::?:;;. -p 50511:073-50511:073. 

8907110119 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LEWIS.M.I. Affiliation Not Assigned 54FR19379 00244. 89/06/29. Docketing & Serv- 
ices Branch. Ip. 50511:075-50511:075. 

8907110120 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

MANKOFZ,D. Affiliation Not Assigned. 54FR19379 00226. 89/06/26. Docketing & 
Services Branch. Ip. 50511:074-50511:074. 

8907110122 Comment supporting proposed rule 10CFR2 re informal hearing procedures 
for nuclear reactor operator licensing adiud'eatirrs 

FOGARTY, E.P. Philadelphia Electric Co ’ ■•95' 00006. 89/06/23. CHILK.S.J. 
Office of the Secretary of the Commission, ip. 50511:076-50511:076. 

8907110123 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

FRAWLEY.D. Affiliation Not Assigned. 54FR19379 00227. 89/06/26. Docketing & 
Services Branch. Ip. 50511:077-50511:077. 

8907110126 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites.” 

* Affiliation Not A.ssLnred E-'^R19379 00246. 89/06/29. Docketing & Services 
Branch. Ip. iOS" :78-’505;! 

8907110132 Requests 30-day extension of comment period on proposed rule 10CFR2 
re heari-ig c’ccedures for nuclear reacto' operator licensing adjudications. 

PE '‘.EF-.SCN.J. =’’o;-css ona Reactor Operator Society. 54FR17961. 89/06/26. Docket- 
ing & Services Branch. Ip. 50511:079-50511:079, 

8907110133 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

W-"TECLCUD.'<T. Affiliation Not Assigned. 54FR19379 00228. 89/06/26. Docketing 
& Sendees E'anc-- Ip. 50511:080-50511:080. 

8907110134 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CARPENTER, C. Affiliation Not Assigned. 54FR19379 00210. 89/06/23. Docketing & 
Services Branch. 1 p. 5051 1 :081 -5051 1 :081 . 

8907110135 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

DEAN.S. Affiliation Not Assigned. 54FR 19379 00229. 89/06/26. Docketing & Services 
Branch. Ip. 50511:082-50511:082. 

8907110138 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

COLE,J.. COLE,P. Affiliation Not Assigned. 54FR19379 00209. 89/06/23. NRC - No 
Detailed Affiliation Given. 1p.7, 50511:083-50511:083. 

8907110139 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

COOLEY.M. Affiliation Not Assigned. 54FR19379 00211. 89/06/18. NRC - No De- 
tailed Affiliation Given. Ip. 50511:084-50511:084. 

8907110141 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BINDER.B. Affiliation Not Assigned. 54FR19379 00212. 89/06/23. Docketing & Serv- 
ices Branch. Ip. 50511:085-50511:085. 

8907110142 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

QUILLIN.R.M. Colorado. State of. 54FR19379 00215. 89/06/19. Docketing & Services 
Branch. Ip. 50511:086-50511:086. 

8907110146 Comment supporting proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SHELTON.D.C. Toledo Edison Co. 54FR19379 00213. 89/06/19. Document Control 
Branch (Document Control Desk). Ip. 50511:087-5051 1:087. 

8907110151 Comment opposing proposed rules 10CFR50,72 & 170 re ‘‘Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

MYERS, K, Affiliation Not Assigned. 54FR19379 00230. 89/06/26. Docketing & Serv- 
ices Branch. Ip. 50511:088-50511:088. 

8907110152 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LEVINE, H. Affiliation Not Assigned. 54FR19379 00214. 89/06/23. Docketing & Serv- 
ices Branch. 1p. 50511:089-50511:089. 


8907110160 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

RUSSELUC.M. Affiliation Not Assigned. 54FR19379 00231. 89/06/26. Docketing & 
Services Branch. 1p. 50511:090-50511:090. 

8907110164 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BENETT,B. Affiliation Not Assigned. 54FR19379 00232. 89/06/26. Docketing & Serv- 
ices Branch. Ip. 50511:091-50511:091. 

8907110169 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR19379 00217. 89/06/23. Docketing & Services 
Branch. Ip. 50511:092-50511:092. 

8907110171 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CALLANAN,T. Affiliation Not Assigned. 54FR 19379 00216. 89/06/23. Docketing & 
Services Branch. Ip. 50511:093-50511:093. 

8907110173 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

DEAN.H. Affiliation Not Assigned. 54FR19379 00233. 89/06/26. Docketing & Services 
Branch. 1 p. 5051 1 :094-5051 1 :094. 

8907110175 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

HUNDSETH.E. Affiliation Not Assigned. 54FR 19379 00218. 89/06/23. Docketing & 
Services Branch. Ip. 50511:095-5051^:095. 

8907110178 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

PRINS.R.M. Affiliation Not Assigned. 54FR19379 00219. 89/06/23. Docketing & Serv- 
ices Branch. Ip. 50511:096-50511:096. 

8907110179 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SUHRE.P. Affiliation Not Assigned. 54FR19379 00234. 89/06/26. Docketing & Serv- 
ices Branch. 1p. 50511:097-50511:097. 

6907110184 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. S4FR 19379 00235. 89/06/26. Docketing & Services 
Branch. Ip. 50511:098-50511:098. 

8907110186 Comment supporting proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Tennessee Valley Authority. 54FR19379 00223. 89/06/21. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 5051 1:099-50511:100. 

8907110187 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." Rules 
should address specific manner of storage for dry casks. 

AGNES.P.W. Massachusetts, Commonwealth of. 54FR19379 00220. 89/06/19. Office 
of the Secretary of the Commission. Ip. 5051 1:101-50511:101. 

8907110193 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

FOWLE.B.D. Affiliation Not Assigned. 54FR19379 00245. 89/06/29. Docketing & 
Services Branch, ip. 50511:102-50511:102. 

8907110201 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LITTLEFIELD, S. Babcock & Wilcox Co. 54FR19379 00242. 89/06/15. NRC - No De- 
tailed Affiliation Given. Ip. 50511:103-50511:103. 

8907110203 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR 19379 00221. 89/06/20. Docketing & Services 
Branch. Ip. 50511:119-50511:119. 

8907110204 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

* Affiliation Not Assigned. 54FR19379 00236. 89/06/26. Docketing & Services 
Branch. Ip. 50511:104-50511:104. 

8907110205 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

LADAS,A.K. Affiliation Not Assigned. 54FR19379 00241. 89/06/28. Docketing & Serv- 
ices Branch. 1p. 50511:105-50511:105. 

8907110207 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

AUSLESTAD.P. Affiliation Not Assigned. 54FR 19379 00237. 89/06/26. Docketing & 
Services Branch. 1p. 50511:106-50511:107. 

8907110211 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

TARANTO.L. Affiliation Not Assigned. 54FR 19379 00238. 89/06/26. Docketing & 
Services Branch. 1 p. 5051 1 :1 08-5051 1 :1 09. 
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8907110221 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

SPOONHEIM.J. Affiliation Not Assigned. 54FR19379 00247. 89/06/29. Docketing & 
Services Branch. 1 p. 5051 1 :1 1 7-5051 1:117. 


8907130176 Proposes candidates for rulemaking re NRC emergency planning 
regulations, per SECY 881223 memo to EDO. Revs des'cned to o'arify reaulations to 
include what cc'--stitjtcr, oac'z sa scooo p-.c- to full zzv:-i' rs 

Operatcr-s 89/06/29. ZECH, 

ROBERTS, CARR Commissioners. 8pp. 50551:172-50551:188. 


8907110234 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

ADLER.D.E. Affiliation Not Assigned. 54FR19379 00248. 89/06/30. Docketing & Serv- 
ices Branch. Ip. 50511:118-50511:118. 

8907110258 Comment on proposed rule 10CFR50.Paragraph numbers correspond to 
questions in proposed rulemaking notice. 

KELLEY, R.E. CBl Services, Inc. (formerly Chicago Bridge & Iron Co.). 54FR9229 
00008. 89/06/27. Docketing & Services Branch. 7pp. 50511:110-50511:116. 

8907120001 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures, Sys & Components." 

RAHMAN,A. HiTech Engineering Services. 54FR9229 00021 . 89/07/02. Office of the 
Secretary of the Commission. 5pp. 50511:142-50511:146. 

8907120002 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." 

YURICH.F.J. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 
YURICH.F.J. Affiliation Not Assigned. 54FR9229 00020. 89/06/30. Docketing & Serv- 
ices Branch. 2pp. 50495:359-50495:360. 

8907120003 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures, Sys & Components." 
COCPER.H.F. Consumers Power Co. 54FR9229 00019. 89/06/30. CHILK,S.J. Office 
of the Secretary of the Commission. Ip, 50496:001-50496:001. 

8907120006 Comment supporting proposed rule 10CFR50. “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures, Sys & Components." 
SCHNELUD.F. Union Electric Co. 54FR9229 00018. 89/06/30. CHILK,S.J. Cffice of 
the Secretary of the Commission. 3pp. 50496:002-50496:004. 


8907130199 Staff requirements memo re 881221 affirmation/discussion & vote in 
Rockville.MD. 

HCYLE.J.C. Office of the Secretary of the Commission. M881221A. 88/12/23. 
PARLER,W.C. Office of the General Counsel (Post 860701). STELLO.V. Ofc of the 
Executive Director for Operations. 3pp. 50551:186-50551:188. 

8907170003 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant St'uctjres.Svs & Components." 
FOGARTY,E.P ohiladelohia E'ectrc Cc 5-'-r=:-2:<9 'c:2:]r. 89/07/06. CHILK.S.J. 
Office of the Si-C'G:=r. & :r.-:; Ccmr-sso' Ip. 50537:146-50537:146. 

8907170004 Comments on proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components.” Imposition of 
more regulatory requirements to acquisition of structures & sys will not improve safety. 
CAHILL,W.J. TU Electric (formerly Texas Utilities Generating Co.). 54FR9229 00034. 
89/07/05. CHILK.S.J. Office of the Secretary ot the Comimisslon. Ip. 50537:147- 
50537:147. 


8907170007 Comment on proposed rule 10CFR50, “Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures, Sys & Components." Agrees w/NUMARC 
comments provided to NRC on 890626. 

HAIRSTON.WG. Georgia Powe- Co. 54FR9229 00023. 89/07/05. CHILK.S.J. Office 
of tr.6 Secreic'v of tno CoTT.ssicn 2pp. 50537:123-50537:124. 

8907170080 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Plant Structures, Sys & Components.” Util 
accepts NUMARC comments. 

SORENSEN, G.C. Washington Public Power Supply System. 54FR9229 00054. 89/07/ 
06. CHILK.S.J. Office of the Secretary of the Commission. Ip. 50537:128-50537:128. 


8907120008 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Pow^r Plant Structures.Sys & Components." 

MARQUIS.L. Quadrex Corp. 54FR9229 00017. 89/06/30. Docketing & Services 
Branch. 8pp. 50496:005-50496:012. 

8907120009 Comment supporting proposed rule 10CFR50. “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components.” 

REED.C. Commonwealth Edison Co. 54FR9229 00016. 89/06/30. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 50496:058-50496:058. 

8907120013 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 
PARKER.T.M. Northern States Power Co. 54FR9229 00015. 89/06/30. Docketing & 
Services Branch. Ip. 50496:059-50496:059. 

8907120016 Comment supporting proposed rule 10CFR50. "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 
MCMEEKIN.T.C. Duke Power Co. 54FR9229 00013. 89/06/29. Docketing & Services 
Branch. 1p. 50496:060-50496:060. 

8907120026 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 
CAVANAUGH.W. Entergy Corp. 54FR9229 00014. 89/06/30. CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 50511:147-50511:148. 

8907120029 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 

MARRIOTT, P.W. General Electric Co. 54FR9229 00012. 89/06/29. Docketing & Serv- 
ices Branch. 25pp. 50496:061-50496:085. 

8907120036 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." 

DICUS.G.J. Arkansas, State of. 54FR9229 00011. 89/06/28. Docketing & Services 
Branch. 1p. 50496:086-50496:086. 

8907120043 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 

SCHERER. A.E. Combustion Engineering. Inc. 54FR9229 00010. 89/06/27. CHILK.S.J. 
Office of the Secretary of the Commission. 1 1 pp. 50496:087-50496:097. 

8907120049 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." 

BOWLES, K.C. Sandvik Special Metals Corp. 54FR9229 00009. 89/06/22. Docketing 
& Services Branch. 5pp. 50496:098-50496:102. 

8907120059 Forwards corrected comment opposing proposed rule 10CFR2, "Informal 
Hearing Procedures for Nuclear Reactor Operator Licensing Adjudications." 
CHARNOFF.D.B. Shaw, Pittman, Potts & Trowbridge. 54FR 17961 00007. 89/07/05. 
CHILK.S.J. Office of the Secretary of the Commission, 1p. 50496:103-50496:105. 

-8907120064 Corrected comment opposing proposed rule 10CFR2, "Informal Hearing 
Procedures for Nuclear Reactor Licensing Adjudications." 

CHARNOFF.D.B. Shaw, Pittman, Potts & Trowbridge. 64FR 17961 00007. 89/07/03. 
CHILK,S.J. Office of the Secretaiy of the Commission. 2pp. 50496:104-50496:105. 

8907120082 Proposed rule 10CFR2, "Informal Hearing Procedures for Nuclear Reactor 
Operator Licensing Adjudications." Proposed rule extends comment period for addi 45 
days. 

CHILK.S.J. Office of the Secretary of the Commission. 54FR17961. 89/07/03. 2pp. 
50496:106-50496:107. 

8907120084 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

BESSIN.E. Affiliation Not Assigned. 54FR19379 00249. 89/07/05. Docketing & Serv- 
ices Branch. 1p. 50496:108-50496:108. 

8907120091 Comment supporting proposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 

SYLVIA, B.R. Detroit Edison Co. 54FR9229 00022. 89/07/03. Docketing & Services 
Branch. 3pp. 50512:047-50512:052. 


8907170086 Comment sjcocrt’ng p'oposod rule 10CFR50, “Acceptacne of Products 
Purchased for Use in Njciear ^cwo' ^lart Structures.Sys & Components." 

HIATT, S.L. Ohio Citizens for Responsible Energy. 54FR9229 00053. 89/07/05. NRC - 
No Detailed Affiliation Given. 12pp. 50537: 1 29-50537: V-O. 

8907170094 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 
MCBURNETT,M,A. f'oustcr Lichtirg & Power Co. 54FR9229 00051. 89/07/05. 
CHILK.S.J. Office of the Ser/eiay o: the Commission. Ip. 50537:141-50537:141. 

8907170113 Comment on proposed rule 10CFR50, “Acceptance of Products Purchased 
for Use in Nuclear Power Plants Structures.Sys & Components." Problem of bias inun- 
dates nuclear industry re concept of defense in depth. 

LEWIS.M.I. Lewis,. M, 54FR9229 00052. 89/07/05. Office of the Secretary of the 
Commission. 1p. 50537:142-50537:142. 

8907170130 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." Util supports com- 
ments submitted in NUMARC 890626 Itr. 

TREVORS, G.A. Nebraska Public Power District. 54FR9229 00050. 89/07/03. 
CHILK.S.J. Office of the Secretary of the Commission. 1p. 50537:148-50537:148. 

8907170136 Comment on proposed rule 10CFR50, “Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." Current regulations 
adequate to assure acceptability of purchased products. 

SHANK,J.R. Automatic Switch Co. 54FR9229 00049. 89/06/29. Docketing & Services 
Branch. 3pp. 50537:143-50537:145. 

8907170137 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." 

CREEL.G.C. Baltimore Gas & Electric Co. 54FR9229 00024. 69/06/30. Docketing & 
Services Branch. 4pp. 50537:205-50537:208. 

8907170149 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur-i 
chased for Use in Nuclear Power Plant Structures.Sys & Components.” 

BARRETT.P.A. American Electric Power Service Corp. * Indiana Michigan Power Co. 
54FR9229 00035. 89/07/05. CHILK.S.J. Office of the Secretary of the Commission. 
CHILK,S.J. Docketing & Services Branch. 2pp. 50537:203-50537:204. 

8907170159 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." 
CRAWFORD.A.C. Public Service Co. of Colorado. 54FR9229 00026. 89/07/05. 
CHILK.S.J. Office of the Secretary of the Commission. CHILK.S.J. Docketing & Serv- 
ices Branch. Ip. 50537:202-50537:202. 

8907170164 Comment on proposed rule 10CFR50, “Acceptance of Products Purchased 
for Use In Nuclear Power Plant Structures.Sys & Components." Agrees w/NUMARC 
comments provided to NRC on 890626. 

HAIRSTON.W.G. Alabama Power Co. 54FR9229 00025, 89/07/03. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 50537:201-50537:201. 

8907170169 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." Supportive of regula- 
tion re investigation & prosecution of companies involved in fraudulent activities. 

LING.J. American Society of Mechanical Engineers. 54FR9229 00033. 89/06/29. 
Docketing & Services Branch. 13pp, 50537:188-50537:200. 

8907170177 Comment on proposed rule 10CFR50, “Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." Unnecessary for NRC 
to insist on enhanced traceability controls on general basis. 

NANDY.F.R. Southern California Edison Co. 54FR9229 00031, 89/07/06. Docketing & 
Services Branch. 30pp. 50537:158-50537:187. 

8907170184 Comment supporting proposed rule 10CFR50, "Acceptance of Products 
Purchased for Use in Nuclear Power Plant Structures.Sys & Components." 

LOFLIN.L.i. Carolina Power & Light Co. 54FR9229 00032. 89/07/06. CHILK.S.J. 
Office of the Secretary of the Commission. 1p. 50537:155*50537:155. 
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8907170196 Comment opposing proposed rule 10CFR50. “Aoccpt »-:;-2 c' Products Pur- 
chased for Use in Nuclear Power Plaint Structures Svs & Cz'r.pc''ie''ts 
NOTTINGHAM. A. W. Bishop, Cook, i Revc.cs. ‘ '‘Arkansas Power & Light Co. 

* Florida Power & Light Co. 54FR;-:.i:J? arr. ::.-:; CHILK.S.J. Office of the 

Secretary of the Commission. 6pp. 50537:149-50537:154. 

8907170200 Comme"t cooosinc o-'ccosed rule 10CFR50. “Acceptance of Products Pur- 
chased for Use in '■.uc:-:-..ir -cwo- = an: St'.-.:t.:'C5 Svs Components." 

STE'NHA.PDT 3 ~ Wisconsin Public So'vice Co'p 54FR9229 00028. 89/07/05. 
C:-cke‘..'ig & Sc-'i/ jes Branch. 2pp. 50537:156-50537:157. 

8907170206 Comment sucocrtmg p'oposed rule 10CFR50, “Acceptance of Products 
Purchased for Use in -.-a' -;j.vor Plant Structures. Svs & Components." 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey.’ 54FR9229 
00030. 89/07/05. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 
50537:125-50537:126. 


8907180198 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components," per NUMARC 
890626 comments. 

FAY.C.W. Wisconsin Electric Power Co. 54FR9229 00048. 89/07/07. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 50562:351-50562:352. 

8907180223 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures, Sys & Components." 

SHIPP.D.K. National Electrical Manufacturers Association. 54FR9229 00038. 89/07/ 
05. Docketing & Services Branch. 2pp. 50902:207-50902:208. 

8907180283 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plants Structures, Sys & Components." 

KAPLAN, A. Cleveland Electric Illuminating Co. 54FR9229 00040. 89/07/05. Office of 
the Secretary of the Commission. 25pp. 50563:003-50563:027. 


8907170222 Comments on proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Suggests that 
solution lies on implementation of existing plant-specific procurement programs. 
EDWARDS.D.W. Yankee Atomic Electric Co. 54FR9229 00029. 89/07/05. Docketing 
& Services Branch. 2pp. 50537:209-50537:210. 


8907180471 Responds to 890511 Itr re demonstration of compliance w/lower Ra-222 
concentration limits in revised 10CFR20. Ack concerns on radon issue & plans made 
to fonward position to Commission in future which will address issue. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
07/03. KNEBEL,J.A. American Mining Congress. 2pp. 50596:010-50596:014. 


8907170232 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Slr.jctL-f;S.Svs S: Components." 
FEIGENBAUMJ.C. Public Service Co. C New -■.r-hp.-''.'e. 54FR9229 00037. 89/07/ 
06. Docketing & Services Branch. Ip. 50537:127-50537:127. 

8907170488 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

REAVIS,E. Affiliation Not Assigned. 54FR 19379 00251. 89/07/07. Docketing & Serv- 
ices Branch. Ip. 50537:211-50537:211. 

8907180053 Requests extension of time for submission of ccrrm-cnts rc rccjest for 
hearing or/& petition to intervene on Commission proposed .N3HC 'le;err!na‘.:on con- 
cerning license amend request to increase plant allowable power level. 

HOLT,J. Public Interest Research Group. New York. 54FR23309. 89/07/06. NRC - No 
Detailed Affiliation Given. 1p. 50596:179-50596:179. 

8907180063 Comment oppos-nq pmccsed ru'e 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Pcwc' 'ist. S;r'..r-.-j'cs.Sys & Components." NRC guidance 
cr s-b; c* prccu'-ement would be mere app'cpratc- mar n-aw regulations. 

COC.KF ELD.D./v. Portland General Elec:'.:: Co. 5''.FR9229 00041. 89/07/05. Docket- 
ing & Services Branch. Ip. 50562:350-50562:350. 

8907180078 Correction to proposed rule 10CFR2 , “Manner of Sve of Pleadings Upon 
Secretary of Commission." Correction adds mailing address for Secretary of Commis- 
sion & to‘ezQC’cr phone number. 

PHILIPS,- D. D vision of Freedom of Information & Publications Services (Post 
890205). 54FR26730. 89/07/03. 2pp. 50562:355-50562:356. 

8907180089 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." App B pro- 
gram & reg guide would provide more appropriate & sufficient guidance. 
JOHNSON.W.J. Westinghouse Electric Corp. 54FR9229 00042. 89/07/05. CHILK.S.J. 
Office of the Secretary of the Commission. 33pp. 50563:028-50563:060. 

8907180112 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Enactment of 
Generic Ltr 89-02 requirements & info sharinc would ach'evc desired results. 
MORRIS.K.J, Omaha Public Power District. '5-':FR9.‘??9 0C044. 89/07/05. CHILK.S.J. 
Office of the Secretary of the Commission. 1 p. 50562:349-50562:349. 

8907180128 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Current NRC 
regulations & industry in'tist'ves adequate'*/ address subj rule concerns. 

RAY.M.J. Tennessee Vai AjihC'.:y. 5-:i^R922D 00043. 89/07/05. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 50562:347-50562:348. 

8907180140 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Existing 
regulations, codes & stds along w/industry activities considered adequate. 

SHIFFER,J.D. Pacific Gas & Electric Co. 54FR9229 00045. 89/07/05. CHILK.S.J. 
Office of the Secretary of the Commission. 1 p. 50562:346-50562:346. 

8907180159 Advises that comments on proposed rule change to 10CFR50 will be pro- 
vided no later than 890725. 

ROUSSO.S. Energy. Dept. of. 54FR9229. 89/07/05. Office of the Secretary of the 
Commission. Ip. 50562:345-50562:345. 

8907180160 Comment opposing final rule published in FR on “Manner of Sve of Plead- 
ings Upon Secretary of Commission.” Author believes rule should have been pub- 
lished for public comment as proposed rule bofere tsirc eracted. 

HIATT, S.L Ohio Citizens for Responsible Ere-ov. ■54“R26730 00001. 89/07/07. 
MULLINS, C.E. Office of the General CounserfPost 860701). 2pp. 50562:357- 


8907180169 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Industry on- 
going improvement efforts should be given opportunity to resolve issues. 

SULLIVAN, J.L. General Public Utilities Corp. - GPU Service Corp. 54FR9229 00046. 
89/07/05. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50562:343- 


8907180183 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Existing 
regulations.codes & stds along w/industry activities would prove more effective. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 54FR9229 00047. 89/ 
07/06. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 50562:353- 
50562:354. 


8907180185 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 
54FR9229 00039. 89/07/05. CHILK.S.J, Office of the Secretary of the Commission. 
2pp. 50563:001-50563:002. 


8907190338 Forwards documents re regulatory history for final rule revising 10CFR Part 
0, "Conduct of Employees," published in 880913 FR. Documents designated as either 
for PDR or for Central Files. 

KORWIN.M. Assistant General Counsel for Adjudications & Opinions. AC92-2 01. 89/ 
07/13. Document Control Branch (Document Control Desk). 6pp. 50641:269- 
50641:279. 

“8907190346 Package of 880913 FR re 10CFR Part 0, “Restrictions Against Ownership 
of Certain Security Interests by Members of Advisory Committee on Nuclear 
Waste:Gifts,Entertainment & Favors.” 

* NRC ■ No Detailed Affiliation Given. AC92-2 02. 89/07/13. 4pp. 50641:275- 
50641:279. 


8907190390 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." 

WOODY.C.O. Florida Power & Light Co. 54FR9229 00060. 89/07/10. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 50641:229-50641:229. 

8907190393 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plants Structures.Sys & Components." Mod to exist- 
ing regulations would not provide most effective course of action. 

SHELTON, D.C. Toledo Edison Co. 54FR9229 00056. 89/07/06. CHILK.S.J. Office of 
the Secretary of the Commission, ip. 50592:107-50592:107. 

8907190396 Comment on proposed rule 10CFR50, "Acceptance of Products Purchased 
for Use in Nuclear Power Plant Structures.Sys & Components." Util supports 
NUMARC 890626 comments & conclusions. 

DEDDENS.J.C. Gulf States Utilities Co. 54FR9229 00055. 89/07/05. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 50592:108-50592:108. 

8907190398 Comment opposing proposed rules 10CFR50,72 & 170 re "Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

MASTERS, T. Affiliation Not Assigned. 54FR 19379 00252. 89/07/10. Office of the 
Secretary of the Commission, ip. 50592:109-50592:109. 

8907190402 Comment on streamlining onsite storage of spent nuclear fuel at nuclear 
power plants.Clarification of three listed items requested. 

BRAUND.R.I. Wisconsin, State of. 54FR19379 00254. 89/06/28. Office of the Secre- 
tary of the Commission. Ip. 50581:146-50581:146. 

8907190404 Comment opposing proposed rules 10CFR50,72 & 170 re cutting public out 
of decision-making process in case of radwaste storage permits. 

POOL.M.L. Affiliation Not Assigned. 54FR 19379 00253. 89/07/10. Office of the Sec- 
retary of the Commission. Ip. 50581:145-50581:145. 

8907200235 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components," Procurement 
rule premature & unwarranted at present time. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 54FR9229 00061. 89/07/10. CHILK.S.J. Office of the Secretary of the Commis- 
sion. 4pp. 50586:358-50586:361 . 

8907200253 Comment opposing proposed rule 10CFR50, "Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Proposed 
rulemaking has potential to be overly proscriptive. 

HOLTZSCHER.D.L Illinois Power Co. 54FR9229 00058. 89/07/07. CHILK.S.J. Office 
of the Secretary of the Commission. 14pp. 50587:001-50587:014. 

8907200262 Comment opposing proposed rule 10CFR50, “Acceptance of Products Pur- 
chased for Use in Nuclear Power Plant Structures.Sys & Components." Significant & 
independent industry efforts already underway to address issue. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 54FR9229 00057. 89/07/07. 
CH1LK,S.J. Cffice of the Secretary of the Commission. 2pp. 50583:359-50583:360. 

8907240432 Comment supporting proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

CREEL, G.C. Baltimore Gas & Electric Co. 54FR19379 00250. 89/06/30. Docketing & 
Services Branch. 2pp. 50636:080-50636:081. 

8907240442 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control. 

PERATA,D. Alameda County. CA. 53FR49886 00226. 89/07/12. Office of the Secre- 
• tary of the Commission. 2pp. 50640:299-50640:300. 

8907240451 “NEPA Review Procedures for Geologic Repositories for High Level 
Waste," 10CFR2,61 & 60 final rules.Rules adopt procedures for implementation of 
NEPA w/re^ect to geologic repositories for high level radwaste. 

CHILK,S.J. Office of the Secretary of the Commission. 89/06/28. 37pp, 50636:042- 
50636:079. 
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8907240486 Comment re proposed Chapter 1 concerning policy statement on exemp- 
tion from regulatory control. 

SHANK.R.L Ohio. State of. 53FR49886 00227. 89/07/12. TREPAL.C. Sierra Club. Ip. 
50636:041-50636:041. 

8907270107 Comment opoosing oroposed Chapter 1 re Policy Statement on Exemption 
From Regulatory Cont.'oi.US sh.ouio not allow any more radwaste to be produced until 
truly safe & final disposal technology developed. 

BUCKNER, B. Affiliation Not Assigned. 53FR49886 00228. 89/07/19. Office of the 
Secretary of the Commission. Ip. 50648:188-50648:188. 

8907270150 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 10CFR72.6(c) should be revised to provide for storage w/o ISFSI requirement. 
HAIRSTON.W.G. Georgia Power Co. 54FR 19379 00256. 89/07/07. Docketing & Serv- 
ices Branch. 3pp. 50648:189-50648:191. 

8907270168 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Regulation w/o any independent oversight jeopardizes health & safety of many 
people. 

WATKINS, B.M. Affiliation Not Assigned. 54FR19379 00257. 89/07/11. Docketing & 
Services Branch. Ip. 50648:192-50648:192. 

8907270176 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." 

O'BRIEN.M. Affiliation Not Assigned. 54FR19379 00258. 89/06/12. NRC - No De- 
tailed Affiliation Given. Ip. 50648:251-50648:251. 

8907270189 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Regulation w/o any independent oversight jeopardizes health & safety of 
many. 

FRANK.M. Affiliation Not Assigned. 54FR 19379 00259. 89/07/14. Docketing & Serv- 
ices Branch. 1p. 50648:31 1-50648:31 1. 

8907270195 Comment supporting proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Rule would benefit industry. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
54FR19379 00260. 89/06/13. Docketing & Services Branch. Ip. 50648:312- 
50648:312. 

8907270208 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Regulation w/o any independent oversight jeopardizes health & safety of 
many. 

SISK.S. Affiliation Not Assigned. 54FR19379 00263. 89/07/13. Docketing & Services 
Branch. Ip. 50648:313-50648:313. 

8907270216 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Public should not be cut out of decision-making on radwaste storage permits. 
HAMILTON, L. HAMILTON.P. Affiliation Not Assigned. 54FR19379 00262. 89/06/19. 
NRC - No Detailed Affiliation Given. Ip. 50648:314-50648:314. 

8907270223 Comment opposing proposed rules 10CFR50,72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Regulation w/o any independent oversight jeopardizes health & safety of 
many. 

HAMILTON.A. Affiliation Not Assigned. 54FR19379 00264. 89/07/21. Docketing & 
Services Branch, ip. 50648:315-50648:315. 

8907270235 Comment opposing proposed rules 10CFR50.72 & 170 re “Storage of 
Spent Nuclear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor 
Sites." Public comment essential since people often know more about safety prob- 
lems than experts. 

HULL.M.V. Bozeman, MT. 54FR19379 00261. 89/07/13. NRC - No Detailed Affiliation 
Given. 1 p. 50802: 1 1 2-50802: 112. 

8907270265 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." 
10CFR72.6(c) should be revised to provide for fuel storage w/o ISFSI requirement. 
HAIRSTON.W.G. Alabama Power Co. 54FR 19379 00255. 89/07/07. Docketing & 
Services Branch. 3pp. 50648:316-50648:318. 

8907270316 Comment on proposed rules 10CFR50,72 & 170 re “Storage of Spent Nu- 
clear Fuel in NRC-Approved Storage Casks at Nuclear Power Reactor Sites." Pro- 
posed rule will not achieve purpose.due to content of 1 0CFR72.6. 

ROUSSO.S. Energy. Dept. of. 54FR 19379 00265. 89/07/24. Docketing & Services 
Branch. 2pp. 50648:319-50648:320. 

8907270320 Proposed rules 10CFR30, 40, 50.60.70, 72 & 150 re preserving free flow of 
info to Commission.Proposed rules would require licensees to ensure that conditions 
in settlement agreements under Section 210 of Energy Reorganization Act not im- 
posed. 

CHILK,S.J. Office of the Secretary of the Commission. 54FR30049. 89/07/12. 27pp. 
50648:321-50648:347. 

8907270325 Comment opposing proposed Chapter 1 re policy statement on exemption 
from regulatory control.Urges NRC to reverse decision & halt actions that have been 
taken to deregulate radwaste & other matls. 

CA1N,M.A. Ohio, State of. CAIN.M.A. Affiliation Not Assigned. 53FR49886 00229. 89/ 
07/18, CHILK.S.J. Office of the Secretary of the Commission. 2pp, 50648:348- 
50648:349. 


PROJ PROJECTS - PREDOCKET LICENSING 

8906290092 Forwards request for add! info re ALWR requirements document re fire 
protection.Criteria for separation between redundant shutdown sys within containment 
requested. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
GL-81-12. 89/06/08. KINTNER.E.E. ALWR Utility Steering Committee. KINTNER.E.E. 
General Public Utilities Corp. - GPU Service Corp. 7pp. 50388:302-50388:308. 


8906290302 Concurs w/recipient position that Issues ll.G.l & 23 re pressurizer equip- 
ment electric power & threat of reactor coolant pump seal 
LOCA.respectively.resolved. 

LONG.W.O. Standardization & Non-Power Reactor Project Directorate (Pre 890730), 
89/06/16. KINTNER.E.E. ALWR Utility Steering Committee. 3pp. 50348:081- 
50348:083, 

8906300109 Requests that NRC complete early safety review of “AP600 Plant Descrip- 
tion Rept," in Sept 1989 so that results of review can be used as input into design 
cert'ficat'or' proo-'am aTeadv becun 

.OHNSCN.W „ " .Ves: -cncjs-r: “Icctric Corp. NS-NRC-89-3440. 89/06/12. Office of 
Nuclear Rc-a=:c' Reguia’C'*. D rec::' (Post 870411). 5pp. 50378:290-50378:294. 

8907060198 Summarizes 890627 telcon w/util re 890609 press release concerning for- 
mation of Louisiana Energy Sves to proceed w/ plans to develop U enrichment plant 
in State of LA.Venture will include Fluor Daniel, URENCO & Northern States Power. 
LOYSEN.P. Fuel Cycle Safety Branch. 89/06/29. ROUSE, L.C. Fuel Cycle Safety 
Branch. Ip. 50431:353-50431:353. 

8907060211 Notification of 890613 meeting w/GNSI in Rockville, MD to discuss fuel 
basket matl deviation reported by GNSI. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/06/21. ROUSE, L.C. Fuel Cycle Safety 
Branch. 3pp. 50414:301-50414:318. 

-8907060219 Partially deleted Itr re GNS deviation rept QS 89-105 re discrepancy be- 
tween requirements of matls spec BS 05, Rev 2 at 350 C being reviewed. 

SCHWARTZ, M.W. Lawrence Livermore National Laboratory. SM89-052. 89/05/31. 
ROBERTS, J.P. Office of Nuclear Material Safety & Safeguards, Director. 15pp. 
50414:304-50414:318. 

8907060282 Forwards revised operational safety requirement manual, consisting of Rev 
4 to TR-IRTS-5, "STS Process Instrument Limits," Rev 3 to TR-IRTS-7, “Sampling & 
Analysis Requirements for Tank 5D-15B'' & latest table of contents. 

DOMES, L.E., SCHIFFHAUER.C. West Valley Nuclear Services Co., Inc. 25687. 89/ 
06/23. NRC - No Detailed Affiliation Given, 5pp. 50435:001-50435:022, 

—8907060283 Rev 4 to TR-IRTS-5, “STS Process Instrument Limits." 

* West Valley Nuclear Services Co., Inc. 89/06/22. 7pp. 50435:006-50435:012. 

—8907060286 Rev 3 to TR-lRTS-7, “Sampling & Analysis Requirements for Tank 5D- 
15B." 

* West Valley Nuclear Services Co., Inc. 25687. 89/06/22. 10pp. 50435:013- 
50435:022. 

8907070098 Forwards proprietary supplementary info to Deviation Rept QS 89-105, 
“Castor V/21 Cask Fuel Basket Matl (Serial 010, 011,012,013) for Virginia Power 
Surry Station ISFSI." Info withheld. 

PAQUIN.P.L General Nuclear Systems, Inc. 25645. 89/06/20. ROBERTS, J.P. Fuel 
Cycle Safety Branch. 2pp. 50454:284-50454:285. 

8907070156 Forwards Rev 2 to WVNS-SAR-002, "West Valley Demonstration Project 
SAR Vol IhExisting Plant & Operations." 

DOMES.LE., SCHIFFHAUER.C. Energy, Dept. of. 25668. 89/06/22. HURT.R.D. NRC 
- No Detailed Affiliation Given. 4pp. 50436:083-50437:137. 

-8907070157 WVNS-SAR-002 R02 Rev 2 to “West Valley Demonstration Project 
SAR, Vol II: Existing Plant & Operations." W/four oversize figures. 

* Energy, Dept. of. 89/06/30. 350pp. 50436:087-50437:137. 

8907070329 Fonwards Rev 4 to TR-IRTS-5, “STS Process Instrument Limit" & Rev 3 to 
TR-lRTS-7, "Sampling Analysis Requirements for Tank 5D-15B." 

DOMES.LE., SCHIFFHAUER.C. West Valley Nuclear Services Co.. Inc. 25667. 89/ 
06/23. West Valley Nuclear Services Co., Inc. 6pp. 50455:118-50455:138. 

8907110092 Advises that correction to Chapter 11.0, “QA Program" of E-7107 re TN-24 
dry storage cask, required. 

NuLAN.D.J. Transnuclear, Inc. E-10992. 89/07/05. ROUSE.L.C. Division of Industrial 
& Medical Nuclear Safety (Post 870729). 2pp. 50500:336-50500:336. 

8907120108 Forwards SER accepting Rev 1 to ‘TN-24 Dry Storage Cask Topical Rept” 
as ref w/exception of Chapter 10, “Operating Limits Summary." Publication of ap- 
proved version of rept w/ proprietary info separate requested within 3 months. 
ROBERTS, J.P. Fuel Cycle Safety Branch. 89/07/05. HANSON, A. Transnuclear, Inc. 
7pp. 50512:295-50513:014. 

-8907120112 Topical rept evaluation of Rev 1 to “TN-24 Dry Storage Cask Topical 
Rept." Rept acceptable for ref except for Chapter 10, “Operating Limits Summary.” 

* Office of Nuclear Material Safety & Safeguards. Director. 89/07/31. 73pp. 
50512:302-50513:014. 

8907130132 Forwards request for addi info re CESSAR-DC.Sys 80-f, including emer-. 
gency preparedness, plant sys, reactor sys, chemistry, radiation protection & reactor 
safeguards. 

KENYON,T.J. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/06/26. SCHERER, A.E. Combustion Engineering, Inc. 15pp. 50530:231-50530:245. 

8907130139 Forwards nonproprietary Rev 1A to 08-27164, “Topical Rept for Foster 
Wheeler Modular Vault Dry Store (MVDS) For Irradiated Nuclear Fuel,*' Vols l-lll & 
proprietary Rev 1A to Vols I & II to 08-271 64.Proprietary version withheld. 
AGARWAL,B.K. FW Energy Applications. Inc. 25708. 89/07/05. ROBERTS, J.P. Fuel 
Cycle Safety Branch. 2pp. 50515:104-50515:104. 

-8907130140 08-27164 R01A Rev 1A to "Topical Rept for Foster Wheeler Modular 
Vault Dry Store (MVDS) for Irradiated Nuclear Fuel," Vols l-lll. 

“ FW Energy Applications, Inc. 26708. 87/10/31. 1,500pp. 50515:105-50519:018. 

8907140157 Summary of 890606-07 meetings w/BNL & C-E re concerns resulting from 
NRC & BNL review of Sys 80+ baseline PRA. List of meeting attendees.agenda & 
viewslides end. 

KENYON.T.J. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
89/07/06. Standardization & Non-Power Reactor Project Directorate (Pre 890730). 
71 pp. 50541 -.343-50542:053. 

8907140252 Forwards questions & comments re “Topical SAR for Castor X Cask for 
ISFSI (Dry Storage)." 

ROBERTS, J.P. Fuel Cycle Safety Branch. 89/07/12. BARNHART, V.J. General Nucle- 
ar Systems, Inc. 22pp. 50544:248-50544:269. 
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8907170039 Forwards response to NRC 881215 request for addi info re Advanced Re- 
actor Severe Accident Program Topic Paper Set 3 involving PRA 
methodology.Advanced reactor severe accident program end. 

SCHERER.A.E. Combustion E'^ginee-ng. Inc. 10-89-070. 89/07/06. SINGH.R. Docu- 
ment Control Branch iDocLm-j.nf’ Cc'-'-rd Desk). 12pp. 50547:171-50547:294. 

-8907170102 "Advanced Reactor Severe Accident Program, C-E Interim External 
Events Integration W3S ■‘0.4.4.’’ 

.HAR=:SCn'D G 'LNERA Corp. (subs, of TERA Corp.). 89/02/28. 112pp. 50547:183- 
50547:294. 

8907180113 Advises that AECL Technologies 890713 proposed presentation on techni- 
cal aspects of CANDU 3 reactor & AECL Technologies considered premature, per 
890625 Itr to Chairman Carr.AECL recommended to work w/NRC for mutual date & 
forum. 

STELLO.V. Ofc of the Executive Director for Operations. 89/07/10. DURANTE.R.W. 
Atomic Energy of Canada, Ltd. 5pp. 50572:152-50572:158. 

-8907180116 Proposes 890713 presentation in Rockville.MD by senior technical & mgt 
personnel from AECL Technologies on CANDU 3 sys.Organizational characteristics 
will be reviewed & plant technical features & design innovations discussed. 

DURANTE, R.W. Atomic Energy of Canada, Ltd. 89/06/25. CARR.K. Commissioners. 
2pp. 50572:157-50572:158. 

8907200074 Notification of 890727 meeting w/AECL Technologies in Rockville.MD to 
discuss background & programmatic overview of AECL Technologies & introduction to 
technical features of CANDU-3 nuclear power plant. 

PERSINKO.D. Policy Development & Technical Support Branch (Post 870411). 89/ 
07/14. THOMAS.C.O. Policy Development & Technical Support Branch (Post 
870411). 2pp. 50614:321-50614:322. 

8907200202 Notifies of initial mgt meeting w/Lcuis:ana Energy Svcs on 890801 to begin 
licensing process for commercial U enrichment ciant.oe- l r-CFRi-O 
LOYSEN.P. Fuel Cycle Safety Branch. 89/07/17. BERNERO.R.M., ARLOTTO.G.A. 
Office of Nuclear Materia.' Safety & Safc-cuards.D'-ector. CUNNINGHAM, R.E. Division 
of Industrial & Medical N-.-cea'- Safety (Post 870729). 3pp. 50613:330-50613:332. 

8907250012 Forwards draft SER on Chapter 1 of EPRI requirements document & actual 
& estimated review schedule for advanced LWR project.Estimated dates preliminary & 
subj to rev after EPRI/NRC discussions. W/o ends. 

BLAHA.J.L. Ofc of the Executive Director for Operations. 89/07/14. GRAY.J.R. Com- 
missioners. Ip. 50646:082-50646:082. 


8907110427 LER 89-008-00:on 890607, during quarterly fail-safe testing, valve 1-1601- 
23 would not fail closed on loss of instrument air.Caused by use of colorftow control 
valve instead of check valve.Valve to be replaced.W/890703 Itr. 

KORNETA.R., BAX.R.L Commonwealth Edison Co. RLB-89-134. 89/07/03. 6pp. 
50449:067-5044^72. 

8907120014 Final deficiency rept re failure of Beckman Co auxiliary feedwater steam 
generator level controllers.lnitlally reported on 860430. Defective controllers sent to 
Rosemount. Replacements will be installed prior to fuel load. 

RAY.M.J, Tennessee Valley Authcrity. 89/07/07. Document Control Branch (Docu- 
ment Control Desk). 4pp. 505 '0:348-50510:35 1. 

8907130337 Final deficiency & Part 21 rept re defective weld in component cooling 
water surge tank.lnitially reported on 89061 2.Caused by poor workmanship during Ap- 
plied Engineering Co fabrication.Crack in baffle plate repaired. 

RAY,M.J. Tennessee Valley Authority, 89/07/11. Document Control Branch (Docu- 
ment Control Desk), 3pp, 50536:283-50536:285, 

8907170058 Potential significant deficiency & Part 21 rept re insufficient actuator force 
to open atmospheric dump valves. New plug assembly & new piston ring assembly 
should be Installed.NRC also informed of problem, 

STERUD,C.G. Control Components, Inc. 89/06/28. HINNANT,S. Carolina Power & 
Light Co. 2pp. 50548:084-50548:085. 

8907170453 Final Part 21 & deficiency rept re failure of Melamine torque switches in 
Limitorque valve actuators due to post-mold shrinkage or breakage of cam lug.lnitially 
reported on 89021 S.Switches will be replaced by fuel load. 

RAY,M.J. Tennessee Valley Authcnty. 89^07/13. Document Control Branch (Docu- 
ment Control Desk). 4pp, 50555:075-50,555 078. 

8907180232 Part 21 rept re defects discovered in NBFD & BF-type relays ordered from 
Westinghouse.Relays returned to mfg to perform extensive functional testing of relays 
installed & QA audit of vendor to evaluate relay dedication process scheduled. 
FAY,C.W. Wisconsin Electric Power Co. NRC-89-65. 89/05/30. DAVIS.A.B. Region 3. 
Ofc of the Director. 4pp. 50579:063-50679:066. 

8907190208 Part 21 rept re steam generator snubber nuts found not to meet mfg matl 
composition specs.lnitially reported on 89071 2,AII 150 nuts will be replaced w/ 
A194Gr2H nuts. 

CREEL,G.C. Baltimore Gas & Electric Co. 89/07/13. Document Control Branch (Doc- 
ument Control Desk). 3pp. 50585:282-50585:284. 


8907250018 Rev 3 to TR-IRTS-4, “Operational Safety Requirements." 

DOMES,L.E., SCHIFFHAUER.C. West Valley Nuclear Services Co.. Inc. HF:89:0337. 
89/07/05. 14pp. 50655:224-50655:237. 

8907260023 Forwards response to 881101 request for addI info re CESSAR-DC, Chapter 
10, "Chemical Engineering." Proposed revs to std SAR re design certification also 
end. 

SCHERER.A.E. Combustion Engineering, Inc. LD-89-079. 89/07/21, SINGH.R. Office 
of Nuclear Reactor Regulation, Director (Post 870411), 12pp. 50676:212-50676:223. 


PT21 NONCOMPL.IANCE REPORTS AND RELATED CORRESPONDENCE 

8906280053 Part 21 rept re defective redundant amplifier assemblies. Caused by im- 
properly assembled poppet assembly.Corrective action taken & testing of assemblies 
in effect. 

EVARTS.D.P, ITT Barton (subs, of ITT). 89/06/15. NRC - No Detailed Affiliation 
Given. 4pp. 50330:029-50330:032. 

8906280119 Part 21 rept re incorrectly sized stem nut for actuator of Anchor/Darling 
gate valve.lnitially reported on 890609.Stem nut for valve 1E22-F015 replaced. 
HALL.D.P. Illinois Power Co. 21-89-04. 89/06/13. DAVIS.A.B. Region 3. Cfc of the Di- 
rector. 3pp. 50330:125-60330:127. 

8906280156 Part 21 rept re Fisher Anomaly Notices 89-1 & 89-2 concerning potential 
problems w/control valves & actuators. Purpose of notices to inform recipients of 
operational limitation placed on subj equipment. 

CAHILL, D. Fisher (Controls International (subs, of Monsanto Co.), 89/06/15. 
GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411). 7pp. 
50333:072-50333:086. 

"8906280161 Part 21 rept re potential calibr error concerning users of Valve Operation 
Test & Evaluation Sys (VOTES). Incorrect calibr can result when C-clamp or U-clamp 
calibrator placed on unthreaded portion of valve stem.Utils notified. 

STEPHAN.J. Liberty Technology Center. Inc. 89/06/07. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 8pp. 50333:079-50333:086. 

8907070300 LER 89-004-02:on 8901 04, exhaust rocker arm for 8L cylinder failed result- 
ing in emergency diesel generator trip.Caused by crack in rocker arm, existing prior to 
delivery to util. Rocker arm replaced. W/8 90627 Itr. 

SHRIVER.T.D., HAYNES, J.G. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 1 92-00495/ JGH/T. 89/06/27. 15pp. 50448:287-50448:301. 

8907100238 Potential significant deficiency rept re possibility that atmospheric dump 
valves may fail to open.Caused by high bonnet pressure not permitting actuator to 
open valve.Plug should be reworked to enlarge pilot flow area. 

STERUD.C.G. Control Components, Inc. 89/06/21. SALVO, J. Yankee Atomic Electric 
Co. 2pp. 50457:021-50457:022. 

8907100269 Forwards LER 89-002-01. SuppI documents addi info & that evaluation of 
reported conditions completed per 10CFR21. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. MN-89-86. 89/06/28. Document 
Control Branch (Document Control Desk). Ip. 50456:307-50456:310. 


8907200351 Forwards Ingersoll-Rand 890707 Itr re Part 21 Rept 89-1 pertaining to vane 
condition creating concern.No further action planned by power sys div & matter con- 
sidered closed. . 

KULCHAK,R.D. Morrison-Knudsen Co.. Inc. 89/07/12. MURLEY.T. Office of Nuclear 
Reactor Regulation. Director (Post 870411). Ip. 50613:342-50613:343. 

"8907200354 Discusses Rept l0CFRZ1-0045,dtd 890428. Vane condition causing con- 
cern not within intent of Ingersol-Rand.Any vanes causing same problem should be 
returned. 

FRY.S.C. Ingersoll-Rand Co. 89/07/10. FALTER, H.W. Morrison-Knudsen Co., Inc. Ip. 
50613:343-50613:343. 

8907210044 Part 21 rept re detachment of source capsule from Model 683 
assembly.lnitially reported on 89021 3.Technician reprimanded.vehfication of tensile 
test.welds & visual insp now performed & procedures for mfg sources posted. 
MCDANIEL, W.M. Amersham Corp. 89/04/07. WHITE.J. Region 1, Ofc of the Director. 
8pp. 5061 5:208-5061 5:21 4. 

8907250151 Part 21 Rept 10CFR21-0047 re control wiring insulation of inner jacket 
used on General Motors diesel generator sets identified as 999 or MP series.EncI list 
of owners of units notified. 

KULCHAK.R.D. Morrison-Knudsen Co.. Inc. 10CFR21-0047. 89/07/12. MURLEY.T. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 7pp. 50644:273- 
50644:279. 


QA999 QUALITY ASSURANCE INSPECTIONS 

8906290032 Responds to NRC 890425 Itr re nonconformance noted in Insp Rept 
99900225/89-0 1.QA procedure CQA 3.18.3 being revised to include introduction of 
defect reporting form. 

RIZVl.S.H. Foxboro Corp. 89/05/22. BRACH.E.W, Division of Reactor Inspection & 
Safeguards (Post 870411). 2pp. 50370:055-50370:056. 

6906290153 Forwards Fisher Control Anomaly Notices 89-1 & 89-2 re potential prob- 
lems w/control valves & actuators.Notices forwarded to all nuclear utils to request 
that evaluation be performed under reporting guidelines of 10CFR21. 

CAH1LL.D. Fisher Controls International (subs, of Monsanto Co,). 89/06/15. 
GRIMES, B.K. Division of Reactor Inspection & Safeguards (Post 870411). 7pp. 
50363:312-50363:318. 

8906290192 Ack receipt of 890526 Itr informing NRC of steps taken to correct violation 
& nonconformance noted in Insp 99901108/88-01. 

BRACH,E.W. NRC - No Detailed Affiliation Given. 89/06/16. SANDS, J. BAG Manufac- 
turing Co. Ip. 50369:353-50369:353. 

8907050184 Discusses nonconformances noted re 36 purchase orders placed w/Gismo 
Co prior to June 1980 w/o supplier on approved list. Ebasco maintains high confi- 
dence level that procurement of subj matl does not represent safety consi^ration. 
HEALY,C.R. Ebasco Services, Inc. (subs, of Enserch Corp.). 89/06/19. BRACH,E.W. 
Vendor Inspection Branch. 2pp. 50417:134-50417:135. 


•8907100273 LER 89-002-01 :on 89021 4.identified that heat shrink tubing associated w/ 
51 connectors not in conformance w/mfg recommended usage range.Caused by un- 
qualified use of silicone compound.lnstructions manual revised. 

C;OLLAMORE,D.E. Maine Yankee Atomic Power Co, 89/06/28. 3pp, 50456:308- 
50456:310. 


8907100263 Requests that response due date be extended to 890531 for responding to 
violations noted in Insp 99900505/89-01. Feels that required coordination & personnel 


arrangements will necessitate addi time. 

HEALY.C.R. Ebasco Services, Inc. (subs, of Enserch Corp.). 


89/04/12. BRACH.E.W. 


Vendor Inspection Branch. 2pp. 50446:116-50446:117. 


8907110083 Notifies of potential significant deficiency re atomospheric dump 
valves, Decision based on assumption that capability of actuator was 20,000 lbs which 
is incorrect.Max actuator load available is 13,620 lbs. 

STERUD.C.G. Control Components, Inc. 89/06/28. CROSS.D. Georgia Power Co. 
2pp, 50530:043-50530:044. 


8907120131 Advises that 890206 Itr, in response to NRR 881216 Itr do not adequately 
address concerns raised in notice of violation & Nonconformance 99900888/88-01. Li- 
censee should provide addi info within 30 days on receipt of Itr. 

BRACH.E.W. Vendor Inspection Branch. 89/06/29. WINDT.W.E. Texas Bolt Co. 3pp. 
50513:172-50513:174. 
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8907130075 Forwards Insp Rept 99900403/89-01 on 890313-23 & notice of 
nonconformance.Description of steps taken to correct items, prevent recurrence & 
dates corrective actions & preventive measures will be completed requested within 30 
days. 

BRACH.E.W. Vendor Inspection Branch. 89/07/10. WOLFE, B. General Electric Co. 
2pp. 50562:211-50562:243. 

-8907130079 Notice of nonconformance from insp on 890313-23. Nonconformances 
notedisafety function & critical characteristics of dedication packages not documented 
in design record file or other equivalent documents. 

* Vendor Inspection Branch. 89/07/10. 4pp. 50562:213-50562:216. 

“8907130121 Insp Rept 99900403/89-01 on 89031 3-23. Noncompliance noted. Major 
areas inspected:review of vendor process for dedicating commercial grade mechanical 
& electrical items for use in safety-related applications. 

MC1NTYRE,R.P., POTAPOVS, U. Vendor Inspection Branch. 89/06/26. 27pp. 
50562:217-50562:243. 

8907130086 Forwards Insp Rept 99900765/89-01 on 890508-11 & notices of noncon- 
formance & violation. 

BRACH.E.W. Vendor Inspection Branch. 89/07/10. WEBER,A. C&D Charter Power 
Systems, Inc. (formerly C&D Power Systems, Inc. & C&D Batterie. 2pp. 50530:253- 
50530:265. 

“8907130095 Notice of violation from insp on 890508-1 1 .Violation noted: C&D Charter 
Power Sys (CPS) failure to notify all customers of deviation following Limerick Gener- 
ating Station Unit 1 notification to CPS of problem w/replacement circuit boards. 

* Vendor Inspection Branch. 89/07/10. Ip. 50530:255-50530:255. 

“8907130114 Notice of nonconformance from insp on 890508-11. Nonconformances 
noted-.failure to test latest rev of replacement circuit boards at battery charger final 
acceptance test to verify that charger output within specs. 

* Vendor Inspection Branch. 89/07/10. 2pp. 50530:256-50530:257. 

“8907130117 Insp Rept 99900765/89-01 on 890508-1 1. Violation & nonconformances 
noted. Major areas inspected:followup on 10CFR21 rept submitted by Philadelphia! 
Electric Co to determine root cause of identified problem. 

M01ST,R.N., POTAPOVS,U. Vendor Inspection Branch. 89/07/05. 8pp. 50530:258- 
50530:265. 

8907170076 Responds to 890606 Itr re violations noted in Insp Rept 99900225/89- 
01 .Corrective action-.all piece parts & N-2AP assemblies reworked.Mold corrected by 
replacing step w/ taper. 

Ri2VI,R.S. Foxboro Corp. 89/06/19. BRACH,E.W. Vendor Inspection Branch. 2pp. 
50555:112-50555:113. 

8907190375 Forwards Insp Rept 99900403/88-02 on 890906-09 & notice of nonconfor- 
mance. 

BRACH.E.W. Vendor Inspection Branch. 89/07/13. WOLFE.B. General Electric Co. 
2pp. 50594:024-50594:036. 

“8907190378 Notice of nonconformance from insp on 890906-09. Nonconformance 
noted:GE Nuclear Energy purchased commercial grade electrical 
components.including molded case circuit breakers from GE Supply Co w/o supplier 
being approved. 

* NRC - No Detailed Affiliation Given. 89/07/13. Ip. 50594:026-50594:026. 

“8907190380 Insp Rept 99900403/88-02 on 890906-09.Noncompliance noted. Major 
areas inspected:iicensee activities to determine if refurbished circuit breakers & other 
e lectr ical equipment purchased from sources identified in NRC Info Notice 88-46. 
PETTIS, R.L. Vendor Inspection Branch. lEIN-88-046. 89/01/10. 10pp. 50594:027- 
50594:036. 


REGGD REGULATORY GUIDES 

8812120022 Notifies of CRGR Meeting 152 on 881214.Agenda provided. 

JORDAN, E.L Committee to Review Generic Requirements. 88/12/02. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3. Ofc of the Director. 65pp. 50550:153-50550:218. 

“8907130219 Reg Guide 3.61, Task CE 306-4, “Std Format & Content for Topical Safety 
Analysis Rept for Spent Fuel Dry Storage Cask." 

• Office of Nuclear Regulatory Research, Director (Post 860720). 87/05/31. 39pp. 
50550:219-50550:257. 

“8907130221 Reg Guide 3.62,Task CE 301-4, “Std Format & Content for Safety Analy- 
sis Rept for Onsite Storage of Spent Fuel Storage Casks." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/09/30. 45pp. 
50550:258-50550:302. 

8906280089 Approves util 880621 power ascension test program for facility,per Reg 
Guide 1 .68,for execution. 

CLARK,R.J. Project Directorate 1-2. TAG 69577. 89/06/20. HUNGER, G.A. Philadel- 
phia Electric Co. 3pp. 50331:343-50331:345. 

8906280120 Forwards Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24.No vio- 
lations or deviations noted. 

COLLINS,D.M. Region 2, Ofc of the Director. 89/06/12, CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 50333:088-50333:097. 

“8906280124 Insp Repts 50-338/89-09 & 50-339/89-09 on 890522-24.No violations or 
deviations noted.Major areas inspected;primary & secondary chemistry,radwaste 
processing,radioactive effluents & environ monitoring, 

STODDART.P.G., COLLINS,D.M. Region 2, Ofc ot the Director. 50-339/89-09. 89/06/ 
09, 8pp. 50333:090-50333:097. 

8906300047 States position that identification of instruments on control panels w/mark- 
ings unnecessary re DCRDR.per DCRDR summary rept & Reg Guide 1.97. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). IPN-89-035. 89/06/23. Document Control Branch (Document Control Desk). 
4pp. 50368:292-50368:295. 

8907030159 Forwards Rev 1 to EGG-NTA-8009, "Conformance to Reg Guide 
I^^Kwaunee," preliminary technical evaluation rept. Emergency response capability 

GUTTER, J.G. Project Directorate 111-3. TAG 51100. 89/06/26. STEINHARDT.CvR. Wis- 
consin Public Service Corp. 4pp. 50392:319-50393:004. 


8907050214 Application for amends to Licenses NPF-11 & NPF-1 8, updating pressure/ 
temp curves of Tech Specs & associated info, per Rev 2 to Reg Guide 1.99, “Radi- 
ation Embrittlement of Reactor Vessel Matls.” 

MORGAN,W.E. Commonwealth Edison Co. 0167T, 89/06/21. MURLEY,T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 5pp. 50416:355-50417:018. 

8907050342 Forwards recent listing of SIMS printout for plant, for updating re actual or 
projected completion dates for multi-plant action items & plant-specific items listed in 
printouLin response to util 890307 Itr, 

BLACK, S.C. Assistant Director for Projects. TAC R00148. 89/06/27. KINGSLEY,O.D. 
Tennessee Valley Authority. 137pp. 50400:046-50400:182. 

8907060100 Application for amend to License NPF-47,revising License Condition 
2.C. 14, Attachment 5 re emergency response capabilities, requiring implementation of 
Reg Guide 1 ,97 mods to neutron monitoring sys. 

DEDDENS,J.C. Gulf States Utilities Co. RBG-31174. 89/06/28. Document Control 
Branch (Document Control Desk). 1 9pp. 50432:027-50432:045. 

8907060104 Forwards Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 
890507-0617 & notice of violation. 

KANE,W.F. Region 1. Ofc of the Director. 89/06/26. MCNEILL, C.A. Philadelphia Elec- 
tric Co. 2pp. 50435:023-50435:065. 

“8907060110 Notice of violation from insp on 890507-061 7.Violation noted:on 
890505, Mod 5061 for installation of analog isolator on HPCl sys flow controller not 
installed per Const Installation Procedure CD 5.3 & error not detected. 

• Region 1, Ofc of the Director. 89/06/26. Ip. 50435:025-50435:025. 

-8907060115 Restart Safety Insp Repts 50-277/89-16 & 50-278/89-16 on 890507- 
0617.Major areas inspected:Unit 2 power ascension transient testing & steady-state 
operation at 35% power plateau, radiation protection & physical security. 

WILLAMS.J.H. Region 1, Ofc of the Director. lEB-80-16. 89/06/22. 40pp. 50435:026- 
50435:065. 

8907070169 Forwards Insp Repts 50-348/89-11 & 50-364/89-11 on 890411- 0510 & 
notice of violation. 

REYES,L.A. Region 2, Ofc of the Director. 89/06/16. HAlRSTON,W.G. Alabama 
Power Co. 2pp. 50443:297-50443:315. 

“8907070171 Notice of violation from insp on 890411 -051 0.Violations 
noted:containment integrity breached during replacement/ placement of fuel within re- 
actor containment. 

REYES,LA. Region 2. Ofc of the Director. 89/06/16. 2pp. 50443:299-50443:300. 

8907100019 Comment supporting draft reg guide,Task DG1003,entitled “Assuring Avail- 
ability of Funds for Decommissioning Nuclear Reactors." 

HIATT.S.L Ohio Citizens for Responsible Energy. 54FR25393 00004. 89/06/26. NRC 
- No Detailed Affiliation Given. 2pp. 50785:041-50785:042. 

8907100029 Forwards Insp Rept 50-261/89-09 on 890418-0510 & notice of violation, 
REYES, L.A. Region 2. Ofc of the Director. 89/06/26. EURY.LW. Carolina Power & 
Light Co. 2pp. 50457:241-60457:260. 

“8907100032 Notice of violation from insp on 89041 8-0510. Violations noted:measures 
inadequate to ensure that RHR design basis translated into specs.drawings & proce- 
dures. 

REYES, LA. Region 2, Ofc of the Director. 89/06/26. 2pp. 50457:243-50457:244. 

8907110088 Forwards Safety Insp Rept 50-247/89-12 on 890501 -05,notice of violation 
& safety evaluation, 

DURR,J.P. Region 1, Ofc of the Director. 89/06/29. BRAM.S. Consolidated Edison 
Co. of New York. Inc. 2pp. 50498:337-50498:358. 

“8907110097 Safety evaluation accepting licensee design criteria for electrical cable 
separation w/ listed exception re power circuits. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/29. 4pp. 
50498:355-50498:358. 

8907120040 Supplemental Deficiency Rept CP-87-136 re motor control ctr space 
heaters.lnitially reported on 8801 11. Design will be changed to trip space heater supply 
breakers on receipt of safety injection signal. 

CAHILL, W.J. TU Electric (formerly Texas Utilities Generating Co.). CP-87-136. 89/07/ 
07. Document Control Branch (Document Control Desk). 2pp. 50510:322-50510:323. 

8907120156 Summary of CRGR Meeting 162 on 890510 re proposed NRC 
bulletin,listed guidance documents & proposed Itr.List of attendees encl.W/o end. 
JDRDAN.E.L. Committee to Review Generic Requirements. 89/06/20. STELLO.V. Ofc 
of the Executive Director for Operations, 2pp. 5051 1 :249-5051 1 :250. 

8907120253 Summary of 890705 & 06 meetings w/NUMARC in Rockville, MD re 
NUMARC comments received on Rev 3 to Reg Guide 1.9.List of attendees & marked- 
up pages end. 

SERkTz.A. Reactor Plant Safety Issues Branch. 89/07/10. KNIEL,K. Reactor Plant 
Safety Issues Branch. 22pp. 50513:237-50513:258. 

8907130019 Submits Central Files 1989/1990 statement of cash flow from operations 
as guarantee for payment of deferred retrospective premiums for June 1989 - June 
1990.Statement deviates somewhat from Reg Guide 9.4. 

MORRIS,K.J. Dmaha Public Power District. LIC-89-638. 89/07/07. Document Control 
Branch (Document Control Desk). 1p. 50532:350-50532:350. 

8907130217 Forwards safety evaluation accepting util 861215 response to License Con- 
dition 2.C.(7), Attachment 3, Item (3) re listed instrumentation, per Reg Guide 1.97, Rev 
2. "Conformance to Reg Guide 1.97 Wolf Creek Generating Station...,” also end. 
PICKETT,D.V. Project Directorate IV. TAC 57366. 89/07/05. WITHERS, B.D. Wolf 
Creek Nuclear Operating Corp. 4pp. 50613:01 1-50613:036. 

“8907130270 Safety evaluation accepting licensee submittals & addi info on environ 
qualification & design for instrumentation,per Reg Guide 1 .97. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). GL-82-33. 89/07/05. 
3pp. 50613:015-50613:017. 

“8503010234 "Conformance to Reg Guide 1.97, Wolf Creek Station, U nit 1 
UDY,A.C. EG&G, Inc. UDY,A.C. Idaho National Engineering Laboratory, FIN A-6493. 
85/01/31. NRC - No Detailed Affiliation Given. 19pp. 50613:018-50613:036. 
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8907130333 Advises that util 881209 response adequately addresses items requested 
in Generic Ltr 88 * 11 , “NRC Position of Radiation Embrittlement of Reactor Vessel 
Mails & Impact on Plant Operations." ^ ^ ^ 

BLACK. S.C, TVA P'o^ects Divisio'^ GL-B8-11, 89/06/29. KINGSLEY, O.D. Tennessee 
Valley Authority. App = - 836 Si? ■ C 6 6 2 v 9 

8907130349 Notification of 890713 meeting w/25-30 reactor licensees & 
Bishop, Cook, Purcell & Reynolds In Rockville, MD re draft Reg Guide DG-1003. "Assur- 
ing Availability of Funds for Decommissioning Nuclear Reactors." 

WOOD.R.S. Policy Development & Techmca Support Branch {Post 870411). 89/07/ 
06 Th'oMAS.C.O. Policy Development & Tec.nnical Support Branch (Post 870411). 
2pp. 50533:168-50533:169. 

8907190399 Forwards Insp Rept 50-213/89-07 on 890503-0613 & notice of violation. 
WENZINGER.E.C. Region 1, Ofc of the Director. 89/07/12. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 50594:059-50594:073. 

-8907190400 Notice of violation from insp on 890503-061 3. Violation noted:licensee re- 
placed components of five svc water pumps w/different components. thereby making 
dos'cr to pumps. 

■ c- '. Cv: of the Director. 89/07/12. Ip. 50594:061-50594:061. 

8907200242 Advises that new pressure-temp curves, per Reg Guide 1,99, Rev 2, will be 
submitted by 890930 in response to Generic Ltr 88-11. 

STOLS.R. Commonwealth Edison Co. GL-88-11, 89/06/26. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 50648:144-50648:144. 

8907200410 Forwards safety evaluation re updated SAR App IB 
i Ccmrit.'-onts rc:a‘- 2 s to upgrading of neutron monitoring instrumentation 
po: Gj;:;'. ' 9 '.Rcvsc-: 2. ".nstrument setpoint methodology & gaseous effluent 

CCLBL'^N'^G =’-c;--ct Ci.'oct.'j'ate :'i-3 727-11. 89/07/14. KAPLAN.A. Cleveland 

E cci": : I--"' ■'al.’-g C.': 2 fp iCri-S." 57-5C-:95. 'e::. 

“8907200411 Safety evaluation re updated safety analysis rept Appendix IB, license 
commitment revs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 89/07/14. 5pp. 
50595:159-50595:163. 


8907210087 Forwards status of Reg Guide 1.97 re eme'-gency response capabilities. 
‘.‘.'-■PEV3CL”G D'.V “i.blx Service Co. of Colo'adc '--B9263 89/07/14. Document 
L'r:-'':- ;Zo,:..me-ri Control Desk). 21pp. 50615:187-50615:207. 

8907240249 Advises that action plan, provided m 990519 'tr & addressing eight 'ssues re 
Reg Guide 1.97 requiring resolution prior to ’■C"S:3rt,ac:;ep;ario :cr nvc- issue..s.Aa:3 info 
r-:qur-j:i re ;r 2 ‘.T.ic''.:":Iu'{;i "-edes & 'c-acter vessel instrumentation. 

503i'.= 3A -ec-on T Ci;; :: -.ni? C:re::cr. GL-89-11. 89/07/17. BURKHARDT.L. Ni- 
.igare, Mrra.v'. -cwo: Cerr 3:jp 1-50640:343. 

8907260312 Notifies that request to incorporate new info into Tech Spec bases for re- 
actor vessel level indication sys in conflict w/NUREG-0737 & Reg Guide 1.97 & 
denied, per util 870630 & 880603 Itrs. 

HOOD,D.S. Project Directorate 11-3. TAG 68333. 89/07/19. TUCKER.H.B. Duke Power 
Co. 4pp. 50676:224-50676:227. 

8907270063 “For Comment" issue to draft reg guide, Task DG-7001, “Fracture Tough- 
ness Criteria for Ferritic Steel Shipping Cask Containment Vessels W/Max Wall Thick- 
ness of 4 Inches (0.1 m).’’ 

* Of^^'ce pf Nucle?.*- Regu'ato'V Research, Director (Post 860720). 89/07/31. 11pp. 
■jC56j: ■ ‘s'-b juB:'; . 1 


8907270083 Reg Guide 3.64, Task WM 503-4, “Calculation of Radon Flux Attenuation by 
Earthen U Mill Tailings Covers.’’ 

* Office of Nuclear Regulatory Research, Director (Post 860720), 89/06/30. 44pp. 
50663:134-50663:178. 


8907270100 “For Comment" issue to draft reg guide, Task DG-7002. “Fracture Tough- 
ness Criteria for Ferritic Steel Shipping Cask Containment Vessels W/Wall Thickness 
Greater Than 4 inches (0.1 m).’’ 

* Office of Nuclear Regulatory Research, Director (Post 860720), 89/07/31. 7pp. 
50663:191-50663:198. 


8907270177 Reg Guide 3.62, Task CE 301-4, “Std Format & Content for Safety Analysis 
Rept for Onsite Storage of Spent Fuel Storage Casks." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/02/28. 45pp. 
50852:228-50852:273. 

8907270182 Rev 25 to Reg Guide 1.84, "Design & Fabrication Code Case Acceptability 
ASME Section III Div 1." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/05/31. 15pp. 
50663:049-50663:064. 

8907270187 Rev 2 to Reg Guide 1.99, Task ME 305-4, "Radiation Embrittlement of Re- 
actor Vessel Matls.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/05/31. 10pp. 
50662:346-50662:360. 


8907270193 Reissued Reg Guide 1.1 55, Task SI 501-4, “Station Blackout," correcting 
Tables 1 ,5 & 6. , ^ 

• Office of Nuclear Regulatory Research, Director (Post 860720). 88/08/31. 23pp. 
50663:065-50663:088. 

8907270196 Reg Guide 1.1 57, Task RS 701-4, "Best-Estimate Calculations of ECCS 
Performance." 

• Office of Nuclear Regulatory Research, Director (Post 860720). 89/05/31. 19pp. 
50663:089-50663:108. 

8907270198 Reg Guide 1.1 58, Task EE 006-5, "Qualification of Safety- Related Lead 
Storage Batteries for Nuclear Power Plants." 

• Office of Nuclear Regulatory Research, Director (Post 860720). 89/02/28. 3pp. 
50663:109-50663:112. 


8907270210 Draft reg guide, Task SC 708-4, “Qualification & Acceptance Tests for 
Snubbers Used in Sys Important to Safety,’’ withdrawn.No plans for using guidance in 
proposed in Task SC 708-4 in licensing process. 

ARLOTTO,G.A. Division of Engineering (Post 870413). 89/03/23. Ip. 50720:029- 
50720:030. 

8907270217 “For Comment” issue of draft Rev 3 to Reg Guide 1.9, Task RS 802-5, 
“Selection. Des‘gn.Qua'ification.Testing ft Reliability Diesel Generator Units Used as 
Or.sitc Eloctnc Pewor Sys a*. \uc!ea' Pewo" Plants." 

* Office o' Nuclear Rogjla:c;'y Rosoa'-c'’ Director (Post 860720). 88/11/30. 37pp. 
50662:101-50662:138. 


8907270230 "For Comment’’ issue of draft reg guide, Task DG-1003, “Assuring Avail- 
ability of Funds for Decommissioning Nuclear Reactors.’’ 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/05/31. 67pp. 
50662:139-50662:206. 


8907310168 Comment on draft reg guide. “Assuring Availability of Funds for Decommis- 
sioning Nuclear Reactors.’’ Util strongly disagrees that beneficiary of trust fund should 
be NRC or state. 

SYLVIA, B.R. Detroit Edison Co. 54FR25393 00002. 89/07/17. NRC - No Detailed Af- 
filiation Given. 4pp. 50709:347-50709:350. 

8907310241 Comment on draft reg guide, “Assuring Availability of Funds for Decommis- 
sioning Nuclear Reactors." Ack that valid decommissioning program may exceed 
scope required by NRC for license determination. 

MANION.W.J. Nuclear Energy Services, Inc. 54FR25393 00003. 89/07/19. NRC - No 
Detailed Affiliation Given. 2pp. 50709:345-50709:346. 

8907310314 Comment on proposed Rev 3 to Reg Guide 1.9, “Selection, 
Design.Oual'*icatiD''.Testirig & Reliability of Diesel Generator Units Used as Onsite 
Elect' c Power Sys at Njcl'oar Power Plants.” 

CRwJSE,C.*-\ Ba'trno.'e Gas & Electric Co. 53FR45831 00017. 89/07/11. Document 
Control Branch (Document Control Desk). 38pp. 50709:280-50709:317. 
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8907270106 Rev 2 to Reg Guide 8.1 2, Task CE 801-5, “Criticality Accident Alarm Sys." 
’ Office of Nuclear Regulatory Research, Director (Post 860720). 88/10/31. 2pp. 
50662:098-50662:100. 

8907270111 Rev 1 to Reg Guide 8.22, Task OP 013-4, “Bioassay at U Mills.” 

* Office of Nuclear Regulatory Research, Director (Post 860720), 88/08/31. 13pp. 
50663:113-50663:126. 


8803090201 Confirms meeting arrangements to discuss industry activities associated w/ 
hot particles & need for addl regulatory guidence.per 880226 telcon.Meeting sched- 
uled for 880310 in Bethesda.MD. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/03/ 
02. TIPTON, T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 2pp. 50448:001-50448:002. 


8907270115 Reg Guide 3.63, Task ES 401-4, “Onsite Meteorological Measurement Pro- 
gram for U Recovery Facilities-Data Acquisition & Reporting.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/03/31. 6pp. 
50663:127-50663:133. 

8907270119 Reg Guide 4. 19, Task WM 408-4, “Guidance for Selecting Sites for Near- 
Surface Disposal of Low Level Radwaste." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/08/31. 9pp. 
50662:207-50662:216. 

8907270125 Rev 1 to Reg Guide 7.8,Tasks MS 527-4 & MS 804-4, "Load Combinations 
for Structural Analysis of Shipping Casks for Radioactive Matl.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/03/31. 6pp. 
50662:217-50662:223. 

8907270131 Rev 2 to Reg Guide 3.44, Task CE 403-4, “Std Format & Content for SAR 
for ISFSl (Water-Basin Type)." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/01/31. 78pp. 
50662:224-50662:302. 

8907270134 Rev 1 to Reg Guide 3.45, Task CE 802-5, “Nuclear Criticality Safety for 
Steel-Pipe Intersections Containing Aqueous Solutions of Fissile Matls.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/04/30. 3pp. 
50662:303-50662:306. 

8907270147 Reg Guide 3.61, Task CE 306-4, “Std Format & Content for Topical SAR 
for Spent Fuel Dry Storage Cask.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 89/02/28. 39pp. 
50662:307-50662:345. 


8812120022 Notifies of CRGR Meeting 152 on 881 21 4. Agenda provided. 

JORDAN, E.L. Committee to Review Generic Requirements. 88/12/02. 
BERNERO,R,M. Office of Nuclear Material Safety ft Safeguards, Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3, Ofc of the Director. 65pp. 50550:153-50550:218. 

“8907130219 Reg Guide 3.61, Task CE 306-4, “Std Format & Content for Topical Safety 
Analysis Rept for Spent Fuel Dry Storage Cask." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 87/05/31. 39pp. 
50550:219-50550:257. 


“8907130221 Reg Guide 3.62.Task CE 301-4, “Std Format & Content for Safety Analy- 
sis Rept for Onsite Storage of Spent Fuel Storage Casks." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 88/09/30. 45pp. 
50550:258-50550:302. 

8812160002 Forwards summary & issue identification for CRGR agenda item for CRGR 
Meeting 152 re follow-up review of certificate of compliance to be incorporated in 
10CFR72 rulemaking & Reg Guides 3.6.2 ft 3.6.1. 

SAKENAS.C.A. Office for Analysis & Evaluation of Operational Data, Director. 88/12/ 
07. JORDAN,E.L. NRC - No Detailed Affiliation Given. 3pp. 50576:050-50576:052. 

8812220181 Advises that CRGR Meeting 152 will be held on 88121 4,Agenda listed. 
JORDAN, E.L Committee to Review Generic Requirements. 88/12/07. 
BERNERO,R.M. Office of Nuclear Material Safety ft Safeguards, Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3, Ofc of the Director. 2pp. 50550:303-50550:304. 
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—8812210333 Requests review of end draft NRC bulletin re pressurizer surge line de- 
flection due to thermal stratification. Proposed bulletin requests licensees to enter into 
program which incorporates thermal parameters for surge lines. 

SNIEZEK.J.H. Office of Nuclear Reactor Regulation. Director (Post 870411). 88/12/ 
06. JORDAN, E.L Committee to Review Generic Requirements. 20pp. 50550:305- 
50551:092. 

—8812210343 “Pipe Whip Restraint Gaps Pressurized Surge Line Movement." 

ROLLER, A.N. Portland General Electric Co. 88/05/31. 128pp. 50550:325-50551:092. 

8901100193 Discusses CRGR Meeting 154 scheduled on 890105 to review fitness-for- 
duty.lssue previously reviewed as proposed rule at CRGR Meeting 143.Guidelines for 
testing programs & related info encl.W/o guidelines. 

SAKENAS.C.A. Committee to Review Generic Requirements. 89/01 /04. JORDAN.E.L. 
Committee to Review Generic Requirements. BERNERO.R.M. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. GOLDBERG.J.R. Office of the General Counsel 
(Post 860701). 4pp. 50576:055-50576:056. 

8901230034 Notification of CRGR Meeting 155 on 880111 to discuss revised Commis- 
sion paper on Mark I containment performance improvements & proposed final 
10CFR52 rulemaking. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/01/09. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3, Ofc of the Director. 2pp. 50549:238-50549:239. 

—8907050492 Discusses draft final rule on standardization & licensing reform.Redraft 
more stringent on scope of design & sets higher hurdle for admission of contentions 
in any hearing on authorization of operation. 

CROCKETT.S. Office of the General Counsel (Post 860701). AC61-2 97. 89/01/06. 
JORDAN, E. Office for Analysis & Evaluation of Operational Data. Director. 56pp. 
50549:240-50549:295. 

—8901230048 Forwards revised Commission paper containing recommendations of 
Mark I containment improvement program. Paper revised to reflect comments provided 
by CRGR,ACRS & addi input from NRR & Ofc of General Counsel. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
01/04. JORDAN.E.L. Committee to Review Generic Requirements. 56pp. 50549:296- 
50549:351. 

8902210359 Notification of CRGR Meeting 158 on 890222 in Rockville.MD. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/02/13. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). PAPERIELLO.C.J. 
Region 3. Ofc of the Director. 2pp. 50549:352-50549:353. 

—8901310279 Forwards SER accepting waiver of CRGR review of Topical Repts WCAP- 
10271, SuppI 2 & WCAP-10271,Suppl 2, Rev 1, “Evaluation of Surveillance Frequen- 
cies & Out of Svc Times for ESFAS." 

SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/01/ 
23. JORDAN, E. Committee to Review Generic Requirements. 100pp. 50549:354- 
50550:128. 

—8907140117 Requests CRGR review of proposed generic Itr that provides guidance to 
alt licensees of operating power reactors that require replacements. Background info 
end. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 88/ 
12/21. JORDAN.E.L Committee to Review Caeneric Requirements. 11pp. 50550:129- 
50550:139. 

-8907140119 Discusses proposal to expand periodic in-situ testing & surveillance re- 
quirements for safety-related motor-operated valves. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 89/ 
02/03. JORDAN.E.L. Committee to Review Generic Requirements. 13pp. 50550:140- 
50550:152. 

8902280021 Forwards issue identification for CRGR Meeting 158 re replacements for 
components constructed to ASME Code, Section III. 

SAKENAS.C.A. Committee to Review Generic Requirements. 89/02/21. JORDAN.E.L. 
(Committee to Review Generic Requirements. BERNERO.R.M. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. GOLDBERG.J.R. Office of the General Counsel 
(Post 860701). 2pp. 50549:236-50549:237. 

8906290056 Notification of cancellation of CRGR Meeting 164 on 890614 in 
Rockville.MD. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/06/12. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director. 
PAPERIELLO.C.J. Region 3, Ofc of the Director. ROSS.D.F. Office of Nuclear Regula- 
tory Research, Director (Pre 860720). 2pp. 50364:125-50364:126. 

8906290079 Forwards NUREG-1251, “Implications of Accident at Chernobyl for Safety 
Regulation of Commercial Nuclear Plants in US." W/o end. 

ZECH.LW. Commissioners. 89/06/15. TOEPFER.K., BIRKHOFER.A. Germany, Fed- 
eral Republic of. 2pp. 50362:325-50362:326. 

8906300184 Responds to 890201 Itr re clarification of answer to Question 53 raised 
during NUMARC 87-00 seminars in Oct 1988, Clarification, as marked.appropriate & 
acceptable guidance for addressing subj question as related to station blackout. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). TAG 
40577. 89/06/16. RASIN.W.H. Nuclear Management & Resources Council (NUMARC) 
(formerly Nuclear Utility Manage. 6pp. 50379:230-50379:235. 

8907050092 Forwards documents re Regulatory History AC61-1 concerning proposed 
rule 10CFR52, "Early Site Permits;Std Design Certification & Combined Licenses for 
Nuclear Power Reactors." 

URBAN, P. Office of the General Counsel (Post 860701). AC61-1 01. 89/06/27. 
HUYER.D Statistica. Inc. 19pp. 50403:308-60404:257. 

-8806290388 Forwards final minutes for CRGR review of proposed rule (Part 52) on 
standardization, per Meeting 137 on 880608.Total minutes package for Meeting 137 
will be issued 880617. 

Committee to Review Generic Requirements. AC61-1 06. 88/06/16. 
hEHM,T.A. Ofc of the Executive Director for Operations. 17pp, 50404:258-50404:276. 

890707(1083 Informs of formation of Design Basis Issues Working Group, assuming re- 
sponsibility for industry activities re design basis issues. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
^ility Manage. 89/06/27. GRIMES.B.K. Division of Reactor Inspection & Safeguards 

(Post 870411). Ip. 50440:175-50440:175. 


8907120156 Summary of CRGR Meeting 162 on 890510 re proposed NRC 
bulletin, listed gu^darce dccuments S o'-coosed Itr.List of attendees encI.W/o end. 
JORDAN.E.L. .'^on-ihee Revic.v*. 3c;''oric: Requirements. 89/06/20, STELLO.V. Ofc 
of the Executive Director for Operations, 2pp. 5051 1:249-5051 1:250, 

8907120165 Notification of CRGR Meeting 165 on 890712 in Rockville.MD to discuss 
origins & proper use of “compliance” & "adequate protection" exclusions of backfit 
rule in review packages. 

JORDAN.E.L, Committee to Review Generic Requirements. 89/06/28. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards.Director. 2pp. 50512:196-50512:197. 

8907120253 Summary of 890705 & 06 meetings w/NUMARC in Rockville.MD re 
NUMARC comments received on Rev 3 to Reg Guide 1.9, List of attendees & marked- 
up pages end. 

SERKIZ.A. Reactor Plant Safety Issues Branch. 89/07/10. KNIEL.K. Reactor Plant 
Safety Issues Branch. 22pp, 50513:237-50513:258. 

8907120264 Summary of CRGR Meeting 163 on 890524 re proposed generic Itr on 
emergency response data sys.USI A-17 on sys interactions.Generic Issue A-30 on 
safety-related dc power sys & USI A-47 on control sys. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/06/21. STELLO.V. Ofc 
of the Executive Director for Operations. 2pp. 50510:280-50510:281. 

8907120316 Forwards summary of 890607 meeting w/NUMARC re NUMARC com- 
ments on SuppI 1 to NRC Bulletin 88-01 0.Attendance list, NUMARC 890519 Itr & draft 
suppl to Bulletin 88-010 also end. 

STONE, J.C. Project Directorate 1-2. lEB-88-010. 89/06/14. BOGER.B.A. Assistant Di- 
rector for Region I Reactors. 8pp. 50513:179-50513:190. 

8907130185 Forwards issue identification sheet for Meeting 158 on 890222 re proposed 
oeneric Itr on motor-operated valve testing & surveillance. 

CONRAN.J.H. Committee to Review Generic Requirements. 89/02/17. JORDAN.E.L. 
Committee to Review Generic Requirements. BERNERO.R.M. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. GOLDBERG.J.R. Office of the General Counsel 
(Post 860701). 5pp. 50530:186-50530:190. 

8907130204 Forwards issue sheet re CRGR review of proposed Mark I improvements 
for review during 890111 Meeting 155. 

CONRAN.J.H. Committee to Review Generic Requirements. 89/01/10. JORDAN.E.L. 
Committee to Review Generic Requirements. BERNERO.R.M. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. GOLDBERG.J.R, Office of the General Counsel 
(Post 860701). 4pp. 50536:155-50536:158. 

8907130206 Summary of CRGR Meeting 152 on 881214.List of attendees, draft bulletin 
“Pressurizer Surge Line Thermal Stratification" & briefing slides end. 

JORDAN.E.L Committee to Review Generic Requirements. 89/01/05. STELLO.V. Ofc 
of the Executive Director for Operations. 56pp. 50543:004-50543:059. 

8907130268 Revised notification of CRGR Meeting 165 on 890712 in Rockville.MD to 
continue review of proposed IPE implementation guidance package & amends to 
10CFR21 & 10CFR50. 

JORDAN.E.L. Committee to Review Generic Requirements. 89/07/06. ARLOTTO.G.A. 
Office of Nuclear Material Safety & Safeguards.Director. GOLDBERG.J.R. Office of 
the General Counsel (Post 860701). REYES, L.A. Region 2, Ofc of the Director. 2pp. 
50562:209-50662:210. 

8907130284 Forwards issue identification sheet for Meeting 152 agenda item re Mark I 
containment performance improvement program schedule to be discussed at CRGR 
881214 meeting in Bethesda, MD. 

CONRAN.J.H. Committee to Review Generic Requirements. 88/12/13, JORDAN.E.L. 
Committee to Review Generic Requirements. BERNERO.R.M. Office of Nuclear Mate- 
rial Safety & Safeguards.Director. GOLDBERG.J.R. Office of the General Counsel 
(Post 860701). 5pp. 50537:013-50537:031. 

“8907180447 Forwards addI info CRGR should consider in review of Mark ! contain- 
ment performance improvement program, including backfit analysis & F Gillespie 
881209 memo to W Houston re concurrence in CRGR package. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 88/ 
12/09. JORDAN.E.L Committee to Review Generic Requirements. 9pp. 60537:018- 
50537:026. 

“8812160006 Concurs in CRGR package for Mark I containment performance improve- 
ment program.Forwards comments to be considered prior to paper going beyond 
CRGR approval. 

GILLESPIE.F.P. Program Management, Policy Development & Analysis Staff (Post 
870411), 88/12/09. HOUSTON, R.W, Division of Reactor Accident Analysis (870413- 
880716). 4pp. 50537:027-50537:031. 

8907140020 Forwards issue identification for CRGR Meeting 158 re consideration of 
draft SER for Topical Repts WCAP-10271, SuppI 2 & WCAP-10271, SuppI I.Rev 1 re 
evaluation of out-of-svc times for ESFAS. 

SAKENAS,C.A, Committee to Review Generic Requirements. 89/02/15. JORDAN.E.L. 
Committee to Review Generic Requirements. 2pp. 50542:079-50542:096. 

“8502040475 Raises no objections to issuance of staff SER re WCAP-10271, concern- 
ing reactivity sun/eillance procedures/surveillance frequencies, w/o CRGR review, 
STELLO.V. Regional Operations & Generic Requirements, EDO (Pre 870413). 85/01/ 
28. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). ip 
50542:081-50542:082. 

“8501220433 Forwards topical rept evaluation of WCAP-10271, "Evaluation of Surveil- 
lance Frequencies & Out-of-Svc Times for Reactor Protection Instrumentation Sys." 
STS will be revised to enhance safety, per NUREG-1024. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/01/11. 
STELLO.V. Regional Operations & Generic Requirements, EDO (Pre 870413). 2pp 
50542:083-50542:096. 

8907170069 Notification of CRGR Meeting 164 on 890628 in Rockville.MD to discuss 
review of guidance document for IPE process, review of proposed bulletin on anchor 
darling valves & review of 21 SRP sections revised re station blackout rule. 
JORDAN.E.L, Committee to Review Generic Requirements. 89/06/22. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards.Director 
GOLDBERG.J.R. Office of the General Counsel (Post 860701). REYES.LA. Reoion 2* 
Ofc of the Director. 2pp. 50547:1 55-50547:1 56. 
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8907170279 Forwards info re current & planned activities of Nuclear Equipment Pro- 
curement Working Group.Current action plan of working group, including scheduler 
milestones, end. 

ASIN,W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
utility Manage. 89/06/26. MIRAGLIA.F.J. Associate Director for Inspection & Techni- 
cal Assessment (Post 870411). 14pp. 50548:117-50548:130. 

8907180077 Provides suppi to minutes of CRGR Meeting 162 re proposed generic Itr on 
SVC v.'ater sys.CRGP ro'?ommends in favor of issuance of proposed generic itr. 
jr:'-DA\ Ccr'-T-ii-e,; to Review Generic Requirements. 89/07/07. STELLO,V. Ofc 
of the Executive Director for Operations. 2pp. 50557:309-50558:019. 

“8906290339 Discusses NRR conclusion that benefit to be derived from issuance of 
generic Itr re risk of svc water sys problems sufficient to justify costs involved. per re- 
quest at CRGR 890510 meeting. 

SNiEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 89/06/ 
12. JORDAN, E.L. Committee to Review Generic Requirements. 3pp. 50557:311- 
50557:313. 

“8904200033 Forwards results of review of reverification of applicability of proposed ge- 
neric Itr on svc water sys, including conclusions from reexam process & history of reg- 
u'ator/ erv'rc^ SL:.'‘'-o*.jrd''"c issue. 

RE LL.C ‘r .Verro.’ -! Institute. Pacific Northwest Laboratory. 89/03/31. 

Ci'icr. of Nuclear Reactor Regulation, Director (Post 87041 1). CHANG.T.Y. 
:: r..j.:.-.:ar Regulatory Research, Director (Post 860720). 21 po. 50557:314- 
50557:334. 

“8905030247 Submits comments on draft NUREG/CR-5234, “Value Impact Analysis for 
Generic Issue 51:lmp'cvT.c Rc'-abi'-ty of Coen- Cycle Svc Water Sys." 

BARRETT.R.J. Risk Aco fj-ioni' E-anch. ■3:^'04/21. BERLINGER.C. Generic Commu- 
nications Branch. 2pF :j:15c7 

“8904200321 Comments on draft backfit analysis for proposed generic Itr on svc water 
problems. Baseline core melt frequency, conditional offsite dose & core melt reduction 
frad'O" siqrificad'v underestimated. 

NCv'A-v T V Civssi'jn of Sa^etv P-oorams '°ost 870413). 89/04/05. ROSSI, C.E. Divi- 
sion of Operational Events Ass;vS.v''or: 870411). 5pp. 50557:337-50557:341. 

“8702090180 Forwards table showing estimated core melt frequency reported in each 
PRA for activities associated w/review of preliminary draft NUREG-1 ISO.Interplant 
comparisons cannot be made since PRAs performed under differing scopes. 

SPEIS.T.P. Division of Safety Review & Oversight (851125-870411). 87/02/03. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (851125-870411). 
NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (851125-870411). 
4pp. 50557:342-50557:345. 

“8907180083 Comments on preliminary case study rept on svc water sys failure & deg- 
radations in LWRs. Making svc water sys inoperable increased core melt frequency by 
factor of 1 00 

GRACE.J.N. Region 2. Ofc of the Director. 89/06/13. NOVAK.T. Office for Analysis & 
Evaluation of Operational Data. Director. 2pp. 50557:346-50557:347. 

“8907070056 Forwards fira' cenohe Itr on svc water sys affecting safety-related 
eou*r:mert 00 ' CRGR 890;'-i‘r 

"ZEK... “. Office of N..j;',le«' Feacic' Regulation, Director (Post 870411). 89/06/ 
20. JORDAN, E.L. Committee to Review Generic Requirements. 30pp. 50557:348- 
50558:019. 

8907200114 Notification of 890724 meeting w/NUMARC in Rockville.MD to discuss 
status & plans for design basis document reconstitution activities. 

IMBRO.E.V. Division of Reactor Inspection & Safeguards (Post 870411). 89/07/17. 
ZWOLINSKI.J.A. Division of Reactor Inspection & Safeguards (Post 870411). 3pp. 
50597:096-50597:098. 

8907200213 Forwards total & direct insp hour data for last several yrs & insp effort/ 
plant for most recent 12-month period.Total effort has decreased about 10.5% & 
direct insp effort, due to increased efficiency.increased about 7% in last 3 yrs. 
SNIEZEK.J.H. Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/ 
05. COLVIN.J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 7pp. 50613:333-50613:339, 

8907200399 Notification of 890720 meeting w/NUMARC in Rockville.MD to discuss 
seismic issues re individual plant exam for external events orccedu'ss.. Agenda end. 
SHOA.L.C. External Events Steering Group. 89/07/11. HCUSTO\,.v, NCV.A.K.r. 
BAGCHI.G. NRC - No Detailed Affiliation Given. 3pp. 50614:040-50614:042. 

8907240448 Discusses establishment of document file in PDR for US/USSR Joint Co- 
ordinating Committee for Civilian Nuclear Reactor Safety.Reprinted texts of docu- 
ments from Apr-Dee 1988,rept on 881205-09 meeting & Working Group 890605-09 
agenda end. 

SALOMON, S.N, Asst, Dir. for Inti, Policy & Reactor Safety Cooperation (Post 890226). 
89/07/07. RATHJE.M.J. Public Document Branch. 91pp. 50659:162-50660:262. 

“8907240485 “Rept on First Meeting of Working Groups of US/USSR Joint Coordinat- 
i":: Com.mittee for Civilian Nuclear Reactor Safety, Moscow,88 1205-09." 

SA..QMDN.S.N International Programs. 89/05/31. 251pp. 50660:011-50660:262. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8807120295 SECY-88-169 Informs Commissioners re current rulemaking efforts on 
standardization of nuclear power plant designs & institution of one-step licensing. 
PARLER,W.C. Office of the General Counsel (Post 860701). 53FR32060. 88/06/20. 
86pp. 50639:001-50639:086. 

8807290170 SECY-88-202 Informs Commission of DOE proposed plans for standardiza- 
tion of three advanced reactor designs & obtains Commission endorsement of criteria 
that staff proposes to use in review of plans for advanced reactor standardization. 
STELLO,V. Ofc of the Executive Director for Operations. 53FR32060. 88/07/15. 
24pp. 50641:230-50641:253. 

8905010039 SECY-89-133 Requests Commission approval for publication in FR of 
amend to final rule 10CFR2 to modify Commission rules of practice to improve hear- 
ing process. 

PARLER.W.C. Office of the General Counsel (Post 860701). 89/04/25. 72pp. 
50491:001-50491:072. 


8907050092 Forwards documents re Regulatory History AC61-1 concerning proposed 
rule 10CFR52, “Early Site Permits:Std Design Certification & Combined Licenses for 
Nuclear Power Reactors," 

URBAN, P. Office of the General Counsel (Post 860701). AC61-1 01. 89/06/27. 
HUYER.D Statistica, Inc. 19pp. 50403:308-50404:257. 

“8907050137 SECY-88-169 ERR Corrected SECY-88-169 re rulemaking on standardiza- 
tion & licensing reform, consisting of replacement Pages 48 & 76. 

• Office of the Secretary of the Commission. AC61-1 05. 88/06/24. 3pp. 50404:255- 
50404:257, 

8907180277 Final response to FOIA request. App A & releasable portions of App B 
records end & available in PDR.App B records withheld in whole or in part (ref FOIA 
Exemptions 5 & 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/12. DARKE.J. Affiliation Not Assigned. 5pp. 50659:075-50659:159. 

“8707130528 SECY-87-158 Advises Commission of intent to deny renewal of License 
SUA-917 & issue order & to discuss potential longer term implications of action. 
STELLO,V. Ofc of the Executive Director for Operations. 87/06/25. 7pp. 50659:123- 
50659:140. 

8907270007 Partial response to FOIA request for records.Apps A & B records available 
in PDR & LPDR.App B records end. No agency records located re Items C & D. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. LASH.T. Illinois, State of. 3pp. 50663:285-50663:348. 

“8705260447 SECY-87-104 Recommends Commission approval of proposed agree- 
ment between State of IL & NRC, per Section 274 of Atomic Energy Act of 1954.as 
amended. 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 87/04/21. 
46pp. 50663:303-50663:348. 


STATE PROG STATE PROGRAMS » 

8906290396 Confirms 890407 exit briefing between RJ Doda & RM Quillin followirig 
review of State of CO radiation control program. State radiation protection regulations 
need to be updated to maintain compatibility w/NRC regulations. 

KAMMERER.C. State, Local & Indian Tribe Programs, 89/06/26. VERNON, T.A. Colo- 
rado. State of. 12pp. 50362:341-50362:352. 

8906290489 Fonvards review of NRC suppi to final environ assessment re decommis- 
sioning of Rare Earth fadlity.Subj should be further analyzed & alternatives to onsite 
disposal utilized. 

WASHINGTON, D.L Northeastern Illinois Planning Commission. 89/06/22. 

ROUSE.L.C. NRC - No Detailed Affiliation Given. 4pp. 50363:243-50363:258. 

“8906290497 Forwards comments on suppi to FES re decommissioning of Rare Earths 
facility. 

CHILD, W.C. Illinois. State of. 89/05/26. ROUSE.L.C. Fuel Cycle Safety Branch. Ip. 
50363:250-50363:254. 

“8906290499 Comments on draft suppi for FES re decommissioning Rare Earths 
facility.State of IL remains strongly opposed to final disposal of wastes at West Chica- 
go site since geological conditions unsuited to long-term containment. 

Illinois, State of. 89/06/26. NRC - No Detailed Affiliation Given. 4pp. 50363:251- 
50363:254. 

“8906290504 Comments on suppi for FES re decommissioning Rare Earths 
facility.Selection of studies alternatives biased.Statement should be withdrawn or re- 
vised to comply w/NEPA. 

LASH.T.R. Illinois. State of. 89/06/09. ZECH.L.W. Commissioners. 4pp. 50363:255- 
50363:258. 

8906300089 Forwards summary of 890510 meeting w/State of NV re resolution of 
issues raised by NRC on State of NV QA manual. Rev 1 to State of NV QA manual 
also end. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120), 
HLWR. 89/06/26. LOUX.R. Nevada. State of. 1p. 50364:297-50365:109. 

“8906300099 Rev 1 to “State of NV QA Manual.Vol 1 of 6." 

* Nevada, State of. HLWR. 89/06/01. 170pp. 50364:299-50365:109. 

8907030267 Forwards lab analyses for pond sludges from three ponds at site. Ponds not 
drying up as rapidly as initially expected. State expects to begin hauling sludge on 
890901. 

MOXLEY.M. Wyoming. State of. 89/06/06, FERGUSON.J.C. American Nuclear Corp. 
6pp. 50389:355-50389:360. 

8907050010 Forwards response to comments on licensee 890217 site permit to mine 
application & requests revised pages inserted into supportive info & priority given to 
completeness issues. W/o end. 

CATCHPOLE,G.J. Uranerz USA, Inc. 89/06/02. INGLE, S.C. Wyoming, State of. 1p. 
50401:179-50401:179. 

8907050160 Forwards “1988 SPDES Annual Biological Monitoring Rept." 
DAHLBERG,K.A. Niagara Mohawk Power Corp. NMP50191. 89/06/23. 

COLQUHOUN.J. New York, State of. Ip. 50415:312-50415:355. 

8907050200 Forwards compiled completeness & preliminary technical comments for 
North Butte in situ U project. 

INGLE.S.C. Wyoming, State of. 89/05/11. CATCHPOLE.G. Uranerz USA, Inc. 19pp. 
50401:204-50401:222. 

8907050375 Notification of contract execution, Mod 10, to “Radiation Monitoring Program 
Requirements." CiontractorrState of AZ radiation regulatory agency. 

HUGHES.A. Contract Administration Branch. NR<5-32.83-681. 89/06/26. HAMILL.K. 
Region 5. Ofc of the Director. TENBROOK,W. NRC - No Detailed Affiliation Given. 1 p. 
50401:073-50401:075. 

“8907050380 Mod 10,changing contractor mailing address, revising Articles III & Xtll of 
contract & revising Attachment A of statement of work, Item IV, “Reporting," to “Radi- 
ation Monitoring Program Requirements." 

* Arizona. State of. EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 89020S). NRC-32-83-681. 89/06/26. 2pp. 50401:074-50401:075. 
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8907050497 Advises of delay in completion & distribution of final FES on closure of 
Dawn Mining Co U millsite beyond 60-day limit & discusses two possible courses of 
action. 

STRONG.T.R. Washington, State of. 89/05/05. Washington. State of. Ip. 50413:228- 
50413:228. 

8907060003 Advises that completion & distribution of final environ impact statement on 
closure of Dawn Mining Co U millsite will be delayed beyond 60-day limit suggested in 
state Environ Policy Act. 

STRONG.T.R. Washington, State of. 89/05/05. Affiliation Not Assigned, Ip. 
50432:304-50432:304. 

8907060129 Submits comments for consideration while negotiating United Nuclear Corp 
reclamation plan.Amend ll.dtd Apr 1989. 

CONRAD.R. New Mexico. State of. 89/05/03. KONWINSKI.G. Uranium Recovery 
Field Ofc, R4. 3pp. 50434:353-50434:355. 

8907060190 Forwards listed matls re 890518 technical advisory committee meeting for 
closure of Dawn Mining Co U millsite. W/o ends. 

THOMPSON, R.J. Washington, State of. 89/05/31. Washington. State of. Ip. 
50450:316-50450:316. 

8907060261 Confirms that Monitor Well M-18 exceeded upper control limit for conduc- 
tivity plus 20% on 890419 routine biweekly & 890420 confirmation samples, per 
890421 telcon.Water quality analyses data end. 

WICHERS.D.L, Malapai Resources Co. 89/04/28. MOONEY.G, Wyoming. State of. 
3pp. 50434:348-50434:350. 

8907070088 Forwards requested documents re Ferret Exploration Co.W/o end. 
HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/05/04, ALLEN.K. Nebraska. 
State of. 2pp. 50440:343-50440:344. 

8907070205 Requests review of topics on bonding.waste disposal, American Nuclear 
Corp, Everest, Bison Basin.Cleveland Cliffs & bond forfeiture discussed at 890406 
meetirig. 

SHAFF^R.R. Wyoming. State of. 89/04/24. HAWKINS.E. Region 4, Ofc of the Direc- 
tor. 2pp. 50440:340-50440:341 . 

8907070265 Advises that Bison Basin Tailings Pond 1 matl could be substituted for 
other fill matl w/o changing facility approved reclamation plan.per 890418 Itr. 
FERGUSON, J.C. American Nuclear Corp. 89/04/24. MOXLEY.M. Wyoming, State of. 
1p. 50445:006-50445:006. 

8907070324 Requests documents, files & records from 861014 date of issuance for Li- 
cense SUA-1492 for Bison Basin. 

EDWARDS, G. A. Wyoming, State of. 89/04/12. CATCHPOLE,G. Altair Resources, Inc. 
Ip. 50445:150-50445:150. 

8907130220 Ack receipt of 890518 Itr responding to NRC comments & recommenda- 
tions following 1989 review of dept radiation control program & D Jerrett 890518 Itr 
addressing technical aspects of review comments, 

KAMMERER.C. State, Local & Indian Tribe Programs. 89/07/11. MAHAN.C.S. Florida, 
State of. 1p. 50530:203-50530:203. 

8907140012 Ack receipt of 890607 Itr commenting on util Proposed Change 147 to Li- 
cense DPR-28,revising standby liquid control requirements, per ATWS rule 
10CFR50.62 .fr notice scheduled to be published on 890628. 

FAIRTILE.M.B. Project Directorate 1-3. TAG 73364. 89/06/26. STER2INGER.G. Ver- 
mont, State of. 3pp. 50542:198-50542:200. 

8907170045 Confirms conversation re review of State of MS radiation control program 
for agreement matls on 890731-0804. 

EBNETER,S.D. Region 2, Cfc of the Director. 89/07/03, CCBB.A.B. Mississippi, State 
of. 1p. 50547:152-50547:152. 

8907170175 Forwards “Facility Decommissioning Plan for Palangana Site," as p^irt of 
license renewal process. 

PREUSSE,M.J. Texas. State of. 89/06/28. HALL.R.E. Uranium Recovery Field Ofc. 
R4. 9pp. 50544:073-50544:082. 

8907170210 Discusses State of TN Itr re prohibition of waste processors from handling 
waste from states not in compliance w/Low Level Radwaste Policy Amends Act.State 
of TN action appears to be unwarranted restriction of interstate commerce. 
GREEVES.J.T, Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/07/06. MILLER, V.L Assistant Director for State Agreements Program. 
3pp. 50553:139-50553:143. 

—8907200226 Advises that licenses of waste processors amended to preclude 
processing.extended storage &/or transportation of low level waste (LLW) matls from 
states not in compliance w/ Natl LLW Policy Act. 

MOBLEY, M.H. Tennessee, State of. 89/05/22. KAMMERER.C. State, Local & Indian 
Tribe Programs, 1p. 50553:143-50553:143. 

8907170368 Forwards response from US Ecology, Inc re radiolgical contingency 
plan.Primary backup sys would be 2-way radios used at vendor faciuty.Facility manag- 
er will be primary emergency coordinator. 

ELSEN.M.J. Washington. State of. 89/06/27. SCHNEIDER.K.N. State, Local & Indian 
Tribe Programs. 42pp. 50548:038-50548:079. 

8907170416 Ack receipt of 890613 Itr In response to comments & recommendations fol- 
lowing 1989 review of State of SC radiation control program.NRC pleased w/positive 
actions implemented by state. 

KAMMERER.C. State, Local & Indian Tribe Programs. 89/07/13. SHEALY,H.G. South 
Carolina. State of. Ip. 50548:107-50548:107. 

8M7180023 Requests comments re licensing jurisdiction over disposal of wastes stored 
in double steel tanks at Hanford site.Reply requested by 890815. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards,Director. 89/07/13. 
HUSSEMAN.T. Washington, State of. 2pp. 50571:185-50571:186. 

8907180035 Forwards handouts from State of NV presentation to Nuclear Waste Tech- 
nical Review Board on 890626.Agenda included. 

L0UX,R.R. Nevada. State of. HLWR. 89/07/05. BROWNING.R.E. Office of Nuclear 
Material Safety & Safeguards. Director. 300pp. 50563:061*50563:358. 


8907190402 Comment on streamlining onsite storage of spent nuclear fuel at nuclear 
power plants.Clarification of three listed items requested. 

BRAUND.R.l. Wisconsin, State of. 54FR19379 00254. 89/06/28. Office of the Secre- 
tary of the Commission. 1p. 50581:146-50581:146, 

8907200232 Advises that 890517 & 30 submittais re radiation control program for 
agreement matls satisfies NRC guidelines. 

KAMMERER.C. State. Local & Indian Tribe Programs. 89/07/07. KIZER.K.W. Califor- 
nia. State of. Ip. 50613:272-50613:272, 

8907240486 Comment re proposed Chapter 1 concerning policy statement on exemp- 
tion from regulatory control. 

SHANK, R.L. Ohio. State of. 53FR49886 00227. 89/07/12. TREPAL.C. Sierra Club. Ip. 
50636:041-50636:041. 

8907270005 FOIA request for names, positions & qualifications of all NRC, contractor or 
subcontractor staff who contributed to preparation of SFES & related documentation. 
LASH.T.R. Illinois, State of. 89/06/09. NRC - No Detailed Affiliation Given. 2pp. 
50663:283-50663:284. 

8907270007 Partial response to FOIA request for records.Apps A & B records available 
in PDR & LPDR.App B records end. No agency records located re Items C & D. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/25. LASH.T. Illinois, State of. 3pp. 50663:285-50663:287. 

8907280314 Partial response to FOIA request for records. App A records end & avail- 
able in PDR.Addl records available in folder FOIA-84-700 under name Kulasza. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/19, BOLOTIN, S.J. Bivona & Cohen, 2pp. 50667:162-50670:218. 

-8907280329 Forwards NRC comments on preliminary executive licensing review sum- 
mary for Uravan U Mill. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 84/08/13. HAZLE.A.J. Colorado. State 
of. 6pp. 50667:166-50667:171, 

“8907280341 Comments on remedial action section of Uravan remedial action plan. 
PETTENGILL.H.J. Uranium Recovery Field Ofc, R4. 86/08/26. HAZLE.A.J, Colorado, 
State of. 2pp. 50667:172-50667:173. 

-8907280346 Responds to Itr addressed to AJ Hazle re Uravan remedial action 
plan.Liquids will not be stored in quarry & ground water protection stds will be met. 
BERARDINI.J.H. Colorado. State of. 86/09/17. PETTINGILL.H.J. Uranium Recovery 
Field Ofc. R4. 3pp. 50667:174-50667:176. 

-8907280349 Advises of error on Page 3 of 860917 Itr.Change listed. 

BERERDINl.J.H. Colorado, State of. 86/09/18. PETTENGILL.H.J. Uranium Recovery 
Field Ofc, R4. Ip. 50667:177-50667:177. 

-8907280352 Forwards consent decree in State of CO vs Union Carbide Corp & 
Umetco Minerals Corp. Related info also end. 

MEYER, S.A. Colorado, State of. 86/11/03. SMITH, D. Uranium Recovery Field Ofc, 
R4. 750pp. 50667:178-50669:017. 

—8907310114 “Final Licensing Statement for Uravan U Mill.” 

HAZLE.A.J. Colorado, State of. 86/12/19. 350pp, 50669:018-50670:218. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8906290068 Forwards revised curves for heatup & cooldown limitations to agree w/cor- 
rect Westinghouse data attached to 890122 Itr discusser; d jri-g 390615 telcon. 
TUCKER. H.B. Duke Power Co. TAG 71963. SO 'Co- 19 Occumcn: Control Branch 
(Document Control Desk). 5pp. 50369:129-50369:133. 

8906290081 Notification of date change for 890613 meeting w/GE in Rockville, MD to 
discuss fuel design criteria & hafnium control blades.Portion of meeting closed to 
public. 

HODGES.M.W. Reactor Systems Branch. 89/06/06. THADINI.A.C. Assistant Director 
for Systems. 2pp. 50364:064-50364:065. 

8906290095 Submits response to NRC Bulletin 89-001, “Failure of Westinghouse Steam 
Generator Tube Mechanical Plugs." Info from stated Westinghouse topical repts con- 
sistent w/plant records.Plant does not have plugs from Heat 3513. 

BERRY, K.W. Consumers Power Co. IEB-89-001. 89/06/19. Document Control Branch 
(Document Control Desk). 5pp. 50363:122-50363:126. 

8906290111 Forwards response to NRC Bulletin 89-001, “Failure of Westinghouse 
Steam Generator Tube Mechanical Plugs." No inconsistencies found following review 
of stated Westinghouse rept for each steam generator. 

ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co,). 
IEB-89-001. 89/06/20. MURLEY.T.E. Document Control Branch (Document Control 
Desk). 9pp. 50363:097-50363:105. 

8906290145 Responds to NRC 890613 telcon request for addi info to clarify intended 
applications & other technical details re VIPRE-01 models for plant submitted in DPC- 
NE-3000.Rev 1 & DPC-NE-2003. 

TUCKER, H.B. Duke Power Co. 89/06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 50369:237-50369:239. 

8906290228 Forwards BAW-2085, "Submittal in Response to NRC Bulletin 88-011, 
’Pressurizer Surge Line Thermal Stratification’." Visual insp of vertical snubber per- 
formed on 890128 & showed no defects or damage. 

JAMES, D.E. Arkansas Power & Light Co. IEB-88-011. 89/06/02. Document Control 
Branch (Document Control Desk). 2pp. 50347:032-50347:125. 

-8906290233 BAW-2085 "Submittal in Response to NRC Bulletin 88-11, 'Pressurizer 
Surge Line Thermal Stratification’.’’ 

GURDAL,R.J., GLOUDEMANS,J.R. Babcock & Wilcox Co. IEB-88-011. 89/05/31. 
90pp. 50347;034-50347;125. 


8fM)7180402 Dl^usses environ results obtained at facility. Evaluation confirms that re- 8906290288 Notification of 890606 meeting w/GE in Rockville.MD to discuss fuel 

suits within site background levels & in compliance wMLARA & regulatory require- design criteria & hafnium control blades. Portions of meeting may be closed to public 

ments & no further actions warranted. to allow discussion on proprietary info. 

Ecology. Inc. (formerly Ngclear Engineering, Inc.). 89/07/06. HODGES.M.W. Reactor Systems Branch. 89/06/05. THADANl.A.C, Assistant Director 

ROBERTSON, G. Washington, State of. 2pp. 50677:057-50577:068. for Systems. 3pp. 50352:114-50352:1 16. 
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8906290395 Forwards C-E Owners Group restructured STS & bases. Roster of contacts 
for review of proposed new STS end. 

STERLING. E.C. C-E Operating Plants Owners Group, CEOG-89-398. 89/05/26. Docu- 
ment Control Branch (Document Control Desk). 6pp. 50364:069-50364:074, 

8906290415 40231-1 “Siesmic Frac''‘tv '^est “roo-am on Various Relays." 
THRONBERRY.R., MELINZ.H.. -G-.T,3'/. 'AV!.-.' Laboratories, 89/03/24. 897pp. 
50348:162-50350:341, 

8906290420 Forwards Change Notice 28 to Topical Rept - QA program SCE-1- 
A. reflecting changes in test control program. 

* Southern California Edison Co. 89/06/22, Document Control Branch (Document 
Control Desk). Ip. 50377:337-50377:344. 

-8907050392 SCE-1-A Change Notice 28 to Topical Rept - QA Program SCE-1-A, re- 
flecting changes in test control program. 

* Southern California Edison Co. 89/06/22. 7pp. 50377:338-50377:344. 

8906300028 Fowards SER accepting util 330906,1110 & 840508 responses to Generic 
Ltr 83-28. Item 4.5.3 re on-line runctional testing of reactor trip sys.per BWR Owners 
Group Rept NECD-30844. 

CLARK, R.J. Project Directorate 1-2. GL-83-28. 89/06/21. HUNGER.G.A. Philadelphia 
Electric Co. 3pp. 50385:226-50385:257. 

8906300040 Notification of 890712 meeting w/C-E Owners Group in Rockville, MD to 
discuss technical issues for design of diverse emergency feedwater actuation sys per 
ATWS rule (10CFR50 62) Agenda e^cl. 

LYNCH.M.D. Projf'C-. Cire:::..'£:-:: -3 89/06/22. HANNON, J.N. Project Directorate III- 

3. 4pp. 50379:357-50379:360. 

8907050147 Requests addi info re all valves addressed by BWR Owners Group in 
NEDC-31322 within 1 month. 

GREENMAN,E.G. Region 3, Ofc of the Director. iEB-85-003. 89/06/23. REED.C. 
Commonwealth Edison Co. 2pp. 50412:234-50412:235. 

8907050472 Informs that R Wells serving as acting chairman of C-E Owners Group 
“egulatc^' “esponse Group.Wells replaces M Medford. 

.ET-RLlNG.E.C, C-E Operating Plants Owners Group. STERLING,E.C. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). CEOG-89-427. 89/06/23. 
PARTLOW.J.G. Associate Director for Projects (Post 870411). Ip. 50785:040- 
50785:040. 

8907060300 Discusses conclusions reached following acceptance review of 890508 
proposed STS.Supplemental generic limiting conditions for operation should be sub- 
mitted for inclusion in proposed new STS. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 89/06/21. 
GRACE.D.N. BWR Owners Group. 3pp. 50433:047-50433:049. 

8907070026 Forwards proprietary responses to NRC request for addI info re Topical 
Rept WCAP-11236, "BISON - One Dimensional Dynamic Analysis Code for BWRs." 
Responses withheld (ref 10CFR9.5(4)). 

JOHNSON,W.J. Westinghouse Electric Corp. NS-NRC-89-3444. 89/06/27. 

HODGES,M.W. Reactor Systems Branch. 2pp. 50440:315-50440:316. 

8907070203 Fonwards RXE-89-002, "VIPRE-01 Core Thermal-Hydraulic Analysis Meth- 
ods for Comanche Peak Steam Electric Station Licensing Applications," to satisfy 
model documentation & user qualification requirements. 

CAHILL, W.J. TU Electric '^crms.-ly Texas Utilities Generating Co.). TXX-89441. 89/06/ 
30. Document Control Rra."..::- (Dccjmeni Control Desk). 2pp. 50441:070-50441:182. 

-8907070204 RXE-89-002 "VIPRE-01 Core Thermal-Hydraulic Analysis Methods for Co- 
manche Peak Steam Electric Station Licensing Applications." 

SUNG,Y., GIAP.H.B. Tennessee Valley Authority. 89/06/30. 109pp. 50441:074- 
50441:182. 

8907100044 Forwards proprietary NEDC-31677P, “Tech Spec Improvement Analysis for 
BWR Isolation Actuation Instrumentation." Rept represents continued application of 
reliability based methodology previously approved by NRC.Rept withheld. 

FLOYD, S.D, BWR Owners Group. BWROG-8954. 89/06/27. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 5pp. 50495:049-50495:053. 

8907100047 Forwards nonproprietary V;CAP-12290 & proprietary WCAP-12289. "Se- 
quoyah Unit 1 & Unit 2 Evaluation for Tube Vibration Induced Fatigue," per NRC Bul- 
letin 88-002.Proprietary rept withheld (ref 10CFR2.790(b)(4)). 

RAY.M. Tennessee Valley Authority. IEB-88-002. 89/07/05. Document Control Branch 
(Document Control Desk). 3pp. 50456:005-50456:196. 

-8907100053 Requests that proprietary WCAP-12289, "Sequoyah Unit 1 & Unit 2 Eval - 
uation for Tube Vibration Induced Fatigue," be w(thheld,per l0CFR2.790(b)(4). 
WIESEMANN.R.A. Westinghouse Electric Corp. CAW-89-075. 89/06/05. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 50456:008- 
50456:017. 

-8907100057 WCAP-12290 “Sequoyah Unit 1 & Unit 2 Evaluation for Tube Vibration 
Induced Fatigue." 

CONNORS, H.J., HALL,J.M., PITTERLE.T.A. Westinghouse Electric Corp. SG-89-06- 
005. 89/06/30. 175pp. 50456:018-50456:196. 

8907110071 Requests that end info re WCAP-1 1236, "BISON-One Dimensional Dynam- 
ic Analysis Code for BWRs," be treated as proprietary info,per 10CFR9.5(4).lnfo will 
be submitted separately w/ application for withholding affidavit, 

WIESEMANN,R.A. Westinghouse Electric Corp. AW-89-08S. 89/06/27. 

RUBENSTEIN.LS. Standardization & Non-Power Reactor Project Directorate (Pre 
890730). Ip. 50552:204-50552:204. 

8907110438 Notification of 890726 meeting w/util in Rockville, MD to discuss topical 
rept submittal plans. 

JONES, R.C. Reactor Systems Branch. 89/07/06. HODGES, M.W, Reactor Systems 
Branch. 2pp. 50552:221-50552:222. 

8907120061 FoHArards proprietary WCAP-1 2305 & nonproprietary WCAP-12306, “Eval- 
uation of Thermal Statification for Seabrook Unit 1 Pressurizor Su.'ge Jne." in re- 
sponse to NRC Bulletin 88-011. Proprietary rept withheld (ref iCCFR2.?9G;o)(4;i. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshrn. NY\-39C77. 69 / 36 .' 3 j. 
Document Control Branch (Document Control Desk). 4pp. 50514:112-50514:332. 

-8907120070 WCAP-12306 “Evaluation of Thermal Stratification for Seabrook Unit 1 
Pressurizer Surge Line." 

CHANG,K.C., PATEL, R.B., BOND,C.B. Westinghouse Electric Corp. 89/06/30. 204pp. 
50514:116-50514:322. 


-8907120075 Requests that proprietary WCAP-1 2305, “Evaluation of Thermal Stratifica- 
tion for Seabrook Unit 1 Pressurizer Surge Line," be v/thhe'd po- 10GFR2. 790(b)(4). 
W1ESEMANN,R.A. Westinghouse Electric Corp. CA.%-89-';a:- LG- 06 '23 MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 50514:323- 
50514:332. 

8907120108 Forwards SER accepting Rev 1 to ‘TN-24 Dry Storage Cask Topical Rept" 
as ref w/exception of Chapter 10, "Operating Limits Summary." Publication of ap- 
proved version of rept w/ ."'.^o-icta-y m'c separate requested within 3 months. 
ROBERTS, J.P. Fuel Cycle Safe;.- rSrar-::-- 89/07/05. HANSON, A. Transnuclear, Inc. 
7pp. 50512:295-50513:014. 

-8907120112 Topical rept evaluation of Rev 1 to ‘TN-24 Dry Storage Cask Topical 
Rept." Rept acceptable for ref except for Chacte- 10 "Cpc'at-c Limits Summary." 

* Office of Nuclear Material Safety & S q-arr.;,.;: 'oc*..')' 89/07/31. 73pp. 

50512:302-50513:014. 

8907120187 Notification of 890629 meeting w/B&W Owners Group in Rockville, MD on 
contents of core operating rept re revised STS. 

FISCHER, D.C. Technical Specifications Branch. 89/06/26. CALVO,J.A. Technical 
Specifications Branch. 3pp. 50576:097-50576:099. 

8907120365 Summary of 890607 meeting w/C-E Owners Group re new C-E STS.List of 
attendees.meet'ng handouts & milestones for new STS & lead plant end, 

=ISC-L'R.DD 'ochnical Specifications Branch. 89/06/21. CALVO,J.A. Technical 
Specifications Branch. 26pp. 50562:007-50562:032. 

8907130104 Provides documentation of completion/incorporation into plant programs of 
TDI Owners Group Phase II recommendations. Summary resolution of Phase II mods 
by component,recommended action, method of resolution & status end. 

KAPLAN,A. Cleveland Electric Il'uni-aVnc Co. PY-CEI/NRR-1023. 89/07/07. Docu- 
ment Control Branch (Document Ccnirc. Desk) 8pp. 50533:152-50533:159. 

8907130139 FoHA/ards nonproprietary Rev 1A to 08-27164, "Topical Rept for Foster 
Wheeler Modular Vault Dry Store (MVDS) For Irradiated Nuclear Fuel," Vols l-llt & 
proprietary Rev 1 A to Vols I & II to 08-271 64.Proprietary version withheld. 
AGARWAL,B.K. FW Energy App'icat'cns l-c 25708. 89/07/05. ROBERTS, J.P. Fuel 
Cycle Safety Branch. 2pp r,0;3'5 ':j4-5:5'5 :0'-. 

-8907130140 08-27164 R01A Rev 1A to "Topical Rept for Foster Wheeler Modular 
Vault Dry Store (MVDS) for Irradiated Nuclear Fuel," Vols 1-III. 

* FW Energy Applications, Inc. 25708. 87/10/31. 1,500pp. 50515:105-50519:018. 

8907130373 Summary of 890516 meeting w/BWR Owners Group re proposed new 
STS.Acceptance review of new STS commenced on 89051 9. List of attendees & view- 
graphs end. 

CALVO.J.A. Technical Specifications Branch. 89/06/29. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 13pp. 50536:316-50536:328. 

8907140013 Summary of 890515 meeting w/B&W Owners Group to hear vendor pres- 
entation of proposed new STS & to present overview of planned review process. List 
of attendees,milestones for new STS & lead plant & meeting handouts end. 

FISCHER, D.C. Technical Specifications Branch. 89/06/29. CALVO,J.A. Technical 
Specifications Branch. 25pp. 50542:054-50542:078. 

8907140020 Forwards issue identification for CRGR Meeting 158 re consideration of 
draft SER for Topical Repts WCAP-1 0271. SuppI 2 & WCAP-1 0271, SuppI I.Rev 1 re 
evaluation of out-of-svc times for ESFAS. 

SAKENAS.C.A. Committee to Review Generic Requirements. 89/02/15. JORDAN, E.L. 
Committee to Review Generic Requirements. 2pp. 50542:079-50542:096. 

-8502040475 Raises no objections to issuance of staff SER re WCAP-1 0271, concern- 
ing reactivity surveillance procedures/surveillance frequencies, w/o CRGR review, 
STELLO.V. Regional Operations & Generic Requirements, EDO (Pre 870413). 85/01/ 
28. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). Ip. 
50542:081-50542:082. 

-8501220433 Forwards topical rept evaluation of WCAP-1 0271, "Evaluation of Surveil- 
lance Frequencies & Out-of-Svc Times for Reactor Protection Instrumentation Sys." 
STS will be revised to enhance safety.per NUREG-1024. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 85/01/11. 
STELLO.V. Regional Operations & Generic Requirements, EDO (Pre 870413). 2pp. 
50542:083-50542:096. 

8907170154 Requests listed info re review of C-E Owners Group proposed restructured 
STS.NRC accepts proposed restructured STS & supporting matl as sufficient to begin 
review. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/07/03. 
STERLING, E.C. Combustion Engineering, Inc. 4pp. 50554:199-50554:202. 

8907180435 Forwards application for amend to License DPR-26, revising Tech Specs to 
authorize operation of plant at up to river water max temp of 95 F & w/max contain- 
ment temp of 130 F when reactor operating.WCAP-12312 also end. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/07/13. Document Control 
Branch (Document Control Desk). 3pp. 50571:187-50571:212. 

“8907180454 WCAP-12312 "Safety Evaluation for UHS Temp Increase to 95 F at 
Indian Point Unit 2." 

COLVIN.E.R.. DURKOSH.D.E.. GRIGSBY, J.M. Westinghouse Electric Corp. 89/07/31, 
275pp. 50571:213-50572:131. 

8907180485 Provides info re organizational changes within nuclear power div QA.Div 
fully decentralized & duties & responsibilities described in Topical Rept 10096A,Rev 4 
assigned to listed organizations. 

ARMONTROUT,C.A. Babcock & Wilcox Co. CAA/89-057. 89/07/07. WEISS, S.H. 
. Quality Assurance Branch (870411-881231). Ip. 50579:103-50679:103. 

8907190052 Forwards Rev 7 to Topical Rept PCC-QAPD, “QA Program Description." 
Changes primarily editorial. 

ANDREWS, R.R. Power Ccmouting Co 89/06/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 50581-1^7-50581:204, 

—8907190054 PCC-QAPD R07 Rev 7 to "QA Program Description." 

* Power Computing Co, 89/06/26. 56pp. 50581:149-50581:204. 
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8907200410 Forwards safety evaluation re updated SAR App IB 
.:;o'".r-!trrie-!!:> Cornrrit-or.ts ■•e-'ntes to upgrading of neutron monitoring instrumentation 
pe? f^og Cau/je '.ST ?, instrument setpoint methodology & gaseous effluent 

COLBURN.T.G. P'c:;gc* D'rec+crate i‘!-3 TAG ?27/il. 89/07/14. KAPLAN.A. Cleveland 
Electric Illuminating C;;. 2pp 5j59i^ ;57 b0id6.'Q2. 

“8907200411 Safety evaluation re updated safety analysis rept Appendix IB, license 
commitment revs. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 89/07/14. 5pp. 
50595:159-50595:163. 

8907210148 Notification of 890809 meeting w/C-E in Rockville, MD to discuss fuel rod 
max allowable pressure (CEN-372-P). 

WU.S.L Reactor Systems Branch. 89/07/18, MURLEY.T., SNIEZEK.J.. MIRAGLIA.F. 
NRC • No Detailed Affiliation Given. 2pp. 50629:276-50629:277. 

8907210207 Forwards CENPD-279, "Annual Rept on C-E EGGS Codes & Methods for 
10CFR50.46," correcting one computer code to reduce peak cladding temp by less 
than 1 F. 

KARNER.D.B. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
161-01879-DBK/K. 89/04/27. Document Control Branch (Document Control Desk). 
Ip. 50629:208-50629:217. 

“8907210211 CENPD-279 "Annual Rept on C-E ECCS Codes & Methods for 
10CFR50.46.’’ 

* Combustion Engineering, Inc. 89/04/30. 9pp. 50629:209-50629:217. 

8907210316 Requests response to questions & comments to expedite review of EPRl 
NP-5930, “Criterion for Determining Exceedance of Operating Basis Earthquake." 
BAGCHl.G. Structural & Geosciences Branch. 89/07/19. WHITCRAFT.J. Nuclear 
Management & Resources Council (NUMARC) (formerly Nuclear Utility Manage. Ip. 
50615:017-50615:017. 

8907240430 Submits response to 890512 request for determination as to whether Wes- 
tinghouse onsite nuclear plant computer sys falls within criteria established for Part 
110 controlled equipment.Computer instrumental in controlling power level. 
PETERSON, M.R. Assistant Director for International Security (Pre 890226). 89/07/19, 
HUDEC,W.S. Westinghouse Electric Corp. Ip. 50636:219-50636:219. 

8907250197 Forwards request for addi info re NUSCO-163, "Haddam Neck Plant Small 
Break LOCA Analysis Zircaloy Clad Fuel." 

WANG.A.B. Project Directorate 1-4. 89/07/18. MROCZKA,E.J. Connecticut Yankee 
Atomic Power Co. 5pp. 50644:280-50644:284. 

8907260130 Forwards proprietary & nonproprietary CEN-386-P & CEN-386- 

NP, respectively, "Verification of Acceptability of 1-Pin Burnup Limit of 60 MWD/kg for 
C-E 16x16 PWR Fuel." Info supports request that batch average limit be deleted. 
TURK,C,H. Arkansas Power & Light Co. 2CAN078907. 89/07/20. POSLUSNY,C. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 50662:001- 
50662:097. 

“8907260133 CEN-386-NP Nonproprietary “Verification of Acceptability of 1-Pin Burnup 
Limit of 60 MWD/kg for C-E 16x16 PWR Fuel." 

* Combustion Engineering, Inc. 89/06/30. 90pp. 50662:008-50662:097. 
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8906220300 Forwards draft "Proposed EBS (Task 4) Operations Plan Activities & Costs 
for Study to Develop Technical Background for Interpreting Regulatory Requirement of 
Substantially Complete Containment in 10CFR60.1 13." 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/06/05. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
Ip. 50337:001-50337:010. 

“8906220301 Draft “Proposed EBS (Task 4) Operations Plan Activities & Costs for 
Study to Develop Technical Background for Interpreting Regulatory Requirement of 
Substantially Complete Containment in 10CFR60.1 13," 

NAIR.P.K., WHITING,A.R., PATRICK, W.C, Center for Nuclear Waste Regulatory Analy- 
ses. NRC-02-88-005. 89/06/05. 9pp. 50337:002-50337:010. 

8906290039 Forwards plan for phased access to PASS by NRC (Milestone 
M26).Feedback from users identified addI major revs to be made in data base struc- 
ture & attendant features of Version 1 ,0. 

JOHNSON, R.D. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 89/ 
06/27. ALTOMARE.P.M. Division of High Level Waste Management (Post 870413). 
5pp. 50368:302-50368:306. 

8906290045 Forwards CNWRA description of levels of schedules for implementation in 
program architecture support sys. 

WHITING, A.R. Center for Nuclear Waste Regulatory Analyses. 89/06/27. 
ALTOMARE.P.M. NRC - No Detailed Affiliation Given. 7pp. 50364:027-50364:033. 

8906290052 Submits trip rept of 890612-15 site visits to Green River, UT & 
Rifle, CO.Remedial action plan for Rifle, CO site end. 

ABT.S.R. Affiliation Not Assigned. 89/06/20. JOHNSOM.T.L. Division of Low Level 
Waste Management & Decommissioning (Post 870413). 14pp. 50362:262-50362:275. 

8906290106 Declines invitation to participate in forthcoming inti conference on new 
trends in liquid scintillation counting & organic scintillators due to limited travel budget. 
BELL,MJ, Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/06/16. PENG,C. California, Univ. of, San Francisco, CA. Ip, 50364:081- 
50364:081. 

8906290124 Comments on 880225 topical rept, “Test Results on Samples for 10CFR61 
Qualification." Topical rept does not contain info on waste characterization that ex- 
plains why waste streams tested being qualified. 

TOKAR.M. Technical Branch. 89/06/20. HAYES, J.F. Delaware Custom Material. 2pp, 
50377:320-50377:321. 

8906290138 Responds to 890424 Itr re info on hollow fiber filter sys used for liquid rad- 
waste filtration at nucler power plants. Hollow fiber filter sys consists of 32 filter mod- 
ules end in unit approx 5 ft designed to handle flow of radwaste sys. 

SURMEIER.J.J. Technical Branch. 89/06/15. DREY.L. Affiliation Not Assigned. 2pp. 
50364:135-50364:136. 


8906290158 Responds to request for info on topical rept reviews & forwards NRC paper 
entitled, “Technical Position on Waste Form." Technical position developed to provide 
zScirrzc or sc'idified waste form test methods. 

MGC-VN-E..,-: K Division of Low Level Waste Manager?-'.! & DC'3crT's?'n'i (Post 
870413). 89/06/15. MCCARTHY, J. McCarthy, J. P. Ip, 3C 31 ■ 

8906290189 Responds to 890501 Itr re low level radwaste disposal facility siting proc- 
ess in State of TX.lt is not appropriate for NRC to enter site selection or regulatory 
F'occss boL-'g carried out at state level within TX. 

LC-! - Operations Branch. 89/06/16. TURNBOUGH,M. Texas, State of, 5pp. 
50363:170-50363:177. 

-8906290195 Comments on proposed low level radwaste disposal facility, Hudspeth 
County,TX.County confronted w/situation in which agency charged w/ 
locating.developing & operating suitable & safe low level radwaste disposal site for 
agreement state. 

TURNBOUGH.M. Texas, State of. 89/05/01. LOHAUS,P. Operations Branch. 3pp. 
50363:175-50363:177. 

8906290254 Provides DOE w/quarte-'y p-ccress -ept c" prelicensing phase of civilian 
high level radwaste mgt program ;£:.'.CY-:-:;-::i ■■/■i.r-oc; covers period from Feb-Apr 
1989. Understands that another meeting scheduled for Jui 1989. 

BERNERO,R.M. Office of Nuclear Material S a * Sa-'egLSrds, Director. HLWR. 89/ 
06/23. ROUSSO.S. Energy. Dept. of. 2pp. LIj-::, 36:; I"’:). 

8906290269 Forwards comments on Sandia QA program plan.SLTR 88-0001, Rev 
C.Upon receipt of acceptable resolution of comments, NRC will find that Rev C meets 
applicable criteria of App B to 10CFR50 & acceptable. 

LINEHAN.J J Oeoositcry Licensing & Quality Assurance Project Di'ectorate (881120). 
HLWR. ‘39-':t:-.26 S"r. Energy, Dept. of. 3pp, 50565:069-50365:071, 

8906290281 Notification of 890711 meeting w/DOE, State of NV & affected local govts 
in Rockville.MD to hold bimonthly meeting on QA. 

THOMAS, B.E. Repcs“.cr,- & Quality Assurance Project Directorate (881120). 

HLWR. 89/06/27. !-C_C\ 3r.„u Repository Licensing & Quality Assurance Project 
Directorate (881120). 4pp. 50365:191-50365:194. 

8906290290 Notification of 890706-07 meetings w/DOE, State of NV & affected units of 
govt in State of NV to discuss acceptability of QA programs & results of NRC review 
of design acceptability analysis & DOE design control process. 

HOLONICH.J. Repcfiitor; L'ce^s'mg Oua'^ty Assurance Project Directorate (881120). 
HLWR. 89/06/27. ^ NLr-.AN ,! . Ror-cs :o'v L censing & Quality Assurance Project Di- 
rectorate (881120). 2pp. GDSrc r6’-::C:::3e.C6r3 

8906290296 Notification of 890710-13 site visit w/DOE, State of NV & affected local 
cov*.3 r Las Vegas. NV re hydrology of Yucca Mountain site. 

ST/-3..Er'l.\ K. “cpcs:tc', Licer'.s:.'*g A C..:::'!, Assurance Project Directorate 
(881120). HLWR. 89/06/26, LINE-.-\N Reros ’..orv ..icensing & Quality Assurance 
Project Directorate (881120). 2pp. ‘ 

8906290341 Requests addition of NRC to distribution list for Technical Manual TM 5- 
801-10, "Design to Facilitate Decommissioning & Decontamination of Nuclear Facili- 
ties." 

JOHNSON.T.C. Regulatory Branch. 89/06/26. EUBANKS,F.C. Army, Dept, of, Corps 
of Engineers. Ip. 50363:1 66-50363:-i 68. 

8906290353 Forwards info package to help prepare ACNW briefing on low level waste 
mishap presentation on 890629.W/0 end, 

LOHAUS,P.H. Qperations Branch. 89/06/23. PARRY, S.J. ACRS - Advisory Committee 
on Reactor Safeguards. 1p. 50363:169-50363:169. 

8906300043 Forwards notice of upcoming meetings re NRC High Level Waste Mgt 
Program, per NRC 840827 FR notice. 

LINEHAN.J.J. Repository Line-sing S Qua'ily Assu'ance Project Directorate (881120). 
HLWR. 89/07/03. NRC - .Nn Edoicr: A“ -a-.-cn Giv::i- 2pp. 50365:182-50365:183. 

8906300048 '=>espords *0 390-12^ "ecuest for tapes of site & engineering properties 
data base (SL--DB; C^'r-:-!! vc'sicn of SEPDB not designed to be online sys, easily ac- 
cessible to outside users. 

STEIN, R. Energy. Dept. of. HLWR. 89/06/27. LINEHAN.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). Ip. 50365:184-50365:184, 

8906300051 Forwards meeting rept for DBA dose limit meeting on 890608, including tel- 
cons on 890613,15,21 & 27.Major points listed. 

HAGEMAN.J.P. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 89/06/28. ALTOMARE.P.M. Division of High Level Waste Management (Post 
870413). 6pp. 50365:185-50365:190. 

8906300089 Forwards summary of 890510 meeting w/State of NV re resolution of 
issues raised by NRC on State of NV QA manual, Rev 1 to State of NV QA manual, 
also end. 

LINEHAN.J.J. oeDCsit 07 l.icensinc & Quality Assurance Project Directorate (881120). 
HLWR. 89'C5.’25. ..CJX.R Ne-.ada, State of. Ip. 50364:297-50365:109. 

--8906300099 Rev 1 to "State of NV QA Manual, Vol 1 of 6." 

* Nevada, State of. HLWR. 89/06/01. 170pp. 50364:299-50365:109. 

8906300130 Interim Change Notice 1 to Rev 2 to QMP-'^6-02. “'^'•end Analysis " 
MACNALLY.W., BLAYLORD.J., QERTZ.C. Science App. c.ai.-jrs nlernnliorc Corp. 
(formerly Science Applications. Inc.). HLWR, 89/06/16. 5pp. 50377:350-50377:354. 

8906300143 Forwards special study repts ref in "Remedial Action Planning & Disposal 
Cell Design" document, per 890606 Itr & 890620 telcon. 

MATTHEWS, M.L Enerav. Deot. of 89/06/26. FLIEGEL.M. NRC - No Detailed Affili- 
ation Given. 2pp. 503 70:26 "--5 03 "^2 ■.04. 

“8906300146 UMTRA-DOE/AL 400644. UMTRA-DOE/AL 400644.0000, "Geomem- 
brane Special Study," final rept. 

* Energy. Dept. of. 88/07/31. 40pp. 50370:266-50370:305. 

“8906300147 UMTRA-DOE/AL-400646. UMTRA-DOE/AL-400646.000, “Alternate 
Cover Matls.” 

* Energy, Dept. of. 88/09/30. 23pp. 50370:306-50370:328. 

“8906300148 UMTRA-DOE/AL-400647. UMTRA-DOE/AL-400647.000, "Alternative 
Cover Design." 

* Energy, Dept. of. 88/11/30. 26pp. 50370:329-50370:354. 
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-8906300156 UMTRA-DOE/AL-400648. UMTRA-DOE/AL-400648.000, ‘'Effect Of 

Freezing & Thawing on UMTRA Cover?. " so-DOia! 5*::dy 

* Energy. Dept. of. 88/10/31. 165pp. ::.X-''C-.?55-5337^-:f;7 

-8906300157 UMTRA-DOE/AL-400642. UMTRA-DOE/AL-400642.0000. "Vegetative 
Covers," special study. 

* Energy. Dept. of. 88/11/30. 65pp. 50371:158-50371:226. 

-8906300159 UMTRA-DOE/AL-400656. UMTRA-DOE/AL-400656.000, "Moisture Con- 
tents & Unsaturated Conditions in UM'^R.A ‘^reject Radon Barriers." 

* Energy. Dept. of. 89/01/31. 38pp. 503 t; ■227-503': 26-s 

-8906300160 UMTRA-DOE/AL-400643. UMTRA-DOE/AL-400643.0000, "Summary 
Rept on Geochemical Barrier Special Study." 

* Energy. Dept. of. 89/04/30. 11pp. 50371:265-50371:275. 

-8906300163 "Neutra'izat'on & Chemical Reduction for Immobilizing Inorganic Contami- 
nants in U Mil: ■ n;~ Gj.T^iscn.CO " final rept. 

* Thomson & Assoc at'sS iH - " . 0*3. 141pp. 50371 :276-50372;057. 

-8906300167 UMTRA-DOE/AL-400653. UMTRA-DOE/AL-400653.0000. "Source Mod 
Special Study." 

* Energy, Dept. of. 89/04/30. 60pp. 50372:058-50372:117. 

-8906300169 UMTRA-DOE/AL-400651. UMTRA-DOE/AL-400651.000. “Final Rept on 
Scd'L.‘r--A~'::-''ded Radon Barrier," special study finding. 

* iir.K.-gy. Dep: of. 88/10/31. 59pp. 50372:118-50372:184. 

8906300174 Forwards "CNWRA Program Manager Periodic Rept on Activities of 
CNWRA" for 89051 3-0609.NRC requested to expedite approval of thermohydrology 
research project plan & separate effects experimental design plan. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. HLWR. 69/06/23, 
FLINCHES, J.L. Division of High Level Waste Management (Post 870413). 2pp, 
50365: 195-50365:261. 

-8906300177 "CNWRA Preg-a.- Mereger Periodic Rept on Activities of CNWRAs." 

* Center for Nuclear v.as'ie Rec-.aibr.' Analyses. FIN D-1035. NRC-02-88-005. 89/ 
06/23. NRC - No Deta. O'.: .'.fli'fGr.’on G.ve- 64pp. 60365:197-50365:261. 

8907030103 Forwards corrected pages to CNWRA 89-001, "Critical Assessment of 
Seismic & Geomechanics Literature re High Level Nuclear Waste Underground Re- 
pository.” 

LAT2,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/06/29. OTT,W,R. Office of Nuclear Regulatory Research, Director (Post 860720). 
Ip. 50384:036-50384'.044. 

-8907030107 CNWRA 89-001 ERR Corrected pages to "Critical Assessment of Seismic 
& Geomechanics Literature re High Level Nuclear Waste Underground Repository." 
KANA,D.D., BRADY, B.H.. VANZANT.B.W. Center for Nuclear Waste Regulatory Analy- 
ses. HLWR. 89/06/29. NRC - No Detailed Affiliation Given. 8pp. 50384:037- 
50384:044. 

8907030112 Forwards revised “Project Plan for Seismic/Rock Mechanics Project," per 
890525 commitment.Plan revised in accordance w/NRC 890411 Itr & reflects com- 
ments received from NRC on Task 1 rept. 

LAT2.J.E. Center for Nuciear Waste Regufatory Analyses. NRC-02-88-005. HLWR. 
89/06/29. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
2pp. 50384:045-50384:121. 

-8907030116 "Project Plan for SGisn;o/°cck Mechanics P'oject." 

KANA.D.D., BRADY, B.H., HSILi\G.3.M C€n:;;r fo.- .Nucic-a- Wa.sto Regulatory Analy- 
ses, NRC-02-88-005. 89/06/30. NRC - No Detailed Affiliation Given. 75pp. 50384:047- 
50384:121. 

8907050196 Concurs w/proposed remedial action of no removal of contaminated soils 
for Property GJ-97007-OT.Suggests that long-term tailings mgt.disposal & migration 
control plan be developed & ir^o'emerted. 

SMITH, R.D. Uranium Recover' 'C'd O'c, R4. 89/05/26. VIRGONA.J. Energy, Dept, 
of. 2pp. 50412:180-50412:181. 

8907050218 Forwards list of Yucca Mountain Project contractors, subcontractors & ap- 
plication of QA to scope of Work QA-G-8, per commitment made at 880707 meeting 
w/NRC. 

APPEL, G. Energy, Dept. of. HLWR. 89/06/23. LINEHAN.J. Repository Licensing & 
Quality Assurance Project Directorate (881120), 113pp. 50388:022-50388:132. 

8907050243 Submits DOE understanding of NRC position re NRC involvement in waste 
acceptance process for DOE defense waste processing facility & West Valiey demon- 
stration project.as expressed at 890420 meeting on interactions schedule. 

STEIN.R, Energy, Dept, of, HLWR. 89/06/27. YOUNGBLOOD.B.J. Division of High 
Level Waste Management (Post 870413). 2pp. 50386:070-50386:071. 

8907050246 Concurs w/proposed remedial action of no removal of contaminated soils 
for Property GJ-97009-OT, based on review of radiological & engineering assessment 
dtd 690320. s « 

SMITH. R.D. Uranium Recovery Field Ofc. R4. 89/06/26, TUCKER.M.K. Energy. Dept 
of. 2pp. 50408:189-50408:190. 

8907050250 Concurs w/890525 proposal to blend matl from Arrow Pit quarry w/ap- 
proved Shadow Mountain bedding matl to prevent undue const delays. 

HAWKINS, E.F, Uranium Recovery Field Ofc, R4. 89/06/09. MATTHEWS, M. Energy, 
Dept. of. 3pp. 5041 5:1 71 -5041 5:173. 

8907050251 Forwards Itr announcing technical assessment review re geophysically in- 
ferred fault in vicinity of proposed exploratory shaft location.for info. 

STEIN.R. Energy, Dept of. HLWR. 89/06/27. YOUNGBLOOD.B.J. Division of High 
Level Waste Management (Post 870413). 11pp. 50386:072-50386:082. 

8907050252 Reviews justification for application of supplemental stds at Vicinity Proper- 
ty GJ-97009-OT.Concurrence should be granted but contaminated soils should not be 
removed at site. 

HEYER.R.S., SMITH, R.D. Uranium Recovery Field Ofc, R4. 89/06/26. Uranium Re- 
covery Field Ofc. R4. 4pp. 50416:222-60416:225. 

8907050257 Forwards "DOE Assessment of Process Used to Develop. Review & Ap- 
prove Five Const Phase Exploratory Shaft Study Plans." per commitment made at 
881215 meeting. 

STEIN.R. Energy. Dept. of. HLWR. 89/06/23. LINEHAN.J.J. Repository Licensing & 
Quality Assurance Project Directorate (881120). 2pp, 50386:096-50387;066. 


-8907050263 "DOE Assessment of Process Used to Develop, Review & Approve Five 
Const Phase Exploratory Shaft Study Plans." 

DOBSON, D.C. Science Applications International Corp. (formerly Science Applications, 
Inc.). 89/06/02. 330pp. 50386:099-50387:066. 

8907050276 Advises that final design of facility cover sys for Tuba City site 
acceptable. Formal NRC conditional concurrence will be given in final technical evalua- 
tion rept currently being prepared. 

HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 89/06/15. MATTHEWS.M. Energy. 
Dept. of. 2pp, 50416:245-50416:246. 

8907050313 Concurs w/proposed remedial action of not removing contaminated soils 
alongside of & under railroad tracks for Commercial Vicinity Property RT-108.per 
40CFR192 review of DOE 890515 radiological & engineering assessment. 

SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/06/14. MATTHEWS, M.L. Energy, 
Dept. of. 2pp. 50413:091-50413:092. 

8907050321 Reviews DOE 890515 justification for application of supplemental stds at 
Vicinity Property TR-01 8 (Bonneville Transloaders). Recommends concurrence w/DOE 
proposal. 

HEYER.R.S., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/06/14. Uranium Re- 
covery Field Ofc, R4. 3pp. 50413:147-50413:149. 

8907050336 Forwards Yucca Mountain Project master list of controlled 
documents, identifying versions current as of 890627. 

NELSON, J.H. Science Applications International Corp. (formerly Science Applications, 
Inc,). HLWR. 89/06/27. STABLEIN.K. NRC - No Detailed Affiliation Given. 30pp. 
50387:316-50387:345. 

8907050338 Reviews DOE justification for application of supplemental stds at Vicinity 
Property GJ097012-OT re mill tailings contamination surrounding Horizon Drive sewer 
interceptor pipeline.Recommends concurrence be granted. 

HEYER.R.S., SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/05/26. Uranium Re- 
covery Field Ofc, R4. 5pp. 50412:15^-50412:156. 

8907050341 Forwards Revs 0 to Yucca Mountain Project Study Plans 8.3.1. 5.2.1 & 
8,3. 1.1 7.4.2. Draft memo also end for consideration & prepared for transmittal of study 
plans to NRC. 

SALTZMAN.J.D. Energy, Dept. of. HLWR. 89/06/29. STEIN.R. Energy. Dept. of. 12pp. 
50388:001-50388:012. 

8907050358 Fonwards closure of Std Deficiency Rept 190, Rev O.per Yucca Mountain 
Project Ofc QA Audit 88-7 of Reynolds Electrical & Engineering Co, Inc. 

WILMOT.E.L. Energy, Dept. of. HLWR. 89/06/22. PRITCHETT, R.F. Reynolds Electri- 
cal & Engineering (jo., Inc. 5pp. 50387:305-50387:309. 

8907050365 Forwards closure of Std Deficiency Rept 188, Rev 0,per Yucca Mountain 
Project Ofc QA Audit 88-7 of Reynolds Electrical & Engineering Co, Inc. 

WILMOT.E.L Energy, Dept. of. HLWR. 89/06/22. PRlTCHETT.R.F. Reynolds Electri- 
cal & Engineering Co., Inc. 6pp. 50387:310-50387:315. 

8907050369 Forwards for info, absorption test results for Tuba City erosion protection 
matl.Tests performed by MK-Ferguson Co during production of basalt riprap.Change 
to add absorption to rock quality requirements unnecessary. 

MATTHEWS.M.L Energy. Dept. of. 89/06/26. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 24pp. 50576:022-50576:045. 

8907050377 Forwards Itr of concurrence re vicinity property completion rept for Site LK- 
009S at Lakeview.OR.per 890314 Itr. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/05/12. MATTHEWS.M.L. Energy, 
Dept. of. 3pp. 50417:317-50417:319. 

8907050385 Requests advisement re whether addi info or matl necessary for NRC con- 
currence w/state proposal to terminate radioactive matl license issued to in situ leach 
U recovery facility. 

MCBURNEY.R.E. Texas, State of. 89/06/12. HALL.R.E. Uranium Recovery Field Ofc, 
R4. 2pp. 50402:360-50402:361. 

8907050404 Requests NRC participation on working group to provide technical & regu- 
latory input to Long-Term Surveillance & Maint Program.Approx 1-2 man-wks per yr 
would satisfy expected representation requirements. 

VIRGONA.J.E. Energy, Dept. of. 89/06/26. GREEVES.J. NRC - No Detailed Affiliation 
Given. 2pp. 50416:300-50416:301. 

8907050407 Forwards revised seeding specs for Tuba City UMTRA site, for info & 
use.Rev generated by Project Interface Document 16-S-08 sent by 890425 Itr. 
MATTHEWS.M.L. Energy. Dept. of. 89/06/08. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 9pp. 50403:067-50403:075. 

8907050409 Advises that review of 890406 Rev 3 to "Lakeview Remedial Action Insp 
Plan" complete.Amount of testing for Lakeview UMTRAP on site-specific basis & pro- 
posed procedures for rock testing acceptable. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/05/18. MATTHEWS.M.L. Energy. 
Dept. of. 3pp. 50403:076-50403:078. 

8907050417 Forwards project interface documents for Green River, UT & Rifle, CO 
UMTRAP sites from Morrison Knudsen.Diagram of alternative radon barrier placement 
also end. 

MATTHEWS.M.L Energy. Dept. of. 89/06/26. LOHAUS.P.H. Division of Low Level 
Waste Management & Decommissioning (Post 870413), 4pp. 50416:296-50416:299. 

8907050421 Notifies of 890518 technical advisory committee meeting for closure of 
Dawn Mining Co mill site. Agenda & tour dates & times listed. 

STRONG, T.R. Washington. State of, 89/05/08. Washington, State of. 2pp. 
50406:001-50408:002. 

8907050424 Forwards, for info, response to 890411 Itr requesting info on const water 
usage at Mexican Hat.UT UMTRA site. 

MATTHEWS.M.L Energy, Dept. of. 89/06/08. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 13pp. 50403:054-50403:066, 

8907050454 Requests description of sampling & analysis QA protocols to continue 
review of 090302 status rept on hydrological conditions at Bodo Canyon disposal 
facilify.DOE should propose point of compliance well locations. 

HAWKINS.E.F- Uranium Recovery Field Ofc. R4. 89/04/28. MATTHEWS.M. Energy, 
Dept. of. 4pp. 50413:080-50413:083. 
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8907050456 Advises that no problems found w/proposed course of actions in 890515 
submittal of final specs for planned dewatering program for Durango/Bodo Canyon 
tailings celt water. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/31. MATTHEWS.M. Energy. 
Dept. of. 2pp. 50408:021-50408:022. 

8907050459 Concurs w/remedial action of no removal of contaminated soils for ref 
property & implementation of long-term tailings mgt, disposal & migration control 
plan, based on review of 890411 radiological & engineering assessment. 

SMITH.R.D. Uranium Recovery Field Ofc. R4. 89/05/26. VIRGONA.J.E. Energy. Dept, 
of. 2pp. 50413:236-50413:237. 

8907050478 Forwards Project Interface Document (PID) 8-S-08 re Tuba City Phase II 
const.PID considered to be Class 111 change per Section 8.1 1 of remedial action plan. 
MATTHEWS.M.L. Energy, Dept. of. 89/04/25. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 2pp. 50413:226-50413:227. 

8907050482 Forwards weekly activity rept for prototype testing for wks ending 890528 & 
0604. 

PRESTHOLT.P.T. NRG - No Detailed Affiliation Given. HLWR. 89/06/29. 
LINEMAN, J.J. Division of High Level Waste Management (Post 870413). 9pp. 
50388:013-50388:021. 

8907050490 Forwards Rev 3 to Lakeview.OR remedial action insp plan & responds to 
NRC 890322 comments. Plan adequately addresses insp activities & consistent w/re- 
medial action plan design specs & quality requirements.W/o end. 

MATTHEWS.M.L Energy, Dept. of. 89/04/24. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 4pp. 50413:136-50413:139. 

8907050497 Advises of delay in completion & distribution of final FES on closure of 
Dawn Mining Co U millsite beyond 60-day limit & discusses two possible courses of 
action. 

STRONG, T.R. Washington, State of. 89/05/05. Washington, State of. Ip. 50413:228- 
50413:228. 

8907050503 Forwards listed papers for presentation at autumn meeting of ANS.for pro- 
rammatic review. 

ATRICK.W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 89/06/30. FORTUNA.S.L. Division of High Level Waste Management (Post 
870413). 17pp. 50387:346-50387:362. 

6907050506 Rev 0 to Technical Operating Procedure TOP 004-01, “Procedure for Prep- 
aration of Thin Sections of Geological Matls." 

RUSSELL.J., MABRITO.B., WHITING.A.R. Center for Nuclear Waste Regulatory Anal- 
yses. HLWR. 89/06/27. 10pp. 50417:019-50417:028. 

8907050507 Forwards status rept on hydrogeological conditions at Bodo Canyon dis- 
posal facility near Durango, CO.Decisions re dewatering of tailings will be addressed in 
separate Itr/rept. 

DUBOIS, D.P. Jacobs Engineering Group. Inc. 89/03/02. MATTHEWS.M.L. Energy, 
Dept. of. 131pp. 50408:035-50408:165. 

8907050510 Forwards paper entitled, "Technical Considerations for Evaluating Substan- 
tially Complete Containment of High Level Nuclear Waste" for presentation at autumn 
meeting of ANS. Programmatic review of paper requested. 

PATRICK.W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR, 89/07/03. FORTUNA.S.L. Division of High Level Waste Management (Post 
870413). 1p. 50450:282-50450:287. 

-8907070311 Conference paper entitled, "Technical Considerations for Evaluating Sub- 
stantially Complete Containment of High Level Nuclear Waste" for presentation at 
autumn meeting of ANS. 

MANAKTALA.H.K. Center for Nuclear Waste Regulatory Analyses. INTERRANTE.C.G. 
National Institute of Standards & Technology (formerly National Bureau of Standa. 89/ 
07/03. 5pp. 50450:283-50450:287. 

8907050516 Rev 0 to Technical Operating Procedure TOP-004-02, "Procedure for Qual- 
itative X-Ray Powder Diffraction Analysis of Geological Matls." 

RUSSELL.J,, MABRITO.B., WHITING.A.R. Center for Nuclear Waste Regulatory Anal- 
yses. HLWR. 89/06/27. 12pp. 50418:151-50418:162. 

8907050520 Forwards Rev 0 to Technical Operating Procedure TOP-001-04, "Selection 
of Regulatory Topics for Program Architecture Analysis." Procedure will be used as 
first step toward identification of uncertainties for 1989 milestone. 

WHITING, A.R. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 89/06/30. ALTOMARE.P.M. Division of High Level Waste Management (Post 
870413). 3pp. 504 1 7:065-5041 7:076. 

—8907050522 Rev 0 to Technical Operating Procedure TOP-001-04, “Selection of Reg- 
ulatory Topics tor Program Architecture Analysis." 

PATRICK, W., NAIR.P., WHITING.A.R. Center for Nuclear Waste Regulatory Analyses. 
HLWR. 89/06/30. 9pp. 50417:068-50417:076. 

®S07050S24 Forwards revised Page 7 to overall research project plan submitted in May 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/07/03. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
2pp. 50450:278-50450:281. 

-8907050528 Revised Page 7 to Rev 2 to "Project Plan for Overall Research." 

NAIR.P.. WHITING.A.R., PATRICK.W. Center for Nuclear Waste Regulatory Analyses. 
NRC-02-88-005. HLWR. 89/07/31. NRC - No Detailed Affiliation Given. 2pp. 
50450:280-50450:281. 

8907050531 Forwards final specs for installation.operation & removal of 17 dewatering 
wells at Durango, CO UMTRA disposal site as followup to 890324 meeting. Settlement 
& stability calculations & background mat! re alternatives also end. 

MATTHEWS.M.L, Energy. Dept. of. 89/05/15. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 450pp. 50398:041-50399:193, 

8907060003 Advises that completion & distribution of final environ impact statement on 
closure of Dawn Mining Co U millsite will be delayed beyond 60-day limit suggested in 
state Environ Policy Act. 

STRONG.T.R. Washington, State of, 89/05/05. Affiliation Not Assigned. 1p, 
50432:304-50432:304. 


8907060055 Resubmits “Rational & Priority for Analysis of Statutes & Regulations re 
High Level Waste Mgt." Resubmittal consists of missing pages. 

WHITING.A.R. Center for Nuclear Waste Roru'atop/ A''a'v?es. HLWR. 89/07/03. 
ALTOMARE.P.M. Division of High Level .V:s:-:o V:,nac>-r-.-:;r'‘. (Post 870413). Ip. 
50417:077-50417:095. 

-8907030100 Forwards "Rationale & Priority for Analysis of Statutes & Regulations Re 
High Level Waste Mgt." 

WHITING.A.R. Center for Nuclear Waste Regulatory Analyses. 89/06/29, 
ALTOMARE.P.M. Division of High Level Waste Management (Post 870413). 18pp. 
50417:078-50417:095. 

8907060060 Fonwards revised “Engineered Barrier Sys (Task 4) Operations Plan Activi- 
ties & Costs for Study to Develop Technical Background for Interpreting Regulatory 
Requirement of Substantially Complete Containmenf. in 10CFR50.1 13." 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses, NRC-02-88-005. HLWR. 
89/07/03. MACE.M.H. Division of Contracts & Property Management (Post 890205). 
Ip. 50413:239-50413:248. 

-8907060065 "Erc'nc-c-fod Barrier Sys (Task 4) Operations Plan Activities & Costs for 
Study to Dr-.--:-op “cci." cai 5r.ckg''Ourd ■'rr Interpreting Regulatory Requirement of 
Substantially Complete Contai-f'e-.'i - ICC--R6;) 13." 

NAIR.P.K., WHITING.A.R., PATRICK.W.C. Center for Nuclear Waste Regulatory Analy- 
ses. NRC-02-88-005. HLWR. 89/07/03. 9pp. 50413:240-50413:248. 

8907060096 Forwards original approval sheet for publication & distribution of Rev 3 to 
plant remedial action insp plan. "Testing & Insp." Rev 3 also end. 

MATTHEWS.M.L. Energy, Dept. of. 3050-89-594, 89/06/08. OLDHAM.J.G. MK-Fergu- 
son Co. 2pp. 50433:234-50433:249. 

“8907060099 Rev 3 to Remedial Action Insp Plan 1, "Testing & Insp.” 

* MK-Ferguson Co. 89/04/06. 11pp. 50433:236-50433:249. 

8907060164 Submits comments on 890627 plan for phased access to program architec- 
ture suppport sys by NRC.Phase III developments should be reevaluated. 
ALTOMARE.P.M. Division of High Level Waste Management (Post 870413). HLWR. 
89/07/05. JOHNSON, R.D. Center for Nuclear Waste Regulatory Analyses. 2pp. 
50417:096-50417:097. 

8907060168 Informs that UMTRAP ofc currently preparing addi data requested in 
890428 Itr re Durango, CO disposal facility at Bodo Canyon & that ofc actively pursuing 
dewatering program at same Lici'ity.Addi data will be transmitted by 890531. 
MATTHEWS.M.L. Energy, Dept o' 39/ HAWKINS.E.F. Uranium Recovery Field 
Ofc. R4. Ip. 50432:047-50432:047. 

8907060169 Fon^/ards radiological engineering assessment containing info necessary 
for justification of implementation of supplemental stds re property known as RT-018. 
MATTHEWS.M.L. Energy, Dept. of. 89/05/15. HEYER.R. Uranium Recovery Field Ofc. 
R4. Ip, 50432:046-50432:046. 

8907060174 Forwards water quality data for Jan & Apr 1989 & listing of hazardous con- 
stituents to be monitored, per 890428 request. 

MATTHEWS.M.L Energy, Dept, of, 89/06/13. HAWKINS.E.F. Uranium Recovery Field 
Ofc. R4. 93pp. 50413:326-50414:057. 

8907060194 Forwards, for review & concurrence, completion repts for Vicinity Properties 
SL-533(S) & SL-208(S).W/o ends. 

BOSILJEVAC.F. Energy, Dept. of. 89/06/05. HEYER.R, NRC ■ No Detailed Affiliation 
Given. Ip. 50431:331-50431:331. 

8907060197 Forwards, for info Durango Project Interface Document 03-S-15 re revised 
limit of Raffinate pond excavation. 

MATTHEWS.M.L. Energy, Dept. of. 89/06/05. HAWKINS.E.F. Uranium Recovery Field 
Ofc. R4. 13pp. 50432:333-50432:345. 

8907060205 Forwards, for info, Durango Project Interface Document 03-S-16 re fill lift 
thickness, for info. 

MATTHEWS.M.L. Energy. Dept, of, 89/06/01. HAWKINS.E.F. Uranium Recovery Field 
Ofc. R4. 9pp. 50432:346-50432:354. 

8907060207 Notifies of Advisory Committee for Lakeview U Mill Waste Cleanup Proj 
890603 meeting “n Salem, OR for presentation on status of activities of const to be 
corr.p’eicc c-y .-jg & briefing on status of Lucky Lass/ White King U mine project. 
MiERA.r Cregon State of. 89/06/02. Lakeview Citizens Advisory Committee. 2pp, 
50434:3A3-5C-i3''..3Ai 

8907060209 FoHArards.for review & concurrence, Project Interface Document 16-S-09 & 
info supporting proposal to allow blending of matl from Arrow Pit quarry w/approved 
Shadow Mountain bedding matl. 

MATTHEWS.M.L. Energy, Dept. of. 89/05/26. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4, 18pp. 50432:009-50432:026. 

8907060237 Forwards comments on surface water/erosion protection aspects of Duran- 
go redesign of disposal embankment.submitted by 881223 Itr. Assurance that design 
of Ditch 2 adequate should be provided. 

HAWKINS.E.F. Uranium Recovery Field Ofc. R4. 89/06/06. MATTHEWS.M. Energy, 
Dept. of. 3pp. 50433:182-50433:184. 

8907060297 Recommends that concurrence be granted for DOE application of supple- 
mental stds on contaminated areas for Vicinity Property GJ-90006-OT & contaminated 
soils at property not be removed. per 890308 radiological & engineering assessment. 
SCOVILL.V.R., SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/08. Uranium Re- 
covery Field Ofc. R4. 5pp. 50433:145-50433:149. 

8907070001 Concurs w/proposed remedial action of no removal of contaminated soils 
for property designated at GJ-90006-OT. based on review of 890308 radiological engi- 
neering assessment & associated correspondence. 

SMITH.R.D, Uranium Recovery Field Ofc. R4. 89/05/08. TUCKER, M.K. Energy, Dept, 
of. 2pp. 50440:352-50440:353. 

8907070005 Responds to 890313 Itr requesting NRC certification concurrence on vicini- 
ty property completion rept.NRC concurs w/rept per EPA Regulations 40CFR192.12 & 
192.20-23 & MOU between NRC & DOE. Completed Itr of concurrence end. 
SMITH.R.D. Uranium Recovery Field Ofc, R4. 89/05/08. MATTHEWS.M.L. Energy. 
Dept. of. 3pp, 50440:345-50440:347. 
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8907070007 Concurs w/vicinity property completion rept for Property SL-016S/062S.Ltr 
of concurrence end. 

SMITH, R C Lr:;.-i..r - c'd Ole, R4. 89/05/08. MATTHEWS. M.L. Energy, 

Dept. of. 3pp. 5-:--55 :?9: 'ui 

8907070020 Responds to 890313 Itr requesting NRC certification concurrence on vicir^i- 
ty property completion rept. NRC concurs w/rept per EPA Regulations 40CFR192.12 & 
192.20-23 & MOU between NRC & DDE Cc'”c'etc-d 'tr r' concurrence end. 

SMITH, R.D. Ur.s'- Fecevev "idc C'c. r ' 5^ MATTHEWS, M.L. Energy, 

Dept. of. 3pp. 3 50 

8907070284 Lists actions DOE initiated for collection & presentation of data used to cal- 
culate radon barrier thickness for remaining UMTRA sites, per NRC 881223 Itr. 
MATTHEWS, M.L. Energy, Dept. of. 89/06/16. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. 2pp. 50445:151-50445:152. 

8907100119 Change Notice R 3-0-01 to Rev 0 to QA Program Plan QAPP R 3. “Scien- 
tific InvesticafiO'' Control & Design Control." 

FL3SE!._ 4 -awrence Livermore National Laboratory. HLWR. 89/06/08. 7pp. 
50451:112-50451:118. 

8907110246 Forwards revised description of program architecture, per NRC request 
made at 890518-19 meetings.Other changes also made to document to clarify 
definition, orocess. status & products re rj-cc-ar" ax^'itecture. 

WHITING. A.R. Center for Nuclear .yasx r-.:cuis:crv Analyses. NRC-02-88-005. 
HLWR. 89/07/07. ALTOMARE,P.M. Division of riign Level Waste Management (Post 
870413). 6pp. 50519:183-50519:188. 

8907110261 Forwards response to request for info re CNWRA augmentation of listing of 
interactions w/DOE. 

PATRICK,W.C. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 89/07/05. FORTUNA.S.L Division of High Level Waste Management (Post 
870413). 6pp. 50519:189-50519:197. 


8907130370 Comments on Technical Operating Procedure TOP-001-04, ‘‘Selection of 
Recij'ato'y' ■'’epics for Program Architecture Analysis." Use of listed phase should be 
c.T.i'-.'.cd. Suggests that changes discussed be incorporated into forthcoming rev. 
ALTOMARE','P.M, Division of High Level Waste Management (Post 870413). HLWR. 
89/07/12. WHITING,A.R. Center for Nuclear Waste Regulatory Analyses. 2pp, 
50511:266-50511:267. 

8907130377 Forwards draft assessment of probability of volcanism at site for discussion 
during future NRC/DOE tectonic meeting. 

LINEHAN..J J Repositc'\' Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89 :7'-.'. STE'N,H. Energy, Dept. of. 12pp. 50511:268-50511:279. 

8907140138 Requests remedial action insp plan, Rev 0 be removed from review 
cycle.Remedial action insp plan will be resubmitted as Rev A during first wk of Jul 
1989. 

MATTHEWS.M 1. Eneroy. Dept of. 89/06/27. HAWKINS.E.F. Uranium Recovery Field 
Ofc, R4. Ip, 505-'.2.302^j0542:502 

8907170025 Advises that responses to observations from Yucca Mountain Project Ofc 
QA Audit 89-1 of Fenix & Scisson of Nevada acceptable. 

WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/06. BULLOCK, R.L. Fenix & Scisson of 
Nevada. 1p. 50554:057-50554:057. 

8907170030 Provides update of current status on rock sources for Lakeview UMTRAP 
re plans for bedding & riprap mfg & placement at site. 

MATTHEWS.M.L Energy, Dept. of. 89/06/19. GONZALES.R. Region 4, Ofc of the Di- 
rector. 2pp. 50546:357-50546:358. 

8907170033 Forwards Std Deficiency Rept 314, Rev 0, resulting from Yucca Mountain 
Project QA Audit 89-1 of Fenix & Scisson.Rept closed based on satisfactory verifica- 
tion of completed corrective actions. 

WILMOT,E.L. Energy. Dept. of. HLWR. 89/07/06. BULLOCK.R.L. Fenix & Scisson of 
Nevada. 2pp. 50554:011-50554:012. 


8907120168 ‘^'orwards ccmrre"ts on d-aff E'S. "Decommissioning of Eight Surplus Pro- 
duction R-:cc:crs a: Hanfc’d Site Ricr.larc V.A/." in response to 54FR18325. 
GREEVES.J.T, Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/07/05. BAUMAN.T. Energy. Dept. of. 5pp. 50513:337-50513:341. 


8907170043 Advises that reponses to observations from Yucca Mountain Project Ofc 
QA Audit 88-04 of USGS acceptable. 

WILMOT.E.L. Energy. Dept. of. HLWR. 89/07/07, HAYES.L.R. Interior. Dept. of. Geo- 
logical Survey. 1p. 50554:084-50554:084. 


8907120171 Submits schedule for staff technical position on erosion protection covers. 
LOHAUS.P.H. Operations Branch. 89/07/12. BEACH, A, B. Region 4, Ofc of the Direc- 
tor. GREEVES.J.T. Division of Low Level Waste Management & Decommissioning 
(Post 870413). 2pp. 50513:342-50513:343. 

8907120208 Forwards minutes of NRC/NUMARC 890626 meeting re petition to have 
certain waste designated as below regulatory concern. Copy of State of TX regula- 
tions on specific waste exemptions being forwarded under separate cover, 

GLENN.C. Regulatory Branch. 89/07/07. FAIROBENT.L. Nuclear Management & Re- 
sources Council (NUMARC) (formerly Nuclear Utility Manage. 47pp. 50510:185- 
50510:231. 

8907120329 FoT/ards cc"-morts or mixed waste primer scope of work.W/o encl. 
JOHNSON, TD. H^-:..is:':r. P.r'trch. 89/06^29 HUTCHISON.D.P. EG&G Idaho, Inc. 
(subs, of EG&G. tre': 'p r;0G:2.?.C9-5':503..2i:9 


8907170048 PonA/ards acceptance of amended response to Std Deficiency Rept 
229, Rev 0, resulting from QA Audit 88-05.Rept will be closed after verification of speci- 
fied corrective action. 

WILMOT.E.L. Energy. Dept. of. HLWR. 89/07/06. GERTZ.C.P. NRC - No Detailed Af- 
filiation Given. 3pp. 50554:085-50554:087. 

8907170052 Advises of closure of Std Deficiency Rept 21 9, Rev O.from Yucca Mountain 
Proj QA Audit 88-08 of Los Alamos Natl Lab. 

WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/07. HERBST.R.J. Los Alamos National 
Laboratory. 5pp. 50654:058-50554:062. 

8907170057 Forwards Yucca Mountain Project Ofc QA Audit 89-6 of LLL on 890605- 
OS.Response to audit team observations required within 20 days of date of rept. 
WILMOT.E.L. Energy. Dept. of. HLWR. 89/07/02. JARDINE.L.J. Lawrence Livermore 
National Laboratory. 2pp. 50554:035-50554:056. 


8907120335 Discusses 890405 meeting w/DOE re DOE proposed remedial action at 
Green River UMTRAP site.Green River, UT.NRC withdraws commitment since DOE 
has failed to satisfy two commitments for concurrence w/remedial action plan. 
LOHAUS.P. Operations Branch. 89/07/03. MATTHEWS.M. Energy, Dept. of. 4pp. 
50513:344-50513:353. 

8907120350 Comments on Project Interface Documents l0-S-03,Rev 3 & 10-S-06,per 
DOE 890503 submittal. DOE should modify final RAP to reflect changes as discussed 
in Document 1 0-S-06. 

LOHAUS.P.H. Operations Branch. 89/06/30. MATTHEWS.M. Energy, Dept, of. 2pp. 
50510:359-50510:360. 

8907120355 Forwards comments on BNWL Ltr Rept 2. ‘‘Hydrologic Parameters Affect- 
ing Infiltration into Low Level Waste Sites." 

SURMEIER.J.J. Technical Branch. FIN B-2934. 89/06/30. SILBERBERG.M. Waste 
Management Branch. 4pp. 50510:232-50510:235. 

8907130324 Forwards DOE/NV/ 10322-35, “Impact Analysis on ESF Design for Calico 
Hills Penetration & Exploratory Drift & Tuff Main Extension to Limits of Repository 
Block." 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/07. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). Ip. 
50552:231-50552:342. 

“8907130329 DOE/NV/1 0322-35 “Impact Analysis on ESF Design for Calico Hills Pen- 
etration & Exploratory Drift & Tuff Main Extension to Limits of Repository Block." 
GRENIA.J., WEYAND,L Fenix & Scisson of Nevada. HLWR. 88/11/30. 110pp. 
50552:232-50552:342. 

8907130338 Notification of S9C''2e ‘nGet'-'g w/DOE, State of NV & affected local govts 
in Rockville.MD ic discuss irv.-iracixns cotv/- 3 cr. listed indiv'duals thxjgh end of 1990. 
DELLIGATTI.M. Repository Licensing & Quality Assurance ^rooc: Directorate 
(881120). HLWR. 89/07/12. LfNEHAN.J.J. Repository ‘.-cens-nc & Qua tv Assurance 
Project Directorate (881 1 20). 2pp. 5051 1 :264-5051 1 :265. 

8907130348 Notification of 890724-27 site visits w/DOE, State of NV & affected local 
govts in Mecury.NV to discuss hydrology of Yucca Mountain site.ltinerary encl. 
STABLEIN,N.K. Repository Licensing & Quality Assurance Project Directorate 
(881120). HLWR, 89/07/12. LINEHAN.J.J. Repository Licensing & Quality Assurance 
Project Directorate (881120). 4pp. 505:11:280-50511:283. 


“8907170062 Yucca Mountain Project Ofc Audit 89-6 of LLL on 890605-09. 
FRIEND.J.C., FEHR.G.P., WILMOT.E.L. Energy, Dept. of. 89/06/30. 20pp. 50554-.037- 
50554:056. 


8907170072 Forwards Yucca Mountain Project Ofc QA Audit 89-3 plan for audit of 
Sandia on 89071 7.Preaudit conference should be arranged on 890717. 

WILMOT.E.L Energy, Dept. of. HLWR. 89/07/06. HUNTER.T.O. Sandia National Lab- 
oratories. 22pp. 50554:013-50554:034. 


8907170092 Rev 6, Change Notice A to QAPP-002, "QA Manual Yucca Mountain 
Project.” 

LEGENDA.M.J. Fenix & Scisson of Nevada. HLWR. 89/06/02. 21pp. 50554:063- 
50554:083. 


8907170110 Forwards notice of upcoming NRC/DOE high level waste mgt meetings as 
result of 840824 FR notice. 

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR, 89/07/17. NRC - No Detailed Affiliation Given. 2pp. 50552:359-50552:360. 

8907170128 Discusses final Topical Rept DNS-RSS-200 NP-A, “Dow Waste Solification 
Process for Low Level Radwaste." Exam revealed discrepancies or omission between 
NRC 880601 technical evaluation rept & final topical rept. 

TOKAR.M. Technical Branch. 89/06/23. BOYCE.T.D. Dow Chemical Co. 2pp. 
50555:114-50555:115. 

8907170175 Forwards “Facility Decommissioning Plan for Palangana Site," as part of 
license renewal process. 

PREUSSE.M.J. Texas. State of. 89/06/28. HALLR.E. Uranium Recovery Field Ofc, 
R4. 9pp. 50544:073-50544:082. 

8907170178 Discusses refs to extensive delay & tacit approval stated in 890601 ltr re 
Rev C to Green River, UT remedial action insp plan. 

LOHAUS.P.H. Operations Branch. 89/06/28. MATTHEWS.M. Energy, Dept. of. 2pp. 
50562:282-50562:283. 


8907170181 Advises of acceptance of responses to observations resulting from Yucca 
Mountain Project QA Audit 87-5 of Sandia. 

WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/11. HUNTER.T.O. Sandia National Lab- 
oratories. 1 p. 50552:358-50552:358. 


8907130354 Forwards DOE weekly rept for wk ending 890623. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/06. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 7pp. 
50511:257-50511:263. 

8907130358 Forwards DOE weekly rept for wk ending 890630. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/07. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 6pp. 
50511:251-50511:256. 


8907170188 Forwards bibliography of low level waste NUREG documents, per request. 
LOHAUS.P.H. Operations Branch. 89/07/10. SCOTT.M. Maine, State of. 3pp. 
50554:203-50554:205. 

8907170199 Expresses appreciation for assistance provided by Monsanto Corp.Records 
obtained during 890630 visit will greatly assist NRC to develop policy for mgt of high- 
activity sealed sources to be disposed of as low level radwaste. 

ROLES.G.W. Regulatory Branch. 89/07/10. HART.R. Monsanto Co. Ip. 50548:080- 
50548:080. 
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8907170210 Discusses State of TN Itr re prohibition of waste processors from handling 
waste from states not in compliance w/Low Level Radwaste Policy Amends Act. State 
of TN action appears to be unwarranted restriction of interstate commerce. 
GREEVES.J.T, Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/07/06. MILLER, V.L. Assistant Director for State Agreements Program. 
3pp. 50553:139*50553:143. 

-8907170217 Forwards State of TN Itr re prohibition of waste processors from handling 
waste from states not in compliance w/Low Level Radwaste Policy Amends Act, for 
review.Comments requested by 890707. 

MILLER, V.L. Assistant Director for State Agreements Program. 89/06/16. 
GREEVES.J. Division of Low Level Waste Management & Decommissioning (Post 
870413). TREBY.S.A. Assistant General Counsel for Rulemaking & Fuel Cycle, ip. 
50553:142-50553:142. 

-8907200226 Advises that licenses of waste processors amended to preclude 
processing, extended storage &/or transportation of low level waste (LLW) matls from 
states not in compliance w/ Natl LLW Policy Act. 

MOBLEY, M.H. Tennessee, State of. 89/05/22. KAMMERER,C. State, Local & Indian 
Tribe Programs. 1p. 50553:143-50553:143. 

8907170341 Forwards documents containing preliminai 7 assessments of performance 
of Yucca Mountain repository & spent fuel. Presentation from 890516-17 meeting w/ 
Nuclear Waste Technical Review Board also end. 

STEIN, R. Energy. Dept. of. HLWR. 89/07/10. YOUNGBLOOD,B.J. Division of Low 
Level Waste Management & Decommissioning (Post 870413). 402pp. 50567:012- 
50571:161. 

-8907170350 SAND84-1492 "Preliminary Bounds on Expected Post-Closure Perform- 
ance of Yucca Mountain Repository Site, Southern Nevada." 

SINNOCK.S., LIN.Y.T., BRANNEN,J.P. Sandia National Laboratories. 84/12/31. 87pp. 
50568:066-50568:152. 

“8907170353 PNL-6329 "Spent Nuclear Fuel as Waste Form for Geologic Disposal: As- 
sessment & “eccmmendations on Data & Modeling Needs." 

VANLUIK.A.E, APrE.D,M,j., BA.I. EY.W.,.. Battelle Memorial Institute, Pacific North- 
west Laboratory. 87/09/30. 300pp. 50568:153-50569:065. 

”8907170357 PNL-6347 "Analytical Repository Source-Term (AREST) ModeLAnalysis 
of Spent Fuel as Nuclear Waste Form." 

APTED.M.J., LIEBETRAU.A.M., ENGEL, D.W. Battelle Memorial Institute. Pacific North- 
west Laboratory. 89/02/28. 200pp. 50569:066-50569:268. 

“8907170358 PNL-6645 "Analytical Repository Source-Term (AREST) Code:User Guide 
for AREST Model." 

ENGEL.D.W., LIEBETRAU,A.M., NAKAMURA.G.C. Battelle Memorial Institute, Pacific 
Northwest Laboratory. 89/05/31. 200pp. 50569:269-50571:161. 

8907180016 Commends NRC & consultants review efforts on DOE prototype license 
application SAR for earth-mounded concrete bunker alternative method of low level 
waste disposal completed on 890630. 

SURMEIER.J.J. Technical Branch. 89/07/10. NRC - No Detailed Affiliation Given. 
2pp. 50579:145-50579:146. 

8907180023 Requests comments re licensing jurisdiction over disposal of wastes stored 
in double steel tanks at Hanford site.Reply requested by 890815, 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards, Director. 89/07/13. 
HUSSEMAN,T. Washington, State of. 2pp. 50571:185-50571:186. 

8907180035 Forwards handouts from State of NV presentation to Nuclear Waste Tech- 
nical Review Board on 890626.Agenda included. 

LOUX.R.R. Nevada, State of. HLWR. 89/07/05. BROWNING, R.E. Office of Nuclear 
Material Safety & Safeguards, Director. 300pp. 50563:061-50563:358. 

8907180097 Forwards DOE weekly rept for wk ending 890707. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/13. 
LINEHAN,J,J. Repository Licensing & Quality Assurance Project Directorate (881120). 
7pp. 50584:001-50584:007. 

8907180115 Responds to 890424 Itr re types of waste being disposed of in UMTRAP 
disposal cells. 

MATTHEWS, M L Fneray. Dept. of. 89/07/10. HAWKINS,E.F. Uranium Recovery Field 
Ofc, R4. 2pp. :')0579:i42-505'’9:144. 

8907180141 Forwards info for preparation of ACNW 890629 briefing on cement work- 
shop. 

TOKAR.M. Technical Branch. 89/06/23. PARRY, S.J. ACRS - Advisory Committee on 
Reactor Safeguards. 41pp. 50572:332-50573:012. 

8907180158 Requests that end results of review of DOE rept entitled, "Earth-Mounded 
Concrete Bunker Prototype SAR," be transmitted to appropriate state licensing 
authorities.W/o end. 

SURMEIER.J,J. Technical Branch. 89/06/30. MILLER, V.L. Assistant Director for State 
Agreements Program. Ip. 50572:331-50572:331. 

8907180168 Forwards results of technical review of DOE earth-mounded concrete 
bunker prototype license application SAR rept re alternative method of low level 
waste disposal .W/o stated end. 

SURMEIER.J.J. Technical Branch. 89/06/30. PARRY, S.J. Advisory Committee on Nu- 
clear Waste. Ip. 50577:359-50577:359. 

8907180177 Forwards results of review of DOE rept, "Prototype License Application 
SAR," for earth-mounded concrete bunker alternative method of low level waste 
disposal.W/o ends. 

SURMEIER.J.J. Technical Branch. 89/06/30. COLEMAN, J.A. Energy, Dept. of. 2pp. 
50579:049-50579:050. 

8907180220 Expresses appreciation & commendations for cooperation of staff during 
major review effort of Div of Low Level Waste & Decommissioning to meet scheduled 
milestone on prototype license application SAR submitted by DOE. 

SURMEIER,J.J. Technical Branch. 89/07/07. MEYER, D.L. Regulatory Publications 
Branch. Ip. 50577:360-50577:360. 

8907180231 Responds to 890622 Itr for comments on State of WA evaluation of con- 
crete overpacks at Hanford.Documents examined to determine whether technical 
evaluation was performed of US Ecology overpack design. 

GREEVES.J.T. Division of Low Level Waste Management & Decommissioning (Post 
870413). 89/07/13. MILLER, V.L. Assistant Director for State Agreements Program. 
3pp. 50578:323-50578:325. 


8907190205 Comments on revised "UMTRAP Rifle, CO Final Design for Review." dtd 
Mar 1989. Specific measures must be identified to limit, monitor or remove water from 
tailings in cell & as many wells as possible should be saved. 

BISCHOFF.E.L Colorado. State of. 89/07/06. MATTHEWS.M.L. Energy, Dept. of. 
25pp. 50585:109-50585:133. 

8907190365 Forwards weekly activity rept for wks ending 890611 & 18 re prototype 
testing. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/12. 
LINEHAN.J.J. Division of High Level Waste Management (Post 870413). 5pp. 
50583:119-50583:123. 

8907190370 "Evaluation & Compi'at'cn of DOE Waste Package Test Data," monthly 
progress rept for Jan ' ■" nanc a. tr.-;;:: available in Central Files. 

i.NTERRANTE.C.G National Institute of Standards & Techno'ogv (formerly National 
Bureau of Standa. FIN A-4171. HLWR. 89/07/10. PETERSON, C. Division of High 
Level Waste Management (Post 870413). 31pp. 50583:040-50583:070. 

8907190389 Forwards updated list of ail LLL & SANDIA publications at Las Vegas Li- 
brary. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/14. TANA.E. Di- 
vision of High Level Waste Management (Post 870413). 23pp. 50583:096-60583:118. 

8907200083 Forwards Rev 0 to Quality Mgt Procedure QMP-02-03. "Mgt Assessment" 
& Interim Change Notice 1 to Rev 0 to QMP-04-01, "Procurement Document Control.” 

* Science Applications International Corn (^ormedv Sc’ence Applications, Inc.). 
HLWR. 89/07/12. BELKE.W.L NRC - No 'oc: Affi. .r.icin Given. 2pp. 50576:081- 
50576:089. 

-8907180138 Rev 0 to Quality Mgt Procedure QMP-02-03, "Mgt Assessment." 
MACNOBB.W. Science Applications International Corp. (formerly Science Applica- 
tions. Inc.). HLWR. 89/07/12. 5pp. 50576:083-50576:087. 

—8907200091 interim Change Notice 1 to Rev 0 to Quality Mgt Procedure QMP-04-01, 
"Procurement Document Control." 

* Science Applications International Corp. (formerly Science Applications, Inc.). 89/ 
07/14. 2pp. 50576:088-50576:089. 

8907200170 Responds to 890627 Itr re draft VPMIM Directives E5,E6 & E7. DOE should 
not interpret silence, or possible delayed response, as tacit NRC approval. 

LOHAUS.P.H. Operations Branch. 89/07/13. MATTHEWS.M.L. Energy, Dept. of. 4pp. 
50595:210-50595:213. 

8907200181 Forwards addi background matl re 890711 Itr on topics to be discussed 
dj-ipg fort‘'co'r'''g tectonics meetings. 

LINE'- AN. J... "'ODostcry Licensing & Quality Assurance ‘^rc'ect Drectorate (881120). 
HLWR. 89/07/17'. STEIN, R. Energy, Dept. of. 3pp. 50588 29 ’-5j5fi£ 324. 

“8907200187 Discusses probability of volcanism at Yucca Mountain in response to 
890622 memo.Draft site characterization analysis prepared & being reviewed by Com- 
mission for transmittal to DOE. 

JUSTUS, P. NRC - No Detailed Affiliation Given. HLWR. 89/07/14. TRAPP.J. NRC - 
No Detailed Affiliation Given. 3pp. 50588:300-50588:302. 

-8907200190 Discusses probability of volcanism at Yucca Mountain. New data will re- 
quire reevaluation to determine what processes & events fall under this category. 
TRAPP.J. NRC - No Detailed Affiliation Given. HLWR. 89/06/22. BERNERO.R., 
ARLOTTO.G., BROWNING, R. NRC - No Detailed Affiliation Given. 11pp. 50588:303- 
50588:324. 

8907200210 Forwards “NRC Acceptance Evaluation of State of NV Agency for Nuclear 
Projects/Nuclear Waste Project Ofc QA Manual." Advises that 880610 Rev 0 to QA 
manual as modified by changes as agreed to in 890222 & 0510 meetings acceptable. 
LIHENAH.J.J. oepositorv L'censing & Quality Assurance Project Directorate (881120). 
HLWR. t9/C7. 1 .'.. l.GJX.P R. Nevada, State of. 4pp. 50583:329-50583:351. 

-8907200221 "NRC Acceptance Evaluation of State of NV Agency for Nuclear 
Projects/Nuclear Waste Project Ofc QA Manual." 

BELKE.W., KENNEDY, J.E. NRC - No Detailed Affiliation Given. HLWR. 89/07/06. 
19pp. 50583:333-50583:351. 

8907200246 Forwards schedules for deliverables remaining in contract yr ending' 
890930, per 890610 telcon. 

PETERSON.C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/06/30. 
INTERRANTE.e.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 2pp. 50648:146-50648:147. 

8907200441 Forwards preliminary info re potential anomaly near exploratory shaft. 
LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/07/13. STEIN.R. Energy, Dept. of. 1p. 50688:325-50588:329. 

—8907200443 Fonvards addI evidence re possible faulting in vicinity of exploratory 
shafts.Vicinity includes boreholes G-4 & UE25a-6 & west-east trending section running 
south of proposed exploratory shafts in Coyote, WA. 

MCCONNELL, K. NRC - No Detailed Affiliation Given. HLWR. 89/07/03. JUSTUS,?. 
NRC - No Detailed Affiliation Given. 4pp. 50588:326-50588:329. 

8907210094 Forwards notice of upcoming NRC/DOE high level waste mgt program 
meetings, per 840827 FR notice. 

LINEHAN.J.J. Repository Licensing & Quality Assurance P-'oject DTectcate (881120), 
HLWR. 89/07/24. NRC - No Detailed Affiliation Given. 2pp 505:-7:24y. £0597:250. 

8907210129 Rev 0 to QAAP 3.5, "Preparation of Technical Documents." Procedure es- 
tablishes requirements & process for managing preparation of technical documents for 
Ofc of Civilian Radwaste Mgt Program. Rev 4 to table of contents also end. 

* Energy, Dept. of. HLWR. 89/07/10. 11pp. 50597:238-50597:248. 

8907210134 Forwards final Rev 2 to UMTRA-DOE/AL-185. "UMTRA Project QA Plan." 
All but 2 of 31 discrete points raised implemented. 

MATTHEWS.M.L. Energy, Dept. of. 89/07/14. LOHAUS.P.H. Operations Branch. 2pp. 
50604:155-50604:216. 

-8907210137 Rev 2 to UMTRA-DOE/AL-185, "UMTRA Project QA Plan.” 

* Energy. Dept. of. 89/07/10. 59pp. 50604:157-50604:216. 
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8907210139 Forwards comments based on review of Los Alamos Natl Lab 890210 Rev 
4.3 to LANL-YMP-QAPP.QA program plan.NRC will find that rept meets applicable cri- 
teria of 1 0CFRSO.App B upon receipt of acceptable resolution of comments. 

LINEMAN, J.J. Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/07/19. STEIN.R. Energy. Dept. of. 4pp. 50597:251-50597:254. 

8907210351 Forwards updated listing of Los Alamos publications on file at Las 
Vegas, NV library. 

PRESTHOLT.P.T. NRG - No Detailed Affiliation Given. HLWR. 89/07/18. TANA.E. Di- 
vision of High Level Waste Management (Post 870413). 3pp. 50602:340-50602:342. 

8907210355 Advises that end Rev 0 to Std Deficiency Rept 070 re QA Audit 87-6/87-7 
of USGS closed based on satisfactory verification of completed corrective actions. 
WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/17. HAYES.LR. Interior, Dept. of. Geo- 
logical Survey. 9pp. 50600:087-50600:095. 

8907210361 Forwards Std Deficiency Repts 134 & 136-139 resulting from QA Audit BO- 
OS of USGS.Repts closed based on satisfactory verification of completed corrective 
actions. 

WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/17. HAYES,L.R. Interior, Dept. of. Geo- 
logical Survey. 68pp. 50641:301-50642:008. 

8907210366 Forwards Std Deficiency Repts 142,144,147,149-151.153.155 & 160 result- 
ing from QA Audit 88-4 of USGS.Repts closed based on satisfactory verification of 
completed corrective actions. 

WILMOT.E.L Energy, Dept. of. HLWR. 89/07/17. HAYES, L.R. Interior, Dept, of. Geo- 
logical Survey. 78pp. 50642:009-50642:086. 

8907210375 Forwards proposed list of topics as background for upcoming 890726 
meeting to discuss & schedule future interactions. Three types of interactions listed. 
LINEHAN,J.J, Repository Licensing & Quality Assurance Project Directorate (881120). 
HLWR. 89/07/21. STEIN.R, Energy. Dept. of. 24pp. 50614:295-50614:319. 

8907240141 Forwards Rev 0 to Study Plans 8.3.1.17.4.2, “Study Plan for Evaluating Lo- 
cation & Recency of Faulting Near Prospective Surface Facilities” & Rev 0 to Study 
Plan 8.3.1. 5.2.1, "Characterization of Yucca Mountain Quaternary...." 

STEIN.R. Energy, Dept. of. HLWR. 89/06/30. VOUNGBLOOD.B.J. Division of High 
Level Waste Management (Post 870413). 8pp. 50617:155-50617:162. 

-8907240146 Rev 0 to “Study Plan for Evaluating Location & Recency of Faulting Near 
Prospective Surface Facilities." 

BLANCHARD.M. Sandia National Laboratories. 89/05/22. 88pp. 50618:061- 
50618:141. 

“8907240151 Rev 0 to "Characterization of Yucca Mountain Quaternary Regional Hy- 
drology.” study plan. 

Bl.ANCHARC.M Interior, Dept, of. Geological Survey. 89/06/30. 248pp. 50617:163- 
50618:060. 

8907240390 Recommends concurrence be granted for application of supplemental stds 
at vicinity Property GJ-97007-OT & that no contaminated soils be removed from prop- 
erty. 

HEYER.R.S., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 89/05/26. Uranium Re- 
covery Field Ofc. R4. 4pp. 50636:222-50636:225. 

8907240439 Forwards DOE weekly rept for wk ending 890714. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 89/07/20. 
LINEMAN, J.J. Division of High Level Waste Management (Post 870413). 7pp. 
50661:128-50661:134. 

8907240449 Forwards Mod M014 to Cooperative Agreement DE-FC04-84AI20534 be- 
tween DOE & State of OR. 

DIXSON.G.R. Energy, Dept. of. 89/07/19. LOHAUS.P.H. Division of Low Level Waste 
Management & Decommissioning (Post 870413). 4pp. 50641:030-50641:033. 

8907240469 Forwards Std Deficiency Rept 364 resulting from Yucca Mountain project 
ofc QA review (NN1-1989-2928).Response due within 20 working days of Itr date. 
WILMOT.E.L. Energy, Dept. of. HLWR. 89/07/18. GERTZ.C.P. Energy. Dept. of. 4pp. 
50661:124-50661:127. 

8907250275 Forwards Project Manager Periodic Rept PMPR 89-10, "CNWRA Program 
Mgr Periodic Rept on Activities of CNWRA for Fiscal Reporting Period 890610-0707.” 
Attention directed to need for more timely closure of outstanding issues. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02 -88-005. HLWR. 
89/07/21. FUNCHES.J.L. Division of High Level Waste Management (Post 870413). 
2pp. 50661:291-50661:357. 

“8907250281 “CNWRA Program Manager Periodic Rept on Activities of CNWRA for 
Fiscal Reporting Period 890610-0707," Program Manager Periodic Rept 89-10. 

* Center for Nuclear Waste Regulatory Analyses. FIN D-1035. NRC-02-88-005. 89/ 
07/21. NRC - No Detailed Affiliation Given. 64pp. 50661:293-50661:356. 

“8907250283 Forwards proprietary cost portion of CNWRA program manager periodic 
rept for 89061 0-0707. Cost portion withheld. 

LATZ.J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
89/07/21. FUNCHES.J.L. Division of High Level Waste Management (Post 870413). 
Ip. 50661:357-50661:357. 

8907250296 Forwards redrafted Sections 1.1, 1.2 & 1.3 of Chapter 1 & App A of “Trans- 
portation Risk Study." Comments requested within 10 working days of receipt of Itr. 
PATRICK, W.C. Center for Nuclear Waste Regulatory Analyses. NRG-02-88-005. 
HLWR. 89/07/21. MACE.M.H. Division of Contracts & Property Management (Post 
890205). 54pp. 50649:027-50649:080. 

8907250298 Forwards NRC draft technical position on monitoring health effects in vicini- 
ty of low level waste disposal facilities & Natl Cancer Inst study protocol w/refs re 
monitoring of vicinity health effects,for info.W/o ends. 

LOHAUS.P.H. Operations Branch. 89/07/21. MINNAAR.D. Michigan, State of. 2pp. 
50654:214-50654:215. 

8907250312 Responds to 890610 Itr fonwarding concerns raised by State of NY Assem- 
blyman C Rappleyea re state disposal of commercial low level radwasle,per federal 
statutes.Milestone dates have been effective in providing adequate disposal. 
STELLO.V. Ofc of the Executive Director for Operations. 89/07/21. HORTON.F. 
House of Rep. 7pp. 50644:198-50644:212. 


“8907250315 Forwards State of NY Assemblyman C Rappleyea Itr expressing concern 
that federal statute requiring states to take responsibility for disposal of low level nu- 
clear waste will lead to problems,for comments. 

HORTON, F. House of Rep. 89/06/10, ZECH.L. Commissioners. 8pp. 50644:205- 
50644:212. 

8907250319 Forwards answers to questions in 890601 Itr re siting process that will 
eventually determine where State of NY low level radwaste disposal facility be placed. 
RATHBUN.D.K. Congressional Affairs. 89/07/19. BOEHLERT.S. House of Rep. 45pp. 
50902:219-50902:265. 

“8907250322 Forwards,for response, abbreviated list of questions raised by constituents 
re siting process intended to eventually determine where State of NY low level rad- 
waste disposal facility will be placed. 

BOEHLERT.S, House of Rep. 89/06/01. COMBS, T. Congressional Affairs. 2pp. 
50655:013-50655:015. 

8907250327 Forwards trip repts for wk of 890612 visit to Green River, Rifle & Grand 
Junction sites & insp rept for Green River const insp. 

FLIEGEL,M. Operations Branch. 89/07/24. LOHAUS.P.H, Operations Branch. 14pp. 
50644:184-50644:197. 

8907280314 Partial response to FOIA request for records. App A records end & avail- 
able in PDR.AddI records available in folder FOIA-84-700 under name Kulasza. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 89/07/19. BOLOTIN.S.J. Bivona & Cohen. 2pp. 50667:162-50670:218. 

“8907280346 Responds to Itr addressed to AJ Hazle re Uravan remedial action 
plan.Liquids will not be stored in quarry & ground water protection stds wifi be met. 
BERARDINI.J.H. Colorado. State of. 86/09/17. PETTINGILL.H.J. Uranium Recovery 
Field Ofc, R4. 3pp. 50667:174-50667:176. 

“8907280349 Advises of error on Page 3 of 860917 Itr.Change listed. 

BERERDINI.J.H. Colorado. State of. 86/09/18. PETTENGILL.H.J. Uranium Recovery 
Field Ofc. R4. Ip. 50667:1 77-50667:1 7i7. 

“8907280352 Forwards consent decree in State of CO vs Union Carbide Corp & 
Umetco Minerals Corp.Related info also end, 

MEYER.S.A. Colorado. State of. 86/11/03. SMITH.D. Uranium Recovery Field Ofc, 
R4. 750pp. 50667: 1 78-50669:01 7. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8907120355 Forwards comments on BNWL Ltr Rept 2, "Hydrologic Parameters Affect- 
ing Infiltration into Low Level Waste Sites.” 

SURMEIER.J.J. Technical Branch. FIN B-2934. 89/06/30. SILBERBERG.M. Waste 
Management Branch. 4pp. 50510:232-50510:235. 

8907190370 “Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Jan 1989.Financial data available in Central Files. 

INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. FIN A-4171. HLWR. 89/07/10. PETERSON.C. Division of High 
Level Waste Management (Post 870413). 31pp. 50583:040-50583:070. 

8907200246 Forwards schedules for deliverables remaining in contract yr ending 
890930, per 890610 telcon. 

PETERSON, C.H. Engineering Branch (Post 880911). FIN A-4171. HLWR. 89/06/30. 
INTERRANTE.C.G. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 2pp. 50648:146-50648:147. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8906210030 Amend 1 to License XCOM-0778 for GA to export miscellaneous or re- 
placement parts & components to Thailand. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/06/1 3. 2pp. 50362:01 0-50362:01 1 . 

8906280011 Requests Executive Branch position re Energy Fuels Nuclear, Inc applica- 
tion for license to export 300,000 kg U to Canada for conversion to UF6. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/06/23, THORNE, C.E. State. Dept. of. Bureau of Oceans & Inti. Environ. 8 Scientif- 
ic Affairs. 1 p. 50330:066-50330:068. 

“8906280016 Application for license to export 300,000 kg U to Canada. 

GLASIER.E. Energy Fuels Nuclear, Inc. 89/06/21. Ip. 50330:067-50330:068. 

8907070097 Requests Executive Branch position re Energy Fuels Nuclear, Inc.lioense 
application to export 300,000 kg U to Canada. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226), 
89/06/23. THORNE, C.E. State, Dept. of. Bureau of Oceans & Inti. Environ, & Scientif- 
ic Affairs. 1 p. 50440: 1 72-50440: 174. 

“8907070103 Application for license to export 300,000 kg natural U concentrate in form 
of yeltowcake to Canada. 

GLASIER.E. Energy Fuels Nuclear. Inc. 89/06/21. 1p. 50440:173-50440:173, 

“8907070108 Forwards application for license to export natural U concentrates in form 
of yellowcake & equipment to Canada. 

LITTLE, B.C. Energy Fuels Nuclear, Inc. 89/06/21. MOORE.R.N, Asst. Dir. for Inti, Se- 
curity. Exports & Matls Safety (Post 890226). Ip. 50440:174-50440:174. 

8907070117 Amend 8 to export license for Westinghouse.extending expiration date from 
891231 to 941 231, All other conditions remain unchanged. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/06/27. 1 p. 50442:067-50442:068. 

8907070125 Executive Branch position recommending extension of validity of Westing’- 
house export license until 941 231, per* Atomic Energy Act of 1954 as amended by Nu- 
clear Non-Proliferation Act of 1978, 

STRATFORD, R.J. State, Dept, of, Bureau of Oceans & Inti, Environ. & Scientific Af- 
fairs. 89/06/23. SHEA.J.R. International Programs. 1p,. 50442:070-50442:070. 
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8907070135 Application for license to export 2,229 kg depleted U in form of sheet & 
liners, to United Kingdom. 

NAYLOR, T. Manufacturing Sciences Corp. EXP #3. 89/06/20. Ip. 50442:069- 
50442:069. 

8907070245 Forwards Mitsui & Co (USA). Inc 890630 application to export 2 kg U 
metal, to Japan.for views as to whether proposed export meets Atomic Energy Act of 
1954,as amended.criteria. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/03. THORNE, C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50455:149-50455:151. 

-8907070351 Application for license to export 2 kg U metal.to Japan. 

* Mitsui & Co. (USA). Inc. (subs, of Mitsui & Co., Ltd.). MBK-TSB-E/METAL. 89/06/ 
30. 2pp. 50455:150-50455:151. 

8907100169 Requests Itr of assurance re end Ediow Inti Co 890630 amend to License 
XSNM-2065, extending expiration to 910831. 

PETERSON. M.R. Assistant Director for International Security (Pre 890226). 89/07/07. 
ROONEY,J.M. Energy, Dept. of. Ip. 50459:039-50459:040. 

-8907100174 Application for amend to export License XSNM-2065,extending expiration 
date & adding stated ultimate consignee. 

F1SK,R.H. Edow International Co. 89/06/30. MOORE.R.N. NRC - No Detailed Affili- 
ation Given. 1p. 50459:040-50459:040. 

8907110005 Requests Executive Branch position re Westinghouse application for li- 
cense to export 56 kg low enriched U to United Kingdom. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/05. THORNE.C.E. State, Dept, of. Bureau of Oceans & tntl. Environ. & Scientif- 
ic Affairs. Ip. 50495:151-50495:153. 

“8907110015 Application for license to export 56 kg U to United Kingdom. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-099-89. 89/06/23. 2pp. 50495:152- 
50495:153. 

8907110040 Application to amend license, changing name of intermediate consignee 
from Eldorado Resources,Ltd to Cameco.EncI page contains list of svcs & addresses 
of Cameco ofcs. 

FISK,R.H. Ediow International Co. 89/06/30. MOORE,N. NRC - No Detailed Affiliation 
Given. 2pp. 50495:154-50495:155. 

8907110045 Forwards 890621 checklist, omitted from 890419 transmittal, re Transnuclear 
application to export 58.692 kg high enriched U to Canada. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/03. THORNE,C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50495:156-50495:172. 

-8907110048 Fonwards checklist in support of application for export License XSNM- 
02448. 

JOSEPHS,B. Transnuclear, Inc. 89/06/23. WRIGHT,B. NRC - No Detailed Affiliation 
Given. 16pp. 50495:157-50495:172. 

8907110055 Forwards Transnuclear,lnc 890628 Itr requesting withdrawal of Export Li- 
cense Application XSNM-2359. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/03. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50495:239-50495:240. 

-8907110060 Confirms that applications for amends to listed export licenses may be 
withdrawn in response to NRC 890606 Itr. 

MANGUSI.J. Transnuclear, Inc. 89/06/28. PETERSON,M.R. Asst. Dir. for Inti. Securi- 
ty, Exports & Matls Safety (Post 890226). Ip. 50495:240-50495:240. 

8907110074 Forwards Transnuclear, Inc 890628 request for withdrawal of Amend 2 to 
export license application.Withdrawal should be reflected in record. 

PETERSON, M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/03. THORNE,C.E. State, Dept. of. Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50495:174-50495:175. 

8907240042 Amend to 881 208 application for license.revising amount to be exported to 
2 kg U-235,contained in 270 kg U,to Japan. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
CWM:89:059. 89/07/13. PETERSON,M.R. Assistant Director for International Security 
(Pre 890226). Ip. 50621:037-50621:037. 

8907240412 Amend 1 to license for ImMing & Sensing Technology Corp. changing 
name from Westinghouse to Imaging & Sensing Technology Corp & extending expira- 
tion date to 900831 . 

PETERSON, M.R. Assistant Director for International Security (Pre 890226). 
V2A00165. 89/07/17. 2pp. 50636:220-50636:221. 

8907240472 Fonwards 890614 request for withdrawal of export license applications 
XCOM-0455 & XCOM-0817 for records. 

PETERSON,M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/17. THORNE,C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50644:036-50644:037, 

8907240491 Amend 1 to export license, changing name of intermediate consignee to 
Cameco & licensee address. 

PETERSON.M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/17. Ip. 50640:063-50640:065. 

8907240505 License for GA Co to export 10 g U-235,contained in 50.76 g U,to France. 
PETERSON.M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
IEL-1376. 89/07/17, 2pp. 50640:226-50640:227. 

8907250040 Informs that License XSNM-2447 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1 778-06. 

MOORE.R.N. Office of Governmental & Public Affairs (Post 870413). 89/07/20. Office 
of Governmental & Public Affairs (Post 870413). Ip. 50655:241-50655:241. 

8907250051 License for Mitsubishi Inti Corp to export 1,378 kg U-235, contained in 
33.1 87 kg U, to Japan. 

PETERSON.M.R. Asst. Dir. for Inti. Security. Exports & Matls Safety (Post 890226). 
HSA-5489-10. 89/07/21. 2pp. 50655:220-50655:221. 


8907250063 License for Mitsubishi Inti Corp to export 537 kg U-235, contained in 
15,559 kgU.to Japan. 

PETERSON.M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
HSA-5489-11. 89/07/21. 2pp. 50655:238-50655:239. 

8907250067 Informs that License XSNM-2452 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1 778. 

MOORE.R.N. Office of Governmental & Public Affairs (Post 870413). 89/07/20. Office 
of Governmental & Public Affairs (Post 870413). Ip. 50655:240-50655:240. 

8907250074 License for Imaging & Sensing Technology Corp to export one neutron de- 
tector to Thailand. 

PETERSON.M.R. Asst. Dir. for Inti. Security, Exports & Matls Safety (Post 890226). 
THA/4/010/918G. 89/07/21. 1p. 50654:216-50654:216. 

8907250080 License for Mitsubishi Inti Corp to export 68,000 kg UF6,to Japan. 
PETERSON.M.R. Asst. Dir. for Intl. Security. Exports & Matls Safety (Post 890226). 
HSA-7665.00. 89/07/21. 2pp. 50655:222-50655:223. 

8907250096 Application to amend export license.increasing amounts of U & U-235 by 
85.56 & 38. 50, respectively, to Japan. 

YOSHIMURA.T. Nissho Iwai American Corp. GNT-89-021. 89/06/29. MOORE.R.N. 
NRC - No Detailed Affiliation Given. 6pp. 50703:006-50703:011. 

8907250101 Application to amend license to export 101.35 kg U & 45.81 kg U-235 to 
Japan. 

YOSHIMURA.T. Nissho Iwai American Corp. GNT.89-020. 89/06/29. MOORE.R.N. 
International Programs. 6pp. 50642:286-50642:291 . 

6907250106 Application for license to export 5,986 kg U, containing 180 kg U-235, to 
Japan. 

1KEDA,M. Mitsui & Co.. Ltd. MBK-T2-R11. 89/07/12. Ip. 50645:109-50645:109. 

8907250109 Forwards application for license to export slightly enriched UF6,to Japan. 

* Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5489-12. 89/07/03. 
WRIGHT.B. NRC - No Detailed Affiliation Given. 2pp. 50644:213-50644:215. 

—8907260108 Application for license to export 29,789 kg U.contalning 1,207 kg U-235,to 
Japan. 

* Mitsubishi International Corp, (subs, of Mitsubishi Corp.). HSA-5489-12. 89/07/03. 
1p. 50644:215-50644:215. 

8907250133 Advises that no matl changed circumstances associated w/ application 
from exisiting circumstances at time of issuance of XSNM-1 779 & license may be 
issued. 

MOORE.R.N. International Programs. 89/05/14. International Programs. Ip. 
50679:062-50679:062. 

8907250164 Diplomatic Note 338 providing info re export of 494 kg U-235 contained in 
14,290 kg UF6,to Japan. 

REYNOLDS, C.T. U.S. Embassies. 89/05/24. U.S. Embassies. 5pp. 50644:260- 
50644:264. 

8907250176 Advises that US Embassy has exchanged one addi diplomatic note w/at- 
■ tachment w/Japan for Case 33.W/o end. 

* U.S. Embassies. 89/06/14. State. Dept. of. Ip. 50644:265-60644:265. 

8907250178 Fonvards application for license to export enriched U hexafluoride to Japan 
for conversion & fabrication into fuel for Takahama Nuclear Power station. 

FISK.R.H. Ediow International Co. 89/07/11. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 50654:221-50654:222. 

“8907250153 Application for license to export 24,068 kg U.containing 813 kg U-235,to 
Japan. 

FISK.R.H. Ediow International Co. KLK-51. 89/07/11. Ip. 50654:222-50654:222. 

8907250188 Ltr of assurance re GA Co export of 10 g U-235 contained in 50.76 g U 
enriched to 19.9% max.to France. 

FLINGUO.C. European Communities, Commission of. 89/07/10. ROONEY, J.M. 
Energy. Dept. of. 1p. 50644:216-50644:216. 

8907250214 Application for amend to license, extending expiration date to 900831 & 
changing licensee name to Imaging & Sensing Technology Corp. 

SCHNAUTZ.C. Imaging & Sensing Technology Corp. 89/07/06. MOORE, N. NRC • No 
Detailed Affiliation Given. 2pp. 50654:223-50654:224. 

8907250302 Requests Executive Branch position re Nissho Iwai American Corp applica- 
tion for Amend 7 to license.increasing quantity of U authorized for export to 
Japan.Rather than amend License XSNM-1 778, new license assigned as XSNM-2467. 
PETERSON.M.R. Asst. Dir. tor Inti. Security, Exports & Matls Safety (Post 890226). 
89/07/20. THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. 1p. 50642:353-50642:359. 

8907260090 Requests assistance in obtaining necessary assurance Itr for end Mitsubi- 
shi Intl Corp application to export low enriched U,to Japan. 

PETERSON.M.R. Asst. Dir. for Intl. Security, Exports 8 Matls Safety (Post 890226). 
89/07/20. THORNE.C.E. State, Dept, of, Bureau of Oceans & Intl. Environ. & Scientif- 
ic Affairs. 1 p. 50677:025-50677:028. 

8907260101 Requests assistance in obtaining necessary assurance Itr for end Ediow 
Intl Co 890711 application to export low enriched U.to Japan. 

PETERSON.M.R. Asst. Dir. for Intl. Security, Exports & Matls Safety (Post 890226). 
89/07/20. THORNE,C.E. State, Dept, of. Bureau of Oceans & Intl. Environ. & Scientif- 
ic Affairs. 1 p. 50675:01 7-50675:01 9. 

6907260113 Requests assistance in obtaining necessary assurances for end Mitsui & 
Co (USA), Inc 890712 application to export low enriched U for use as reload fuel, to 
Japan. 

P^ERSON.M.R. Asst. Dir. for Intl. Security. Exports & Matls Safety (Post 890226). 
89/07/20. THORNE.C.E. State, Dept, of. Bureau of Oceans & Intl. Environ. & Scientif- 
ic Affairs. Ip. 50676:266-50676:267. 

8907260128 Application to amend Export Licenses XR-0069,XR-009S, XR-0103,XR- 
0131,XR-0133 & XR-0148,to make all licenses consistent by specifying tools & equip- 
ment & phrase "equipment, tools...corporation,” on each license. 

HUDEC.W.S. Westinghouse Electric Corp. WSH-1 02-89. 89/06/29. WRIGHT.B. Inter- 
national Programs. 2pp. 50677:051-50677:052. 
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8907260311 Requests Executive Branch position re Nissho Iwai Americar! Corp applica- 
tion for amend to export license.Rather than amend License X3NM-1779 new License 
assigned as XSNM-2468. 

PEfERSON.M.R. Asst, Dir. for Inti. Security. Exports & Matls Safety (Post 890226). 
89/07/20. THORNE, C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientif- 
ic Affairs. Ip. 50674:293-50674:299. 
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S 

AMENTA,J.A. 

8907180248 

ORG 


BAKER.K.R. 

8907250329 

50-316 

S 

BEILMAN.T.P. 

8907190220 

50-316 

S 

AMENTA.J.A. 

8907190117 

ORG 


BAKER.M.C. 

8907030097 

PR 


BEILMAN.T.P. 

8907250323 

50-316 

S 

AMENTA.J.A. 

8907190350 

ORG 


BAKER, S.J. 

8907060005 

40-1162 


BEILMAN.T.P. 

8907250330 

50-316 

S 

AMES.J.A. 

8906300023* 

CONTRACT 


BAKER.S.J. 

8907140129 

40-1162 


BEISNER.J.H. 

8907240077 

50-277 

G 

ANDERSON.C.I. 

8907250307 

NUREG 


BAKER, S.J. 

8907140142 

40-1162 


BEISNER.J.H. 

8907240077 

50-277 

G 

ANDERSON.C.J. 

8907110095* 

50-247 

Q 

BAKER.S.M. 

8907030011 

PR 


BELANGER, J.L 

8907120062* 

50-263 

Q 

ANDERSON.C.J. 

8907140192* 

50-29 

Q 

BAKER, W.E. 

8907060059 

NUREG 


BELEW.K. 

8907050001 

PR 


ANDERSON, C.J. 

8907140197* 

50-334 

Q 

BAKER, W.L. 

8907050043 

PR 


BELISLE.G. 

8907200422* 

50-280 

Q 

ANDERSON, C.R. 

8907260180* 

50-244 

Q 

BALDUZZl.M.A. 

8907180393 

50-220 

S 

BELISLE.G.A. 

8906290186* 

50-425 

Q 

ANDERSON.J.D. 

8907070184 

50-440 

F 

BARAN.R. 

8907210371 

50-219 

R 

BELISLE.G.A. 

8907140179* 

50-280 

Q 

ANDREWS.R.R. 

8907190052 

TOPREP 


BARNES.I. 

8906280063* 

50-498 

Q 

BELISLE.G.A. 

8907210028* 

50-269 

Q 

ANG,W. 

8907100308 

50-529 

S 

BARON, M.J, 

8907200305 

50-277 

R 

BELISLE.G.A. 

8907250230* 

50-338 

Q 

ANTHONY.P. 

8907070213 

50-341 

S 

BARR,K.P. 

8907200107* 

50-390 

Q 

BELKE.W. 

8907200221 * 

WASTE 

MGT 

ANTHONY, P. 

8907120265 

50-341 

S 

BARR.K.P. 

8907260146* 

50-438 

Q 

BELLM.J, 

8906290106 

WASTE MGT 
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NUMBER 

CATEGORY 

BELLS. 

8906290130* 

CONTRACT 


BIDINGER.G.H. 

8906300193 

70-27 


BLOUGH.A.R. 

8907180060 

50-293 

S 

BELLS. 

8906290175* 

CONTRACT 


BIDINGER.G.H. 

8907130166* 

70-25 


BLOUGH.A.R. 

8907240266 

50-293 

R 

BELLS. 

8906290215* 

CONTRACT 


BIDINGER.G.H. 

8907170074* 

70-27 


BLOUGH.A.R. 

8907240285 

50-293 

Q 

BELLS. 

8906290270* 

CONTRACT 


BIDINGER.G.H. 

8907170275 

70-1113 


BLOUGH.A.R. 

8907260172 

50-293 

R 

BELLS. 

8906290273* 

CONTRACT 


BIDINGER.G.H. 

8907180166 

70-27 


BLOUGH.R. 

8906300080 

50-293 

S 

BELLS. 

8906290299* 

CONTRACT 


BIDINGER.G.H. 

8907240415 

70-734 


BLOUGH.R. 

8907240492 

50-293 

S 

BELL.S. 

8906290392* 

CONTRACT 


BIDINGER.G.H. 

8907260244* 

40-8027 


BLUBAUGH.R.E. 

8907050113 

40-3453 


BELL.S. 

8906290412* 

CONTRACT 


BIDINGER.G.H. 

8907260266 

70-27 


BLUBAUGH.R.E. 

8907050121 

40-3453 


BELLS. 

8906290434 

CONTRACT 


BIELINSKI.M.J. 

8907140055 

50-155 

R 

BLUBAUGH.R.E. 

8907060187 

40-3453 


BELLS. 

8906290443* 

CONTRACT 


BIGIARELLI.M.J. 

8907100037 

50-245 

S 

BLUBAUGH.R.E. 

8907140084 

40-3453 


BELLS. 

8906300023* 

CONTRACT 


BINDER.B. 

8907110141 

PR 


BLUBAUGH.R.E. 

8907140150 

40-3453 


BELL.S. 

8906300162* 

CONTRACT 


BINDER.D. 

8907050192 

PR 


BLUMBERG.N. 

8907140181* 

50-317 

Q 

BELLS. 

8906300265* 

CONTRACT 


BINKOWSKI.J.A. 

8907180498 

50-302 

R 

BOARD.M. 

8907280389 

NUREG 


BELLS. 

8907100066* 

CONTRACT 


BIRD.R.G. 

8906290122 

50-293 

P 

BOARDMAN-.d.R. 

8907110432* 

50-382 

Q 

BELLS. 

8907190273* 

CONTRACT 


BIRD.R.G. 

8907050065 

50-293 

P 

BOEHLEBJ.S. 

8907250322* 

WASTE MGT 

BELL.S.W. 

8901130275* 

FOIA 


BIRD.R.G. 

8907060126 

50-293 

S 

BOGAN.S.R. 

8906290299* 

CONTRACT 


BELLAMY, R.R. 

8906280042 

50-29 

Q 

BIRD.R.G. 

8907060135 

50-293 

S 

BOGER.B. 

8907110064 

50-244 

S 

BELLAMY.R.R. 

8906280079 

50-387 

Q 

BIRD.R.G. 

8907060136 

50-293 

V 

BOGER.B.A. 

8907110235 

50-272 

Q 

BELLAMY.R.R. 

8906280092 

50-353 

Q 

BIRD.R.G. 

8907120093 

50-293 

p 

BOGER.B.A. 

8907140317 

50-286 

Q 

BELLAMY.R.R. 

8906280096 

50-286 

Q 

BIRD.R.G. 

8907130025 

50-293 

R 

BOGER.B.A. 

8907190394 

50-286 

Q 

BELLAMY.R.R. 

8906290053 

50-245 

Q 

BIRD.R.G. 

8907170486 

50-293 

S 

BOGER.B.A. 

8907210162 

50-286 

Q 

BELLAMY.R.R. 

8907060170 

50-225 

F 

BIRD.R.G. 

8907170489 

50-293 

S 

BOGER.B.A. 

8907240249 

50-220 

P 

BELLAMY.R.R. 

8907060173 

50-146 

P 

BIRD.R.G. 

8907180477 

50-293 

P 

BOGGS.D.A. 

8906290481 

50-312 

P 

BELLAMY.R.R. 

8907060217 

50-247 

Q 

BIRD.R.G. 

8907180482 

50-293 

S 

BOLDT.G. 

8907110443 

50-302 

K 

BELLAMY.R.R. 

8907060241 

50-309 

Q 

BIRD.R.G. 

8907180496 

50-293 

S 

BOLDT.G.L. 

8907050165 

50-302 

S 

BELLAMY.R.R. 

8907100176 

50-309 

Q 

BIRD.R.G. 

8907190018 

50-293 

P 

BOLDT.G.L. 

8907050450 

50-302 

S 

BELLAMY.R.R. 

8907100189 

50-277 

Q 

BIRD.R.G. 

8907190077 

50-293 

P 

BOLEY.K. 

8907050008 

50-498 

F 

BELLAMY.R.R. 

8907100214 

70-1100 


BIRD.R.G. 

8907190127 

50-293 

P 

BOLEY.K. 

8907050438 

50-298 

F 

BELLAMY.R.R. 

8907140161 

50-245 

Q 

BISCHOFF.E.L. 

8907190205 

WASTE MGT 

BOLEY.K. 

8907070055 

50-445 

H 

BELLAMY.R.R. 

8907170138 

50-213 

Q 

BISHOP.J.C. 

8906290224 

40-3392 


BOLEY.K. 

8907100025 

50-206 

F 

BELLAMY.R.R. 

8907170269 

50-220 

F 

BISHOP.J.C. 

8907240385 

40-3392 


BOLOTIN.S.J. 

8907280309 

FOIA 


BELLAMY.R.R. 

8907170491 

50-387 

Q 

BITTER.S.D. 

8907070283* 

50-445 

Q 

BONADIES.D.J. 

8906300268* 

50-267 

F 

BELLAMY.R.R. 

8907180029 

70-1100 


BITTER.S.D. 

8907260224* 

50-445 

Q 

BONANO.E.J. 

8907070066 

NUREG 


BELLAMY.R.R. 

8907190312 

50-353 

Q 

BJORGEN.J. 

8907050299* 

50-254 

V 

BOND.C.B. 

8907120070* 

50-443 

Q 

BELLAMY.R.R. 

8907190323 

50-334 

Q 

BLACK.J.M. 

8907050286* 

50-336 

P 

BONDHAM.W.K. 

8907200357 

50-302 

F 

BELLAMY.R.R. 

8907190363 

50-293 

Q 

BLACK.S. 

8902030171 

50-259 

P 

BONETT.D.M. 

8907200390 

50-250 

R 

BELLAMY.R.R. 

8907240072 

50-225 

Q 

BLACK.S. 

8902030176* 

50-259 

P 

BOOK.S. 

8907050509 

NUREG 


BENDER.M. 

8907050509 

NUREG 


BLACK.S. 

8907050127 

50-390 

Q 

BOOKER.J.E. 

8907050350 

50-458 

S 

BENETT.B. 

8907110164 

PR 


BLACK.S. 

8907050132 

50-327 

Q 

BOOKER.J.E. 

8907060274 

50-458 

S 

BENNETT.E.A. 

8907170103 

50-245 

S 

BLACK.S. 

8907070158 

50-260 

P 

BOOKER.J.E. 

8907070238 

50-458 

S 

BENNETT.J.G. 

8907060059 

NUREG 


BLACK.S. 

8907120163 

50-327 

P 

BOOKER.J.E. 

8907070358 

50-458 

S 

BENNETT.W.R. 

8907070069* 

50-298 

Q 

BLACK.S. 

8907120222 

50-327 

P 

BOOKER.J.E. 

8907100168 

50-458 

s 

BENTLEY.T. 

8907070062* 

FOIA 


BUCK.S. 

8907120225* 

50-327 

P 

BOOKER.J.E. 

8907110269 

50-458 

s 

BENTSEN.L 

8901120392* 

PR 


BLACK.S. 

8907130116 

50-259 

P 

BOOKER.J.E. 

8907120038 

50-458 

s 

BENTSEN.L 

8907120130* 

50-445 

H 

BLACK.S. 

8907130145 

50-260 

P 

BOOKER.J.E. 

8907120306 

50-458 

s 

BCR ARC N' : .H 

8907280346* 

FOIA 


BLACK.S. 

8907130147* 

50-260 

P 

BOOKER.J.E. 

8907180495 

50-458 

s 

BERCZ^NSK .S 

8907120125 

50-295 

S 

BLACK.S. 

8907130261 

50-327 

P 

BOOKER.J.E. 

8907200400 

50-458 

R 

Dl;re“c:.m .. ■- 

8907280349* 

FOIA 


BLACK.S. 

8907140028 

50-327 

P 

BOOKER.J.E. 

8907210175 

50-458 

P 

RE-G,R “ 

8907140301 

40-8698 


BLACK.S. 

8907140029* 

50-327 

P 

BOOKER.J.E. 

8907240464 

50-458 

P 

BERGER.J.O. 

8907170281 

70-820 


BLACK.S. 

8907140036 

50-259 

P 

BOOKER.J.E. 

8907240473 

50-458 

S 

BERGER J D 

8907170310* 

70-820 


BLACK.S. 

8907140281 

50-259 

P 

BOOKER.J.E. 

8907240477 

50-458 

S 

BERGMAW... V*. 

8907030224 

50-305 

S 

BLACK.S. 

8907240124 

50-327 

P 

BOOKER.J.E. 

8907240481 

50-458 

S 

BERGS' PCM.F -G. 

8907060050* 

40-8902 


BLACK.S.C. 

890628031 1 

50-327 

P 

BOOKER.J.E. 

8907260089 

50-458 

P 

EERKCA'.i-.N. 

8906280201 * 

50-302 

P 

BLACK.S.C. 

8907030171 

50-259 

P 

BORDENICK.B.M. 

8907240208 

50-348 

G 

EERKC.*. .n.N. 

8907120323* 

50-338 

P 

BLACK.S.C. 

8907030172* 

50-259 

P 

BORDINE.T.C. 

8907110161 

50-255 

S 

BERKOW.H.N. 

8907130229* 

50-339 

P 

BLACK.S.C. 

8907050060 

50-390 

A 

BORDINE.T.C. 

8907260005 

50-255 

P 

BERKOW.H.N. 

8907130356* 

50-339 

P 

BLACK.S.C. 

8907050124 

50-259 

P 

BORES.R. 

8907140167* 

50-245 

Q 

BERKOW.H.N. 

8907130369* 

50-338 

P 

BLACK.S.C. 

8907050342 

50-327 

P 

BORES.R.J. 

8906280093* 

50-353 

Q 

BERLINGER.C.H. 

8907070251 

l&E 


BLACK.S.C. 

8907130333 

50-259 

P 

BORES.R.J. 

8907100216* 

70-1100 


BERNERO.R.M. 

8906290254 

WASTE MGT 

BLACK.S.C. 

8907140261 

50-259 

P 

BORES.R.J. 

8907170492* 

50-387 

Q 

BERNERO.R.M. 

8907180023 

WASTE MGT 

BLACK.S.C. 

8907190280 

50-327 

P 

BORES.R.J. 

8907180032* 

70-1100 


BERNERO.R.M. 

8907200092 

50-603 

A 

BLACK.S.C. 

8907200300 

50-260 

Q 

BORES.R.J. 

8907180210* 

50-352 

Q 

BERNIE.P. 

8907030029 

PR 


BLACK.S.C. 

8907250021 

50-259 

P 

BORLAND.I.M. 

8907100100 

50-346 

F 

BERRY, G.A. 

8907030131 

50-443 

G 

BLACKBURN.T.R. 

8907130279 

50-344 

S 

BORST.S.G. 

8907210095* 

50-529 

R 

BERRY, G.A. 

8907260076 

50-443 

G 

BLAHA.J.L. 

8906300106 

COMMISSION 

BORST.S.G. 

8907210098* 

50-529 

R 

BERRY.J.M. 

8907030046 

PR 


BLAHA.J.L. 

8907050139 

COMMISSION 

BOSILJEVAC.F. 

8907060194 

WASTE MGT 

BERRY, K.W. 

8906280008 

50-155 

P 

BLAHA.J.L 

8907120296 

COMMISSION 

BOUCHEY.G.D. 

8907170280 

50-397 

Q 

BERRY.K.W. 

8906290095 

50-255 

Q 

BLAHA.J.L. 

8907170270 

COMMISSION 

BOUCHEY.G.D. 

8907180144 

50-397 

Q 

BERRY.K.W. 

8907030271 

50-255 

Q 

BLAHA,J.L 

8907210066 

COMMISSION 

BOURNIA.A. 

8907100078 

50-285 

P 

BERRY.K.W. 

8907030277 

50-255 

P 

BLAHA.J.L 

8907250012 

PROJ 


BOWEN, W.M. 

8907250300 

NUREG 


BERRY.K.W. 

8907030281 

50-155 

Q 

BLAISE.J.A. 

8907030007 

PR 


BOWLES. K.C. 

8907120049 

PR 


BERRY.K.W. 

890705021 1 

50-255 

Q 

BLAKE.J.J. 

8906290488* 

50-413 

Q 

BOYD.C.C. 

8906300175 

70-824 


BERRY.K.W. 

8907050219 

50-155 

P 

BLAKE.J.J. 

8907120370* 

50-338 

Q 

BOYLE.M.L. 

8907100228 

50-245 

P 

BERRY.K.W. 

8907170051 

50-255 

P 

BLAKE.J.J. 

8907200193* 

50-250 

Q 

BRACH.E.W. 

8906290192 

QA999 


BERRY.K.W. 

8907180189 

50-255 

P 

BLANCHARD.M. 

8907240146* 

WASTE 

MGT 

BRACH.E.W. 

8907120131 

QA999 


BERRY.K.W. 

8907180303 

50-255 

P 

BLANCHARD, M. 

8907240151* 

WASTE 

MGT 

BRACH.E.W. 

8907130075 

QA9g9 


BERRY.K.W. 

8907210275 

50-155 

P 

BLAYLORD.J. 

8906300130 

WASTE 

MGT 

BRACH.E.W. 

8907130086 

QA999 


BERRY, R.L 

8907260025 

50-29 

R 

BLOCH.P.B. 

8907030084 

50-443 

G 

BRACH.E.W. 

8907190375 

QA999 


BERTELLIA 

' 8907050155 

PR 


BLOCH.P.B. 

8907200088 

50-443 

G 

BRADFORD.W.H. 

8907180199* 

50-400 

Q 

BESSIN.E. 

8907120084 

PR 


BLOCK, M.L 

8907210030 

50-267 

R 

BRADHAM.O.S. 

8906280282 

50-395 

S 

BEYELER.W.E. 

8907070066 

NUREG 


BLOSSER.J.D. 

8907070096 

50-483 

S 

BRADHAM.O.S. 

8906280286 

50-395 

Q 

BIDINGER, G. 

8907140062 

70-820 


BLOSSER.J.D. 

8907170264 

50-483 

S 

BRADHAM.O.S. 

8906290514 

50-395 

F 

BIDINGER.G.H. 

8906280013* 

70-371 


BLOSSER.J.D. 

8907170420 

50-483 

S 

BRADHAM.O.S. 

8906290516 

50-395 

S 

BIDINGER.G.H. 

8906290377 

70-143 


BLOSSER.J.D. 

8907190055 

50-483 

R 

BRADHAM.O.S. 

8907030167 

50-395 

f 

BIDINGER.G.H. 

8906290428* 

70-27 


BLOSSER.J.D. 

8907260099 

50-483 

S 

BRADHAM.O.S. 

8907050227 

50-395 

R 

BIDINGER.G.H. 

8906290433* 

70-3057 


BLOSSER.J.D. 

8907260104 

50-483 

S 

BRADHAM.O.S. 

8907060023 

50-395 

F 

BIDINGER.G.H. 

8906290469 

70-25 


BLOSSER.J.D. 

8907280187 

50-483 

S 

BRADHAM.O.S. 

8907060246 

50-395 

S 

BIDINGER.G.H. 

8906300083* 

70-1068 


BLOSSER.J.D. 

8907280194 

50-483 

s 

BRADHAM.O.S. 

8907070182 

50-395 

P 
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BRADHAW.O.S. 

8907100195 

50-395 

S 

BUIDER.S.L 

8907050233 

PR 


CAHILL.W.J. 

8907070203 

50-445 

A 

BRADHAM.O.S. 

8907100200 

50-395 

P 

BUNCHER.C. 

8907050509 

NUREG 


CAHILL.W.J. 

8907120040 

50-445 

S 

BRADHAM.O.S. 

8907110081 

50-395 

P 

BUNDY.H.F. 

8907110172* 

50-313 

Q 

CAHILL.W.J. 

8907130109 

50-445 

S 

BRADHAM.O.S. 

8907110379 

50-395 

P 

BURDICK.T. 

8907190264* 

50-266 

V 

CAHILL.W.J. 

8907130290 

50-445 

S 

BRADHAM.O.S. 

8907140166 

50-395 

R 

BURDICK.T.M. 

8907140289* 

50-266 

V 

CAHILL.W.J. 

8907140295 

50-445 

S 

BRADHAM.O.S. 

8907180098 

50-395 

S 

BURDICK, T.M. 

8907240041 * 

50-282 

V 

CAHILL.W.J. 

8907170004 

PR 


BRADHAM.O.S. 

8907180400 

50-395 

F 

BURGESS, B. 

8906280044* 

50-282 

Q 

CAHILL.W.J. 

8907170407 

50-446 

Q 

BRADHAM.O.S. 

8907210313 

50-395 

P 

BURGESS, B. 

8907190374* 

50-282 

Q 

CAHILL.W.J. 

8907180245 

50-445 

A 

BRADY.B.H. 

8907030107* 

WASTE MGT 

BURKHARDT.L 

8906300134 

50-220 

Q 

CAHILL.W.J. 

8907180332 

50-445 

Q 

BBADY.B.H. 

8907030116* 

WASTE MGT 

BURKHARDT.L 
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COLLINS.D.M. 

Q COLLINS.D.M. 

Q COLLINS.D.M. 

P COLLINS.D.M. 

Q COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS.D.M. 

S COLLINS.D.M. 

S COLLINS.D.M. 

Q COLLINS.D.M. 

Q COLLINS.D.M, 

F COLLINS.D.M. 

A COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS.D.M. 

P COLLINS,D.M. 

P COLLINS, J.L 

P COLLINS, S.J. 

P COLLINS, T.R. 

P COLLINS.T.R. 

P COLVIN, E.R. 

P COLVIN, J.F. 

P COLVIN, J.F. 

F COMFORT, G.C, 

F CONGEUF.J. 

F CONGEUF.J. 

CONICELLA.N.F. 

F CONKLIN, C. 

Q CONKLIN, C. 

F CONLON.T.E. 

Q CONLON.T.E. 

CONNELLY.S.R. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8907180180 

70-27 


8907200123 

50-395 

F 

8907200393 

50-413 

Q 

8907210141 

70-27 


8907210314 

70-143 


8907250307 

NUREG 


8906290412* 

CONTRACT 

8907070354 

40-8084 


8907100120 

40-8084 


8907030213 

50-344 

I 

8907070074 

50-344 

P 

8907070100 

50-344 

P 

8907120104 

50-344 

Q 

8907130010 

50-344 

Q 

8907180063 

50-344 

H 

8907180387 

50-344 

P 

8907240468 

50-344 

P 

8907240471 * 

50-344 

P 

8907240494 

50-344 

P 

8907260016 

71-327 


8907260300 

50-344 

Q 

8907260302 

50-344 

P 

8907050230 

PR 


8907120151* 

50-443 

H 

8907030030 

50-440 

P 

8907050148 

50-440 

P 

8907060015* 

50-483 

P 

8907120056 

50-440 

P 

8907200008 

50-440 

P 

8907200410 

50-440 

P 

8907110138 

PR 


8907200400 

50-458 

R 

8907240162 

50-277 

G 

8906290488* 

50-413 

Q 

8907120370* 

50-338 

Q 

8907100273* 

50-309 

S 

8907190373 

50-309 

S 

8907030263 

40-8829 


8907100156 

40-8943 


8907030111 

PR 


8906280102 

50-413 

Q 

8906280109 

50-400 

Q 

8906280118 

50-280 

Q 

8906280120 

50-338 

Q 

8906280121* 

50-280 

Q 

8906280124* 

50-338 

Q 

8906280275 

50-413 

Q 

8906280290 

50-250 

P 

8906290077 

50-395 

Q 

8906290085 

50-280 

P 

8906290094 

50-348 

P 

8906290121 

50-416 

P 

8906290169 

50-302 

F 

8907070009 

70-1151 


8907070011* 

70-1151 


8907070024 

50-413 

Q 

8907070028 

50-400 

Q 

8907100150 

50-302 

Q 

8907120166 

50-424 

Q 

8907120364 

70-1113 


8907130023 

50-335 

Q 

8907130028 

50-324 

Q 

8907180131 

50-338 

Q 

8907180153 

50-369 

Q 

8907180254 

70-27 


8907180276 

50-280 

Q 

8907200332 

50-395 

Q 

8907200417 

50-424 

F 

8907210083 

50-424 

Q 

8907250140 

50-269 

Q 

8907260091 

70-27 


8907260100* 

70-27 


8907250320 

NUREG 


8907240047 

50-220 

Q 

8907100153* 

50-302 

Q 

8907250143* 

50-269 

Q 

8907180454* 

50-247 

P 

8907030086 

PR 


8907050176 

PR 


8907260182 

40-8948 


8907070326 

ORG 


8907070337* 

ORG 


8907140102* 

50-333 

Q 

8906300058* 

50-352 

Q 

8907190364* 

50-293 

Q 

8907200423* 

50-369 

Q 

8907210049* 

50-321 

Q 

8907270079* 

50-267 

P 


AUTHOR 


CONNELLY.S.R. 
CONNORS.H.J. 
CONRAD, R. 
CONRAN, J.H. 
CONRAN.J.H. 

CONRAN, J.H. 

CONSIDINE.R. 

CONSTABLE.G.L 

CONSTABLE.G.L, 

CONSTABLE.G.L 

CONTE.R.J. 

CONWAY.R.D. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 
CONWAY.W.F. 
CONWAY.W.F. 
CONW.AY.W F. 
CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 

CONWAY.W.F. 
CONWAY.W.F. 
COOK, G.C. 
COOK.G.M. 
COOK.J. 

COOK.J.W. 

COOK.J.W. 

COOK.J.W. 

COOK.J.W. 

COOK.W. 

COOK.W.A. 

COOK.W.A. 

COOLEY.M. 

COOPER.H.F. 

COOPER.R.W. 

COOPER, R.W. 
COOPER.R.W. 
COOPER.R.W. 
COOPER.R.W. 
COOPER.R.W. 

COOPER.R.W. 

COOPER.R.W. 

CORMIER.P. 

COTTINGHAM.A.W. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COTTLE.W.T. 

COUNSIUW.G. 

COWGILL.C, 

COWGILL.C. 

COWGILL.C. 
COWGILUC. 
COWLES, R.B. 
COWLES, R.B. 
COX.R. 

CRABB.J.L. 

CRAMPTON.S. 

CRAMPTON.S.A. 

CRANSTON.A. 

CRAVEN.W.A. 

CRAVENS.S.M. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CRAWFORD.A.C. 

CREED.J.R. 

CREED, J.R. 
CREED.J.R. 


ACCESSION 

NUMBER 


8907270084’ 

8907100057' 

8907060129 

8907130185 

8907130204 

8907130284 

8907190128* 

8907050467 

8907050514* 

8907070069* 

8907140102* 

8907190352 

8906290164 

8906290444 

8906300055 

8906300140 

8906300230 

8906300247 

8907030259 

8907070016 

8907070126 

8907110011 

8907120101 

8907130287 

8907140085 

8907210009 

8907210017 

8907210026 

8907210031 

8907210057 

8907250145 

8907270195 

8907240175 

8907180501 

8907180073 

8906260078* 

8906260114* 

8906260164* 

8906260231* 

8907140202 

8907240304 

8907250325 

8907110139 

8907120003 

8906300168* 

8907030283 

8907100325 

8907120048 

8907120198 

8907120206* 

8907180289 

8907190291 

8907030054 

8907170196 

8906280170 

8907050149 

8907050244 

8907070279 

8907180273 

8907210075 

8907240059 

8907250128 

8907050158 

8907120072* 

8907170146 

8907180368 

8907200183’ 

8906290486 

8907070159 

8907060122 

8907070179 

8907060231 

8907190218 

8906230208’ 

8907130303’ 

8907140149 

8906300266 

8907130163 

8907170159 

8907180315 

8907180325 

8907210183 

8907250098 

8907260097 

8907260120 

8907120062* 

8907120269* 

8907210220* 


SUBJECT 
CATEGORY 

50-445 A 

50-327 Q 

40-8907 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
50-293 P 

50-298 Q 

50-458 Q 

50-298 Q 

60-333 Q 

50-423 S 

50-529 P 

50-528 P 

50-528 P 

50-528 P 

50-528 P 

50-528 Q 

50-528 R 

50-528 Q 

60-529 P 

50-528 F 

50-528 Q 

50-529 P 

50-528 F 

50-528 P 

50-528 P 

50-528 F 

50-528 P 

50-528 Q 

50-528 P 

PR 

50-443 G 

50-285 R 

50-333 R 

50-498 
50-498 
50-498 
50-498 
50-333 

50-220 
50-286 
PR 
PR 

50-461 

50-254 
50-254 
50-440 
50-255 
50-255 

50-155 
50-255 
PR 
PR 

50-416 

50-416 
50-416 
50-416 
50-416 
50-416 

50-416 P 

50-416 S 

50-445 A 

50-289 Q 

50-320 S 

50-219 S 

50-289 Q 

50-354 S 

50-354 S 

NUREQ 

50-259 S 

CONTRACT 
CONTRACT 
50-206 U 

50-206 H 

50-254 S 

50-267 F 

50-267 P 

50-267 H 

50-267 P 

50-267 P 

50-267 Q 

50-267 R 

50-267 F 

50-267 K 

50-263 Q 

50-331 Q 

50-341 Q 


Q.Q.D.£LtO oca- O OOOOO OO Q- >COQ.Q-£k 



PERSONAL AUTHOR INDEX 247 


AUTHOR 


CREED.J.R. 

CREEL, G.C 
CREEL, G.C. 
CREEL.G.C. 

CREEL, G.C. 

CREEUG.C. 

CREEL.G.C. 

CREEL.G.C. 

CREEL.G.C. 

CREEL, G.C. 

CREEL.G.C. 

CREEUG.C. 

CREWEY.J. 

CRIBBE.T.E. 

CRLENJAK.J. 

CRLENJAK.R. 

CRLENJAK.R.V. 

CRLENJAK.R.V. 

CRLENJAK.R.V. 

CRLENJAK.R.V. 

CROCKER, D.M. 
CROCKER, LP. 
CROCKER.LP. 
CROCKER, LP. 
CROCKER.LP. 

CROCKER, L.P. 
CROCKER.LP. 
CROCKER.LP. 
CROCKER.LP. 
CROCKER.L.P. 

CROCKETT.S. 

CROLEY.B.G. 

CRONIN.J.T. 

CROOK.K.A. 

CROSBIE.K.L 

CRUIKSHANK.T.H. 
CRUNK, S.L 
CRUNK, S.L 
CRUNK, S.L 
CRUNK.S.L. 

CRUSE, C.H. 

CRUTCHPIELD.D. 

CRUTCHFIELD.D. 

CRUTCHPIELD.D. 

CRUTCHFIELD.D. 

CULBERSON.D.G. 

CUNNINGHAM.A.L 

CUNN1NGHAM,A.L 

CUNNINGHAM.A.L. 

CUNNINGHAM,A.L 

CUNNINGHAM.LJ. 
CUNNINGHAM, LJ. 
CUNNINGHAM, R.E. 
CURRAN.D. 
CURRAN.D. 

CURRAN.D. 
CURRAN.D. 
CURRAN.D. 
CURRAN.D. 
CUTTER, A.B. 

CUTTER.A.B. 
CUTTER, A.B. 
CUTTER,A,B. 
CUTTER.A.B. 
CUTTER.A.B. 

CYR.K.D. 
DAEMEN,J.J.K. 
DAHLBERG.K. 
DAHLBERG,K.A. 
DAMON, D. 

DAMON, D. 

DANCE, H.C. 
DANCE, H.C. 
DANCE, H.C. 
DANCE, H.C. 

DANIELS.T. 
DANIELSON.D.H. 
DANIELSON, D.H. 
DANIELSON.D.H. 
DARKE.J. 

DAVIS,A.B. 

DAVIS.A.B. 

DAVIS, A.B, 
DAVIS,A.B. 
DAVIS.A.B. 

DAVIS.A.B. 

DAVIS.A.B, 

DAVIS, A.M. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

NUMBER 

CATEGORY 

8907240354* 

50-483 

Q 

DAVIS, A.M. 

8907140184 

40-8903 


DOERFLEIN.L 

8907200146 

50-322 

S 

8907180151 

50-317 

P 

DAVIS.C. 

8907240085 

40-2061 


DOERFLEIN.LT, 

8907180492 

50-277 

P 

8906290209 

50-317 

Q 

DAV1S,C.D. 

8907240065 

40-2061 


DOERFLEIN.LT, 

8907240253 

50-352 

Q 

8906300181 

50-317 

P 

DAVIS.C.D. 

8907240065 

40-2061 


doerflein.lt. 

8907240313 

50-352 

Q 

8907100056 

50-317 

P 

DAVIS,G.M. 

8907060063 

50-382 

S 

DOERFLEIN.LT. 

8907240482 

50-277 

R 

8907140070 

50-318 

Q 

DAVIS, L. A. 

8907060101 

40-8102 


DOERING, J. 

8907180196 

50-353 

S 

8907170137 

PR 


DAVIS, M.J. 

8906300244 

50-530 

P 

DOLECHECK.D.D. 

8907110328 

50-254 

S 

8907170485 

50-317 

Q 

DAVIS,M.J. 

8907130211 

50-530 

P 

DOMES.L.E. 

8907060282 

PROJ 


8907180164 

50-317 

P 

DAVIS,P.A. 

8907070066 

NUREG 


DOMES.LE. 

8907070156 

PROJ 


8907190208 

50-317 

S 

DAVISON, W.S. 

8907190359 

50-397 

S 

DOMES.L.E. 

8907070329 

PROJ 


8907240129 

50-317 

Q 

DAY.S.T. 

8907280112 

50-250 

S 

DOMES.L.E. 

8907250018 

PROJ 


8907240432 

PR 


DE AGA2IO,A. 

8907030182* 

50-282 

p 

DONOHEW.J.N. 

8907170454 

50-327 

P 

8907050025 

PR 


DE AGA2IO,A.W. 

8907030119 

50-255 

p 

DORSEY,M. 

8906290115 

CONTRACT 


8907260310 

50-277 

S 

DE AGAZIO.A.W. 

8907070268 

50-255 

P 

DORSEY.M. 

8906290409 

CONTRACT 


8907170424 

50-335 

Q 

DE AGA2IO.A.W. 

8907100177 

50-255 

p 

DORSEY, M. 

8906300158 

CONTRACT 


8907120244* 

50-302 

Q 

DE AGAZIO.A.W. 

8907190100 

50-255 

P 

DOUGHTY, J. 

8907240103 

50-443 

G 

8906270414 

50-250 

S 

DE AGAZIO.A.W. 

8907240040 

50-255 

p 

DOWIE.D.R. 

8907240248 

FOIA 


8906300212 

50-302 

Q 

DE AGAZIO.A.W. 

8907240403 

50-255 

p 

DRAGOUN,!. 

8907190314* 

50-353 

Q 

8907120302* 

50-250 

Q 

DEAN.H. 

8907110173 

PR 


DRAWBR1DGE,B.L. 

8906280095 

50-29 

Q 

8907180239 

50-250 

P 

DEAN.R.S. 

8907050532 

NUREG 


DRAWBRIDGE, B.L 

8907070032 

50-29 

P 

8907060157 

50-322 

F 

DEAN.S. 

8907110135 

PR 


DRAWBRIDGE.B.L. 

8907190025 

50-29 

P 

8906290127 

50-321 

P 

DEBEY.T. 

8907130309 

50-274 

F 

DREW, LA. 

8907170123 

40-8914 


8907030233 

50-321 

Q 

DECKER,!, 

8907100230* 

70-1113 


DROMERICK.A.W. 

8907030135 

50-219 

P 

8907100042 

50-321 

P 

DECKER.T.R. 

8907120376* 

70-27 


DROMERICK,A.W. 

8907100093 

50-219 

P 

8907130112* 

50-413 

P 

DECKER.T.R. 

8907180217* 

70-27 


DROMERICK.A.W. 

8907110335 

50-219 

P 

8907130344 

50-321 

P 

DEDDENS.J.C. 

8906300013 

50-458 

Q 

DROMERICK.A.W. 

89071 80427 

50-219 

P 

8907210344 

50-321 

P 

DEDDENS.J.C. 

8906300026 

50-458 

P 

DROMERICK.A.W. 

8907210288 

50-219 

P 

8907240033 

50-321 

P 

DEDDENS.J.C. 

8907050430 

50-458 

S 

DROMERICK.A.W. 

8907240376 

50-219 

P 

8907260226 

50-321 

P 

DEDDENS.J.C. 

8907060100 

50-458 

P 

DRUGA.R.J. 

8907100274 

50-334 

S 

8907260237 

50-321 

Q 

DEDDENS.J.C. 

8907060186 

50-458 

P 

DRUGA.R.J. 

8907100316* 

50-334 

s 

8907050492* 

REVIEW GR P 

DEDDENS.J.C. 

8907070059 

50-458 

Q 

DRUGA.R.J. 

8907100320’ 

50-334 

s 

8906290047 

50-312 

P 

DEDDENS.J.C. 

8907130047 

50-458 

Q 

DRYDEN.R. 

8907050009 

PR 


8907050397* 

50-271 

P 

DEDDENS.J.C. 

8907130064 

50-458 

S 

C JDC S.D 

8907050507 

WASTE MGT 

8907280279 

50-220 

Q 

DEDDENS.J.C. 

8907140208 

50-458 

Q 

Ds.oSTAC.D. 

8907190045 

50-282 

R 

8907130351 

70-1359 


DEDDENS.J.C. 

8907190396 

PR 


C.-K-v< 5.V.S. 

8907030071* 

50-293 

U 

8907170017 

ORG 


DEDDENS.J.C. 

8907250341 

50-458 

P 

DUNKELMAN.M. 

8907180119 

27-48 


8906290517 

50-312 

P 

DEELSNYDER.L. 

8907190012 

50-254 

R 

DUNKELMAN.M. 

8907250274 

27-48 


8907070013* 

50-312 

P 

DEERINWATER.J. 

8907280362 

40-8027 


DUNKLEMAN.M. 

8907180398 

27-48 


8907130154 

50-312 

P 

DEFAYETTE.R. 

8907030246* 

50-346 

Q 

DUNN.G.A. 

8907060156 

50-440 

S 

8907200343 

50-312 

R 

DEFAYETTE.R. 

8907060041* 

50-305 

Q 

DUNN.G.A. 

8907200319 

50-440 

R 

8907310314 

REGGD 


DEFAYETTE.R.W. 

8906290037* 

50-346 

Q 

DUNN.G.A. 

8907240371* 

50-440 

s 

8906290391 

50-445 

A 

DEFAYETTE.R.W. 

8906290264* 

50-266 

Q 

DUNN.G.A. 

8907240383* 

50-440 

s 

8907070080 

50-327 

Q 

DEFAYETTE.R.W. 

8907050119* 

50-483 

Q 

DUNN.G.A 

8907240395* 

50-440 

s 

8907130136 

ORG 


DELGEORGE.LO. 

8906300119 

50-454 

Q 

CLN.VOOCYW-: 

8907060059 

NUREG 


8907210140 

ORG 


DELLIGATTI.M. 

8907130338 

WASTE MGT 

DURANTE, R.W. 

8907180116* 

PROJ 


8907050248 

70-135 


DELMEDICO.J. 

8907120145 

l&E 


DURKOSH.D.E. 

8907180454* 

50-247 

p 

8906280107* 

50-413 

Q 

DELMEDICO.J. 

8907260185 

l&E 


DURR.J. 

8906290080 

50-220 

Q 

8906280278* 

50-413 

Q 

DENISTON.M.E. 

8907050063 

50-267 

F 

DURR.J. 

8907180102 

50-286 

Q 

8907130024* 

50-335 

Q 

DENNEY.W.H. 

8906300224* 

50-390 

A 

DURR.J.P. 

8906280070 

50-317 

Q 

8907200334* 

50-395 

Q 

DENNISTON.C. 

8907050509 

NUREG 


DURR.J.P. 

8907110088 

50-247 

Q 

8907170375 

ORG 


DENTON.H.R. 

8501220433* 

REVIEW 

GR P 

DURR.J.P. 

8907110256 

50-244 

Q 

8907200118 

50-443 

P 

DENTON.H.R. 

8705260447* 

FOIA 


DURR.J.P. 

8907140188 

50-29 

Q 

8907170013 

70-143 


DENTON.H.R. 

8907070172 

50-289 

P 

DURR.J.P. 

8907140194 

50-334 

Q 

8907030126 

50-271 

G 

DERRICKSON.W.B. 

8907120205* 

50-438 

A 

DURR.J.P. 

8907140221 

50-353 

Q 

8907030126 

50-271 

G 

DEVINCENTIS.J. 

8907180442 

50-271 

P 

DURR.J.P. 

8907180340 

50-247 

Q 

8907240131 

8907240131 

8907240204 

8907240204 

8906300135 

50-271 

50-271 

50-443 

50-443 

50-325 

G 

G 

G 

G 

Q 

DEVOE.M.J. 

DEVOE.M.J. 

DEXTER.T.W. 

DICHARRY.R.D. 

DICK.G.F. 

8907200032* 

8907200035* 

8907190309* 

8907170220 

8907140134 

50-324 

50-324 

50-271 

71-9056 

50-498 

P 

P 

Q 

P 

DURR.J.P. 

DURR.J.P. 

DURR.J.P. 

DURR.J.P. 

DURR.J.P. 

8907180504 

8907190299 

8907190331 

8907190367 

8907200025 

50-387 

50-247 

50-213 

50-352 

50-245 

Q 

Q 

P 

Q 

P 

8907060142 

8907070180 

8907170241 

8907170259 

8907260096 

50-400 

50-400 

50-324 

50-400 

50-261 

P 

P 

P 

P 

P 

DICUS.G.J. 

DIEDERICH.G.J. 

DIEDERICH.G.J. 

DIEDERICH.G.J. 

DIEDERICH.G.J. 

8907120036 

8906300203 

8907050215 

8907110190 

8907110299 

PR 

50-373 

50-373 

50-373 

50-373 

S 

S 

S 

S 

DYSON.R.P. 

EAPEN.P.K. 

EAPEN.P.K. 

EAPEN.P.K. 

EARNEST, A.B. 

8907030255* 

8906290084* 

8907110242* 

8907180508* 

8907050518* 

50-317 

50-220 

50-272 

50-387 

50-285 

U 

Q 

Q 

Q 

Q 

8907200051 

8907280316 

8907200325 

8907050160 

8907140289* 

50-352 

NUREG 

50-220 

50-220 

50-266 

G 

R 

R 

V 

DIEDERICH.G.J. 

DIEDERICH.G.J. 

DIEDERICH.G.J. 

DIEDER1CH.G.J. 

DIEDERICH,G.J. 

8907110309 

8907110398 

8907170463 

8907170470 

8907180145 

50-373 

50-373 

50-373 

50-373 

50-374 

S 

R 

s 

s 

s 

EARNEST A B. 
E.-TCN.R. 

E3NETEr-..S D. 
EBNFrER.SD. 

E3NE TER.S D 

8907110222* 

8907200247* 

8906280051 

8906280292 

8906280307 

50-445 

50-309 

50-302 

50-369 

50-261 

Q 

Q 

Q 

Q 

Q 

8907190264* 

8907100036* 

8907180163 

8907180199* 

8907180383* 

50-266 

50-261 

50-324 

50-400 

50-261 

V 

Q 

P 

Q 

Q 

DIEDERICH,G.J. 

DIEDERICH.G.J. 

DIFFERENT.P.M. 

DIFFERENT.P.M. 

DIGGS.R.M. 

8907190064 

8907200027 

8907050244 

8907250128 

8907030148 

50-373 

50-374 

50-416 

50-416 

50-461 

R 

S 

S 

S 

P 

EBNETER.S.D. 
PDNjPTcq s D. 

E3NE" E^^’.s :: 
E3NE”E“.SD 
EBNE'EP S.C. 

8906290024 

8906300095 

8906300113 

8906300136 

8907100304 

50-269 

50-338 

50-424 

50-338 

50-338 

P 

Q 

Q 

P 

Q 

8907030192 

8907100326* 

8907120050* 

8907180296* 

8907180266 

50-259 

50-254 

50-440 

50-155 

FOIA 

P 

Q 

Q 

Q 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIGNAN.T.G. 

DIGNAN.T.G. 

8907200104 

8907200104 

8907240174 

8907240174 

8907260024 

50-443 

50-443 

50-443 

50-443 

50-443 

G 

G 

G 

G 

G 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

8907120089 
8907140172 
8907170045 
89071 70390 
89071 70456 

50-269 Q 

50-338 Q 

STATE PRO G 
50-250 Q 

50-335 Q 

8906290381 

8906290480 

8907050405 

8907170245 

8907170253* 

50-461 

50-263 

50-282 

50-440 

50-440 

P 

Q 

Q 

Q 

Q 

DIGNAN.T.G. 

DIIANNt.D.C. 

DIIANNI.D.C. 

DIPALO,A,J, 

DIXSON.G.R. 

8907260024 

8906280132 

8907030177 

8907100232 

8907240449 

50-443 G 

50-282 P 

50-282 P 

ORG 

WASTE MGT 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

8907180175 

8907180206 

8907180235 

8907180259 

8907180264 

50-280 

50-395 

50-413 

50-269 

50-302 

P 

Q 

Q 

P 

P 

8907240359 

50-461 

Q 

DOBSON, D.C. 

8907050263* 

8907190279 

8907170469* 

WASTE MGT 

lAC 

EBNETER.S.D. 

EBNETER.S.D. 

8907180324 

8907190377 

50-324 

50-250 

p 

P 

8907240363* 

8907050128 

50-461 

40-8907 

Q 

DODA.R.J. 

DODD,C.J. 

50-245 

H 

EBNETER.S.D. 

8907210062 

50-335 

Q 
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EBNETER.S.D. 

8907250184 

50-369 

F 

EBNETER S .0 

8907250225 

50-338 

P 

EB.\E~ER.S.C 

8907260010 

50-269 

Q 

EBNETER.S.D. 

8907260142 

50-302 

Q 

ECCNCMOS.N. 

8907120370* 

50-338 

Q 

EDDY.J.D. 

8907180275 

50-155 

S 

EDGE.W.E. 

8907200402 

50-416 

R 

EDGEWORTH.P.J. 

8906300104* 

CONTRACT 


EDGEWORTH, P.J. 

8906300122* 

CONTRACT 


EDGEWORTH.P.J. 

8906300133* 

CONTRACT 


EDGEWORTH.P.J. 

8906300139* 

CONTRACT 


EDGEWORTH.P.J. 

8907050146* 

CONTRACT 


EDGEWORTH.P.J. 

8907050330* 

CONTRACT 


EDGEWORTH.P.J. 

8907050380* 

CONTRACT 


EDGEWORTH.P.J. 

8907060224* 

CONTRACT 


EDGEWORTH.P.J. 

8907060233* 

CONTRACT 


EDGEWORTH.P.J. 

8907170377* 

CONTRACT 


EDGEWORTH.P.J. 

8907170478* 

CONTRACT 


EDGEWORTH.P.J. 

8907190222* 

CONTRACT 


EDWARDS.D.W. 

8907030060 

PR 


EDWARDS.D.W. 

8907030079 

PR 


EDWARDS.D.W. 

8907170222 

PR 


EDWARDS.G.A. 

8907070324 

40-8926 


EDWARDS.R. 

8907050035 

PR 


EENIGENBURG.E. 

8907050308 

50-249 

S 

EENIGENBURG.E. 

8907120360 

50-237 

S 

EENIGENBURG.E. 

8907190005 

50-10 

R 

EENIGENBURG.E. 

8907250110 

50-249 

S 

EENIGENBURG.E. 

8907250124 

50-237 

S 

EENIGENBURG.E.D 

8907190057 

50-249 

S 

EICHSTAEDT.C.H. 

8907030016 

PR 


EICK.S.D. 

8907050268* 

50-373 

Q 

ELLERSHAW.LE. 

8906280063* 

50-498 

Q 

ELLIOTT.C.W. 

8907200082 

50-352 

G 

ELLIOTT, C.W. 

8907200108 

50-352 

G 

ELLIOTT.C.W. 

8907240200 

50-352 

G 

ELLIOTT.C.W. 

8907240200 

50-352 

G 

ELLIS.D.W. 

8907060126 

50-293 

S 

ELLIS.D.W. 

8907060135 

50-293 

S 

ELLIS.D.W. 

8907180482 

50-293 

S 

ELLIS.D.W. 

8907180496 

50-293 

S 

ELMS.A.L. 

8907060208* 

50-423 

R 

ELMS.A.L 

8907140037 

50-423 

R 

ELSEN.M.J. 

8907170368 

27-48 


ELWARD.T.W. 

8907140055 

50-155 

R 

ELY.D. 

8907070014 

FOIA 


EMBRY.K.L 

8907140027 

50-309 

R 

EMCH.R.L 

8907210374 

50-302 

P 

ENDRISS.C.R. 

8906290076 

50-352 

S 

ENDRISS.C.R. 

8907050078 

50-352 

s 

ENDRISS.C.R. 

8907050368 

50-352 

s 

ENDRISS.C.R. 

8907130137* 

50-352 

s 

ENDRISS.C.R. 

8907180196 

50-353 

s 

ENDRISS.C.R. 

8907180260 

50-352 

S 

ENDRISS.C.R. 

8907210327 

50-352 

s 

ENGEL.D.W. 

8907170357* 

WASTE MGT 

ENGEL.D.W, 

8907170358* 

WASTE MGT 

ENGLAND.LA. 

8907070238 

50-458 

s 

ENGLAND.LA. 

8907100168 

50-458 

s 

ENGLAND.LA. 

8907110269 

50-458 

s 

ENGLAND.LA. 

8907120038 

50-458 

s 

ENGLAND.LA. 

8907120306 

50-458 

s 

ENGLAND.LA. 

8907180495 

50-458 

s 

ENGLAND.LA. 

8907240473 

50-458 

s 

ENGLAND.LA. 

8907240477 

50-458 

s 

ENGLAND.LA. 

8907240481 

50-458 

s 

ENGLE.L. 

8907130231* 

50-339 

p 

ENGLE, LB. 

8906300081 

50-338 

p 

ENGLE, LB. • 

8907030185 

50-338 

Q 

ENGLE.L.B. 

8907070193 

50-338 

p 

ENGLE, L.B. 

8907100163 

50-338 

p 

ENGLE.L.B. 

8907120319 

50-338 

p 

ENGLE, LB. 

8907130226 

50-339 

p 

ENGLE, LB. 

8907130347 

50-338 

p 

ENGLE, LB. 

8907130352 

50-339 

p 

ENGLE.LB. 

8907130368 

50-338 

p 

ENGLE, LB. 

8907140264 

50-338 

p 

ENGLE,L.B. 

8907240497 

50-338 

p 

ENGLICK.J.W. 

8907260282 

40-8948 


ENNIS, J.D. 

8907200395* 

50-413 

Q 

ERICKSON.P.B. 

8906290146* 

50-10 

P 

ERICKSON.P.B. 

8907030245 

50-3 

P 

ERNST.M.L 

8902220234 

50-425 

A 

ERNST.M.L. 

8906280090 

50-424 

Q 

ERTMAN.J.S. 

8907060047 

50-387 

S 

ESELGROTH.P.W. 

8906280159 

50-286 

V 

ESELGROTH.P.W. 

8906300180, 

50-423 

V 

ESELGROTH.P.W. 

8907170153* 

50-289 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ESTRADA.J.A. 

8907270039 

FOIA 


EVARTS.D.P. 

8906280053 

PT21 


EVERETT.R.J. 

8907050518* 

50-285 

Q 

EVERETT.R.J. 

8907110222* 

50-445 

Q 

EVERETT.T.W. 

8907170307 

50-315 

R 

EVERETT.T.W. 

8907170313 

50-316 

R 

EWING.E.C. 

8907070119 

50-313 

S 

EWING.E.C. 

890707021 1 

50-313 

S 

EWING.E.C. 

8907110104 

50-313 

Q 

EWING.E.C. 

8907110153 

50-313 

Q 

EWING.E.C. 

8907110281 

50-313 

Q 

EWING.E.C. 

8907110389 

50-368 

S 

EWING.E.C. 

8907120012 

50-313 

S 

EWING.E.C. 

8907120100 

50-313 

S 

EWING.E.C. 

8907130208 

50-313 

s 

EWING.E.C. 

8907190332 

50-313 

p 

EWING.E.C. 

8907260233 

50-313 

s 

EWING.E.C. 

8907310577 

50-313 

s 

FAIN.R.E. 

8907070107 

NUREG 


FAIRTILE.M. 

8907240157 

50-271 

p 

FAIRTILE.M.B. 

8906290326 

50-271 

p 

FAIRTILE.M.B. 

8906290345 

50-29 

p 

FAIRTILE.M.B. 

8907070209 

50-271 

p 

FAIRTILE.M.B. 

8907130130 

50-271 

p 

FAIRTILE.M.B. 

8907130194 

50-29 

p 

FAIRTILE.M.B. 

8907140012 

50-271 

p 

FAIRTILE.M.B. 

8907240007 

50-29 

p 

FARR.R.J. 

8906280122 

71-8 


FARRAR.C.R. 

8907060059 

NUREG 


FARRELL.F. 

8907030110 

50-271 

G 

FAULKENBERRY.B. 

8907100012 

50-361 

Q 

FAULKENBERRY.B. 

8907100013* 

50-361 

Q 

FAULKENBERRY.B. 

8907110162 

50-397 

Q 

FAULKENBERRY.B. 

8907240420 

50-397 

P 

FAY.C.W. 

8906300052 

50-266 

P 

FAY.C.W. 

8906300202 

50-266 

F 

FAY.C.W. 

8907070197 

50-266 

s 

FAY.C.W. 

8907110307 

50-266 

P 

FAY.C.W. 

8907130359 

50-266 

P 

FAY.C.W. 

8907180198 

PR 


FAY.C.W. 

8907180232 

50-266 

s 

FAY.C.W. 

8907180335 

50-266 

R 

FAY.C.W. 

8907260027 

50-266 

P 

FAY.C.W. 

8907280218 

50-266 

S 

FEHR.G.P. 

8907170062* 

WASTE MGT 

FEIGENBAUM.T.C. 

8907120061 

50-443 

Q 

FEIGENBAUM.T.C. 

8907130088 

50-443 

V 

FEIGENBAUM.T.C. 

8907140306 

50-443 

S 

FEIGENBAUM.T.C. 

8907170193 

50-443 

P 

FEIGENBAUM.T.C. 

8907170232 

PR 


FEIGENBAUM.T.C. 

8907180396 

50-443 

P 

FEIGENBAUM.T.C. 

8907180411 

50-443 

P 

FEIGENBAUM.T.C. 

8907190073 

50-443 

R 

FEIGENBAUM.T.C. 

8907260223 

50-443 

R 

FERDINAND.B. 

8907030273 

40-8905 


FERDINAND.B. 

8907190353 

40-8905 


FERGUSON.J.C. 

8907060291 

40-8902 


FERGUSON.J.C. 

8907070265 

40-4492 


FERGUSON.J.C. 

8907100179 

40-8902 


FERNANDEZ.R.T. 

8906290460* 

50-29 

P 

FERNANDEZ.R.T. 

8906290467* 

50-29 

P 

FERNANDEZ.W. 

8906300222 

50-333 

Q 

FERNANDEZ.W. 

8907100054 

50-333 

S 

FERNANDEZ.W. 

8907180073 

50-333 

R 

FIELOS.J. 

8906290155 

CONTRACT 


FIELDS.J. 

8906290204 

CONTRACT 


FIELDS.J. 

8906300006 

CONTRACT 


FIELDS.J. 

8906300014 

CONTRACT 


FIELDS.J. 

8906300263 

CONTRACT 


FIELDS.J. 

8907050339 

CONTRACT 


FIELDS.J. 

8907100065 

CONTRACT 


FIELDS.J. 

8907170041 

CONTRACT 


FIELDS.J. 

8907170476 

CONTRACT 


FIELDS, M. 

8907100027 

50-445 

A 

FIELDS.M. 

8907140285 

50-445 

A 

FIELDS.M.B. 

8907050086 

50-259 

P 

FINEMAN.C.P. 

8902020177* 

50-346 

P 

FINEMAN.C.P. 

8902020192* 

50-269 

P 

FINEMAN.C.P. 

8906120034* 

50-443 

P 

FINEMAN.C.P. 

8906120034* 

50-443 

P 

FINKEL.A. 

8907140181* 

50-317 

Q 

FIRLIT.J.F. 

8907070332 

50-312 

V 

FISCHER, D.C. 

8907120187 

TOPREP 


FISCHER.D.C. 

8907120365 

TOPREP 


FISCHER.D.C. 

8907140013 

TOPREP 


FISH.R. 

8907210378* 

70-734 


FISH.R.F. 

8907070092* 

50-528 

Q 

FISH.T. 

8907190210* 

50-220 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 

FISHER, W.L. 8906290494 l&E 

FISHER, W.L 8907190256 40-7580 

FISK,R.H. 8907100174* XPORTLIC 

FISK,R.H. 8907110040 XPORTLIC 

FISK,R.H. 8907250153* XPORTLIC 

FISK,R.H. 8907250178 XPORTLIC 

FITZPATRICK, E. 8906280076 50-219 R 

FITZPATRICK,E. 8906290287 50-219 P 

FITZPATRICK, E. 8907110327 50-219 R 

FITZPATRICK,E. 8907130082 50-219 P 

FITZPATRICK, E. 8907130084* 50-219 P 

FITZPATRICK, E. 8907130091 50-219 S 

FITZPATRICK,E. 8907140279 50-219 R 

FITZPATRICK.E. 8907170330 71-9208 

FITZPATRICK,E. 8907210124* 50-219 V 

FITZPATRICK.E. 8907210371 50-219 R 

FLEENOR.C. 8907180469 CCNTRACT 

FLEMING, J.A. 8907030111 PR 

FLEMING.K.N. 8906260040* 50-498 P 

FLIEGEL.M. 8907250327 WASTE MGT 

FLINGUO.C. 8907250188 XPCRTLIC 

FLISS.S. 8907140083 70-25 

FLOYD.S.D. 8907100044 TCPREP 

FLYNN.M.J. 8906290119* CCNTRACT 

FLYNN, M.J. 8907130312* CCNTRACT 

FOGARTY.E.P. 8907110122 PR 

FOGARTY.E.P. 8907130150 50-277 P 

FOGARTY.E.P. 8907170003 PR 

FOLEY, W.J. 8907050532 NUREG 

FORD.B. 8906280280 50-251 S 

FORD.B. 8907250146 50-250 S 

FORTENBERRY.R. 8907240172* 50-327 F 

FORTNEY.R.A. 8907140099 70-36 

FOSSEY.F.G. 8907070339 40-8084 

FOSSEY.F.G. 8907100143 40-8084 

FOWLE.B.D. 8907110193 PR 

FOX.C.H. 8907070036 40-1341 

FRANK, L. 8907060257 NUREG 

FRANK.M. 8907270189 PR 

FRANKLIN.C. 8907030041 PR 

FRANKS.O.K. 8906280175* 50-275 Q 

FRANTZ.S.P. 8907030095 50-250 G 

FRANTZ.S.P. 8907030095 50-250 G 

FRANTZ.S.P. 8907030105 50-250 G 

FRANTZ.S.P. 8907030105 50-250 G 

FRANTZ.S.P. 8907200126 50-250 G 

FRANTZ.S.P. 8907200126 50-250 G 

FRANTZ.S.P. 8907240155 50-250 G 

FRANTZ.S.P. 8907240155 50-250 G 

FRANZ.W.D. 8906290509 40-2061 

FRANZ.W.D. 8907170326 40-2061 

FRAWLEY.D. 8907110123 PR 

FREDRICKSON.P. 8907170481* 50-338 Q 

FREDRICKSON.P. 8907180165 50-280 S 

FREEMAN.M.D. 8907070263 40-8905 

FRESCC.A. 8907100301 NUREG 

FREUHLING.O.C. 8907100134 50-409 J 

FREY.J.H. 8907170212 40-8903 

FRIEND.J.C. 8907170062* WASTE MGT 

FRISBEE.D.C. 8907030215* 50-344 I 

FRISCH.R.R. 8906280196 50-255 P 

FRISCH.R.R. 8907030032 50-255 P 

FRIZZLE.C.D. 8907190011 50-309 P 

FRIZZLE.C.D. 8907210189 50-309 K 

FROUNFELKER.R. 8906290278 50-255 J 

FRY.S.C. 8907200354* PT21 

FRYE.J.H. 8907030036 50-348 G 

FRYE.J.H. 8907030052 40-2061 

FRYE.J.H. 8907240064 40-2061 

FRYE.J.H. 8907240162 50-277 G 

FRYE.J.H. 8907240187 50-348 G 

FRYE.J.H. 8907240250 40-2061 

FRYLING.R. 8907170468 50-272 I 

FUENTE.E.S. 8907250036 50-416 R 

FULLER.C.H. 8907050063 50-267 F 

FULLER.C.H. 8907140205 50-267 

FULLER.C.H. 8907170242 50-267 

FULLER.C.H. 8907210030 50-267 

FULLER.E. 8906300233* 50-390 

FULLER.E. 8907050367* 50-390 

FULLER.E.D. 8906300224* 50-390 

FULLER, R.E. 8907100051 50-397 

FULLER.R.E. 8907280223 50-397 

FULLWOOD.R. 8907060073 NUREG 

FUNECLE.S.R. 8907240192* 50-219 F 

FURIA.J. 8907140167* 50-245 Q 

FURIA,J.T. 8906280093* 50-353 Q 

FURIA,J.T. 8907180210* 50-352 Q 
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AUTHOR 
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SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

FURIO.P.S. 

8907170423 
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HARNESS, J.L. 

8906280081 

50-324 

S 

HAWKINS.E.F. 

8907060056* 

40-3453 


HEWARD.R.W. 

8907060175* 

50-146 

P 

HARNESS, J.L. 

8906280106 

50-325 

S 

HAWKINS.E.F. 

8907060078* 

40-8502 


HEYER.R.S. 

8907050168 

40-2259 


HARNESS, J.L 

8906280110 

50-324 

Q 

H.AWKINS.E.F, 

8907060222 

40-8681 


HEYER.R.S. 

8907050252 

WASTE MGT 

HARNESS, J.L 

8906300259 

50-325 

S 

HAWKINS.E.F. 

8907060225 

40-8502 


HEYER.R.S. 

8907050321 

WASTE MGT 

HARNESS.J.L 

8907030039 

50-325 

S 

HAWKINS.E.F. 

8907060227 

40-299 


HEYER.R.S. 

8907050322 

40-8027 


HARNESS, J.L 

8907070133 

50-324 

S 

HAWKINS.E.F. 

8907060230 

40-8084 


HEYER.R.S. 

8907050338 

WASTE MGT 


8907070323 

50-324 

S 

HAWKINS.E.F. 

8907060237 

WASTE MGT 

HEYER.R.S. 

8907060269 

40-2259 


-A-NESS.J- 

8907130070 

50-325 

S 

HAWKINS.E.F. 

8907060238 

40-8084 


HEYER.R.S. 

8907140101 

40-8452 


HA=\.= S5.J.L. 

8907140048 

50-324 

R 

HAWKINS.E.F. 

8907060245 

40-8902 


HEYER.R.S. 

8907240390 

WASTE MGT 

HAf"\LSS..!.. 

8907200378 

50-324 

S 

HAWKINS.E.F. 

8907060252 

40-8902 


HlATT.lL 

8907100019 

REGGD 


HARNESS J L 

8907200383 

50-324 

S 

HAWKINS.E.F. 

8907060256 

40-8902 


HIATT.S.L. 

8907170086 

PR 


HARNESS.J.L 

8907250310 

50-325 

S 

HAWKINS.E.F. 

8907070088 

40-8943 


HIATT, S.L 

8907180160 

PR 


--■AnNESSj.;., 

8907270329 

50-325 

S 

-.AWK.NS.E.F. 

8907140101 

40-8452 


HICKEY.J.W. 

8907130228* 

FOIA 


HAR=L-.=:. 

8203230097* 

FOIA 


HAW'K.NS.E.F. 

8907140105 

40-8102 


HICKEY.J.W. 

8907130230* 

FOIA 


nAFPEn.R Q. 

7910160084* 

FOIA 


•iAvVK'NS.E f-. 

8907140108 

40-8502 


HICKMAN, D.E. 

8907050019 

50-361 

P 

•lAR.^ER.R.G. 

7912060430* 

FOIA 


HAvVKINS.E.F. 

8907140111 

40-1162 


HICKMAN.D.E. 

8907050164 

50-361 

P 

HARPER, R.G. 

8907130223* 

FOIA 


HAWKINS.E.F. 

8907240390 

WASTE MGT 

HICKMAN.D.E. 

8907180345 

50-361 

P 

HARPER, R.G. 

8907130225* 

FOIA 


HAYES.B.B. 

8907050210* 

50-261 

P 

HICKMAN.D.E. 

8907180356* 

50-361 

P 

HARRIS.M.S. 

8907060247 

50-317 

p 

HAYES.D.A. 

8907030164 

PR 


HICKMAN.J.B. 

8907110145 

50-461 

P 

HARRIS.R.E. 

8907180105* 

50-269 

F 

HAYES.J.J. 

8907030207 

50-395 

P 

HICKMAN.J.B. 

8907260214 

50-461 

P 

HARRIS.R.H. 

8907180114' 

50-286 

Q 

HAYES.J.J. 

8907050036 

50-395 

P 

HIGGINS, J. 

8907100301 

NUREG 


HARRIS,!. 

8907070133 

50-324 

S 

HAYES.J.J. 

8907180443 

50-395 

P 

HIGGINS.W.R. 

8906290516 

50-395 

S 

HARRIS,!. 

8907200383 

50-324 

S 

HAYES.J.J. 

8907260265 

50-395 

P 

HIGGINS.W.R. 

8907060246 

50-395 

S 

HARRIS,!. 

8907250310 

50-325 

s 

HAYNES.J.G. 

8907070300 

50-530 

S 

HIGH.C.J. 

8907030034 

50-443 

T 

HARRISON, D.G. 

8907170102* 

PROJ 


HAYNES, J.G. 

8907110183 

50-530 

S 

HIGH.C.J. 

8907030034 

50-443 

T 

HARRISON.F. 

8907140048 

50-324 

. R 

HAYNES.J.G. 

8907170038 

50-529 

s 

HIGH.C.J. 

8907030151 

50-443 

T 

HARRISON.J.J. 

8907240345* 

50-254 

Q 

HAYNES.J.G. 

8907200389 

50-528 

R 

HIGH.C.J. 

8907030151 

50-443 

T 

HARRISON.K.L 

8907030214* 

50-344 

1 

HAYNES,J.G. 

8907200409 

50-529 

S 

HIGH.C.J. 

8907030157* 

50-443 

T 

HARRISON, LH. 

8907070053* 

FOIA 


HAYNES.J.G. 

8907210046 

50-529 

R 

HIGH.C.J. 

8907030157* 

50-443 

T 

HASHEMIAN.H.M. 

8907070107 

NUREG 


HAYNES.J.G. 

8907210285 

50-529 

S 

HIGHF1LLK.L 

8907200267 

50-293 

R 

HAUGHNEY.C.J. 

8907030104* 

50-339 

Q 

HAYNES.J.G. 

8907250222 

50-528 

V 

HIGHT.G.W. 

8906290415 

TOPREP 


HAUGHNEY.C.J. 

8907140077 

50-324 

s 

HAYNES.J.G. 

890728021 1 

50-528 

S 

HILDEBRAND, J.E. 

8907240188 

50-219 

F 

HAUGHNEY.C.J. 

8907180191 

50-443 

s 

HAYNESWORTH.V. 

89071 70396 

50-261 

R 

HILUJ.E. 

8906280175* 

50-275 

Q 

HAUGHNEY.C.J. 

8907200309 

50-302 

s 

HAYS.J.K. 

8906300197 

50-250 

F 

hill.R.l 

8907200408 

50-498 

R 

HAVERKAMP.D. 

8906290417 

50-443 

s 

HA2LE.A.J. 

8907310114* 

FOIA 


H1LL.T. 

8906300097* 

ORG 


HAVERKAMP.D. 

8907100194 

50-443 

s 

HEALY.C.R. 

8907050184 

50*382 

Q 

HINDS.J. 

8907240360 

50-456 

S 

HAVERKAMP.D.R. 

8906280036* 

50-443 

Q 

HEALY.C.R. 

8907100263 

QA999 


HINDS.J.M. 

8906300120* 

50-456 

Q 

HAVERKAMP.D.R. 

8907240017* 

50-443 

Q 

HEA3LEF.3.G. 

8907250300 

NUREG 


HINDS, J.M, 

8906300144* 

50-456 

Q 

HAVERKAMP.D.R. 

8907240035* 

50-29 

Q 

HE-3DCN = 

8906300038’ 

50-313 

P 

HINDS.J.M. 

8907180493* 

50-454 

Q 

HAVERKAMP.D.R. 

8907240290 

50-244 

V 

HE3DON F.J. 

8907050189 

50-458 

P 

HINDS.J.M. 

8907210195* 

50-456 

Q 

HAWKINS, E.F. 

8906290107 

40-8684 


HHODON.'^.j. 

8907070221 * 

50-458 

P 

HINNANT.C.S. 

8907170442 

50-400 

F 

HAWKINS.E.F. 

8907050206 

40-8584 


HEBDON.F.J. 

8907100108 

50-498 

P 

HINNANT.C.S. 

8907260196* 

50-400 

F 

HAWKINS.E.F. 

8907050221 

40-8714 


HEBDON.F.J. 

8907120176* 

50-482 

P 

HINTZ.D.C. 

8906290009 

50-305 

Q 

HAWKINS.E.F. 

8907050226* 

40-8714 


HEBDON.F.J. 

8907170388* 

50-458 

P 

HIPP,G.A. 

8907210236 

50-327 

S 

HAWKINS.E.F. 

8907050228 

40-6659 


HEBDON.F.J. 

8907180424 

50-313 

F 

HISER.A.L 

8907060254 

NUREG 


HAWKINS.E.F. 

8907050236 

40-8681 


HEGARTY.W. 

8907130222* 

FOIA 


HOBAUGH.G.L 

8907240499 

FOIA 


HAWKINS.E.F. 

8907050250 

WASTE MGT 

HEGARTY.W. 

8907130237* 

FOIA 


HOCK.D.D. 

8907170250 

50-267 

H 

HAWKINS.E.F. 

8907050276 

WASTE MGT 

HEGARTY.W. 

8907130240* 

FOIA 


HODGDON.A. 

8907200108 

50-352 

G 

HAWKINS.E.F. 

8907050281 

40-299 


HEGARTY.W. 

8907130243* 

FOIA 


HODGDON,A.P. 

8907240108 

50-352 

G 

HAWKINS.E.F. 

8907050287 

40-8943 


HEGARTY.W. 

8907130245* 

FOIA 


HODGDON.A.P. 

8907240215 

50-362 

G 

HAWKINS.E.F. 

8907050290 

40-1162 


HEGARTY.W. 

8907130251* 

FOIA 


HODGDON.A.R. 

8907200175 

50-352 

G 

HAWKINS.E.F. 

8907050302 

40-8084 


HEGRANES.M. 

8907050069 

PR 


HODGES.M.W. 

8906290081 

TOPREP 


HAWKINS.E.F. 

8907050303 

40-8857 


HE1TNER,K.L 

8907100033 

50-267 

P 

HODGES.M.W. 

8906290288 

TOPREP 


HAWKINS, E.F. 

8907050306* 

40-8857 


HE1TNER,K.L 

8907130269 

50-267 

F 

HOFFMAN.D.P. 

8907030279* 

50-255 

P 

HAWKINS.E.F. 

8907050315 

40-8502 


HEITNER.K.L 

8907170328 

50-267 

P 

HOFFMAN.D.P. 

8907070272 

60-255 

K 

HAWKINS.E.F. 

8907050320 

40-8084 


HEITNER.K.L 

8907180414 

50-267 

P 

HOFFMAN, G.L 

8907050138* 

40-6659 


HAWKINS.E.F. 

8907050323 

40-6622 


HEFNER, K.L. 

8907190002 

50-267 

P 

HOGG.J.F, 

8907070096 

50-483 

S 

HAWKINS,E.F. 

8907050325 

40-8903 


HEUFRICH.R.E. 

8907260170 

MISC 


HOLAHAN.G.M. 

8907030002 

50-368 

P 

HAWKINS.E.F. 

8907050326 

40-8991 



8907110426* 

CONTRACT 


HOLAHAN.G.M. 

8907050208 

50-361 

P 

HAWKINS.E.F. 

8907050329 

40-8684 


HBLWG.D.P. 

8907030133* 

50-352 

P 

HOLAHAN,G.M. 

8907140253* 

60-294 

P 

HAWKINS.E.F. 

8907050332 

40-8027 


HEi.W:G,D=. 

8907180205 

50-171 

P 

HOLAHAN.G.M. 

8907140276 

50-315 

Q 

HAWKINS.E.F. 

8907050340 

40-8903 


HELWIG.D.R. 

8907190046 

50-277 

P 

HOLAHAN.G.M. 

8907200436* 

50-206 

P 

HAWKINS.E.F. 

8907050344 

40-8681 


HELWIG.D.R. 

8907240272 

50-277 

K 

HOLDER,A.L 

8907190362 

50-382 

S 

HAWKINS.E.F. 

8907050382 

40-8905 


HELWIG.D.R. 

8907240288 

50-277 

P 

HOLIFIELD.C.D. 

8907120017 

50-389 

S 
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HOLIFIELD.C.D. 

8907250172 

50-335 

S 

HUNGER.GA 

8907190392 

50-277 

P 

HOLLAND, W.E. 

8907120136* 

50-280 

Q 

HUNGER.G.A. 

8907240149 

50-353 

P 

HOLLER.E.J. 

8907060108* 

50-482 

Q 

HUNGER.G.A. 

8907250086 

50-352 

P 

HOLLER.E.J. 

8907110263* 

50-498 

Q 

HUNGER.G.A. 

8907250173 

50-277 

R 

HOLLER.E.J. 

8907200116* 

50-498 

Q 

HUNGER.G.A. 

8907260144 

50-277 

P 

HOLLER.W. 

8907190275 

50-499 

S 

HUNNICUTT.D.M. 

8907200116* 

50-498 

Q 

HOLLOMONJ.J. 

8907190036 

50-327 

R 

HUNSTAD.A, 

8907050388 

50-282 

S 

I-C..LCWAY.C .. 

8907070010 

50-228 

V 

HUNSTAD.A.A. 

8907050374 

50-306 

S 

hOLMr-S.J 

8907050018 

PR 


HUNSTAD.A.A. 

8907210368 

50-282 

S 

HOLMES.R.E. 

8907170221 

40-8948 


HUNT.R.J. 

8907050367’ 

50-390 

A 

HOLMES-RAY.P. 

8907120244* 

50-302 

Q 

HUNTER.R.L. 

8907050519 

NUREG 


HOLONICH.J. 

8906290290 

WASTE MGT 

HURKA.D.K. 

8906300155 

50-272 

R 

HOLT.J. 

8907180053 

50-247 

G 

HURLEY.J. 

8907130286 

50-416 

F 

HOLT2CHER.D.L. 

8907120257* 

50-461 

Q 

HURLEY.J. 

8907140171 

50-416 

F 

HOLTZSCHER.D.L. 

8906280194 

50-461 

S 

HUTCHISON.LB. 

8907190022 

50-397 

R 

HOLT2SCHER.D.L. 

8907050249 

50-461 

P 

IBRAHIM.D.W. 

8906290406 

50-457 

S 

HOLTZSCHER.D.L. 

8907050253 

50-461 

S 

IKEDA.M. 

8907250106 

XPORTLIC 


HOLTZSCHER.D.L. 

8907050489 

50-461 

S 

IMBRO.E.V. 

8907030104* 

50-339 

Q 

HOLTZSCHER.D.L. 

8907170381 

50-461 

S 

IMBRO.E.V. 

8907200114 

REVIEW GRP 

HOLTZSCHER.D.L. 

8907200154 

50-461 

V 

INGLE.S. 

8907070308 

40-8857 


HOLTZSCHER.D.L. 

8907200253 

PR 


INGLE, S. 

8907140158 

40-8958 


HOLTZSCHER.D.L 

8907240032 

50-461 

Q 

INGLE.S. 

8907140196 

40-8502 


HOLTZSCHER.D.L. 

8907240331 

50-461 

S 

INGLE.S.C. 

8907050200 

40-8981 


HOLTZSCHER.D.L. 

8907240335 

50-461 

S 

INGRAM.F. 

8907180355* 

40-3453 


HON, A. 

8907110293 

50-206 

S 

INTERRANTE.C.G. 

8907070311* 

WASTE MGT 

HONGH.C. 

8907030149 

PR 


INTERRANTE.C.G. 

8907190370 

WASTE RES 

HOOD.D. 

8907130101 

50-369 

P 

IRVING.G.W. 

8907110254 

50-170 

F 

HOOD.D.S. 

8907050182 

50-369 

P 

IRWIN, D.P. 

8907240077 

50-277 

G 

HOOD.D.S. 

8907060034 

50-369 

P 

IRWIN.D.P. 

8907240077 

50-277 

G 

HOOD.D.S. 

8907140073 

50-269 

Q 

ISRAELS. 

8906260007 

ORG 


HOOD.D.S. 

8907260312 

50-369 

P 

ISRAELS. 

8907100294* 

ORG 


HOOKER, C.A. 

8907210378* 

70-734 


ISRAELS. 

8907140074 

ORG 


HOOPS.K.E. 

8907240284* 

50-305 

K 

ISRAELS. 

8907140095* 

ORG 


HOPKINS.J.B. 

8907070252 

50-425 

P 

IVORY.B.J. 

8907100130* 

CONTRACT 


HOPKINS, J.B. 

8907110007 

50-424 

P 

JABBOUR.K.N. 

8907060229 

50-369 

Q 

HOPKINS.P.C. 

8906280262* 

50-395 

Q 

JABBOUR.K.N. 

8907130107 

50-413 

P 

HOPKINS, P.C. 

8907250239* 

50-395 

Q 

JABBOUR.K.N. 

8907140073 

50-269 

Q 

HOPKINS, R.J. 

8907050318 

40-6622 


JABBCUF K.N. 

8907240009 

50-413 

P 

HORN.G.R. 

8907060196 

50-298 

S 

JA'3>CNSK J. 

8907050268* 

50-373 

Q 

HORN.G.R. 

8907110436 

50-298 

S 

JACKIW.I.N. 

8907100252* 

50-155 

Q 

HORN.G.R. 

8907120238 

50-298 

R 

JACKS.J.D. 

8907070119 

50-313 

S 

HORN.G.R. 

8907190043 

50-298 

S 

JACKS.J.D. 

8907120100 

50-313 

S 

HORN.M. 

8906290429 

70-3057 


JACKSON.C.L. 

8907100095 

40-8982 


HORN.M. 

8906290433* 

70-3057 


JACKSON.E.F. 

8907070227 

50-262 

P 

HORN.M. 

8907130166* 

70-25 


JACKSON, E.F. 

8907070364 

50-262 

P 

HORTON.F. 

8907250315* 

WASTE MGT 

JACOBSON.J. 

8907200422* 

50-280 

Q 

HOWARD.D.A. 

8907130120* 

50-328 

Q 

JACOBSON.J.M. 

8907120050* 

50-440 

Q 

HOWE, A. 

8907190210* 

50-220 

Q 

JACOBY, D.L 

8907050470* 

40-299 


HOYLE, A. 

8907070338 

CONTRACT 


JACOBY, D.L 

8907050488* 

40-8904 


HOYLE, A. 

8907070348* 

CONTRACT 


JACOBY, D.L 

8907060042* 

40-8102 


HOYLE.J.C. 

8907130199 

10CFR 


JAFFE.D.H. 

8907050071 

50-423 

P 

HOYLE, J.C. 

8907260082 

ADVCM 


JAFFE.D.H. 

8907050106 

50-423 

P 

HSIUNG.S.M. 

8907030116* 

WASTE MGT 

JAFFE.D.H. 

8907130034 

50-423 

Q 

HUBER, M.P. 

8907050314* 

50-255 

Q 

JAFFE.D.H. 

8907210262 

50-423 

P 

HUBER.M.P. 

8907100326* 

50-254 

Q 

JAMES.D.E. 

8906290088 

50-313 

Q 

HUDEC.W.S. 

8907110015* 

XPORTLIC 


JAMES, D.E. 

8906290093 

50-368 

Q 

HUDEC.W.S. 

8907260128 

XPORTLIC 


JAMES.D.E. 

8906290228 

50-313 

Q 

HUDSPETH.J.B. 

8906290483 

50-348 

F 

JAMES.D.E. 

8907050081 

50-313 

J 

HUDSPETH.J.B. 

8907190009 

50-348 

F 

JAMES.D.E. 

8907070278 

50-313 

P 

HUDSPETH.J.B. 

8907190016 

50-348 

F 

JAMES.D.E. 

8907130298 

50-313 

F 

HUEBNER.R. 

8906290049* 

50-312 

P 

JAMES.D.E. 

8907180449 

50-313 

P 

HUGH ESA 

8907050327 

CONTRACT 


JAMES.D.E. 

8907260155* 

50-313 

K 

HUGHES.A. 

8907050375 

CONTRACT 


JANDOVITZ.J.S. 

8907120278* 

50-289 

Q 

HUKILL.H.D. 

8906280088 

50-289 

R 

JANG.J. 

8907140167* 

50-245 

Q 

HUKILUH.D. 

8907050316 

50-289 

R 

JANG.J.C. 

8906280093* 

50-353 

Q 

HUKILLH.D. 

8907070191 

50-289 

Q 

JANSSENS.C. 

8907030021 

PR 


HUKILL.H.D. 

8907120276 

50-289 

Q 

JAPE.F. 

8907210226* 

50-302 

Q 

HUKILL.H.D. 

8907140227 

50-289 

Q 

JARRELL, D. 

8904200033* 

REVIEW GR P 

HUKILL.H.D. 

8907210318 

50-289 

P 

JARRELL, D.B. 

8907060067 

NUREG 


HUKILL.H.D. 

890726001 1 

50-289 

R 

JAUDON.J.P. 

8907200339 

50-285 

P 

HUKILL.H.C. 

8907260226 

50-289 

P 

JAVORIK.A. 

8906280060 

50-454 

S 

HULL.M.V. 

8907270235 

PR 


JEFFRIES, C.K. 

8907050130 

50-400 

S 

HULS.ZbP.G L. 

8907260041 

50-206 

H 

JENISON.K. 

8907100046* 

50-327 

Q 

FUuTSCH P.A. 

8907200057 

50-186 

F 

JENSEN.H, 

8906280067 

50-354 

R 

HUMPHREY, G. 

8907260146* 

50-438 

Q 

JENSEN.H. 

8907200376 

50-354 

R 

HUMPHREY, L.W. 

8907260094 

50-313 

P 

JINKS, S.M. 

8907050170* 

50-220 

R 

HUMPHREY.P.G. 

8907200107* 

50-390 

Q 

JOHANSEN, J. 

8906290512 

l&E 


HUNDSETH.E. 

8907110175 

PR 


JOHNSON, A.B. 

8907060067 

NUREG 


HUNGER, G.A. 

8906290397 

50-352 

P 

JOHNSON, A.D. 

8907240501 * 

50-243 

Q 

HUNGER, G.A. 

8906300061 

50-352 

P 

JOHNSON, A.G. 

8906290388 

50-243 

P 

HUNGER, G.A. 

8906300065 

50-353 

Q 

JOHNSON, A.G. 

8907250019 

50-243 

F 

HUNGER,G.A. 

8906300111 

50-352 

P 

JOHNSON, A.R. 

8907130363 

50-244 

P 

HUNGER.G.A. 

8907030069 

50-352 

P 

JOHNSON, B.D. 

8907030276 

50-255 

S 

HUNGER, G.A. 

8907120351 

50-352 

F 

JOHNSON, B.D. 

8907210010 

50-255 

S 

HUNGER.G.A. 

8907130335 

50-352 

F 

JOHNSON.B.D. 

8907250134 

50-255 

S 

HUNGER.G.A. 

8907190003* 

50-277 

P 

JOHNSON, G. 

8906300115* 

50-390 

A 

HUNGER.G.A. 

8907190017 

50-352 

p 

JOHNSON.G.L 

8906290240* 

50-245 

H 

HUNGER, G.A. 

8907190030 

50-277 

P 

JOHNSON.H.C. 

8907050254* 

50-390 

A 


JOHNSON, J.R, 

JOHNSON.J.R. 

JOHNSON.M.H. 

JOHNSON,?. 

JOHNSON,?. 

JOHNSON, ?.H. 
JOHNSON,?.H, 
JOHNSON.?.H, 
JOHNSON.P.H. 
JOHNSON, ?,H. 

JOHNSON.R.D, 
JOHNSON.T.C. 
JOHNSON, T.C. 
JOHNSON,W.J. 
JOHNSON, W.J. 

JOHNSON,WJ. 

JOHNSON.WJ. 

JOHNSTON,G.W. 

JONAS.S.A. 

JONES,M.K, 

JONES.R.C. 

JONES.S.B. 

JONES,S.B. 

JONES,T.M, 

JONES,T.M. 

JORDAN.E.L 

JORDAN.E.L 

JORDAN.E.L 

JORDAN.E.L 

JORDAN.E.L 

JORDAN.E.L 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.E.L. 

JORDAN.M.J. 

JORDAN.T.J. 

JOSEPHS.B. 

JOSIGER.W.A. 

JOSIGER.W.A. 

JOSIGER.W.A. 

JOSIGER.W.A. 

JOYCE.J.A. 

JOYCE,!. 

JOYCE,!.?. 

JOYCE,!.?. 

JOYCE,!.?. 

JOYCE,!.?. 

JOYCE,!.?. 

JOY!.J. 

JUDAY.R.A. 

JULIAN.C.A. 

JULIAN, C.A. 
JULIAN.C.A. 
JULIAN.C.A. 
JULIAN.C.A. 
JULIAN.C.A. 

JULIAN.C.A. 

JULIAN.C.A. 

JULIAN.C.A. 

JULIAN.E.L. 

JULIEN.J.!. 

JURY.K.R. 

JURY.K.R. 

JUS!US,?. 

KAHLE.J.B. 

KALMAN.Q. 

KALMAN, G. 

KAMMERER.C. 

KAMMERER.C. 

KAMMERER.C. 

KAMMERER.C. 

KAM??INEN.L. 

KANA.D.D. 

KANA.D.D. 

KANE.G.E. 

KANE.G.E. 

KANE.G.E. 

KANE.G.L 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANE.W.F. 

KANSLER.M.R. 

KANSLER.M.R. 


8906280173 

8907100241 

8907050367* 

8907110001 

8907110293 

8906300018* 

8907100015* 

8907120113* 

8907140059* 

8907210042* 

8906290039 

8906290341 

8907120329 

8906300109 

8907030205 

8907070026 

8907180089 

8907180499* 

8907200080 

8906300066* 

8907110438 

8907060102 

8907070151 

8906300259 

8907270329 

8806290388* 

8812120022 

8812220181 

8901230034 

8902210359 

8906290056 

8907120156 

8907120165 

8907120264 

8907130206 

8907130268 

8907170069 

8907180077 

8907050299* 

8907200408 

8907110048* 

8907050504 

8907260108 

8907260112 

8907260294 

8907070099 

8907120125 

8907070146 

8907110279 

8907250054 

8907250090 

8907280117 

8906290119* 

8907100140 

8906290183 

8906290485 

8907120368 

8907140179* 

8907200418 

8907210024 

8907210041 

8907250226 

8907250229* 

8907240161 

8907070120 

8907100036* 

8907180383* 

8907200187* 

8907180217* 

8907050023 

8907260255 

8906290396 

8907130220 

8907170416 

8907200232 

8907170233 

8907030107* 

8907030116* 

8906300059 

8907260034 

8907280180 

8906280152* 

8907060104 

8907170015 

8907200231 

8907240010 

8907110236 

8907110283 


50-220 P 
50-286 V 
50-390 A 
50-362 S 
50-206 S 

50-397 Q 
50-361 Q 
50-206 F 
50-397 Q 
50-397 Q 

WAS!E MG! 
WASTE MG! 
WASTE MG! 
PROJ 

50-601 A 

TOPREP 

PR 

50-361 V 
50-443 G 
50-390 A 

TOPREP 
50-260 S 
50-260 S 
50-325 S 
50-325 S 

PR 

REVIEW GR P 
50-344 P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
REVIEW GR P 

REVIEW GR P 
REVIEW GR P 
REVIEW GR P 
50-254 V 
50-498 R 

XPORTLIC 
50-286 Q 
50-286 Q 
50-286 S 
50-286 F 

NUREG 
50-295 S 
50-295 S 
50-295 R 
50-295 S 

50-295 S 
50-304 S 
CONTRACT 
40-6659 
50-425 Q 

50-413 Q 
50-338 Q 
50-280 Q 
50-369 . Q 

50-269 Q 

50-321 Q 
50-338 Q 
50-338 Q 
50-348 G 
NUREG 

50-261 Q 
50-261 Q 
WASTE MG! 
70-27 

50-312 P 

50-312 
STATE PRO 

state DPO 

S' ATE :=RO 
SV-.^'E 3RC 

50-263 S 

WASTE MGT 
WASTE MGT 
50-338 S 

50-338 S 

50-338 S 

50-338 V 

50-277 Q 

50-317 Q 

50-272 Q 

50-443 Q 

50-280 S 

50-280 S 


OG^CDQ-tj 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KANSLER M.R 

8907180457 

50-280 

S 

KA.\SLER.M R 

8907190320 

50-280 

S 

KA.\'SLEn.M P 

8907280209 

50-280 

s 

KA\S!..E^,M.P. 

8907280213 

50-280 

s 

KAFLAN.A. 

8907050085 

50-440 

p 

KAPLAN, A. 

8907050097 

50-440 

p 

KAPLAN, A. 

8907050207 

50-440 

p 

KAPLAN, A. 

8907060156 

50-440 

s 

KAPLAN,A. 

8907070184 

50-440 

F 

KAPLAN,A. 

8907070234 

50-440 

P 

KAPLAN,A. 

8907130104 

50-440 

P 

KAPLAN.A. 

8907140068 

50-440 

P 

KAPLAN, A. 

8907170403 

50-440 

P 

KAPLAN,A. 

8907180283 

PR 


KAPLAN,A. 

8907190253 

50-440 

F 

KAPLAN,A. 

8907200096 

50-440 

S 

KAPLAN.A. 

8907200319 

50-440 

R 

KAPLAN.A. 

8907240496 

50-440 

Q 

KAPLAN.A. 

8907250175 

50-440 

P 

KAPLAN.H.J. 

8907180342* 

50-247 

Q 

KARMAN.M. 

8907240125 

50-352 

G 

K.A-NFP.O.E. 

8907200394 

50-528 

P 

KA.P.NEF.O.E, 

8907200401 

50-528 

P 

KARNER.D.B. 

8907210207 

50-528 

P 

KASNER.L. 

8907110216 

l&E 


KASNER.L 

8907200016 

l&E 


KASNICKI.D. 

8907100230* 

70-1113 


KASUN.D.J. 

8906300172 

70-1100 


KASUN.D.J. 

8907070321 

70-27 


KASUN.D.J. 

8907170237 

70-1257 


KASUN.D.J. 

8907170248 

70-27 


KASUN.D.J. 

8907170294 

70-1100 


KASUN.D.J. 

8907170340 

70-1113 


KASUN.D.J. 

8907210086 

70-27 


KASUN.D.J. 

8907210096 

70-1100 


KASUN.D.J. 

8907240392 

70-622 


KASUN.D.J. 

8907250258 

70-143 


KASUN.D.J. 

8907250317 

70-27 


KASUN.D.J. 

8907250340 

70-1151 


KASUN.D.J. 

8907260271 

70-1201 


KEARNEY, J.J. 

8907050163 

PR 


KEIMIG.R.R. 

8906290055 

50-247 

S 

KEIMIG.R.R. 

8907060138 

50-247 

S 

KEIMIG.R.R. 

8907140202 

50-333 

s 

KEIMIG.R.R. 

8907190309* 

50-271 

Q 

KEIMIG.R.R. 

8907250195 

50-277 

S 

KEISER.H.W. 

8906290072 

50-387 

F 

KEISER.H.W. 

8906300069 

50-387 

P 

KEISER.H.W. 

8906300149 

50-388 

P 

KEISER.H.W. 

8906300151* 

50-388 

P 

KEISER.H.W. 

8907050271 

50-387 

P 

KEISER.H.W. 

8907110249 

50-387 

P 

KEISER.H.W. 

8907200405 

50-387 

R 

KEISER.H.W. 

8907210003 

50-387 

Q 

KELLER.R.N, 

8907140312 

50-423 

S 

KELLEY, R.E. 

8907110258 

PR 


KELLOGG.P. 

8907170153* 

50-289 

Q 

KELLOGG, P. 

8907180255* 

50-302 

Q 

KENNEDY, E.E. 

8907060010 

40-8903 


KENNEDY.E.E. 

8907060019 

40-8903 


KENNEDY.E.E. 

8907070356 

40-8903 


KENNEDY.E.E. 

8907100127 

40-8903 


KENNEDY.E.E. 

8907100332 

40-8903 


KENNEDY.J.E. 

8907200221 * 

WASTE MGT 

KENNY.T. 

8907060115* 

50-277 

Q 

KENNY, T. 

8907060181 

50-277 

S 

KENNY.T. 

8907060215 

50-277 

S 

KENNY.T.J. 

8907100226* 

50-352 

Q 

KENNY.T.J. 

8907130125 

50-277 

R 

KENT.A.P. 

8907200408 

50-498 

R 

KENYON.T.J. 

8907100133 

50-601 

A 

KENYON, T,J. 

8907130132 

PROJ 


KENYON.T.J. 

8907140157 

50-470 

A 

KENYON.T.J. 

8907170042 

50-601 

A 

KERCH.H.W. 

8907180114* 

50-286 

Q 

KERR.W. 

8806270161 

ACRS 


KEUTER.D.R. 

8907070012 

50-312 

P 

KEUTER.D.R. 

8907070013* 

50-312 

P 

KEUTER.D.R. 

8907070155 

50-312 

P 

KEUTER.D.R. 

8907130119 

50-312 

P 

KEUTER.D.R. 

8907200196 

50-312 

P 

KEY.M. 

8907050015 

PR 


KING.LP. 

8907170481* 

50-338 

Q 

KINGSLEY.O.D. 

8906290007 

50-260 

P 

KINGSLEY.O.D. 

8906290041 

50-259 

F 

KINNEMAN.J.D. 

8906280242 

70-882 


KINTNER.L.L. 

8907050172 

50-416 

P 

KINTNER.LL 

8907100116 

50-416 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KINTNER.LL 

8907100151 

50-416 

P 

KINTNER.L.L. 

8907120114 

50-416 

P 

KIPPEN.T.A. 

8907070223 

40-8982 


KIRKPATRICK.J. 

8907240378 

70-143 


KIRSCH.D.F. 

8906280179 

50-312 

V 

KIRSCH.D.F. 

8906290426 

50-288 

V 

KIRSCH.D.F. 

8906300208 

50-397 

Q 

KIRSCH.D.F. 

8907100188 

50-397 

V 

KIRSCH.D.F. 

8907180494 

50-361 

V 

KIRSCH.D.F. 

8907190053 

50-528 

V 

KLEIN, D.E. 

8906290272 

50-192 

H 

KLEINSORGE.W.P. 

8907200193* 

50-250 

Q 

KLINE.J.R. 

8907030052 

40-2061 


KLINE.J.R. 

8907240250 

40-2061 


KNAPP.M.R. 

8906280061 

50-286 

Q 

KNAPP.M.R. 

8906300053 

50-352 

Q 

KNAPP.M.R. 

8907100182 

50-245 

Q 

KNAPP.M.R. 

8907180203 

50-352 

Q 

KNAPP.M.R. 

8907180353* 

40-3453 


KNAPP.M.R. 

8907190305 

50-271 

Q 

KNAPP.M.R. 

8907210088 

70-371 


KNICELEY.J.R. 

,8907120062* 

50-263 

Q 

KNICELEY.J.R. 

8907120269* 

50-331 

Q 

KNIGHT, B.E. 

8906290465 

70-143 


KNIGHT.B.E. 

8907100081 

71-9070 


KNIGHT.S.P. 

8907050089 

40-8027 


KNIGHT.S.P. 

8907050107 

40-8027 


KNIGHT.S.P. 

8907050114 

40-8027 


KNIGHT.S.P. 

8907050129 

40-8027 


KNIGHT.S.P. 

8907050156 

40-8027 


KNIGHT.S.P. 

8907050174 

40-8027 


KNIGHT.S.P. 

8907050269 

40-8027 


KNIGHT.S.P. 

8907050278 

40-8027 


KNIGHT.S.P. 

8907050292 

40-8027 


KNIGHT.S.P. 

8907050300 

40-8027 


KNIGHT.S.P. 

8907050416 

40-8027 


KNIGHT.S.P. 

8907050427 

40-8027 


KNIGHT.S.P. 

8907050512 

40-8027 


KNIGHT.S.P. 

8907070006 

40-8027 


KNIGHT.S.P. 

8907120159 

40-8027 


KNIGHT.S.P. 

8907250262 

40-8027 


KNIGHT.S.P. 

8907260013 

40-8027 


KNIGHTON.G.W. 

8906280255* 

50-275 

P 

KNIGHTON.G.W. 

8906300127* 

50-206 

P 

KNIGHTON.G.W. 

8907070198 

50-312 

P 

KNIGHTON.G.W. 

8907070201 * 

50-312 

P 

KNIGHTON.G.W. 

8907100087* 

50-206 

F 

KNIGHTON.G.W. 

8907130085* 

50-397 

P 

KNIGHTON.G.W. 

8907180304* 

50-275 

P 

KNIGHTON.G.W. 

8907180351* 

50-361 

P 

KNIGHTON.G.W. 

8907240098* 

50-312 

P 

KNIGHTON.G.W. 

8907240101* 

50-312 

P 

KNOLLC.R. 

8907060279* 

40-8681 


KNOP.R. 

8907060033 

50-461 

S 

KNOP.R. 

8907210178 

50-461 

S 

KNOP.R.C. 

8906290030 

50-440 

Q 

KNOP.R.C. 

8906290031* 

50-440 

Q 

KNOP.R.C. 

8906290036 

50-346 

Q 

KNOP.R.C. 

8906290251 

50-266 

Q 

KNOP.R.C. 

8906290259* 

50-266 

Q 

KNOP.R.C. 

8907050116 

50-483 

Q 

KNOP.R.C. 

8907050337* 

50-346 

Q 

KNOP.R.C. 

8907060035 

50-305 

Q 

KNOP.R.C. 

8907060038* 

50-305 

Q 

KNOX.E. 

8906300137 

CONTRACT 


KNOX.E. 

8907170374 

CONTRACT 


KNYSTAUTAS.R. 

8907060051 

NUREG 


KOENIG, R.A. 

8907050526 

NUREG 


KOHL.C.N. 

8907240190 

50-443 

G 

KOMOSKY,G.E. 

8907190349 

50-336 

S 

KONWINSKI.G.R. 

8907050274 

40-8714 


KONWINSKI.G-R. 

8907050396 

40-8926 


KONWINSKI.G.R. 

8907060031 * 

40-8903 


KONWINSKI.G.R. 

8907060078* 

40-8502 


KONWINSKI.G.R. 

8907060086* 

40-8907 


KONWINSKI.G.R. 

8907140111 

40-1162 


KORNETA.R. 

8907110017 

50-265 

S 

KORNETA.R. 

8907110427 

50-254 

S 

KORWIN.M. 

8907190338 

PR 


KOTTAN.J.J. 

8907170492* 

50-387 

Q 

KOVACH. T.J, 

8906290335* 

50-295 

Q 

KOVACH.T.J. 

8906290367* 

50-295 

Q 

KOVACH.T.J. 

8907030211 

50-254 

K 

KOVACH.T.J. 

8907050364 

50-456 

Q 

KOVACH.T.J. 

8907110405* 

50-454 

F 

KOVACH.T.J. 

8907180256 

50-295 

K 

KOVACH.T.J. 

8907240443 

50-237 

Q 

KOVACH.T.J. 

8907240447* 

50-237 

Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KOVACH.T.J. 

8907240452 

50-237 

Q 

KOVACH.T.J. 

8907240456 

50-237 

Q 

KOWALSKI.S.J. 

8907050296 

50-353 

S 

KOWALSKI.S.J. 

8907170414 

50-353 

S 

K02UP.C.S. 

8907030276 

50-255 

S 

K02UP.C.S. 

8907110161 

50-255 

S 

K02UP,C.S. 

8907210010 

50-255 

S 

K02UP,C.S. 

8907250134 

50-255 

S 

KRASNER.E.R. 

8907030152 

PR 


KRASOPOULOS.A. 

8907140192* 

50-29 

Q 

KRAUSE.C.W. 

8907180335 

50-266 

R 

KRAUSE.R.W. 

8907190043 

50-298 

S 

KREH.J.L. 

8907070029* 

50-400 

Q 

KREH.J.L. 

8907120366* 

70-1113 


KREIGER.K. 

8906300125 

50-247 

R 

KROPP.W.J. 

8907050268* 

50-373 

Q 

KUISEY.W.H. 

8906260048* 

50-498 

P 

KUISEY.W.H. 

8906260050* 

50-498 

P 

KUISEY.W.H. 

8906260053* 

50-498 

P 

KUISEY.W.H. 

8906260065* 

50-498 

P 

KUISEY.W.H. 

8906260070* 

50-498 

P 

KUISEY.W.H. 

8906260076* 

50-498 

P 

KUISEY.W.H. 

8906260085* 

50-498 

P 

KUISEY.W.H. 

8906260088* 

50-498 

P 

KUISEY.W.H. 

8906260097* 

50-498 

P 

KUISEY.W.H. 

8906260102* 

50-498 

P 

KUISEY.W.H. 

8906260107* 

50-498 

P 

KUISEY.W.H. 

8906260121* 

50-498 

P 

KUISEY.W.H. 

8906260130* 

50-498 

P 

KUISEY.W.H. 

8906260145* 

50-498 

P 

KUISEY.W.H. 

8906260149* 

50-498 

P 

KUISEY.W.H. 

8906260156* 

50-498 

P 

KUISEY.W.H. 

8906260160* 

50-498 

P 

KUISEY.W.H. 

8906260167* 

50-498 

P 

KUISEY.W.H. 

8906260177* 

50-498 

P 

KUISEY.W.H. 

8906260194* 

50-498 

P 

KUISEY.W.H. 

8906260198* 

50-498 

P 

KUISEY.W.H. 

8906260200* 

50-498 

P 

KUISEY.W.H. 

8906260202* 

50-498 

P 

KUISEY.W.H. 

8906260203* 

50-498 

P 

KUISEY.W.H. 

8906260206* 

50-498 

P 

KUISEY.W.H. 

8906260208* 

50-498 

P 

KUISEY.W.H. 

8906260214* 

50-498 

P 

KUISEY.W.H. 

8906260222* 

50-498 

P 

KUISEY.W.H. 

8906260232* 

50-498 

P 

KUISEY.W.H. 

8906260235* 

50-498 

P 

KUISEY.W.H. 

8906260238* 

50-498 

P 

KUISEY.W.H. 

8906260239* 

50-498 

P 

KUISEY.W.H. 

8906260241 * 

50-498 

P 

KUISEY.W.H. 

8906260243* 

50-498 

P 

KUISEY.W.H. 

8906260244* 

50-498 

P 

KUISEY.W.H. 

8906260264* 

50-498 

P 

KUISEY.W.H. 

8906260265* 

50-498 

P 

KUISEY.W.H. 

8906260266* 

50-498 

P 

KUISEY.W.H. 

8906260273* 

50-498 

P 

KUISEY.W.H. 

8906260274* 

50-498 

P 

KUISEY.W.H. 

8906260297* 

50-498 

P 

KUISEY.W.H. 

8906260300* 

50-498 

P 

KULCHAK.R.D. 

8907200351 

PT21 


KULCHAK.R.D. 

8907250151 

50-10 

S 

KUNCL.LG. 

8907180310 

50-298 

Q 

KUNCL.L.G. 

8907240397 

50-298 

K 

KUNCL.L.G. 

890725021 1 

50-298 

P 

KUNKEL.J.R. 

8907050526 

NUREG 


KWIATKOWSKI.D. 

8906290214 

50-327 

F 

KWIATKOWSKI.D. 

8906290405 

50-348 

F 

KWIATKOWSKI.D. 

8907100005 

50-324 

F 

KWIATKOWSKI.D. 

8907100138 

50-272 

F 

KWIATKOWSKI.D. 

8907110052 

50-254 

F 

KWIATKOWSKI.D. 

8907110065 

50-271 

F 

KWIATKOWSKI.D. 

8907130052 

50-10 

F 

KWIATKOWSKI.D. 

8907210060 

50-445 

F 

KWIATKOWSKI.D. 

8907250058 

50-244 

F 

KWIATKOWSKI.D. 

8907260216 

50-295 

F 

LA BERGE.R. 

8907110091 

PR 


LABARGE.D.E. 

8906280018 

50-333 

P 

LABARGE.D.E. 

890628021 1 

50-333 

P 

LABARGE.D.E. 

8906290173 

50-333 

P 

LABARGE.D.E. 

8907030197 

50-333 

P 

LABARGE.D.E. 

8907140230 

50-333 

P 

LABRUNA.S. 

8906290510 

50-272 

Q 

LABRUNA.S. 

8907170077 

50-354 

P 

LABRUNA.S. 

8907170225 

50-272 

P 

LACEY.LR. 

8907050447 

40-8027 


LACEY.W.S. 

8907210112 

71-9151 


LADAS.A.K. 

8907110205 

PR 


LAINAS.G.C. 

8607010434* 

50-277 

P 

LAMBE.W.M. 

8906290216 

50-445 

M 
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LAMPERT.M.E. 

8907050052 

PR 


LIAW.B.D. 

8906300024 

50-259 

P 

LOHAUS.P.H. 

8907170188 

WASTE MGT 

LANCASTER.W.K. 

8907190309* 

50-271 

Q 

LIAW.B.D. 

8906300261 

50-327 

P 

LOHAUS.P.H. 

8907180119 

27-48 

LANCASTER.W.K. 

8907250195 

50-277 

S 

LIAW.B.D. 

8906300262* 

50-327 

P 

LOHAUS.P.H. 

8907180347* 

40-3453 

LAND.'S.Si R. 

8907170310* 

70-820 


LIAW.B.D. 

8907140039* 

50-259 

P 

LOHAUS.P.H. 

8907180398 

27-48 

LA\DS'3?.FG.S. 

8907050094 

PR 


LIAW.B.D. 

8907180002 

50-259 

P 

LOHAUS.P.H. 

8907200170 

WASTE MGT 

LANGE, DJ. 

8907210111* 

50-219 

V 

LIEBERMAN.J. 

8906290161 

50-324 

Q 

LOHAUS.P.H. 

8907250274 

27-48 

LANNING.W.D. 

8906280064 

50-245 

S 

LIEBERMAN.J. 

8906290512 

l&E 


LOHAUS.P.H. 

8907250298 

WASTE MGT 

LANNING.W.D. 

8906290207 

50-269 

S 

LIEBERMAN.J. 

8906300098 

50-382 

Q 

LONG.R.L 

8907210035 

50-219 F 

LAPIATNEY.J.J. 

8907050345 

50-213 

S 

LIEBERMAN.J. 

8907030252 

50-324 

Q 

LONG.R.L. 

8907260313 

50-21 9 F 

LAROCHE, G. 

8907260126* 

40-6563 


LIEBERMAN.J. 

8907070231 

50-275 

Q 

LONG.S.M. 

8907100301 

NUREG 

LARSON.C.E. 

8906290242 

50-282 

Q 

LIEBERMAN,J. 

8907070313 

50-498 

Q 

LONG.W.O. 

8906290092 

PROJ 

LARSON.C.E. 

8906290492* 

50-263 

Q 

LIEBERMAN.J. 

8907070317 

50-498 

Q 

LONG.W.O. 

8906290302 

PROJ 

LARSON.C.E. 

8906290522 

50-263 

Q 

LIEBERMAN.J. 

8907100026 

50-454 

Q 

LOOMIS.P.B. 

8907100084 

50-155 F 

LARSON.C.E. 

8907060030 

50-263 

Q 

LIEBERMAN.J. 

8907120145 

l&E 


LOPEZ DE VICTOR 

8907140154 

50-254 S 

LARSON.C.E. 

8907060032 

50-263 

Q 

LIEBERMAN.J. 

8907190059 

50-440 

Q 

LORENZ, R.A. 

8907250320 

NUREG 

LARSON.C.E. 

8907100211 

50-263 

H 

LIEBERMAN.J. 

8907200121 

50-317 

Q 

LOUX.R.R. 

8907180035 

WASTE MGT 

LARSON.C.E. 

8907110157 

50-282 

Q 

LIEBERMAN.J. 

8907260185 

l&E 


LOVELACE.W.H. 

8907250316 

NUREG 

LARSON.C.E. 

8907210270 

50-282 

Q 

LIEBERMAN.M.A. 

8907050180 

PR 


LOWERY.H. 

8907180408 

50-269 S 

LARSON.C.E. 

8907250073 

50-282 

Q 

LIEBETRAU.A.M. 

8907170357* 

WASTE MGT 

LOWERY.H. 

8907280177 

50-269 S 

LASH.T.R. 

8906290504* 

40-2061 


LIEBETRAU.A.M. 

8907170358* 

WASTE MGT 

LOWERY.H.R. 

8906290418 

50-269 S 

LASH.T.R. 

8907270005 

40-2061 


LIEBLER.G.H. 

8907070273 

50-247 

F 

LOWERY.H.R. 

8907120259 

50-269 S 

LATTA.R.M. 

8907100266* 

50-445 

Q 

LIEHERMAN.T. 

8907180480 

50-219 

Q 

LOWERY.H.R. 

8907240220 

50-270 S 

LATTA,R.M. 

8907260219* 

50-445 

Q 

LIHENAH.J.J. 

8907200210 

WASTE MGT 

LOYSEN.P. 

8907060198 

PROJ 

LATZ.J.E. 

8906220300 

WASTE MGT 

LIMROTH.D.F. 

8907240295 

50-317 

Q 

LOYSEN.P. 

8907200202 

PROJ 

LATZ.J.E. 

8906300174 

WASTE MGT 

LIN.Y.T. 

8907170350* 

WASTE MGT 

LUEBKE.E.A. 

8907030084 

50-443 G 

LATZ.J.E. 

8907030103 

WASTE MGT 

LINDE.B. 

8907120087 

50-263 

S 

LUEHMAN.J. 

8906290161 

50-324 Q 

LATZ.J.E. 

8907030112 

WASTE MGT 

LINEHAN.J.J. 

8906290269 

WASTE MGT 

LUEHMAN.J. 

8906300098 

50-382 Q 

LATZ.J.E. 

8907050524 

WASTE MGT 

LINEHAN.J.J. 

8906300043 

WASTE MGT 

LUEHMAN.J. 

8907070313 

50-498 Q 

LATZ.J.E. 

8907060060 

WASTE MGT 

LINEHAN.J.J. 

8906300089 

WASTE MGT 

LUEHMAN.J. 

8907190059 

50-440 a 

LATZ,J.E. 

8907250275 

WASTE MGT 

LINEHAN.J.J. 

8907130377 

WASTE MGT 

LUNN.B.P. 

8907170489 

50-293 S 

LATZ.J.E, 

8907250283* 

WASTE MGT 

LINEHAN.J.J. 

8907170110 

WASTE MGT 

LYNCH.M.D. 

8906300040 

50-361 P 

LAWRENCE.M. 

8906290049* 

50-312 

P 

LINEHAN.J.J. 

8907200181 

WASTE MGT 

LYNN.D.L. 

8906290280* 

CONTRACT 

LAWSON.E.F. 

8907030106 

PR 


LINEHAN.J.J. 

8907200441 

WASTE MGT 

LYONS.J.R. 

8907050359* 

50-390 A 

LAWSON, E.F. 

8907030106 

PR 


LINEHAN.J.J. 

8907210094 

WASTE MGT 

LYONS.P.J. 

8907050007 

40-299 

LAWSON.E.F. 

8907050083 

PR 


LINEHAN.J.J. 

8907210139 

WASTE MGT 

LYONS, P.J. 

8907060109 

40-299 

LAWSON.E.F. 

8907050091* 

PR 


LINEHAN.J.J. 

8907210375 

WASTE MGT 

LYONS.P.J. 

8907060177 

40-299 

LAWSON.E.F. 

8907050091* 

PR 


LING.J. 

8907170169 

PR 


LYONS.P.J.L 

8907170182 

40-299 

LAWYER.L. 

8907200297* 

50-413 

Q 

LINVILLE.J. 

8907260156 

50-277 

S 

MABRITO.B. 

8907050506 

WASTE MGT 

LAYTON.R.E. 

8907030261 

40-8907 


LINVILLE.J.C. 

8907100224 

50-352 

Q 

MABRITO.B. 

8907050516 

WASTE MGT 

LAZARUS.W. 

8906300058* 

50-352 

Q 

LINVILLE.J.C. 

8907170405 

50-272 

Q 

MACDONALD.C.E. 

8902010175 

50-186 P 

LAZARUS.W.J. 

8907100190* 

50-277 

Q 

LINVILLE,J.C. 

8907170473 

50-354 

Q 

MACDONALD.C.E. 

8906280005 

71-6550 

LAZARUS.W.J. 

8907190325* 

50-334 

Q 

LIPPOLD.W.J. 

8906280160 

50-317 

P 

MACDONALD.C.E. 

8907030067 

71-19 

LAZARUS.W.J. 

8907240081* 

50-225 

Q 

LIPPOLD,W.J. 

8907070035 

50-317 

P 

MACDONALD.C.E. 

8907030075 

71-681 

LAZARUS.W.J. 

8907240277 

50-286 

F 

LITTLE, B.C. 

8907070108* 

XPORTLIC 


MACDONALD.C.E. 

8907030078* 

71-681 

LAZARUS.W.J. 

8907250031 

50-309 

F 

LITTLE.W.S. 

8907260288* 

50-259 

Q 

MACDONALD.C.E. 

8907030083* 

71-19 

LAZARUS, W.J. 

8907250034 

50-272 

F 

LITTLEFIELD.S. 

8907110201 

PR 


MACDONALD.C.E. 

8907030090 

71-5552 

LE MEUR.M. 

8907280307 

NUREG 


LIU.W.C. 

8907050314* 

50-255 

Q 

MACDONALD.C.E. 

8907030113 

71-9168 

LE TUTOUR.P. 

8907280307 

NUREG 


LIVERMORE.H.H. 

8906280037* 

50-445 

Q 

MACDONALD.C.E. 

8907030115* 

71-9168 

LE.N.B. 

8907030118 

50-324 

P 

LIVERMORE.H.H. 

8907100266* 

50-445 

Q 

MACDONALD.C.E. 

8907050068 

71-9183 

LE.N.B. 

8907050056 

50-324 

P 

LIVERMORE.H.H. 

8907180460* 

50-445 

Q 

MACDONALD.C.E. 

8907050080* 

71-9183 

LE,N.B. 

8907060232 

50-324 

P 

LIVERMORE.H.H. 

8907240393* 

50-445 

Q 

MACDONALD.C.E. 

8907070168 

71-678 

LE.N.B. 

8907100072 

50-324 

Q 

LIVERMORE.H.H. 

8907240405* 

50-445 

Q 

MACDONALD.C.E. 

8907100096 

71-8 

LE.N.B. 

8907110016 

50-324 

P 

LIVERMORE.H.H. 

8907260219* 

50-445 

Q 

MACDONALD.C.E. 

8907100097* 

71-8 

LE.N.B. 

8907240307 

50-324 

P 

LIZALEK,J. 

8907050308 

50-249 

S 

MACDONALD.C.E. 

8907100099 

71-194 

LEE.D.E. 

8907060224* 

CONTRACT 


LO,R. 

8907200090 

50-261 

P 

MACDONALD.C.E. 

8907100101* 

71-194 

LEE.J.H. 

8907060051 

NUREG 


LO.R.H. 

8907030141 

50-261 

P 

MACDONALD.C.E. 

8907100105 

71-9152 

LEEDS.E.J. 

8907180433 

50-309 

P 

LOBERG.D.R. 

8907260021 

50-263 

S 

MACDONALD.C.E. 

8907100110* 

71-9152 

LEFRANCOIS.M.P, 

8907050393* 

50-271 

P 

LOCKE.R.F. 

8907170430 

50-133 

J 

MACDONALD.C.E. 

8907100113 

71-6294 

LEGENDA.M.J. 

8907170092 

WASTE MGT 

LOCKE.R.F. 

8907200134 

50-275 

G 

MACDONALD.C.E. 

8907130181 

71-9202 

LEHMAN.LL. 

8906280039 

50-285 

S 

LOESCH,J.W. 

6906260096* 

50-498 

P 

MACDONALD.C.E. 

8907130182* 

71-9202 

LEIGH.R. 

8907060148 

50-295 

F 

LOESCH.J.W. 

8906260158* 

50-498 

P 

MACDONALD.C.E. 

8907130216* 

71-9202 

LEITCH.G.M. 

8907170319 

50-352 

R 

LOESCH.J.W. 

8906260159* 

50-498 

P 

MACDONALD.C.E. 

8907140047 

71-9218 

LEONARD, J.D. 

8907200073 

50-322 

P 

LOESCH.J.W. 

8906260269* 

50-498 

P 

MACDONALD.C.E. 

8907140051 

71-6294 

LEONARD.J.D. 

8907200075* 

50-322 

P 

LOESCH.R. 

8907190314* 

50-353 

Q 

MACDONALD.C.E. 

8907140053* 

71-6294 

LEONARD, J.D. 

8907240429 

50-322 

H 

LOFARO.R. 

8907060073 

NUREG 


MACDONALD.C.E. 

8907210280 

71-9070 

LEONARD.J.D. 

8907260189* 

50-322 

P 

LOFLIN.LI. 

8906300009 

50-324 

P 

MACDONALD.C.E. 

8907210358 

71-9208 

LEONARD, J.F. 

8907210194 

71-9860 


LOFLIN.LI. 

8906300060 

50-400 

F 

MACDONALD.C.E. 

8907240324 

71-6717 

LEONARD.J.R. 

8906290274 

50-369 

F 

LOFLIN.LI. 

8906300132 

$0-325 

P 

MACDONALD.C.E. 

8907250183 

71-9151 

LEONARD.T.R. 

8907130161 

50-382 

F 

LOFLIN.LI. 

8907060046 

50-400 

P 

MACDONALD.C.E. 

8907250266 

70-754 

LERCH.R.M. 

8906300171 

50-304 

S 

LOFLIN.LI. 

8907050202 

50-261 

P 

MACDONALD.C.E. 

8907250284 

71-655 

LESSER.M.S. 

8907070215* 

50-413 

Q 

LOFLIN.LI, 

8907050205 

PR 


MACDONALD.C.E, 

8907250292 

71-6574 

LESSER, M.S. 

8907100235* 

50-413 

Q 

LOFLIN.LI. 

8907050451 

50-325 

Q 

MACE.M.H. 

8907050415 

CONTRACT 

LESTER.K.S. 

8906290268 

70-1201 


LOFLIN.LI. 

8907060061 

50-324 

P 

MACE.M.H. 

8907050423* 

CONTRACT 

LESTER, K.S. 

8907070216 

71-6294 


LOFLIN.LI. 

8907060248 

50-400 

P 

MACNALLY.W. 

8906300130 

WASTE MGT 

LESTER.K.S. 

8907070229* 

71-6294 


LOFLIN.LI. 

8907170184 

PR 


MACNOBB.W. 

8907180138* 

WASTE MGT 

LESTER,K.S. 

8907100011 

70-27 


LOFLIN.LI. 

8907170282 

50-261 

P 

MADEDA.T.J. 

8907120062* 

50-263 G 

LESTER.K.S. 

8907100236* 

71-6294 


LOFLIN.LI. 

8907170369 

50-400 

P 

MADSEN.G.L. 

8907070079 

50-458 S 

LESTER.K.S. 

8907110375 

70-1201 


LOFLIN.LI. 

8907190296 

50-324 

P 

MADSEN, G.L 

8907070110 

50-458 S 

LEUHMAN.J. 

8907200121 

50-317 

Q 

LOFLIN.LI. 

8907200031 

50-324 

P ' 

MAFFET.D. 

8907200106 

50-302 F 

LEVINE.H. 

8907110152 

PR 


LOFLIN.LI. 

8907210367 

50-324 

F 

MALARO.J.C. 

8907130238* 

FOIA 

LEVIS.W. 

8907250313* 

50-324 

Q 

LOFY.R.A. 

8907200050* 

CONTRACT 


MALINOSKI.J.W. 

8907070316 

71-133 

LEVY.G.R. 

8907250090 

50-295 

S 

LOHAUS.P. 

8907120335 

WASTE MGT 

MALINOSKI.J.W. 

8907100173 

71-447 

LEW.G.T. 

8907250137 

50-400 

S 

LOHAUS.P.H. 

8906290189 

WASTE MGT 

MALLETT.B. 

8907110147 

l&E 

LEWiS.M.l, 

8907210142* 

ORG 


LOHAUS.P.H. 

8906290353 

WASTE MGT 

MALLETT.B. 

8907210215 

l&E 

LEWIS.M.l. 

8907110119 

PR 


LOHAUS.P.H. 

8907120171 

WASTE MGT 

MALLOY.M. 

8907030256 

50-445 fi 

LEWiS.M.l, 

8907170113 

PR 


LOHAUS.P.H. 

8907120350 

WASTE MGT 

MALLOY.M. 

8907120326 

50-445 / 

LEWIS.S.H. 

8907200059 

50-320 

G 

LOHAUS.P.H. 

8907170170 

27-48 


MALODY.C.W. 

8907130055 

70-1257 

LIAW.B.D. 

8906290393 

50-390 

A 

LOHAUS.P.H. 

8907170178 

WASTE MGT 

MALOOY.C.W. 

8907240042 

XPORTLIC 
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MALSCH.M.G. 

8907190302* 

FOIA 


MATTHEWS.M.L 

8907180115 

WASTE MGT 

MECREDY.R.C. 

8907170031 

50-244 

P 

MALSCH.M.G. 

8907190306* 

FOIA 


MATTHEWS.M.L 

8907210134 

WASTE MGT 

MECREDY.R.C. 

8907170091 

50-244 

S 

MANAKTALA.H.K, 

8907070311* 

WASTE MGT 

MAXON.H. 

8907050509 

NUREG 


MECREDY.R.C. 

8907170096 

50-244 

S 

MANETAS.MJ. 

8907050151 

PR 


MAXWELLG.F. 

8907070175* 

50-348 

Q 

MECREDY.R.C. 

8907170116 

50-244 

Q 

MANGUSI.J. 

8907110060* 

XPORTLIC 


MAXWELL.G.F. 

8907070254* 

50-348 

Q 

MECREDY.R.C. 

8907170365 

60-244 

S 

MANION.W.J. 

8907310241 

REGGD 


MAYS.W.M. 

8907070165 

40-8857 


MECREDY.R.C. 

8907240194 

50-244 

Q 

MANKOF2.D, 

8907110120 

PR 


MAYS.W.M. 

8907100270 

40-8857 


MECREDY.R.C. 

8907260179 

50-244 

Q 

MANN.CJ. 

8907050519 

NUREG 


MCBREARTY.R.A. 

8906290210* 

50-412 

Q 

MECREDY.R.C. 

8907260319 

50-244 

P 

MANNING, F.M. 

8907180263 

50-400 

P 

MCBREARTY.R.A. 

8907140223* 

50-353 

Q 

MEDFORD.M.O. 

8907170176 

50-259 

Q 

MANNING.F.M. 

8907180278* 

50-400 

P 

MCBURNETT.M.A. 

8906260034 

50-498 

P 

MEDFORD.M.O. 

8907250149 

50-327 

Q 

MARGULIES.M.B. 

8907240104 

50-352 

G 

MCBURNETT.M.A. 

8906280112 

50-498 

P 

MEDINA, V. 

8906290437* 

CONTRACT 


MARKS.B.K. 

8906290041 

50-259 

F 

MCBURNETT.M.A. 

8907050053 

50-498 

P 

MEEHAN.B. 

8906290441 

CONTRACT 


MARKS.R.I. 

8906290443* 

CONTRACT 


MCBURNETT.M.A. 

8907170094 

50-498 

H 

MEEHAN.B. 

8906300103 

CONTRACT 


MARQUIS.L 

8907120008 

PR 


MCBURNETT.M.A. 

8907170435 

50-499 

P 

MEEHAN.B. 

8906300108 

CONTRACT 


MARRIOTT.P.W. 

8906280317 

50-605 

A 

MCBURNETT.M.A. 

8907250255 

50-499 

P 

MEEHAN.B. 

8906300129 

CONTRACT 


MARRIOTT.P.W. 

8906290006 

50-605 

A 

VCB'JRNEr-.M.A. 

8907260084 

50-498 

J 

MEEHAN.B. 

8907050143 

CONTRACT 


MARRIOTT.P.W. 

8907050305 

50-605 

A 

MCEDRNEY.R.E. 

8907050385 

WASTE MGT 

MEEHAN.B. 

8907060223 

CONTRACT 


MARRIOTT.P.W. 

8907120029 

PR 


MCCABE.E. 

8907250079* 

50-245 

Q 

MEILE.M.L. 

8907070273 

50-247 

F 

MARSHALL.W. 

8907200361 

50-302 

F 

MCCABE.E.C. 

8906280133* 

50-336 

Q 

MELINZ.H. 

8906290415 

TOPREP 


MARSHALL.W. 

8907210362 

50-302 

F 

MCCABE, E.C. 

8906280298 

50-322 

1 

MELLOR.R.A. 

8906290325 

50-29 

S 

MARSHALL.W. 

8907210369 

50-302 

F 

MCCABE.E.C. 

8907100091* 

50-423 

Q 

MENDELE.D.J. 

8906290258* 

50-282 

Q 

MARSHALL.W. 

8907240484 

50-302 

F 

MCCABE.E.C. 

8907190403* 

50-213 

Q 

MENDONCA.M. 

8907070118 

50-344 

Q 

MARSHALL.W. 

8907260003 

50-302 

F 

MCCABE.E.C. 

8907200133* 

50-423 

Q 

MENDONCA.M. 

8907070312 

50-344 

Q 

MARTIN, J.B. 

8906260054* 

50-206 

U 

MCCABE.E.C. 

8907240246 

50-423 

V 

MENDONCA.M.M. 

8907070247 

50-275 

Q 

mar Tin, J.B. 

8907210011 

50-528 

Q 

MCCABE.E.C. 

8907260043 

50-213 

P 

MENDONCA.M.M. 

8907070249* 

50-275 

Q 

MARTIN.R.D. 

8906280249 

50-267 

P 

MCCALL.J.K. 

8907050254* 

50-390 

A 

MENDONCA.M.M. 

8907140064 

50-344 

Q 

MARTIN, R.D. 

8907030175 

50-458 

P 

MCCANN.R.J. 

8907190055 

50-483 

R 

MENDONCA.M.M. 

8907140065* 

50-344 

Q 

MARTIN.R.D. 

8907030184 

50-382 

Q 

MCCCCRMIC.K.M.J 

8907210327 

50-352 

S 

MENDONCA.M.M. 

8907140069 

50-206 

Q 

MARTIN.R.D. 

8907030186 

50-285 

P 

MCC-DSKF^.S.K. 

8906290258* 

50-282 

Q 

MENDONCA.M.M. 

8907240374 

50-344 

Q 

MARTIN.R.D. 

8907030190 

50-298 

P 

MCCLOSKEV.S.K. 

8907050432* 

50-282 

Q 

MENNING.J.E. 

8906300074* 

50-321 

Q 

MARTIN.R.D. 

8907030193 

50-313 

Q 

MCCONNELLK. 

8907200443* 

WASTE MGT 

MENNING.J.E. 

8907180261* 

50-321 

Q 

MARTIN.R.D. 

8907030194 

50-482 

Q 

MCCONNELLT.L 

8906290274 

50-369 

F 

merriwe'ather.n. 

8907200423* 

50-369 

Q 

MARTIN.R.D. 

8907030196 

50-498 

Q 

MCCONNELL.T.L 

8907050378 

50-369 

S 

MERRIWEATHER.N. 

8907210049* 

50-321 

Q 

mahtin.r.d. 

8907030232’ 

50-482 

P 

MCCONNELLT.L 

8907060299 

50-369 

S 

MESERVE.R.A. 

8907030108 

40-2061 


MaRTIN.R.D. 

8907030234* 

50-482 

P 

MCCONNELLT.L 

8907190345* 

50-369 

F 

MESERVE.R.A. 

8907030108 

40-2061 


MARTIN.R.D. 

8907050523 

50-285 

Q 

MCCONNELLT.L 

8907200294 

50-369 

S 

METELLA.M. 

8907050431 * 

50-271 

Q 

MARTIN.R.D. 

8907070101 

50-382 

Q 

MCCORMICK.M.J. 

8906290076 

50-352 

S 

MEYER, C. 

8907190106 

40-8027 


MARTIN.R.D. 

8907070104* 

50-382 

Q 

MCCORMICK.M.J 

8907050078 

50-352 

S 

MEYER.G.W. 

8907240051 * 

50-220 

0 

MARTIN.R.D. 

8907180374* 

40-3453 


MCCORMiCK.M.o 

8907050368 

50-352 

s 

MEYER.S.A. 

8907280352* 

FOIA 


MART IN.H.D. 

8907190155 

50-285 

P 

MCCC.RMICK M.J. 

8907100125 

50-352 

s 

MEYER.W.A. 

8907060151 

50-186 

S 

MARTIN.R.D. 

8907190165 

50-298 

P 

MCCORMICK,M.J. 

8907130133 

50-352 

s 

MICHAELS.T.S. 

8907100171 

50-2 

F 

MARTIN.R.D. 

8907190173 

50-313 

P 

MCCORMICK.M.J. 

8907180260 

50-352 

s 

MICHAELS.T.S. 

8907140067 

50-199 

P 

MARTIN.R.D. 

8907190179 

50-458 

P 

MCCORMICK.M.J. 

8907240503 

50-352 

s 

MICHAELS.T.S. 

8907140249 

50-294 

P 

MARTIN.R.D. 

8907190187 

50-482 

P 

MCCORMICK-BARGE 

8907030246* 

50-346 

Q 

MICHAELS.T.S. 

8907200372 

50-284 

F 

MARTIN.R.D. 

8907190193 

50-267 

P 

MCCRORY.S.L 

8907190168* 

50-313 

V 

MIELE.M.L. 

8907180122 

50-247 

P 

MARTIN.R.D. 

8907190266 

50-445 

A 

MC3UTCHEN P 

8907050067* 

CONTRACT 


MIELE.M.L 

8907180224 

50-247 

Q 

MARTIN.R.D. 

8907190268 

50-498 

P 

M3D/^IFi..K .<. 

8906290158 

WASTE MGT 

MIERA.F.R. 

8907060207 

WASTE MGT 

MARTIN.R.D. 

8907190270 

50-382 

Q 

mcda!niel.w..vi 

8907210044 

PT21 


MIHOAN.J.L 

8907190162 

50-313 

V 

MARTIN.R.D. 

8907190376 

50-498 

Q 

MCDONALD. C.G 

8907100023 

50-293 

P 

MIKULSKI.B.A. 

8906280277 

50-317 

U 

MARTIN.R.D. 

8907260303 

50-458 

Q 

MCDON.ALD.C.G. 

8907110349 

50-293 

Q 

MILBRADT.M.D. 

8907260039 

50-318 

S 

MARTIN.R.D. 

8907260304* 

50-458 

Q 

MCDONALD.D.G. 

8907240510 

50-293 

Q 

MILBRADT.M.D. 

8907260269 

50-318 

s 

MARTIN, R.E. 

890628001 5 

50-277 

V 

MCDONALD, J.A. 

8906300227* 

50-390 

A 

MILHOAN.J.L 

8906280059 

50-498 

Q 

MARTIN, R.E. 

8906280041 

50-277 

P 

MCDOW.J. 

8907240024 

50-348 

G 

MILHOAN.J.L. 

8906280085 

50-498 

P 

MARTIN, R.E. 

8907100330 

50-277 

P 

MCELHINNEY.T.F. 

8907120302* 

50-250 

Q 

MILHOAN.J.L. 

8906280145 

50-458 

Q 

MARTIN, R.E. 

8907130321 

50-277 

P 

MCFARLAN.C. 

8907050154 

PR 


MILHOAN.J.L 

8906290142 

50-267 

V 

MARTINEZ, D.A. 

8907050028 

PR 


MCGAHA.J.R. 

8907060063 

50-382 

S 

MILHOAN.J.L 

8906290152 

50-267 

Q 

MASNIK.M.T. 

8907180305 

50-320 

P 

MCGAHA.J.R. 

8907170459 

50-382 

F 

MILHOAN.J.L 

8906300260 

50-482 

Q 

MASNYK.O. 

8907110372* 

50-400 

Q 

MCGAHA.J.R. 

8907190362 

50-382 

S 

MILHOAN.J.L 

8907050177 

50-313 

Q 

MASTERS, T. 

8907190398 

PR 


MCGHEE.J. 

8907050299* 

50-254 

V 

MILHOAN.J.L. 

8907050466 

50-285 

Q 

MATHER, R.P. 

8907200155 

50-277 

G 

MCGONAGLE,L. 

8907060119 

40-8857 


MILHOAN.J.L 

8907050508 

50-285 

F 

MATHEW, R.K. 

8906280074* 

50-317 

Q 

MCGONAGLE.L 

8907100264 

40-8857 


MILHOAN.J.L 

8907050511 

50-458 

Q 

MATHEW.R.K. 

8907140197* 

50-334 

Q 

MCGOVERN.J.J. 

8907100199 

50-54 

Q 

MILHOAN.J.L 

8907050515 

50-285 

V 

MATHEWS, R. 

8907140192* 

50-29 

Q 

MCGUIRE.D.R. 

8906300116* 

50-424 

Q 

MILHOAN.J.L 

8907050517 

50-285 

Q 

MATHIS, J.L 

8907070264* 

50-416 

Q 

MCGUIRE.D.R. 

8907110372* 

50-400 

Q 

MILHOAN.J.L. 

8907050521 

50-498 

Q 

MATTHEWS, D.B. 

8906290132* 

50-321 

P 

MCGUIRE.D.R. 

8907170393* 

50-250 

Q 

MILHOAN.J.L 

8907050525 

50-498 

Q 

MATTHEWS, D.B. 

8907110023 

50-369 

P 

MCGUIRE.D.R 

8907200395* 

50-413 

Q 

MILHOAN.J.L 

8907060107 

50-482 

Q 

M.ATTHE'.VS.D.B. 

8907130108* 

50-369 

P 

MC!.N7YRE.R.^. 

8907130121* 

QA999 


MILHOAN.J.L 

8907060128 

50-458 

Q 

M.AT’^HEWS D.B. 

8907210348* 

50-321 

P 

MCKIBBEN.J.C. 

8907060151 

50-186 

S 

MILHOAN.J.L 

8907060131 

50-285 

Q 

M.Al Th EWS.D R. 

8907240011* 

50-413 

P 

MCLEAREN.T. 

8906290159 

CONTRACT 


MILHOAN.J.L 

8907060272 

50-482 

Q 

M.ATTh - VVS , .j. E . 

8907260228* 

50-321 

P 

MCLEAREN.T. 

8907130295 

CONTRACT 


MILHOAN.J.L 

8907070067 

50-298 

Q 

MATTHEWS.M.L 

8906300143 

WASTE MGT 

MCMEEKIN.T.C. 

8907120016 

PR 


MILHOAN.J.L 

8907070084 

50-313 

Q 

MATTHEWS, M.L. 

8907050369 

WASTE MGT 

MCNAMARA, N. 

8907250267 

NUREG 


MILHOAN.J.L 

8907070112 

50-285 

Q 

M ATT^-* EW'S , M . I . . 

8907050407 

WASTE MGT 

MCNAMARA.N.T. 

8907170492* 

50-387 

Q 

MILHOAN,J.L 

8907070124 

50-285 

Q 

MAnTnr WS,M._. 

8907050417 

WASTE MGT 

MCNAUGHTON.A. 

8907050187 

PR 


MILHOAN.J.L. 

8907070145 

50-482 

Q 

MATT"EWS,.V!.L. 

8907050424 

WASTE MGT 

MCNEILS.A. 

8907050134 

50-317 

P 

MILHOAN.J.L. 

8907070334 

50-382 

Q 

m.attmews.m L. 

8907050478 

WASTE MGT 

MCNEIL, S.A. 

8907140216 

50-317 

P 

MILHOAN.J.L. 

8907100132 

50-482 

P 

MATTHEW S.M 

8907050490 

WASTE MGT 

MCNEILS.A. 

8907140275 

50-317 

P 

MILHOAN.J.L 

8907110168 

50-313 

Q 

M A'''TH EW S, M . .. . 

8907050531 

WASTE MGT 

MCNEILL.C.A. 

8906300021 

50-278 

P 

MILHOAN.J.L 

8907110229 

50-382 

Q 

MA'THEWS.M.L 

8907060096 

WASTE MGT 

MCNURNETT.M.A. 

8906290020 

50-498 

F 

MILHOAN.J.L 

8907110241 

50-498 

Q 

M .A T r HE V» S , M . 1. . 

8907060168 

WASTE MGT 

MCQUEEN.A.D. 

8907.110409* 

70-25 


MILHOAN.J.L. 

8907110265 

50-313 

P 

MATTHEWS.M.L 

8907060169 

WASTE MGT 

MEACHAM.J.M. 

8906290445 

50-298 

S 

MILHOAN.J.L 

8907110268 

50-285 

F 

MATTHEWS, M.L. 

8907060174 

WASTE MGT 

MEADOWS.T.R. 

8906290430* 

50-288 

V 

MILHOAN.J.L 

8907110431 

50-382 

Q 

MATTHEWS.M.L. 

8907060197 

WASTE MGT 

MEARSE.S.D. 

8907100109 

CONTRACT 


MILHOAN.J.L. 

8907190028 

50-458 

Q 

MATTHEWS.M.L. 

8907060205 

WASTE MGT 

MECREDY.R.C. 

8906290401 

50-244 

Q 

MILHOAN.J.L. 

8907190032 

50-313 

Q 

MATTHEWS.M.L. 

8907060209 

WASTE MGT 

MECREDY.R.C. 

8906290453 

50-244 

Q 

MILHOAN.J.L. 

89071 90060 

50-313 

Q 

MATTHEWS.M.L. 

8907070284 

WASTE MGT 

MECREDY.R.C. 

8906300219 

50-244 

Q 

MILHOAN.J.L. 

89071 90085 

50-458 

Q 

MATTHEWS.M.L. 

8907140138 

WASTE MGT 

MECREDY.R.C. 

8907050234 

50-244 

Q 

MILHOAN.J.L 

8907190198 

50-285 

Q 

MATTHEWS.M.L. 

8907170030 

WASTE MGT 

MECREDY.R.C. 

8907100196 

50-244 

Q 

MILHOAN.J.L 

8907190235 

50-285 

Q 
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NUMBER 
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MILHOAN,J.L 

8907190255 

50-382 

V 

MOLZER.D. 

8907180322 

50-285 

S 

MROCZKA.E.J. 

8907050418 

50-213 

P 

M1LH0AN,J.L 

8907190283 

50-285 

Q 

MONTGOMERY.J.L. 

8907120015’ 

50-206 

Q 

MROCZKA.E.J. 

8907050418 

50-213 

P 

MILHOAN.J.L. 

8907190316 

50-298 

Q 

MONTGOMERY.J.L 

8907120047* 

50-206 

Q 

MROCZKA.E.J, 

8907070113 

50-245 

P 

MtLHOAN.J.L 

8907190330 

50-285 

Q 

MONTGOMERY.J.L. 

8907120060* 

50-206 

Q 

MROCZKA.E.J. 

8907070113 

50-245 

P 

MILHOAN.J.L 

8907190351 

50-313 

S 

MOORE.G.K. 

8907070294 

40-8829 


MROCZKA.E.J. 

8907070134 

71-207 


MtLHOAN,J.L 

8907190368 

50-285 

F 

MOORE.R.N. 

8907250040 

XPORTLIC 


MROCZKA.E.J. 

8907070134 

71-207 


MILHOAN.J.L. 

8907190395 

50-498 

P 

MOORE.R.N. 

8907250067 

XPORTLIC 


MROCZKA.E.J. 

8907070134 

71-207 


MILHOAN.J.L. 

8907190401 

50-298 

V 

MOORE.R.N. 

8907250133 

XPORTLIC 


MROCZKA.E.J. 

8907070170 

50-423 

P 

MILHOAN.J.L. 

8907200003 

50-285 

Q 

MORALES.E.M. 

8907060008 

40-8907 


MROCZKA.E.J. 

8907070170 

50-423 

P 

MILHOAN.J.L 

8907200102 

50-498 

Q 

MOREY, D.N. 

8907130320 

50-348 

S 

MROCZKA.E.J. 

8907070361 

50-213 

P 

MILHOAN.J.L. 

8907200306 

50-285 

0 

MOREY.D.N. 

8907170118 

50-348 

F 

MROCZKA.E.J. 

8907070361 

50-213 

P 

MILHOAN.J.L. 

8907260109 

50-498 

P 

MOREY.D.N. 

8907180510 

50-348 

R 

MROCZKA.E.J. 

8907070361 

50-213 

P 

MILLAR.D. 

8907110389 

50-368 

S 

MOREY.D.N. 

8907180511 

50-364 

R 

MROCZKA.E.J. 

8907110008 

50-245 

F 

MILLER.C.L. 

8906290144 

50-10 

P 

MOREY.D.N. 

8907190010 

50-348 

F 

MROCZKA.E.J. 

8907110008 

50-245 

F 

MILLER, C.L 

8907140257* 

50-294 

P 

MOREY.D.N. 

8907200328 

50-348 

S 

MROCZKA.E.J. 

8907120067 

50-213 

P 

MILLER, D.B. 

8907050345 

50-213 

S 

MORGAN, H.E. 

8808010313* 

50-206 

S 

MROCZKA.E.J. 

8907120067 

50-213 

P 

MILLER.D.B. 

8907180084 

50-213 

R 

MCRG.AN ‘-LE. 

8906290217 

50-361 

P 

MROCZKA.E.J. 

8907120067 

50-213 

P 

MILLER.D.E. 

8907060162* 

50-254 

Q 

V.0r=3A\ H.E 

8906290295 

50-361 

S 

MROCZKA.E.J. 

8907120328 

50-213 

Q 

MILLER, F.L 

8906290255 

40-7455 


MORGAN - F. 

8907050057 

50-206 

S 

MROCZKA.E.J. 

8907120328 

50-213 

Q 

MILLER, H.J. 

8906300152 

50-461 

Q 

MORGAN, H.E. 

8907070241 

50-361 

s 

MROCZKA,E.J. 

8907120328 

50-213 

Q 

MILLER, H.J. 

8907050256 

50-373 

Q 

MORGAN.H.E. 

8907130313 

50-206 

F 

MROCZKA.E.J. 

8907140091 

50-245 

F 

MILLER.H.J. 

8907050265* 

50-373 

Q 

MORGAN.H.E. 

8907180478 

50-206 

S 

MROCZKA.E.J. 

8907140091 

50-245 

F 

MILLER.H.J. 

8907050304 

50-255 

Q 

MORGAN.H.E. 

8907180481* 

50-206 

S 

MROCZKA.E.J. 

8907180123 

50-336 

Q 

MILLER, H.J. 

8907050310* 

50-255 

Q 

MORGAN.H.E. 

8907180483* 

50-206 

S 

MROCZKA.E.J. 

8907180123 

50-336 

Q 

MILLER.H.J. 

8907120217 

50-282 

Q 

MORGAN.H.E. 

8907180484* 

50-206 

s 

MROCZKA.E.J. 

8907180146 

50-213 

P 

MILLER.H.J. 

8907120255 

50-461 

Q 

MORGAN.H.E. 

8907200373 

50-361 

s 

MROCZKA.E.J. 

8907180146 

50-213 

P 

MILLER.H.J. 

8907250278 

50-346 

Q 

MORGAN.H.E. 

8907210326 

50-362 

s 

MROCZKA.E.J. 

8907180146 

50-213 

P 

MILLER.J.H. 

8907260038 

50-348 

G 

MORGAN.H.E. 

8907210357* 

50-362 

s 

MROCZKA.E.J. 

8907180185 

50-213 

H 

MILLER, J.H. 

8907260038 

50-348 

G 

MORGAN R.F 

8906300093 

50-261 

s 

MROCZKA.E.J. 

8907180185 

50-213 

H 

MILLER,L. 

8906290430* 

50-288 

V 

MOFGAN.P.E. 

8907130129 

50-261 

Q 

MROCZKA.E.J. 

8907180185 

50-213 

H 

MILLER.L. 

8907050190* 

50-331 

R 

MORGAN, R.E. 

8907170396 

50-261 

R 

MROCZKA.E.J. 

8907180188 

50-336 

Q 

MILLER, L. 

8907050194* 

50-331 

R 

MORGAN. R.E. 

8907250085 

50-261 

R 

MROCZKA.E.J. 

8907180188 

50-336 

Q 

MILLER.L. 

8907050198* 

50-331 

R 

MORGAN.R.E. 

8907260070 

50-261 

S 

MROCZKA.E.J. 

8907180252 

50-213 

P 

MILLER, LF. 

8907180499* 

50-361 

V 

MORGAN.W.E. 

8906300165 

50-374 

P 

MROCZKA.E.J. 

8907180252 

50-213 

P 

MILLER.LK. 

8906280045 

50-272 

S 

MORGAN.W.E. 

8907050214 

50-373 

P 

MROCZKA.E.J. 

8907180272 

50-213 

P 

MILLER.L.K. 

8906280052 

50-311 

S 

MORGAN.W.E 

8907050328 

50-373 

P 

MROCZKA.E.J. 

8907180272 

50-213 

P 

MILLER.LK. 

8907070297 

50-272 

R 

MORGA.N.VV E 

8907050331 

50-373 

Q 

MROCZKA.E.J. 

8907180272 

50-213 

P 

MILLER.LK. 

8907100192 

50-272 

S 

MORGAN.W'.E. 

8907050354 

50-373 

P 

MROCZKA.E.J. 

8907180320 

50-336 

F 

MILLER,L.K. 

8907110080 

50-272 

S 

MORGAN.W.E. 

8907060048 

50-10 

P 

MROCZKA.EJ. 

8907180320 

50-336 

F 

MILLER.LK. 

8907120169 

50-272 

S 

MORGAN, ’W E. 

8907070202 

50-373 

P 

MROCZKA.E.J. 

8907180329 

50-213 

P 

MILLER.LK. 

8907120260 

50-272 

S 

MORGAN.W.E. 

8907070206 

50-373 

P 

MROCZKA.E.J, 

8907180329 

50-213 

P 

MILLER.LK. 

8907130178 

50-272 

S 

MORGAN.W.E. 

8907100277 

50-373 

P 

MROCZKA.EJ. 

8907180329 

50-213 

P 

MILLER.LK. 

8907140316 

50-272 

S 

MORRIS, D.R. 

8906280194 

50-461 

S 

MROCZKA.E.J. 

8907250309 

50-423 

P 

MILLER.LK. 

8907170494 

50-272 

s 

MORRIS.D.R. 

8907050489 

50-461 

s 

MROCZKA.E.J. 

8907250309 

50-423 

P 

MILLER.LK. 

8907180017 

50-311 

s 

MORRIS.D.R. 

8907240335 

50-461 

s 

MKOCZKA,E?... 

8907260188 

50-213 

P 

MILLER.LK. 

8907200308 

50-272 

R 

MORRIS, K.J. 

8906280039 

50-285 

s 

MROCZKA.EJ. 

8907260188 

50-213 

P 

MILLER.LK. 

8907200313 

50-311 

R 

MORRIS.K.J. 

8906290291 

50-285 

Q 

MUDLIN.J.D. 

8907100074* 

50-324 

Q 

MILLER.LK. 

8907210308 

50-272 

s 

MORRIS.K.J. 

8906300255 

50-285 

P 

MUELLER, M. 

8907200343 

50-312 

R 

MILLER.L.K. 

8907210376 

50-272 

s 

MORRIS.K.J. 

8907070003 

50-285 

R 

MULLEY.G.A. 

8907050032* 

50-267 

P 

MILLER.V.L 

8907170217* 

WASTE MGT 

MORRIS.K.J. 

8907100022 

50-285 

P 

MULLEY.G.A. 

8907270087* 

50-445 

A 

MILLER.W.H. 

8907070175* 

50-348 

Q 

MORRIS.K.J. 

8907100305 

50-285 

F 

MUMPER, D. 

8907070318 

50-389 

P 

MILLER.W.H. 

8907070254* 

50-348 

Q 

M0RR1S,K.J. 

8907110362 

50-285 

P 

MUNRO.J.F. 

8907170481* 

50-338 

Q 

MILTENBERGER.S. 

8906290023 

50-272 

F 

MORRIS.K.J. 

8907130019 

50-285 

1 

MUNRO.W. 

8907200267 

50-293 

R 

MILTENBERGER.S. 

8906290304 

50-272 

Q 

MORRIS.K.J. 

8907180112 

50-285 

H 

MURDOCKJ.F. 

8906300115* 

50-390 

A 

MILTENBERGER.S. 

8907050493 

50-354 

P 

MORRIS.K.J. 

8907180322 

50-285 

s 

MURLEY.T.E. 

8803090201 

REVIEW GR P 

MILTENBERGER.S. 

8907170050 

50-272 

P 

MORRIS.K.J. 

8907180388 

50-285 

P 

MURl.EY.-^.E 

8902030163* 

50-368 

P 

MILTENBERGER.S. 

8907170179 

50-272 

P 

MORRIS.K.J. 

8907180394 

50-285 

Q 

MUR_E'’''.E. 

8906210142 

ORG 


MILTENBERGER.S. 

8907170206 

PR 


MORRIS.K.J. 

8907180501 

50-285 

R 

MLR-EV," E. 

8906290123 

ORG 


MILTENBERGER.S. 

8907180328 

50-272 

P 

MORRIS.K.J. 

8907190065 

50-285 

s 

*/JRlE-'.‘'.F. 

8906290187 

ORG 


MlNECK,D.a 

8907070288 

50-331 

P 

MORRIS.K.J. 

8907210290 

50-285 

s 

V.un, E'-. '.F 

8906300184 

REVIEW GR P 

MINECK.D.L 

8906290436 

50-331 

K 

MORRIS.K.J. 

8907240254 

50-285 

K 

MURLEY.T.E. 

8907030189 

50-482 

P 

MINECK.D.L 

8907050273 

50-331 

F 

MORRIS.K.J. 

8907260095 

50-285 

P 

MURLEY.T.E. 

8907030203* 

50-482 

P 

MINECK.D.L 

8907170276 

50-331 

P 

MORRIS.KJ. 

8907260098 

50-285 

Q 

MURLEY.T.E. 

8907030204* 

50-482 

P 

MINOR.G.C. 

8907260063* 

50-443 

G 

MORRIS, KJ. 

8907260102 

50-285 

P 

MURLEY.T.E. 

8907050280 

ORG 


MINOR, G.C. 

8907260063* 

50-443 

G 

MORRIS, K.J. 

8907260111 

50-285 

P 

MURLEY.T.E. 

8907120034* 

50-353 

P 

MIRICK.W. 

8907210090* 

50-316 

p 

MOXLEY.M. 

8907030267 

40-8926 


MURLEY.T.E. 

8907130201 

ORG 


MITENEERGER.S. 

8907210073 

50-272 

P 

MOXLEY.M. 

8907060087 

40-299 


MURLEY.T.E. 

8907130264 

ORG 


ML'-'NARr.K.M.G. 

8907130248 

50-255 

R 

MOXLEY.M. 

8907140131 

40-2259 


MURLEY.T.E 

8907130296 

50-206 

H 

MCBLEy. M.H. 

8907200226* 

WASTE MGT 

MOYE.R.A. 

8907190084* 

50-424 

R 

MURLEY.T.E. 

8907130325 

50-309 

P 

MCDENOS.L.o. 

8907250239* 

50-395 

Q 

MROCAKA,E.J. 

8907260188 

50-213 

P 

MURLEY.T.E. 

8907130327* 

50-309 

P 

MOELLER.D.W. 

8907140311 

ADVCM 


MROCZKA,E.J. 

8906280136 

50-336 

P 

MURLEY.T.E. 

8907180026 

50-341 

1 

MOELLER, D.W. 

8907170496 

ADVCM 


MROCZKA.E.J, 

8906280136 

50-336 

P 

MURLEY.T.E. 

8907190318 

50-250 

P 

MOELLER.D.W. 

8907260088* 

ADVCM 


MROCZKA,E.J. 

8906280141 

50-213 

P 

MURLEY.T.E. 

8907190322* 

50-250 

P 

MOELLER.D.W. 

8907260092* 

ADVCM 


MROCZKA.E.J. 

8906280141 

50-213 

P 

MURLEY.T.E. 

8907190327* 

50-250 

P 

MOFFATT.L.W. 

8907050165 

50-302 

s 

MROCZKA.E.J. 

8906280154 

50-213 

P 

MURLEY.T.E. 

8907250328 

50-322 

P 

MOFFATT,L.W. 

8907050450 

50-302 

S 

MROCZKA,E.J. 

8906280154 

50-213 

P 

MURPHYJ.J. 

8907170319 

50-352 

R 

MOFFATT.L.W. 

8907100121 

50-302 

s 

MROCZKA.E.J. 

8906290491 

50-213 

F 

MURRr'''.W.°. 

8906290519 

50-271 

P 

MOFFATT.LW. 

8907100300 

50-302 

s 

MROCZKA,E.J. 

8906290491 

50-213 

F 

r/URF^i'^.W.P. 

8907050090 

50-271 

Q 

MOFFATT,L.W. 

8907110174 

50-302 

s 

MROCZKA,E.J. 

8906290491 

50-213 

F 

MURPhv'.v\.F. 

8907050096 

50-271 

Q 

MOFFATT.L.W. 

8907110422 

50-302 

s 

MROCZKA,E.J. 

8907030049 

50-213 

P 

MLRFH''',W.F. 

8907170292 

50-271 

R 

MOFFATT,L.W. 

8907170268 

50-302 

s 

MROCZKA.E.J. 

8907030049 

50-213 

P 

MURPHY, W.P. 

8907180403 

50-271 

P 

MOFFATT.LW. 

8907180148 

50-302 

s 

MROCZKA,E.J. 

8907050093 

50-245 

F 

MURPHY, W.P. 

8907180442 

50-271 

P 

MOFFATT,L.W. 

8907180161 

50-302 

s 

MROCZKA.E.J. 

8907050093 

50-245 

F 

MURPHY.W.P. 

8907210005 

50-271 

P 

MOFFATT.L.W, 

8907180244 

50-302 

s 

MROCZKA.E.J. 

8907050255 

50-423 

K 

MURPHY, W.P. 

8907240023 

50-271 

p 

MOFFATT,L.W. 

8907200301 

50-302 

s 

MROCZKA.E.J. 

8907050255 

50-423 

K 

MURRAY, A.T, 

8906290130* 

CONTRACT 

MOFFATT.L.W. 

8907260031 

50-302 

s 

MROCZKA.EJ. 

8907050282 

50-336 

P 

MURRAY, A.T. 

8906300162* 

CONTRACT 

MOIST, R.N. 

8907130117* 

QA999 


MROCZKA,E.J. 

8907050282 

50-336 

P 

MURRAY, B. 

8907070031 

50-284 

Q 

MOLES.K.J. 

8907260167 

50-482 

F 

MROCZKA,E.J. 

8907050418 

50-213 

P 

MURRAY.B. 

8907110228 

50-72 

s 
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MURRAY.B. 

8907190385 

50-72 

F 

O’BRIEN.M. 

8907270176 

PR 


PASCIAK.W. 

8906280100* 

50-286 

Q 

MUSSER.RA 

8906300074* 

50-321 

Q 

O’CONNELLP. 

8907060220* 

50*247 

Q 

PASCIAK.W. 

8907060220* 

50-247 

Q 

MUSSER.R.A. 

8907180261* 

50-321 

Q 

O'CONNELLP. 

8907100183* 

50-245 

Q 

PASCIAK.W. 

8907100183* 

50-245 

Q 

MYERS, K. 

8907110151 

PR 


O’CONNOR.P.W. 

8906060111 

50-298 

P 

PASCIAK.W. 

8907170144* 

50-213 

Q 

MYERS, TJ. 

8907100137 

50-346 

F 

O’CONNOR.P.W. 

8907050157 

50-298 

P 

PASCIAK.W. 

8907190314* 

50-353 

Q 

NAIR.P. 

8907050522* 

WASTE MGT 

O’MEALIA.M, 

8907130124 

50-373 

P 

PASTVA.M.J. 

8906280081 

50-324 

S 

NAIR.P. 

8907050528* 

WASTE MGT 

ODELL, W.H. 

8907130250 

50-458 

S 

PASTVA.M.J. 

8906280106 

50-325 

S 

NAIR.P.K. 

8906220301* 

WASTE MGT 

ODELL.W.H. 

8907130252 

50-458 

S 

PASTVA.M.J. 

8907030039 

50-325 

S 

NAIR.P.K. 

8907060065* 

WASTE MGT 

ODOM.R.M. 

8907050270 

50-424 

s 

PASTVA.M.J. 

8907070323 

50-324 

S 

NAKAMURA,G.C. 

8907170358* 

WASTE MGT 

ODOM.R.M. 

8907050277 

50-424 

S 

PATE.R.J. 

8907110408 

70-25 


NALEZNY.C.L. 

8902020177* 

50-346 

P 

ODOM.R.M. 

8907170027 

50-424 

S 

PATE,R.J. 

8907130302 

50-206 

Q 

NALEZNY.C.L 

8902020192* 

50-269 

P 

ODOM.R.M. 

8907170362 

50-425 

S 

PATE.R.J. 

8907190027 

50-224 

Q 

NALEZNY.C.L 

8906120034* 

50-443 

P 

ODOM.R.M. 

8907200370 

50-424 

s 

PATEL.C.P. 

8907250112 

50-295 

P 

NANDY.F.R. 

8906290267 

50-206 

P 

OLIVEIRA, W. 

8907140181* 

50-317 

Q 

PATELC.P. 

8907250115* 

50-295 

P 

NANDY.F.R. 

8907050133 

50-206 

P 

OLIVERI.M.A. 

8907180114* 

50-286 

Q 

PATEL.R.B. 

8907120070* 

50-443 

Q 

NANDY.F.R. 

8907050142 

50-206 

Q 

OLSEN,A.F. 

8906300173 

70-27 


PATEL.S.C. 

8907070237* 

50-440 

P 

NANDY.F.R. 

8907050222 

50-206 

S 

OLSEN.A.F. 

8907170214 

70-27 


PATRICK, W. 

8907050522* 

WASTE MGT 

NANDY.F.R. 

8907060188 

50-206 

P 

OLSEN.A.F. 

8907170278 

70-27 


PATRICK, W. 

8907050528* 

WASTE MGT 

NANDY.F.R. 

8907100117 

50-361 

S 

OLSEN,A.F. 

8907240380 

70-27 


PATRICK.W.C. 

8906220301* 

WASTE MGT 

NANDY.F.R. 

8907140092 

50-206 

P 

OLSEN.T.T. 

8907060018* 

40-8857 


PATRICK, W.C. 

8907050503 

WASTE MGT 

NANDY.F.R. 

8907170117 

50-206 

P 

OLSEN.W.T. 

8906280065* 

50-286 

Q 

PATRICK.W.C. 

8907050510 

WASTE MGT 

NANDY.F.R. 

8907170177 

PR 


OLSHAN,L.N. 

8906280078 

50-454 

P 

PATRICK.W.C. 

8907060065* 

WASTE MGT 

NANDY.F.R. 

8907180318 

50-361 

P 

OLSHAN,L.N. 

8907240173 

50-454 

P 

PATRICK.W.C. 

8907110261 

WASTE MGT 

NANDY.F.R. 

8907180416 

50-206 

R 

OLSHAN,LN. 

8907240196 

50-454 

Q 

PATRICK.W.C. 

8907250296 

WASTE MGT 

NANDY.F.R. 

8907250210 

50-362 

P 

ONESTI.S.J. 

8907050387* 

PR 


PATTERSON.C.A. 

8906280135* 

50-424 

Q 

NANDY.F.R. 

8907260017 

50-206 

R 

ORD£RS,W.T. 

8907070215* 

50-413 

Q 

PATTERSON.J. 

8906290482* 

50-341 

Q 

NANDY.F.R. 

8907260066 

50-361 

S 

ORDERS,W.T. 

8907100235* 

50-413 

Q 

PATTERSON.J. 

8907180274* 

50-461 

Q 

NANDY.F.R. 

8907260314 

50-361 

R 

ORSER.W.S. 

8906290177 

50-341 

Q 

PATTERSON.T.J. 

8907120278* 

50-289 

Q 

NAPUDA.G. 

8907140319* 

50-286 

Q 

ORSER.W.S. 

8906290404 

50-341 

Q 

PATTieON.R.S. 

8907050038 

40-8084 


NARAINE.N. 

8906300097* 

ORG 


ORSER.W.S. 

8906300249 

50-341 

P 

PATTISON.R.S. 

8907070304 

40-8084 


NARDI.A.J. 

8907130065 

70-1151 


ORSER.W.S. 

8907120265 

50-341 

S 

PATTISON.R.S. 

8907100143 

40-8084 


NARDONE.P. 

8907190073 

50-443 

R 

ORSER.W.S. 

8907120349 

50-341 

S 

PATTISON.R.S. 

8907100203 

40-8084 


NAYLOR.T. 

8907070135 

XPORTLIC 


ORSER.W.S. 

8907140287 

50-341 

P 

PAUL.R.A. 

8907050268* 

50-373 

Q 

NEIGHBORS.J.D. 

8906280274 

50-247 

P 

ORSER.W.S. 

8907200229 

50-341 

P 

PAUL.R.A. 

8907050356* 

50-16 

Q 

NEiGHBORS.J.D. 

8907030241 

50-286 

P 

ORSER.W.S. 

8907260275 

50-341 

R 

PAULSON.W.A. 

8907050145 

50-458 

P 

NEIGHBORS.J.D. 

8907120312 

50-286 

P 

ORTICELLE.A. 

8907200313 

50-311 

R 

PAULSON, W.A. 

8907070217 

50-458 

P 

NE SLEP J.H 

,8907030284* 

50-254 

Q 

OSBORN.T.G. 

8907060097 

40-8904 


PAULSON.W.A. 

8907070260 

50-458 

0 

NE SLER.J.H. 

8907190292* 

50-255 

Q 

OSBORN.T.Q. 

8907100002 

40-8904 


PAULSON, W.A. 

8907130192 

50-458 

P 

NE.SON.D.. 

8907250313* 

50-324 

Q 

OSBORNE.M.F. 

8907250320 

NUREG 


PAULSON.W.A. 

8907170385 

50-458 

P 

NELSON.G.W. 

8907120020 

50-113 

V 

OSTER.J. 

8906290064 

50-10 

J 

PAUSTIAN.H.H. 

8907180512 

50-263 

R 

NELSON.G.W. 

8907260008 

50-113 

P 

OUYANG.S. 

8907280316 

NUREG 


PEABODY.W. 

8906290049* 

50-312 

P 

NELSON.J.H. 

8907050336 

WASTE MGT 

OVERSTREET.J.D. 

8907110054* 

50-254 

F 

PEACH.J.D. 

8907120088* 

COMMISSION 

NELSON.R.M. 

8907250045 

50-344 

P 

OWEN.T.B. 

8907050486 

50-414 

S 

PEEBLES,T.A. 

8906280144 

50-338 

V 

NELSON.U.S, 

8907050055 

PR 


OWEN.T.B. 

8907120353 

50-413 

S 

PEEBLES,T.A. 

8907070044 

50-369 

Q 

NERON.G. 

8907180506 

50-336 

R 

OWEN.T.B. 

8907140009 

50-414 

S 

PEEBLES,T.A. 

8907180094 

50-400 

V 

NERSES.V. 

8906290160 

50-443 

P 

OWEN.T.B. 

8907140199 

50-414 

S 

PEEBLES.T.A. 

8907180247 

50-302 

Q 

NEWBURGH, G. 

8907180514 

50-245 

R 

OWEN.T.B. 

8907180229 

50-413 

S 

PEEBLES,T.A. 

8907180250* 

50-302 

Q 

NEWTON, T.H. 

8907070309 

50-134 

P 

PALM.M.L. 

8907050138* 

40-6659 


PEEBLES.T.A. 

8907250203 

50-413 

V 

NICHOLAS.J.B. 

8907070127* 

50-285 

Q 

PALOCHAK.G. 

8907140114 

40-8584 


PEEBLES.T.A. 

8907260152 

50-321 

V 

NICHOLS.R.D. 

8907070348* 

CONTRACT 


PANGBURN.G.C. 

8907180292* 

40-3453 


PEEBLES,T.A. 

8907260160 

50-321 

V 

NICHOLSON, F. 

8907030163 

PR 


PANGBURN.G.C. 

8907180365* 

40-3453 


PELCHAT.J. 

8907200223 

I8E 


NICHOLSON.LE. 

8907120136* 

50-280 

Q 

PAOLILLO,J. 

8907260042 

50-443 

T 

PELIZZA.M.S. 

8907100159 

40-8968 


NIEMEYER.E. 

8907050062 

CONTRACT 


PAOLILLO.J. 

8907260042 

50-443 

T 

PELIZZA.M.S. 

8907100324 

40-8968 


NIEMEYER.E. 

8907050067* 

CONTRACT 


PAPANIC.G. 

8906290458 

50-29 

P 

PELKE.P. 

8907210178 

60-461 

S 

NIEMEYER.E. 

8907190250 

CONTRACT 


PAQUIN.P.L. 

8907070098 

PROJ 


PELLET.J.L. 

8906290149* 

50-267 

V 

NIEMEYER.E. 

8907190254* 

CONTRACT 


PAQUIN.P.L 

8907130307 

71-9204 


PELLET. J.L 

8907190168* 

50-313 

V 

NIEVES.D. 

8907050013 

FOIA 


PARAMORE.G.M. 

8907240252* 

50-10 

R 

PELLET.J.L. 

8907190257* 

50-382 

V 

NIMITZ.R.L 

8906280087* 

50-387 

Q 

PARHAM.J. 

8907050022 

PR 


PELLETIER, J.P. 

8907050428 

50-271 

Q 

NIR.I. 

8907240063* 

50-416 

P 

PARILLO.J.J. 

8907050291 * 

50-336 

P 

PELLETIER.J.P. 

8907110202 

50-271 

Q 

NOLAN.D.J. 

8907110092 

PROJ 


PARKER.T.M. 

8906290179 

50-263 

P 

PELLISERO.T.W. 

8906280175* 

50-275 

Q 

NOONAN, T.P. 

8906300033 

50-412 

S 

PARKER.T.M. 

8907050372 

50-263 

H 

PENDERGAST.J. 

8907120349 

50-341 

S 

NOONAN, T.P. 

8906300044 

50-412 

S 

PARKER.T.M. 

8907050374 

50-306 

S 

PENNELL.W.E. 

8907060267 

NUREG 


NOONAN,T.P. 

8907250095 

50-412 

s 

PARKER.T.M. 

8907050388 

50-282 

S 

PENNINGTON.W.S. 

8906300256* 

40-7580 


NOONAN,T.P. 

8907280083 

50-412 

S 

PARKER.T.M. 

8907070243 

50-263 

P 

PENNINGTON.W.S. 

8907180193* 

40-8027 


NOONAN,T.P. 

8907280108 

50-412 

S 

PARKER.T.M. 

8907120013 

50-263 

H 

PERATA.D. 

8907240442 

PR 


NOONAN,V.S. 

8907270093* 

50-445 

A 

PARKER.T.M. 

8907120087 

50-263 

S 

PERRY.J.S. 

8907050044 

50-461 

P 

NORBERG.J. 

8907050283* 

ORG 


PARKER.T.M. 

8907170112 

50-282 

P 

PERSINKO.D. 

8907200074 

PROJ 


NORDERHAUG,LR. 

8907120096* 

50-206 

F 

PARKER.T.M. 

8907170233 

50-263 

S 

PETERS.S.W. 

8907070120 

NUREG 


NORDERHAUG.LR. 

8907120124* 

50-206 

F 

PARKER.T.M. 

8907170354 

50-263 

P 

PETERSEN.K.M. 

8907070107 

NUREG 


NORELIUS.C.E. 

8907050379 

50-440 

Q 

PARKER.T.M. 

8907180124 

50-263 

Q 

PETERSON, C.H. 

8907200246 

WASTE RES 

NORELIUS.C.E. 

8907050381 * 

50-440 

Q 

PARKER.T.M. 

8907180512 

50-263 

R 

PETERSON, J. 

8907050297* 

40-8943 


NORELIUS.C.E. 

8907110402 

50-454 

F 

PARKER.T.M. 

8907190045 

50-282 

R 

PETERSON.J, 

8907110132 

PR 


NORELIUS.C.E. 

8907120058 

50-263 

Q 

PARKER.T.M. 

8907210199 

50-263 

P 

PETERSON.M.R. 

8906210030 

XPORTLIC 


NORELIUS.C.E. 

8907120273 

50-315 

F 

PARKER.T.M. 

8907210360 

50-263 

P 

PETERSON.M.R. 

890628001 1 

XPORTLIC 


NORELIUS.C.E. 

8907240015 

50-295 

P 

PARKER.T.M. 

8907210368 

50-282 

S 

PETERSON.M.R. 

8907070097 

XPORTLIC 


NORRIS.F.S. 

8907130131 

FOIA 


PARKER.T.M. 

8907240223 

50-263 

S 

PETERSON.M.R. 

8907070117 

XPORTLIC 


NORRIS.J.A. 

8906300235 

50-335 

P 

PARKER.T.M. 

8907260021 

50-263 

S 

PETERSON.M.R. 

8907070245 

XPORTLIC 


NORRIS.J.A. 

8907050173 

50-335 

F 

PARKHILL.R.W. 

8907030104* 

50-339 

Q 

PETERSON.M.R. 

8907100152 

ORG 


NORRIS.J.A. 

8907140240 

50-335 

P 

PARLER.W.C. 

8807120295 

SECY 


PETERSON.M.R. 

8907100169 

XPORTLIC 


NORRIS.J.A. 

8907180311 

50-335 

P 

PARLER.W.C. 

8905010039 

SECY 


PETERSON.M.R. 

8907110005 

XPORTLIC 


NORRIS.T. 

8906260116* 

50-498 

P 

PARLER.W.C. 

8907120177 

10CFR 


PETERSON.M.R. 

8907110045 

XPORTLIC 


NORRIS.T. 

8906260126* 

50-498 

P 

PARRISH.M. 

8907050299* 

50-254 

V 

PETERSON.M.R. 

8907110055 

XPORTLIC 


NORTH.H.S. 

8907240501 * 

50-243 

Q 

PARTLOW.J.G. 

8906290082 

50-3 

P 

PETERSON.M.R. 

8907110074 

XPORTLIC 


NORTON.B. 

8907200149 

50-275 

G 

PARTLOW.J.G. 

8906300178 

50-3 

P 

PETERSON.M.R. 

8907240412 

XPORTLIC 


NOVAK.T.M. 

8904200321 * 

REVIEW GR P 

PARTLOW.J.G. 

8907060026 

50-3 

V 

PETERSON.M.R. 

8907240430 

TOPREP 


NULSEN.C.K. 

8907070051 * 

FOIA 


PARTLOW.J.G. 

8907120142 

ORG 


PETERSON.M.R. 

8907240472 

XPORTLIC 


NULSEN.C.K. 

8907070057* 

FOIA 


PARTLOW.J.G. 

8907170302 

ORG 


PETERSON.M.R. 

8907240491 

XPORTLIC 


NYKIND,J.W. 

8907130110 

50-295 

F 

PASCIAK.W. 

8906280087* 

50-387 

Q 

PETERSON.M.R. 

8907240505 

XPORTLIC 
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detERSON.V.R 

8907250051 

XPORTLIC 


PRESTHQLT.P.T. 

8907130354 

WASTE MGT 

RAY.M.J. 

8907170453 

50-390 

S 

FETl-PSON.M r 

8907250063 

XPORTLIC 


PRESTHOLT.P.T. 

8907130358 

WASTE MGT 

RAY.M.J. 

8907180128 

PR 


FETE-SCAi.M R. 

8907250074 

XPORTLIC 


PRESTHQLT.P.T. 

8907180097 

WASTE MGT 

RAY.M.J. 

8907180136 

50-438 

R 

PcrERSON.M.R 

8907250078 

MtSC 


PRESTHOLT.P.T. 

8907190365 

WASTE MGT 

RAY.M.J. 

8907180207 

50-259 

P 

PETERSON, M.R. 

8907250080 

XPORTLIC 


PRESTHOLT.P.T. 

8907190389 

WASTE MGT 

RAY.M.J. 

8907180242 

50-390 

A 

PETERSON, M.R. 

8907250302 

XPORTLIC 


PRESTHOLT.P.T. 

8907210351 

WASTE MGT 

RAY.M.J. 

8907180281 

50-259 

P 

PETERSON,M.R. 

8907260090 

XPORTLIC 


PRESTHOLT.P.T. 

8907240439 

WASTE MGT 

RAY.M.J. 

8907190015 

50-259 

R 

PETERSON,M.R. 

8907260101 

XPORTLIC 


PRESTON.B.A. 

8907120110 

50-272 

P 

RAY.M.J. 

8907190036 

50-327 

R 

PETERSON.M.R. 

8907260113 

XPORTLIC 


PREUSSE.M.J. 

8907170175 

WASTE 

MGT 

RAY.M.J. 

8907190067 

50-327 

F 

PETERSON,M.R. 

890726031 1 

XPORTLIC 


PREVATTE.R.L 

8906280262* 

50-395 

Q 

RAY.M.J. 

8907200127 

50-259 

F 

PETROSKY.J.A. 

8907060160 

50-423 

S 

PREVATTE.R.L 

8907250239* 

50-395 

Q 

RAY.M.J. 

8907250163 

50-259 

P 

PETROSKY,J.A. 

8907180038 

50-423 

S 

PRINS.R.M. 

8907110178 

PR 


RAY.M.J. 

8907250169 

• 50-259 

P 

PETTENGILL.H.J. 

8907280341 * 

FOIA 


PROBST.J.R. 

8907190295 

50-331 

S 

RAY.M.J. 

8907250200 

50-390 

A 

PETTI, C. 

8907030140 

PR 


PROFFITT.J.W. 

8907190039 

50-327 

S 

RAY.M.J. 

8907250202 

50-390 

S 

PETTIS,R.L 

8907190380* 

QA999 


PUCKO.T.G. 

8907140306 

50-443 

S 

RAY.M.J. 

8907250205 

50-390 

A 

PFAFF.S.J. 

8907050131 

40-6659 


PUGH.C.E. 

8907060267 

NUREG 


RAY.M.J. 

8907260270 

70-2910 


PFLAMITZER.P. 

8907050225 

PR 


PULLANI.S.V. 

8907140102* 

50-333 

Q 

RAY.M.L. 

8907030170 

50-259 

P 

PHILIPS, J. 

8907050017 

FOIA 


PULSIFER.R. 

8907140090 

50-155 

P 

RAY.M.L 

8907060090 

50-327 

P 

PHILIPS.J. 

8907050027 

50-267 

P 

QUENNOZ.S.M, 

8907200248 

50-346 

R 

RAY.M.L 

8907060200 

70-1166 


PH1UPS,J. 

8907070017 

FOIA 


QUERIO.R.E. 

8906290105 

50-456 

S 

RAY.M.L. 

8907060201* 

70-1166 


PHILIPS.J. 

8907100303 

FOIA 


QUERIO.R.E. 

8906290406 

50-457 

S 

RAY.M.L 

8907130115 

50-328 

Q 

PHILIPS,J. 

8907100314 

FOIA 


QUILLIN.R.M. 

8907110142 

PR 


RAY.M.L. 

8907140141 

50-390 

S 

PH!LIPS,J. 

8907120011 

50-206 

Q 

QUINN.GJ. 

8907070282 

71-9218 


RAY.M.L. 

8907140244 

50-260 

Q 

PHILIPS.J. 

8907130126 

FOIA 


QUINN, G.J. 

8907070349 

71-9218 


READ.J.W. 

8906260040* 

50-498 

P 

PHtLIPS.J. 

8907130218 

FOIA 


QUINN.V. 

8907050220 

PR 


REAVEAU.B.K. 

8907050038 

40-8084 


PHILIPS.J.D. 

8907180078 

PR 


RACSTER.C.E. 

8907250081 * 

MISC 


REAVEAU.B.K. 

8907140190 

40-8084 


PHILLIPS, H.S. 

8907180300* 

50-445 

Q 

RACSTER.C.E. 

8907250082* 

MISC 


REAVIS.E. 

8907170488 

PR 


PHILLIPS, M.P. 

8907120223* 

50-282 

Q 

RADECKI.K.J. 

8907030009 

PR 


REBELOWSKI.T. 

8907140181* 

50-317 

Q 

PHILLIPS.M.P. 

8907120384* 

50-346 

Q 

RADER, R.M. 

8907030120 

50-352 

G 

REBLES.T. 

8906290270* 

CONTRACT 


PHILLIS.M.T. 

8907270022 

FOIA 


RADER, R.M. 

8907200101 

50-352 

G 

REED.C. 

8907120009 

PR 


PICK,G.A. 

8907070069* 

50-298 

Q 

RADER.R.M. 

8907200101 

50-352 

G 

REED.T.A. 

8907180214 

50-321 

P 

PICKETT.O.V. 

8907120173 

50-402 

P 

RADER.R.M. 

8907200105 

50-352 

G 

REEVES, D.L 

8906290445 

50-298 

S 

PICKETT, D.V. 

8907130175 

50-482 

Q 

RAHMAN.A. 

8907120001 

PR 


REEVES, D.L 

8907060196 

50-298 

S 

PICKETT.O.V. 

8907130217 

50-482 

E 

RANDALL.R.G. 

8906300046 

50-220 

S 

REEVES, D.L. 

8907110436 

50-298 

S 

PICKEH.D.V. 

8907260239 

50-482 

P 

RANGE.D.M. 

8907070071 

40-8064 


REEVES.E.A. 

8907030199 

50-348 

p 

PIERSON.N. 

8907030117 

PR 


RANKIN.W. 

8907210089* 

50-424 

Q 

REEVES.E.A. 

8907190004 

50-348 

M 

PIRTLE.G.L. 

8906290496* 

50-461 

Q 

RANKIN, W.H. 

8906280107* 

50-413 

Q 

REID.D.A. 

8907070093 

50-271 

P 

PIRTLE.G.L. 

8907210220* 

50-341 

Q 

RANKIN, W.H. 

8906280278* 

50-413 

Q 

REID.J. 

8907120360 

50-237 

S 

PIRTLE.G.L. 

8907240354* 

50-483 

Q 

RANKIN.W.H. 

8907070029* 

50-400 

Q 

REID.J. 

8907240252* 

50-10 

R 

PITTERLE.T.A. 

8907100057* 

50-327 

Q 

RANKIN.W.H. 

8907120366* 

70-1113 


REIDINGER.T. 

8907240041* 

50-282 

V 

PLENIEWICZ.R. 

8906280060 

50-454 

S 

RANKIN.W.H. 

8907130024* 

50-335 

Q 

REIFMAN.M. 

8907050049 

PR 


PLENIEWICZ.R, 

8907180420 

50-454 

R 

RANKIN.W.H. 

8907130031* 

50-324 

Q 

REIS.E.J. 

8907030072 

50-443 

G 

PLOSKI.T. 

8906290282* 

50-282 

Q 

RANKIN.W.H. 

8907200334* 

50-395 

Q 

REMICK.F.J. 

8901260086 

ACRS 


PLOSKI.T. 

8907180274* 

50-461 

Q 

RANKIN.W.H. 

8907260110* 

50-259 

Q 

REMICK.F.J. 

8902230226 

ACRS 


PODOLAK.E.M. 

8907070341* 

ORG 


RASIN.W.H. 

8907070083 

REVIEW GR P 

REMICK.F.J. 

8906210307 

ACRS 


POLICH.T. 

8907100308 

60-529 

S 

RASIN.W.H. 

8907170279 

REVIEW GR P 

REMICK.F.J. 

8907200380 

ACRS 


PCLICH.T. 

8907110189 

50-529 

S 

RASOR.S.E. 

8907240331 

50-461 

S 

REMICK.F.J. 

8907200385 

ACRS 


=>C..ICH,T. 

8907180410 

50-529 

S 

RATHBUN.D.K. 

8907250319 

WASTE MGT 

REMLEY.M.E. 

8907240280* 

70-25 


?0_LACK,M .. 

8906280045 

50-272 

S 

RATINDO.M. 

8907140060 

50-341 

F 

REMLEY.M.E. 

8907240296* 

70-25 


POLLACK, M.O. 

8906280052 

50-311 

S 

RATLIFF, S.A. 

8907190015 

50-259 

R 

REMLEY.M.E. 

8907240348* 

70-25 


POLUCK.M.J. 

8907120260 

50-272 

S 

RAY.H.B. 

8907120103* 

50-206 

F 

REMLEY.M.E. 

8907240357* 

70-25 


POLLACK, M.J, 

8907130178 

50-272 

S 

RAY.J.M. 

8907060074 

50-390 

Q 

REMLEY.M.E. 

8907240416* 

70-25 


POLLACK,M.J. 

8907140316 

50-272 

S 

RAY.M. 

8906300063 

50-390 

A 

REMLEY.M.E. 

8907240434* 

70-25 


POLLACK,M.J. 

8907170494 

50-272 

S 

RAY.M. 

8906300112 

50-390 

A 

REMLEY.M.E. 

8907240441* 

70-25 


POLLACK,M.J. 

8907180017 

50-311 

S 

RAY.M. 

8907070189 

50-259 

P 

REMLEY.M.E. 

8907240446* 

70-25 


POLUCK.M.J. 

8907210308 

50-272 

S 

RAY.M. 

8907100047 

50-327 

Q 

RENN.O. 

8907030144 

50-443 

T 

POLLACK,M.J. 

8907210376 

50-272 

S 

RAY.M. 

8907190326 

50-327 

Q 

RENN.O. 

8907030144 

50-443 

T 

POOL,M.L. 

8907190404 

PR 


RAY.M.J. 

8906280075 

50-260 

P 

RENTSCHLER.R.R. 

8907070037* 

FOIA 


POPE.T.C. 

8907190145* 

50-302 

1 

RAY.M.J. 

8906280099 

50-259 

P 

RENTSCHLER.R.R. 

8907070042* 

FOIA 


PORTER, D.K. 

8907180489 

50-266 

P 

RAY,M.J. 

8906290041 

50-259 

F 

REYES.L.A. 

8906280222 

50-261 

Q 

PORTER.K.F. 

8907200389 

50-528 

R 

RAY.M.J. 

8906290283 

50-438 

A 

REYES, L.A. 

8906290191 

50-250 

Q 

PORTER.K.F. 

8907210100* 

50-529 

R 

RAY.M.J. 

8906300126 

50-259 

P 

REYES.L.A. 

8907070169 

50-348 

Q 

POSLUSNY.C. 

8906300036 

50-313 

P 

RAY.M.J. 

8906300198 

50-390 

A 

REYES.L.A. 

8907070171* 

50-348 

Q 

POSLUSNY,C. 

8907050159 

50-368 

P 

RAY.M.J. 

8906300201 

50-259 

P 

REYES.L.A. 

8907100029 

50-261 

Q 

POSLUSNY.C. 

8907050178 

50-368 

P 

RAY.M.J. 

8906300223 

50-390 

A 

REYES.LA. 

8907100032* 

50-261 

Q 

POSLUSNY.C. 

8907050334 

50-313 

P 

RAY.M.J. 

8906300225 

50-390 

A 

REYES.LA. 

8907120123 

50-280 

Q 

POSLUSNY.C. 

8907130322 

50-313 

P 

RAY.M.J. 

8906300231 

50-390 

A 

REYES.LA. 

8907120294 

50-250 

Q 

POSLUSNY.C, 

8907190344 

50-368 

P 

RAY.M.J. 

8906300243 

50-259 

Q 

REYES.LA. 

8907120299* 

50-250 

Q 

POTAPOVS, U. 

8907130117* 

QA999 


RAY.M.J. 

8907050247 

50-390 

A 

REYES.LA. 

8907170477 

50-338 

Q 

POTAPOVS.U. 

8907130121* 

QA999 


RAY.M.J. 

8907050260 

50-390 

A 

REYES.LA. 

8907170479’ 

50-338 

Q 

POTTER, J.P, 

8906280115* 

50-400 

Q 

RAY.M.J. 

8907050353 

50-390 

A 

REYES.L.A. 

8907180133 

50-302 

P 

POTTER.J.P. 

8907100153* 

50-302 

Q 

RAY.M.J. 

8907050363 

50-390 

A 

REYES.LA. 

8907180380 

50-261 

Q 

POTTER, J.P. 

8907120170* 

50-424 

Q 

RAY.M.J. 

8907060080 

50-390 

A 

REYES.LA. 

8907180381’ 

50-261 

Q 

POTTER.J.P. 

8907180139* 

50-338 

Q 

RAY.M.J. 

8907060088 

50-259 

P 

REYES.LA. 

8907210159 

50-400 

Q 

POTTER.J.P. 

8907250143* 

50-269 

Q 

RAY.M.J. 

8907100257 

50-260 

P 

REYES.LA. 

8907250306 

50-324 

Q 

POULK.R.M. 

8907200378 

50-324 

S 

RAY.M.J. 

8907110078 

50-390 

A 

REYES.LA. 

8907260046 

50-369 

Q 

POWERS.C.C. 

0906300101 

50-397 

S 

RAY,M.J. 

8907110291 

50-259 

Q 

REYES.R. 

8907050034 

PR 


POWERS, C.M. 

8907100048 

50-397 

$ 

RAY.M.J. 

8907110358 

50-328 

Q 

REYNOLDS, C.T. 

8907250164 

XPORTLIC 


POWERS.C.M. 

8907100051 

50-397 

S 

RAY.M.J. 

8907110421 

50-390 

A 

REYNOLDS, N.S. 

8907200208 

50-460 

G 

POWERS, C.M. 

8907100288 

50-397 

S 

RAY,M.J. 

8907120010 

50-259 

F 

REYNOLDS.N.S. 

8907200208 

50-460 

G 

POWERS, C.M. 

8907190022 

50-397 

R 

RAY.M.J. 

8907120014 

50-390 

S 

REYNOLDS.N.S, 

8907260038 

50-348 

G 

rOWERS.C.Mi 

8907190359 

50-397 

S 

RAY.M.J. 

8907120083 

50-260 

P 

REYNOLDS.N.S. 

8907260038 

50-348 

G 

POWERS.C.M. 

8907240014 

50-397 

S 

RAY.M.J. 

8907120172 

50-259 

Q 

REYNOLDS.N.S. 

8907260049 

50-348 

G 

POWERS.C.M. 

8907280223 

50-397 

S 

RAY.M.J. 

8907130337 

50-390 

S 

REYNOLDS.N.S. 

8907260049 

50-348 

G 

PRELL)J« 

8907200247* 

50-309 

Q 

RAY.M.J. 

8907130341 

60-327 

P 

REYNOLDS.S.A. 

8907110356 

50-312 

Q 

PRENDERGAST.K. 

8d07070092* 

50-528 

Q 

RAY,M.J. 

8907130357 

50-327 

Q 

REYNOLDS.S.A. 

8907240089 

50-312 

P 

rncSTHOLT.P.T. 

QQCrO*T'Ui/%i 

8907050482 

WASTE MGT 

RAY,M.J. 

8907140269 

50-259 

P 

REYNOLDS.S.A. 

8907240112 

50-312 

P 

rncbTHOLT.P.T. 

8907130324 

WASTE MGT 

RAY,M.J. 

8907170450 

50-259 

F 

REYNOLDS.S.A. 

8907270070 

50-312 

P 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 



RHODES, F.T. 

8907260037 

50-482 

F 

RHODES.F.T. 

8907260167 

50-482 

F 

RICH,C. 

8907030026 

50-335 

G 

RICHARDS.S 

8907070219 

50-528 

F 

RICHARDS.S 

8907110189 

50-529 

c 

RICHARDS.S. 

8906280105 

50-312 

c 

RICHARDS.S. 

8906290403 

50-312 

c 

RICHARDS.S. 

8907070087* 

50-397 

C 

RICHARDS.S. 

8907100317 

50-312 

c 

RICHARDS.S. 

8907180410 

50-529 

s 

RICHARDS, S.A. 

8906300211* 

50-397 

c 

RICHARDS.S.A. 

8907210014* 

50-528 

c 

RICHEY.R.B. 

8907050130 

50-400 

c 

RICHEY.R.B. 

8907050440 

50-400 

c 

RICHEY.R.B. 

8907180503 

50-400 

F 

RICHEY.R.B. 

8907250137 

50-400 

c 

RICHEY.R.B. 

8907260193 

50-400 

F 

RICHTER, M.H. 

8907030094 

PR 


RICHTER.M.H. 

8907050197 

PR 


RICHTER.M.H. 

8907050298 

50-454 

C 

RICHTER.M.H. 

8907050311 

50-295 

c 

RICHTER.M.H. 

8907070095 

50-373 

F 

RICHTER.M.H. 

8907110429 

50-237 

C 

RICHTER.M.H. 

8907200365 

50-237 

c 

RICHTER.M.H. 

8907200381 

50-237 

F 

RICHTER.M.H. 

8907260317 

50-237 

F 

RIGGS, E.J. 

8907070331* 

40-8681 


RILEY, A. 

8907180473* 

CONTRACT 

RING.M. 

8907060033 

50-461 

S 

RING.M.A. 

8906290033* 

50-440 

Q 

RING.M.A. 

8907180184* 

50-341 

Q 

RITTENBERG.R.B. 

8907180413 

27-48 


RIZVI.R.S. 

8907170076 

QA999 


RIZVI.S.H. 

8906290032 

QA999 


ROBERTS, H.R. 

8907060191 

40-8982 


ROBERTS, J.P. 

8907060211 

PROJ 


ROBERTS.J.P. 

8907120108 

PROJ 


ROBERTS, J.P. 

8907130345 

MISC 


ROBERTS.J.P. 

8907140252 

PROJ 


ROBERTS.J.P. 

8907200064 

50-280 

Y 

ROBERTS.J.P. 

8907200217 

70-1308 


ROBERTS.J.P. 

8907260248 

50-280 

Y 

robertson.j.p. 

8907070047* 

FOIA 


ROBEY, R.A. 

8907180209 

50-254 

R 

ROBEY, R.A. 

8907190012 

50-254 

R 

RCE'CHALD J.D 

8907050393* 

50-271 

P 

RC.E NSC.N.C.- 

8906300083* 

70-1068 


ROBINSON, C.H. 

8907260244* 

40-8027 


ROBINSON.W.R. 

8907170420 

50-483 

S 

ROBINSON.W.R. 

8907280187 

50-483 

s 

ROCHE, M.B. 

8907030244 

50-320 

p 

ROCHE.M.B. 

8907070174 

50-320 

p 

ROCHE.M.B. 

8907070177* 

50-320 

p 

ROCHE.M.B. 

8907120155 

50-320 

p 

ROCHE.M.B. 

8907120157* 

50-320 

p 

ROCHE.M.B. 

8907120175 

50-320 

p 

ROCHE.M.B. 

8907180202 

50-320 

p 

ROCHE.M.B. 

8907180208’ 

50-320 

p 

RODEHAl.L.'^.J. 

8907050146* 

CONTRACT 


.RODGERS, .R.C. 

8906280204 

50-213 

F 

ROE,J.W. 

8907310351 

ORG 


ROGERS, A. 

8907060277* 

50-528 

P 

ROGERS, D.W. 

8907190019 

50-255 

F 

ROGGE, J.E. 

8906280135* 

50-424 

Q 

ROGGE, J.F. 

8907100246* 

50-424 

Q 

ROLES.G.W. 

8907170199 

WASTE MGT 

ROLLER, A.N. 

8812210343* 

50-344 

P 

ROLLER, A.N. 

8907070076* 

50-344 

P 

ROMANO, F.R. 

8907060125 

50-352 

F 

ROOD.H. 

8906280254 

50-275 

P 

ROOD.H. 

8907180190 

50-275 

P 

ROOD.H. 

8907180298 

50-275 

P 

ROOD.H. 

8907180350* 

50-275 

P 

ROONEY.V.L 

8907260206 

50-295 

Q 


onec u rv 


ROSSI.C.E. 

8907170154 

TOPREP 


SALESKA.S. 

ROSSIN.A.D. 

8907260262* 

50-312 

P 

SALOMON.S.N. 

ROTH.J. 

8907100216* 

70-1100 


SALOMON.S.N. 

ROTH.J. 

8907180032* 

70-1100 


SALTZMAN.D. 

ROUGHAN.C.M. 

8907260047 

71-9029 


SALTZMAN.J.D. 

ROUMELIOTIS.G. 

8906300203 

50-373 

S 

SALUJA.J. 

ROUSE.L.C. 

8906280012 

70-371 


SALYARDS.L.E. 

ROUSE.LC. 

8906280013* 

70-371 


SALYARDS.L.E. 

ROUSE.LC. 

8906280014* 

70-371 


SAMOLINSKI.S. 

ROUSE.LC. 

8906280027 

70-143 


SAMOLINSKI.S.J. 

ROUSE.LC. 

8906280048* 

70-143 


SAMPELS.M.D. 

ROUSE.L.C. 

8906280057* 

70-143 


SAMPELS.M.D. 

ROUSE.LC. 

8906290419 

70-27 


SAMPELS.M.D. 

ROUSE.LC. 

8906290424* 

70-27 


SAMPSON, H.H. 

ROUSE.L.C. 

8906290432* 

70-3057 


SAMPSON,H.H. 

ROUSE.L.C. 

8906290440* 

70-27 


SAMPSON,H.H. 

ROUSE.L.C. 

8906290461 

70-398 


SAMPSON.H.H. 

ROUSE.LC. 

8906290464* 

70-398 


SAMPSON,H.H. 

ROUSE.LC. 

8906300062 

70-1068 


SAMPSON,H.H. 

ROUSE.LC. 

8906300078* 

70-1068 


SAMPSON.H.H. 

ROUSE.L.C. 

8906300251 

40-7580 


SAMPSON.P. 

ROUSE.L.C. 

8906300258* 

40-7580 


SAMWORTH.R.B. 

ROUSE.L.C. 

8907130162 

70-25 


SAMWORTH.R.B. 

ROUSE.LC. 

8907130165* 

70-25 


SAMWORTH.R.B. 

ROUSE.LC. 

8907130167* 

70-25 


SANACORE.R. 

ROUSE.LC. 

8907130244 

40-3392 


SANCHEZ.C.E. 

ROUSE.LC. 

8907130379 

40-2061 


SANDQUIST.G.M. 

ROUSE.LC. 

8907130380 

40-2061 


SANDS.S.P. 

ROUSE.LC. 

8907140291 

MISC 


SANDS.S.P. 

ROUSE.LC. 

8907170061 

70-27 


SANGUINETTI.J. 

ROUSE.LC. 

8907170066* 

70-27 


SAPORITO.T.J. 

ROUSE.LC. 

8907180182 

40-8027 


SARBANES.P.S. 

ROUSE.L.C. 

8907180187* 

40-8027 


SARSOUR.B. 

ROUSE.LC. 

8907180197* 

40-8027 


SARTOR.W.M. 

ROUSE.L.C. 

8907200006* 

70-27 


SARTOR.W.M. 

ROUSE.LC. 

8907200094* 

40-2061 


SCACE.S.E. 

ROUSE.LC. 

8907240298 

40-2061 


SCACE.S.E. 

ROUSE.LC. 

8907250161 

50-261 

Y 

SCACE.S.E. 

ROUSE.LC. 

8907250162* 

50-261 

Y 

SCACE.S.E. 

ROUSE.LC. 

8907250166* 

50-261 

Y 

SCACE.S.E. 

ROUSE.L.C. 

8907250168* 

50-261 

Y 

SCACE.S.E. 

ROUSE.LC. 

8907260122 

40-6563 


SCACE.S.E. 

ROUSE.LC. 

8907260125* 

40-6563 


SCACE.S.E. 

ROUSE.LC. 

8907260129* 

40-6563 


SCACE.S.E. 

ROUSE.LC. 

8907260240 

40-8027 


SCACE.S.E. 

ROUSE.L.C. 

8907260242* 

40-8027 


SCACE.S.E. 

ROUSE.LC. 

8907260246* 

40-8027 


SCACE.S.E. 

ROUSSO.S. 

8907180159 

PR 


SCACE.S.E. 

ROUSSO.S. 

8907270316 

PR 


SCACE.S.E. 

ROWE.W. 

8907050026 

40-8903 


SCACE.S.E. 

ROYACK.M.J. 

8906290430* 

50-288 

V 

SCACE.S.E. 

RUBY.L. 

8907210245 

50-288 

V 

SCACE.S.E. 

RUGER.C.J. 

8907100258 

NUREG 


SCACE.S.E. 

RUISTEAD 

8907030146 

PR 


SCACE.S.E. 

RUITER.G.H. 

8907140043 

50-305 

R 

SCACE.S.E. 

RULAND.W.H. 

8907250313* 

50-324 

Q 

SCACE.S.E. 

RUNYAN, M.F. 

8907240393* 

50-445 

Q 

SCACE.S.E. 

RUSANOWSKY.P.P. 

8906280073 

50-387 

S 

SCACE.S.E. 

RUSSELL. A. 

8907100119 

WASTE MGT 

SCACE.S.E. 

RUSSELLC.M. 

8907110160 

PR 


SCACE.S.E. 

RUSSELLJ. 

8907050108* 

50-206 

Q 

SCALES.C.G. 

RUSSELLJ. 

8907050506 

WASTE MGT 

SCALETTI.D.C. 

RUSSELLJ. 

8907050516 

WASTE MGT 

SCARANO,R.A. 

RUSSELLLB. 

8906290402 

50-317 

S 

SCARANO.R.A. 

RUSSELL, LB. 

8907130297 

50-317 

S 

SCARANO.R.A. 

RUSSELLLB. 

8907170423 

50-317 

S 

SCARANO.R.A. 

RUSSELLLB. 

8907190001 

50-317 

R 

SCHAEFER.D. 

RUSSELLLB. 

8907260039 

50-318 

S 

SCHAEFER, D. 

RUSSELLLB. 

8907260269 

50-318 

S 

SCHAUBERT.V.J. 

RUSSELL.W.T. 

8906300234 

50-443 

P 

SCHAUBERT.V.J. 

RUSSELL W.T. 

8907030076 

50-247 

Q 

SCHAUBERT,V.J. 

RUSSELL, W.T. 

8907060178 

50-443 

Q 

SCHAUBERT.V.J. 

RUSSELLW.T. 

8907070078 

50-293 

P 

SCHAUBERT.V.J. 

RUSSELLW.T. 

8907070183 

50-289 

Q 

SCHAUBERT.V.J. 

RUSSELL.W.T. 

8907100028 

50-352 

P 

SCHAUBERT.V.J. 

RUSSELLW.T. 

8907100172 

50-277 

P 

SCHAUBERT,V.J. 

RUSSELLW.T. 

8907100260 

50-219 

Q 

SCHAUBERT,V.J. 

RUSSELLW.T. 

8907200135 

50-317 

Q 

SCHAUBERT,V.J. 

RUSSELLW.T. 

8907200137* 

50-317 

Q 

SCHAUBERT,V.J. 

RUSSELLW.T. 

8907240379 

50-317 

Q 

SCHAUBERT,V.J. 

RUSSELLW.T. 

8907260132 

50-277 

P 

SCHAUBERT,V.J. 

RUTBERG.J. 

8907030053 

50-275 

G 

SCHAUBERT.V.J. 

RUTBERG.J. 

8907200021 

40-2061 


SCHAUBERT.V.J. 

RUTBERG.J. 

8907200046 

50-277 

Q 

SCHAUBERT,V.J. 

SAKENAS,C.A. 

8812160002 

REVIEW GR P 

SCHAUBERT.V.J. 

SAKENAS,C.A. 

8901100193 

REVIEW GR P 

SCHAUBERT,V.J. 

SAKENAS.C.A. 

8902280021 

REVIEW GR P 

SCHAUBERT.V.J. 

>AKENAS.C.A. 

8907140020 

REVIEW GR P 

SCHAUBERT.V.J. 


ACCESSION 

NUMBER 


8907050175 

8907240448 

8907240485* 

8906160183 

8907050341 

8907190273* 

8906290402 

8907130297 

8907180145 

8907110299 

8907030219 
8907030221 * 
8907030221 * 
8907030274 
8907060021 

8907060293 

8907070023 

8907140148 

8907140201 

8907170205 

8907200027 

8906290478 

8906300121 

8907130081 

8907050285* 

8907060050* 

8907110035 

8907240173 

8907250053 

8907190290* 

8907260052 

8906280277 

8907200369 

8907130031* 

8907260110* 

8907060155 

8907060155 

8907060160 

8907060160 

8907070196 

8907070196 

8907100037 

8907100037 

8907100267 

8907100267 

8907140037 

8907140312 

8907140312 

8907170088 

8907170088 

8907170103 

8907170103 

8907180506 

8907180506 

8907180514 

8907180514 

8907190349 

8907190349 

8907190352 

8907190352 

8907100298 

8907100212 

8907110027 

8907130013 

8907180438 

8907180451* 

8906290194 

8907120121* 

8907140297 

8907240270* 

8907240301* 

8907240306* 

8907240310* 

8907240315* 

8907240319* 

8907240321* 

8907240327* 

8907240329* 

8907240330* 

8907240334* 

8907240338* 

8907240454* 

8907240457* 

8907240459* 

8907240462* 

8907240466* 

8907240470* 

8907240475* 


SUBJECT 

CATEGORY 

PR 

REVIEW GR P 
REVIEW GR P 
PR 

WASTE MGT 

CONTRACT 
50-317 S 

50-317 S 

50-374 S 

50-373 S 

50-445 M 

50-445 M 

50-445 M 

40-299 
40-8681 

40-8681 

40-8681 

40-8681 

40-8681 

40-8681 

50-374 S 

50-397 P 

50-206 P 

50-397 P 

ORG 

40-8902 
50-72 F 

50-454 P 

50-456 P 

FOIA 

50-250 G 

50-317 U 

50-346 R 

50-324 Q 

50-259 Q 

50-423 R 

50-423 R 

50-423 S 

50-423 S 

50-245 S 

50-245 S 

50-245 S 

50-245 S 

50-245 S 

50-245 S 

50-423 R 

50-423 S 

50-423 S 

50-245 S 

50-245 S 

50-245 S 

50-245 S 

50-336 R 

50-336 R 

50-245 R 

50-245 R 

50-336 S 

50-336 S 

50-423 S 

50-423 S 

FOIA 

50-605 A 

50-344 F 

50-397 F 

50-27 Q 

50-27 Q 

50-344 S 

50-206 F 

70-25 
70-25 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
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SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

SCHAUBERT.V.J. 

8907240479* 

FOIA 


SHELTON.D.C. 

8907110146 

PR 


SIMENS.H.G. 

8907070015* 

50-228 

V 

SCHAUBERT.V.J. 

8907240483* 

FOIA 


SHELTON.D.C. 

8907110262 

50-346 

P 

SINCLAIR.R.N. 

8906290474* 

70-143 


SCHEPPS.K. 

8907030005 

PR 


SHELTON.D.C, 

8907110415 

50-346 

P 

SINGH.A. 

8907050195* 

50-313 

Q 

SCHERER.A.E. 

8907100003 

70-1100 


SHELTON.D.C. 

8907130292 

50-346 

P 

SINKULE.M.V, 

8906300074* 

50-321 

Q 

SCHERER, A.E. 

8907120043 

PR 


SHELTON.D.C. 

8907180415 

50-346 

P 

SINKULE.M.V. 

8906300084 

50-250 

Q 

SCHERER.A.E. 

8907170039 

PROJ 


SHELTON.D.C. 

8907190393 

50-346 

H 

SINKULE.M.V. 

8906300102 

50-280 

Q 

SCHERER.A.E. 

8907210239 

70-1100 


SHELTON.D.C. 

8907240206 

50-346 

P 

SINKULE.M.V. 

8907070218 

50-335 

Q 

SCHERER.A.E. 

8907210267 

70-36 


SHELTON.D.C. 

8907250170 

71-195 


SINKULE.M.V. 

8907070225 

50-302 

Q 

SCHERER.A.E. 

8907260023 

PROJ 


SHELTON.D.C. 

8907250174 

50-346 

P 

SINKULE.M.V. 

8907070230 

50-338 

Q 

SCHEUERMAN.J.T. 

8907120238 

50-298 

R 

SHEMANSKI.P.C. 

8907030122 

50-373 

P 

SINKULE.M.V. 

8907070236 

50-302 

Q 

SCHIFFH.A.UER.C 

8907060282 

PROJ 


SHEMANSKI.P.C. 

8907050117 

50-373 

P 

SINKULE.M.V. 

8907100246* 

50-424 

Q 

S3Hi.=FHAjEF.C 

8907070156 

PROJ 


SHEMANSKI.P.C. 

8907110165* 

50-237 

P 

SINKULE.M.V. 

8907120241 

50-302 

Q 

SCKiFFHAJER,:: 

8907070329 

PROJ 


SHEMANSKI.P.C. 

8907120167 

50-237 

P 

SINKULE.M.V, 

8907120242* 

50-302 

Q 

SCMiF-HAUER.C 

8907250018 

PROJ 


SHEMANSKI.P.C, 

8907140075 

50-373 

P 

SINKULE.M.V. 

8907240488 

50-250 

Q 

sch-.n;-: 

8907180255* 

50-302 

Q 

SHEMANSKI.P.C. 

8907140078* 

50-373 

p 

SINNOCK.S. 

8907170350* 

WASTE MGT 

SCHLEIFSTEIN.M. 

8907190278 

FOIA 


SHEMANSKI.P.C. 

8907140207 

50-373 

P 

SIPE.A. 

8907050378 

50-369 

S 

SCHLOSSER.M.G. 

8907210290 

50-285 

S 

SHEMANSKI.P.C. 

8907140211* 

50-373 

P 

SIPE.A. 

8907060299 

50-369 

S 

SCHMALZ.G.D, 

8906300268* 

50-267 

F 

SHEMANSKI.P.C. 

8907210284 

50-456 

P 

SIPE.A. 

8907200294 

50-369 

s 

SCHMIDT.N.L 

8907030147 

PR 


SHEMANSKI.P.C. 

8907240179* 

50-454 

P 

SIPP.J.R. 

8907050309 

50-400 

H 

SCHMIERBACH.M. 

8907100191 

50-259 

R 

SHEMANSKI.P.C, 

8907260217* 

50-461 

P 

SISK.D.P. 

8907100227 

50-275 

s 

SCHMIERBACH.M. 

8907180401 

50-327 

P 

SHEMBARGER.K. 

8907240041* 

50-282 

V 

SISK.S. 

8907270208 

PR 


SCHMIERBACH.M. 

8907140006 

50-438 

A 

SHEPHERD.E.R. 

8907070066 

NUREG 


SISUUJ.J. 

8907240066 

40-2061 


SCHNAJTZ.C. 

8907250214 

XPORTLIC 


SHERBINI.S. 

8906280100* 

50-286 

Q 

SISUL.J.J. 

8907240082* 

40-2061 


SCHNEBLI.G.A. 

8907120302* 

50-250 

Q 

SHERBINI.S. 

8907060220* 

50-247 

Q 

SKOLNICK.F. 

8907200200 

50-320 

G 

SCHNELL.D.F. 

8907050100 

50-483 

Q 

SHERBINI.S. 

8907170144* 

50-213 

Q 

SKOLNICK.F. 

8907200200 

50-320 

G 

SCHNELL.D.F. 

8907120006 

PR 


SHETLER.J.R. 

8907070013* 

50-312 

P 

SLAWINSKI.W.J. 

8907110382* 

50-373 

Q 

SCHNELUD.F. 

8907120356 

50-483 

P 

SHIER.W. 

8907060073 

NUREG 


SUPER. B.C. 

8907050397* 

50-271 

P 

SCHNELL.D.F. 

8907170162 

50-483 

P 

SHIPPER, J.D. 

8906280166 

50-275 

Q 

SUPER, D. 

8907100278 

40-8903 


SCHOFER.H.S. 

8907260085* 

ADVCM 


SHIFFER.J.D. 

8907030282 

50-275 

S 

SLOSSON.M.M. 

8906280217 

50-220 

P 

SCHROEDER.B. 

8907050191 

PR 


SHIPPER, J.D. 

890705ai12 

PR 


SLOSSON.M.M. 

8906280260 

50-220 

P 

SCHULL.W. 

8907050509 

NUREG 


SHIFFER.J.D. 

8907050235 

50-275 

P 

SLOSSON.M.M. 

8907030200 

50-220 

P 

SCHUL2E.M. 

8907110073 

PR 


SHIFFER.J.D. 

8907100227 

50-275 

S 

SLOSSON.M.M. 

8907120315 

50-220 

P 

SCHUMACHER.M. 

8907060162* 

50-254 

Q 

SHIFFER.J.D. 

8907110019 

50-275 

P 

SLOSSON.M.M. 

8907140023 

50-220 

P 

SCHUMACHER, M. 

8907180314* 

50-454 

Q 

SHIFFER.J.D. 

8907110031 

50-275 

F 

SLOSSON.M.M. 

8907180375 

50-220 

P 

SCHUMACHER.M.C. 

8907050356* 

50-16 

Q 

SHIFFER.J.D. 

8907110059 

50-275 

P 

SLOSSON.M.M. 

8907180432 

50-410 

P 

SCHUMACHER.M.C. 

8907050398* 

50-440 

Q 

SHIFFER.J.D. 

8907130036 

50-275 

P 

SLOSSON.M.M. 

8907180448 

50-220 

P 

SCHUMACHER.R.F. 

8907060193* 

50-206 

P 

SHIFFER.J.D. 

8907130038* 

50-275 

P 

SMEDLEY.R.W, 

8907180291 

50-255 

P 

SCHUSTER, M. 

8906290194 

50-344 

S 

SHIFFER.J.D. 

8907170139 

50-275 

P 

SMITH, A.F. 

8907120147 

ORG 


SCHUSTER, M.D. 

8907110409* 

70-25 


SHIFFER.J.D. 

8907180140 

50-275 

H 

SMITH, D,M. 

8906300124 

50-277 

V 

SCHUHERLE.S. 

8907060002 

40-8584 


SHIFFER.J.D. 

8907250083 

50-275 

P 

SMITH, D.M. 

8907050088 

50-277 

P 

SCHWABENBAUER,R 

8907050440 

50-400 

S 

SHIFFER.J.D. 

8907270056* 

50-275 

P 

SMITH, D.M. 

8907070167 

50-277 

V 

schwartz.m.w. 

8907060219* 

PROJ 


SHIPERS !, R 

8907070066 

NUREG 


SMITH, D.M. 

8907070267 

50-277 

F 

scon,B. 

8907050509 

NUREG 


S-!.33,D.K 

8907180223 

PR 


SMITH.D.M. 

8907200305 

50-277 

R 

SC0V1LL.V.R. 

8907050320 

40-8084 


SHIRAKI.C. 

8907130381 

50-354 

P 

SMITH, D.M. 

8907250072 

50-277 

Q 

SCOVILUV.R. 

8907050344 

40-8681 


SHIRAKI.C. 

8907250006 

50-354 

P 

SMITH.D.M. 

8907260310 

50-277 

s 

SCOVILL.V.R. 

8907050386 

40-8857 


SHOA.LC. 

8907200399 

REVIEW GR P 

SMITH, I.W. 

8907200168 

50-443 

G 

SCOVILL.V.R. 

8907060056* 

40-3453 


SHOLLY.S.C. 

8907260063* 

50-443 

G 

SMtTH.J.B. 

8907240092 

50-443 

G 

SCOVILUV.R. 

8907060222 

40-8681 


SHOLLY.S.C. 

8907260063* 

50-443 

G 

SMITH.J.B. 

8907240092 

50-443 

G 

SCOVILUV.R. 

8907060238 

40-8084 


SHON.F.J. 

8907240104 

50-352 

G 

SMITH, J.B. 

8907260067 

50-443 

G 

SCOVILUV.R, 

8907060294 

40-8698 


SHORTRIDGE.R.B. 

8907250143* 

50-269 

Q 

SMITH.J.B. 

8907260067 

50-443 

G 

SCOVILL,V.R. 

8907060297 

WASTE MGT 

SHORTRIDGE.W.B. 

8907120170* 

50-424 

Q 

SMITH.J.F. 

8907050314* 

50-255 

Q 

SCOVILLE.J.J. 

8907200433 

27-48 


SHRIVER.T.D. 

8907070300 

50-530 

S 

SMITH.J.F. 

8907100326* 

50-254 

Q 

SEALY.C.O. 

8907060134 

40-8681 


SHRIVER.T.D. 

8907110183 

50-530 

S 

SMITH.J.F. 

8907260183* 

50-244 

Q 

SE.^QIJ'.STC.A. 

8902020177* 

50-346 

P 

SHRIVER.T.D. 

8907170038 

50-529 

S 

SMITH.M.J. 

8906290105 

50-456 

S 

SEO^E.W.C. 

8907110172* 

50-313 

Q 

SHRIVER.T.D. 

8907210285 

50-529 

S 

SMITH, M.J. 

8906290282* 

50-282 

Q 

SERINO.H.F. 

8907130241* 

FOIA 


SHRIVER.T.D. 

8907280211 

50-528 

S 

SMITH, P.A. 

8906290280* 

CONTRACT 


SERKIZ.A. 

8907120253 

REVIEW GR P 

SHY.K.E. 

8907100234 

71-6294 


SMITH, R.D. 

8907050168 

40-2259 


SHAFER, W. 

8907240360 

50-456 

S 

SHYMLOCK.M.B. 

8907070215* 

50-413 

Q 

SMITH.R.D. 

8907050196 

WASTE MGT 

SHAFER, W.D. 

8906280028* 

50-295 

Q 

SHYMLOCK.M.B. 

8907100235* 

50-413 

Q 

SMITH.R.D. 

8907050246 

WASTE MGT 

SHAFER.W.D. 

8906290330 

50-295 

Q 

SIACOR.E.R. 

8907260017 

50-206 

R 

SMITH.R.D. 

8907050252 

WASTE MGT 

SHAFER.W.D. 

8906290360 

50-295 

Q 

SIACOR.E.R. 

8907260314 

50-361 

R 

SMITH.R.D. 

8907050262 

40-8907 


SHAFER.W.D. 

8906300142 

50-456 

Q 

SIEBER.J.D. 

8906290342 

50-334 

Q 

SMITH.R.D. 

8907050313 

WASTE MGT 

SHAFER.W.D. 

8906300171 

50-304 

S 

SIEBER.J.D. 

8906290468 

50-334 

P 

SMITH.R.D. 

8907050321 

WASTE MGT 

SHAFER.W.D. 

8907180491 

50-454 

Q 

SIEBER.J.D. 

8906290471* 

50-334 

P 

SMITH.R.D. 

8907050322 

40-8027 


SHAFFER.R. 

8907070116 

40-8971 


SIEBER.J.D. 

8906290498 

50-412 

P 

SMITH.R.D. 

8907050335 

40-8982 


SHAFFER, R. 

8907070205 

40-8714 


SIEBER.J.D. 

8906290502* 

50-412 

P 

SMITH.R.D. 

8907050338 

WASTE MGT 

SHANBAKY.M. 

8907200223 

l&E 


SIEBER.J.D. 

8907110112 

50-334 

P 

SMITH.R.D. 

8907050377 

WASTE MGT 

SHANK.J.R. 

8907170136 

PR 


SIEBER.J.D. 

8907110113* 

50-334 

P 

SMITH.R.D. 

8907050389 

40-8857 


SHANK, R.L 

8907240486 

PR 


SIEBER.J.D, 

8907140292 

50-412 

P 

SMITH.R.D. 

8907050459 

WASTE MGT 

SHANNON.J.M. 

8907260042 

50-443 

T 

SIEBER.J.D. 

8907190008 

50-334 

R 

SMITH.R.D. 

8907050460 

40-299 


SHANNON, M.C. 

8907180199* 

50-400 

Q 

SIEBER.J.D, 

8907240226 

50-412 

Q 

SMITH.R.D. 

8907050474 

40-8904 


SHAO.L. 

8812230290* 

FOIA 


SIEBER.J.D. 

8907260305 

50-334 

p 

SMITH.R.D. 

8907050479* 

40-8904 


SHARMA.H.S. 

8906280076 

50-219 

R 

SIEGEUB.L 

8907110111 

50-237 

P 

SMITH.R.D. 

8907050484 

40-8904 


SHARMA,H.S. 

8907210371 

50-219 

R 

SIEGEL, B.L. 

8907110159 

50-237 

P 

SMITH.R.D. 

8907060013 

40-8857 


SHEAR, G. 

8906290319* 

50-266 

Q 

SIEGEUB.L. 

8907140162 

50-237 

P 

SMITH.R.D. 

8907060017* 

40-8857 


SHELUR.H. 

8906230053 

50-327 

F 

SIEGEUB.L 

8907200347 

50-237 

P 

SMITH.R.D. 

8907060027 

40-8903 


SHELUR.H. 

8906300170 

70-2910 


SIEGEL.B.L 

8907240281 

50-237 

P 

SMITH.R.D. 

8907060028* 

40-8903 


SHELUR.H. 

8907050135 

40-1341 


SIEGRIST.H.W. 

8906280204 

50-213 

F 

SMITH.R.D. 

8907060036 

40-8102 


SHELUR.H, 

8907210077 

50-259 

P 

SIKICH.G.W. 

8907260042 

50-443 

T 

SMITH.R.D. 

8907060039* 

40-8102 


SHELUR.H. 

8907210105 

50-327 

Q 

SIKICH.G.W. 

8907260042 

50-443 

T 

SMITH.R.D. 

8907060045 

40-8783 


SHELUR.H. 

8907210135 

50-327 

P 

SILADY.J.A. 

8907050021 

50-237 

P 

SMITH.R.D. 

8907060046* 

40-8783 


SHELUR.H. 

8907250190 

50-259 

F 

SILADY.J.A. 

8907200013 

50-254 

P 

SMITH.R.D. 

8907060053 

40-3453 


SHELUR.H. 

8907250199 

50-327 

F 

SILADY,J.A. 

8907250026 

50-237 

P 

SMITH.R.D. 

8907060054* 

40-3453 


SHELTON, D.C. 

8906290385 

50-346 

S 

SILVER.H. 

8906280198 

50-302 

P 

SMITH.R.D. 

8907060064 

40-8502 


SHELTON, D.C. 

8906290463 

50-346 

Q 

SILVER, H. 

8907130184 

50-302 

P 

SMITH.R.D. 

8907060075* 

40-8502 


SHELTON.D.C. 

8907070129 

50-346 

Q 

SILVER.H. 

8907260318 

50-302 

P 

SMITH.R.D. 

8907060083 

40-8907 


SHELTON, D.C, 

8907070131 

50-346 

F 

SILVERBERG.T.C. 

8906290258* 

50-282 

Q 

SMITH.R.D, 

8907060085* 

40-8907 


SHELTON.D.C. 

8907100111 

50-346 

P 

SILVERBERG.T.C. 

8907050425* 

50-282 

Q 

SMITH.R.D. 

8907060269 

40-2259 
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NUMBER 
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NUMBER 
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SMITH, R.D. 

8907060276 

40-8902 


STEINHARDT.C.R. 

8907050024 

50-305 

F 

STONE.J.C. 

8907110314 

50-272 

F 

SMITH, R.D. 

8907060294 

40-8698 


STEINHARDT.C.R. 

8907050204 

50-305 

P 

STONE.J.C. 

8907120316 

REVIEW GR P 

SMITH.R.D. 

8907060297 

WASTE MGT 

STEINHARDT.C.R. 

8907070065 

50-305 

P 

STONE.J.C. 

8907130375 

50-272 

P 

SMITH.R.D. 

8907070001 

WASTE MGT 

STEINHARDT.C.R. 

8907130097 

50-305 

V 

STONE.J.C. 

8907260195 

50-311 

P 

SMITH.R.D. 

8907070005 

WASTE MGT 

STEINHARDT.C.R. 

8907140043 

50-305 

R 

STONE.J.C. 

8907260291 

50-272 

P 

SMITH.R.D. 

8907070007 

WASTE MGT 

STEINHARDT.C.R. 

8907170200 

PR 


STORZ.LF. 

8906290457 

50-346 

S 

SMITH.R.D. 

8907070020 

WASTE MGT 

STEINHARDT.C.R. 

8907180288 

50-305 

Q 

STOR2.L.F. 

8907050105 

50-346 

S 

SMITH.R.D. 

8907280329* 

FOIA 


STEINHARDT.C.R. 

8907180317 

50-305 

P 

STORZ.LF. 

8907100100 

50-346 

F 

SMITH.R.G. 

8906290176 

50-410 

S 

STEINHARDT.C.R. 

8907190319 

50-305 

P 

STORZ.LF. 

8907180156 

50-346 

S 

SMITH.R.G. 

8906290184 

50-410 

S 

STEINHARDT.C.R. 

8907200259 

50-305 

H 

STORZ.LF. 

8907180293 

50-346 

S 

SMITH.R.G. 

8907190342 

50-410 

S 

STEINHARDT.C.R. 

8907240283 

50-305 

K 

STORZ.LF. 

8907200369 

50-346 

R 

SMITH, T.R. 

8906300066* 

50-390 

A 

STELLO.V. 

8502040475* 

REVIEW GR P 

STOTZ.J.C. 

8906290457 

50-346 

S 

SMITH.W.G. 

8907060185 

50-315 

S 

STELLO.V. 

8707130528* 

40-3453 


STOTZ.J.C. 

8907050105 

50-346 

s 

SMITH, W.G. 

8907060240 

50-316 

S 

STELLO.V. 

8807290170 

SECY 


STOTZ.J.C. 

8907180156 

50-346 

s 

SMITH.W.G. 

8907120275* 

50-315 

F 

STELLO.V. 

8902280403* 

PR 


STOTZ.J.C. 

8907180293 

50-346 

s 

SMITH.W.G. 

8907130209 

50-315 

P 

STELLO.V. 

8907050006 

PR 


STRATFORD, R.J. 

8907070125 

XPORTLIC 


SMITH.W.G. 

8907140169 

50-315 

S 

STELLO.V. 

8907050355 

ORG 


STRONG.D. 

8907110063 

PR 


SMITH.W.G. 

8907170307 

50-315 

R 

STELLO.V. 

8907110440 

NUREG 


STRONG.T.R. 

8907050421 

WASTE MGT 

SMITH.W.G. 

8907170313 

50-316 

R 

STELLO.V. 

8907120076 

50-245 

H 

STRONG.T.R. 

8907050497 

WASTE MGT 

SMITH.W.G. 

8907190220 

50-316 

S 

STELLO.V. 

8907120127 

50-445 

H 

STRONG.T.R. 

8907060003 

WASTE MGT 

SMITH.W.G. 

8907190220 

50-316 

S 

STELLO.V. 

8907120143 

50-443 

H 

STROSNIDER.J. 

8907140223* 

50-353 

Q 

SMITH.W.G. 

8907250323 

50-316 

S 

STELLO.V. 

8907130176 

PR 


STROSNIDER.J. 

8907180342* 

50-247 

Q 

SMITH.W.G. 

8907250323 

50-316 

s 

STELLO.V. 

8907140016 

ORG 


STROSNIDER.J.R. 

8906290205 

50-412 

Q 

SMITH.W.G. 

8907250329 

50-316 

s 

STELLO.V. 

8907180113 

PROJ 


STROSNIDER.J.R. 

8907180114* 

50-286 

Q 

SMITH.W.G. 

8907250329 

50-316 

s 

STELLO.V. 

8907190311* 

FOIA 


STRUCKMEYER.R. 

8907250267 

NUREG 


SMITH.W.G. 

8907250330 

50-316 

s 

STELLO.V. 

8907250312 

WASTE MGT 

STUCKEY.C.M. 

8907240508 

FOIA 


SMITH.D. 

8907050469* 

40-299 


STELLO.V. 

8907260186 

50-322 

P 

SUBUDHI.M. 

8907060073 

NUREG 


SMITH.R.D. 

8907050485* 

40-8904 


STEPHAN.J. 

8906280161* 

PT21 


SUEN.C.J. 

8907280333 

NUREG 


SMYTH.C.W. 

8906280088 

50-289 

R 

STEPHENS.T.R. 

8907170307 

50-315 

R 

suhrb:p. 

8907110179 

PR 


SMYTH, C.W. 

8907260011 

50-289 

R 

STEPHENS.T.R. 

8907170313 

50-316 

R 

SULLIVAN, J.L 

8907180169 

50-219 

H 

SNELL.W. 

8906290319* 

50-266 

Q 

STEPHENSON.J.D. 

8907030238 

50-302 

F 

SULLIVAN.R.L. 

8907050245* 

50-219 

F 

SNELL.W. 

8906290482* 

50-341 

Q 

STEPHENSON, J.D. 

8907200355 

50-302 

F 

SULLIVAN.T.M. 

8907280333 

NUREG 


SNELL.W. 

8907180274* 

50-461 

Q 

STEPHENSON.J.D. 

8907200360 

50-302 

F 

SUNDARAM.R.K. 

8906290460* 

50-29 

P 

SNELL, W.G. 

8906290282* 

50-282 

Q 

STERLING.E.C. 

8906290395 

TOPREP 


SUNDARAM.R.K. 

8906290467* 

50-29 

P 

SNELL.W.G. 

8907110382* 

50-373 

Q 

STERLING.E.C. 

8907050472 

TOPREP 


SUNG.Y. 

8907070204* 

50-445 

A 

SNIEZEK.J.H. 

8812210333’ 

50-344 

P 

STERLING.E.C. 

8907050472 

TOPREP 


SURMEIER.J.J. 

8906290138 

WASTE MGT 

SNIEZEK.J.H. 

8901300244* 

FOIA 


STERN.S. 

8906300090 

ORG 


SURMEIER.J.J. 

8907120355 

WASTE RES 

SNIEZEK.J.H. 

8901310279* 

REVIEW GR P 

STERUD.C G. 

8907100238 

50-443 

S 

SURMEIER.J.J. 

8907180016 

WASTE MGT 

SNIEZEK.J.H. 

8906290339* 

REVIEW GR P 

S-ER^D.CG. 

8907110075 

50-498 

S 

SURMEIER.J.J. 

8907180158 

WASTE MGT 

SNIEZEK.J.H. 

8907070056* 

REVIEW GR P 

S’ERJD.C.G. 

8907110083 

50-424 

S 

SURMEIER.J.J. 

8907180168 

WASTE MGT 

SNIEZEK,J.H. 

8907200213 

REVIEW GR P 

STERUD.C.G. 

8907170058 

50-400 

S 

SURMEIER.J.J. 

8907180177 

WASTE MGT 

SOLIN.D.L. 

8907030216* 

50-344 

1 

STETKA.T.F. 

8907050195* 

50-313 

Q 

SURMEIER.J.J. 

8907180220 

WASTE MGT 

SOO.P. 

8907250307 

NUREG 


STETKA.T.F. 

8907110432* 

50-382 

Q 

SWALLOWS.R. 

8906300233* 

50-390 

A 

SOONG.S. 

8906280055* 

70-143 


STETZ.J.P. 

8907180038 

50-423 

S 

SWENSON.W.H. 

8907140296 

50-301 

Q 

SOONG.S. 

8906290428* 

70-27 


STETZ.J.P. 

8907180038 

50-423 

S 

SWENSON.W.H. 

8907180222 

50-266 

P 

SOONG.S. 

8906290466* 

70-398 


STEVENS.D.R. 

8906300252* 

50-266 

F 

SWETLAND.P.D. 

8907170412* 

50-272 

Q 

SOONG.S. 

8907170074* 

70-27 


STEWART.R. 

8907190273* 

CONTRACT 


SWETLAND.P.D. 

8907170475* 

50-354 

Q 

SOPKIN.E.C. 

8907240223 

50-263 

s 

STEWART.W.L. 

8906270399 

50-338 

P 

SWETLAND.P.D. 

8907200233* 

50-272 

Q 

SORENSEN.G.C. 

8906280058 

50-397 

P 

STEWART.W.L. 

8906300056 

50-338 

Q 

SWETLAND.P.D. 

8907250335 

50-272 

Q 

SORENSEN.G.C. 

8907060012 

50-397 

P 

STEWART.W.L. 

8906300085 

50-280 

Q 

SWIFT.J.J. 

8906300256* 

40-7580 


SORENSEN.G.C. 

8907120341 

50-397 

P 

STEWART.W.L. 

8907070137 

50-339 

S 

SWIFT.J.J. 

8907260261 

40-8801 


SORENSEN.G.C. 

8907170080 

50-397 

H 

STEWART.W.L. 

8907070142 

50-338 

Q 

SYLVESTER.E.D. 

8907140202 

50-333 

S 

SPECTOR.S.M. 

8906280101 

50-244 

s 

STEWART.W.L. 

8907070148 

50-280 

F 

SYLVESTER.E.D. 

8907190309* 

50-271 

Q 

SPEtS.T.P. 

8702090180* 

REVIEW GR P 

STEWART.W.L. 

8907100319 

50-338 

S 

SYLVIA, B.R. 

8907050491 

50-341 

Q 

SPENCER, M. 

8907050299* 

50-254 

V 

STEWART.W.L 

8907110061 

PR 


SYLVIA.B.R. 

8907050495 

50-341 

J 

SPENCER.S.W. 

8907050346 

50-327 

s 

STEWART.W.L. 

8907110419 

50-280 

F 

SYLVIA.B.R. 

8907070344 

50-341 

Q 

SPITZBERG.D.B. 

8907190259* 

40-7580 


STEWART.W.L. 

8907130045 

50-280 

Q 

SYLVIA.B.R. 

8907110154 

50-341 

Q 

SPITZER,D.J. 

8907180420 

50-454 

R 

STEWART.W.L. 

8907130098 

50-338 

Q 

SYLVIA.B.R. 

8907110425 

50-341 

Q 

SPOONHEIM.J. 

8907110221 

PR 


STEWART.W.L. 

8907130378 

50-339 

Q 

SYLVIA.B.R. 

8907120091 

50-341 

H 

SRENIAWSKI.D. 

8907110147 

l&E 


STEWART.W.L. 

8907180044 

50-338 

Q 

SYLVIA.B.R. 

8907200368 

50-341 

P 

SRENIAWSKI.D. 

8907180390 

l&E 


STEWART.W.L. 

8907180183 

PR 


SYLVIA.B.R. 

8907310168 

REGGD 


SRENIAWSKI.D. 

8907210215 

l&E 


STEWART.W.L 

8907180265 

50-280 

P 

SZUKIEWICZ.A.J. 

8907250271 

NUREG 


ST LAURENT.N.N. 

8906290325 

50-29 

s 

STEWART.W.L 

8907180268 

50-280 

V 

TALWANI.P. 

8907050231 * 

50-395 

R 

ST LAURENT.N.N. 

8907250338 

50-29 

s 

STEWART.W.L. 

8907180333 

50-338 

P 

TAM.P.S. 

8907050102 

50-412 

Q 

STABLEIN.N.K. 

8906290296 

WASTE MGT 

STEWART.W.L. 

8907180376 

50-338 

P 

TAM.P.S. 

8907100050 

50-334 

P 

STABLEIN.N.K. 

8907130348 

WASTE MGT 

STEWART.W.L 

8907190021 

50-338 

R 

TAM.P.S. 

8907200323 

50-334 

P 

STANG.J. 

8906300067 

50-341 

p 

STEWART.W.L. 

8907190274 

50-338 

Q 

TAM.P.S. 

8907200421 

50-412 

P 

STANG.J. 

8907210045 

50-341 

P 

STEWART.W.L 

8907190277 

50-280 

Q 

TAM.P.S. 

8907210143 

50-412 

R 

STANG.J.F. 

8907110433 

50-315 

p 

STEWART.W.L. 

8907190317 

50-338 

Q 

TAM.P.S. 

8907240425 

50-334 

Q 

STANG.J.F. 

8907130138 

50-341 

p 

STEWART.W.L 

8907200397 

50-280 

R 

TARANTO, L. 

8907110211 

PR 


STANG.J.F. 

8907130332 

50-341 

p 

STEWART.W.L 

8907240243 

50-339 

P 

TAYLOR, J.H. 

8907060073 

NUREG 


STANG.J.F. 

8907130382 

50-341 

p 

STODDART.P.G. 

8906280121* 

50-280 

Q 

TAYLOR.J.H. 

8907100301 

NUREG 


STANG.J.F. 

8907140007 

50-341 

p 

STOODART.P.G. 

8906280124* 

50-338 

Q 

TAYLOR.J.M. 

8907140027 

50-309 

R 

STANG.J.F. 

8907170014 

50-341 

p 

STOHR.J.P. 

8907070248 

70-27 


TAYLOR.J.W. 

8907170227 

50-409 

I 

STEELE.T.D. 

8907050526 

NUREG 


STOHR.J.P. 

8907180150 

50-250 

Q 

TAYLOR.J.W. 

8907180280 

50-409 

P 

STEFANO.J. 

8907140120 

50-263 

p 

STOKLEY.J. 

8907060257 

NUREG 


TAYLOR, LA. 

890707021 1 

50-313 

S 

STEFANO.J.J 

8906290114* 

50-263 

p 

STOLS.R. 

8907200242 

50-237 

P 

TAYLOR.LA. 

8907120012 

50-31 3 

S 

STEFANO.J.J. 

8906290096 

50-263 

p 

STOLZ.J.F. 

8906280134 

50-219 

H 

TAYLOR.L.A. 

8907130208 

50-313 

s 

STEFANO.J.J. 

8907100167 

50-263 

p 

STOLZ.J.F. 

8906280224* 

50-213 

P 

TAYLOR.LA. 

8907260233 

50-313 

s 

STEFANO.J.J. 

8907140308 

50-263 

Q 

STOLZ.J.F. 

8907050110* 

50-423 

P 

TAYLOR.L.A. 

8907280179* 

50-313 

S 

STEFANO.J.J. 

8907260267 

50-263 

P 

STOLZ.J.F. 

8907140100 

50-423 

P 

TAYLOR.M.E. 

8907280194 

50-483 

S 

STEIN.R. 

8906300048 

WASTE MGT 

STOLZ.J.F. 

8907140193* 

50-289 

P 

TEDROW.J. 

8907120244* 

50-302 

Q 

STElN.R. 

8907050243 

WASTE MGT 

STOLZ,J.F. 

8907180373 

50-213 

P 

TEMUS.C.J. 

8907260053 

71-9218 


STEIN.R. 

8907050251 

WASTE MGT 

STOLZ.J.F. 

8907180377* 

50-213 

P 

TENBROOK,W.K. 

8907210120* 

50-312 

Q 

STEIN.R. 

8907050257 

WASTE MGT 

STOLZ.J.F. 

8907200327* 

50-334 

P 

TENNYSON.M. 

8907050215 

50-373 

S 

STEIN.R. 

8907170341 

WASTE MGT 

STOLZ.J.F. 

8907260250* 

50-213 

P 

TENNYSON.M. 

8907110190 

50-373 

S 

STEIN.R. 

8907240141 

WASTE MGT 

STOLZ.J.F. 

8907260256* 

50-213 

P 

TERRY, C.D. 

8906290221 

50-410 

S 

STEINHARDT.C.R. 

8907030224 

50-305 

s 

STONE.J. 

8907030156 

PR 


TERRY.C.D. 

8906290387 

50-220 

P 
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TERRY.C.D. 

8906290476 

50-220 

P 

TREVORS.G.A. 

8907170130 

PR 


USHER.J. 

8907100301 

NUREG 


TERRY.C.D. 

8907050229 

50-410 

P 

TREVORS.G.A. 

8907260116 

50-298 

Q 

USYAK.B. 

8907070146 

50-295 


TERRY.C.D. 

8907050258 

50-220 

K 

TRIPP.LE. 

8907170020* 

50-317 

Q 

VALENTl.LN. 

8907170335* 

50-267 


TERRY.C.D. 

8907050384 

50-220 

Q 

TROJANOWSKI.R. 

8907260119 

l&E 


VAN BRUNT, C.F. 

8907060001 

40-2259 


TERRY.C.D. 

8907110345 

50-220 

Q 

TROSKOSKI.W. 

8907070231 

50-275 

Q 

VANARSDALE.R. 

8907060122 

NUREG 


TE'P^'.C C. 

8907180072 

50-220 

P 

TROUP.G.L 

8907120376* 

70-27 


VANLUIK.A.E. 

8907170353* 

WASTE MGT 

■'E=‘=Y.c 

8907200062 

50-220 

F 

TROUT.J.P. 

8907240175 

50-443 

G 

VANZANT.B.W. 

8907030107* 

WASTE MGT 

TE.R.-v c :: 

8907110350 

50-220 

P 

TROUT.J.P. 

8907240175 

50-443 

G 

VARGA.S.A. 

8906290238* 

50-245 

F 

TETR;- JLT R.E. 

8907110024 

70-27 


TRZYNA.G.E. 

8906290408 

50-295 

P 

VARGA.S.A. 

8907030092 

50-339 

G 

TriADA\..f.i C 

8907030082 

50-387 

Q 

TRZYNA.G.E. 

8907110317 

50-295 

P 

VARGA.S.A. 

8907070140 

50-271 

F 

THADANI.M.C. 

8907060093* 

50-387 

P 

TRZYNA.G.E. 

8907250035 

50-295 

P 

VARGA.S.A. 

8907070144* 

50-271 

F 

THADANl.M.C. 

8907120202* 

50-387 

P 

TSAI.S.Y. 

8906300027* 

40-2061 


VARGA.S.A. 

8907120032 

50-353 

P 

THADANI.M.C. 

8907130060 

50-387 

P 

TSAI.S.Y. 

8906300031* 

40-2061 


VARGA,S.A. 

8907140145 

50-302 

P 

THADANl.M.C. 

8907260151 

50-387 

P 

TSAI.S.Y. 

8906300032* 

40-2061 


VAUGHN.G.E. 

8906290018 

50-498 

Q 

THISS.H.B. 

8907140258 

70-1257 


TUCKER.H.B. 

8906280185 

50-369 

P 

VAUGHN.G.E. 

8906290394 

50-498 

s 

THOMAS.B.E. 

8906290281 

WASTE MGT 

TUCKER.H.B. 

8906280270 

50-369 

Q 

VAUGHN.G.E. 

8907050161 

50-498 

P 

THOMAS.C.O. 

8907140116 

50-424 

M 

TUCKER.H.B. 

8906290021 

50-414 

P 

VAUGHN.G.E. 

8907070132 

50-498 

P 

THOMAS.G.S. 

8906300214 

50-443 

F 

TUCKER.H.B. 

8906290061 

50-369 

P 

VAUGHN.G.E. 

8907070136 

50-499 

s 

THOMAS.G.S. 

8907050362 

50-443 

Q 

TUCKER.H.B. 

8906290068 

50-369 

P 

VAUGHN.G.E. 

8907070190 

50-498 

p 

THOMAS, J. 

8907110279 

50-295 

R 

TUCKER.H.B. 

8906290145 

50-269 

P 

VAUGHN.G.E. 

8907100202 

50-499 

s 

THOMAS, K.B. 

8907100253 

50-410 

S 

TUCKER.H.B. 

8906290274 

50-369 

F 

VAUGHN.G.E. 

8907130042 

50-498 

s 

THOMAS.K.B. 

8907240008 

50-410 

S 

TUCKER.H.B. 

890629041 1 

50-369 

P 

VAUGHN.G.E. 

8907140089 

50-498 

s 

THOMAS.S. 

8907050509 

NUREG 


TUCKER.H.B. 

8906290470 

50-269 

Q 

VAUGHN.G.E. 

8907180012 

50-498 

Q 

THOMAS.W. 

8907060220* 

50-247 

Q 

TUCKER.H.B. 

8906290525 

50-269 

Q 

VAUGHN.G.E. 

8907250288 

50-498 

S 

THOMPSON, A.C. 

8906290456* 

50-293 

U 

TUCKER.H.B. 

890705001 1 

PR 


VELASQUEZ.J.R. 

8907060166 

40-8907 


THOMPSON.A.C. 

8906290459* 

50-293 

U 

TUCKER.H.B. 

8907050014 

50-269 

Y 

VELASQUEZ.J.R. 

8907070188 

40-8907 


THOMPSON, H.L. 

8906290188 

50-324 

Q 

TUCKER.H.B. 

8907050020 

PR 


VELASQUEZ, J.R. 

8907140080 

40-8907 


THOMPSON.H.L. 

8906290196* 

50-324 

Q 

TUCKER.H.B. 

8907050349 

50-369 

Q 

VER STEEG.C.J. 

8906300139* 

CONTRACT 


THOMPSON.H.L 

8907180370* 

40-3453 


TUCKER.H.B. 

8907050360 

50-270 

Q 

VERRELLI.D.M. 

8906280231 

50-324 

Q 

THOMPSON.H.L 

8907270058 

70-1113 


TUCKER.H.B. 

8907050498 

50-413 

P 

VERRELLI.D.M. 

8906280240 

50-395 

Q 

THOMPSON, R.J. 

8907060190 

STATE PRO G 

TUCKER.H.B. 

8907050505 

50-369 

P 

VERRELLI.D.M. 

8907070253 

50-348 

Q 

THORUP.C.S. 

8907050217 

PR 


TUCKER.H.B. 

8907070058 

50-369 

F 

VERRELLI.D.M. 

8907070257 

50-416 

Q 

THRONBERRY.R. 

8906290415 

TOPREP 


TUCKER.H.B. 

8907070141 

50-369 

Q 

VERRELLI.D.M. 

8907070259* 

50-416 

Q 

THUL.T.S. 

8907170088 

50-245 

S 

TUCKER.H.B. 

8907100118 

50-269 

R 

VERRELLI.D.M. 

8907120357 

50-261 

Q 

THUNSTEDT.J.W. 

8907190064 

50-373 

R 

TUCKER.H.B. 

8907110365 

50-269 

P 

VERRELLI.D.M. 

8907180194 

50-400 

Q 

TILLACK.B. 

8907190021 

50-338 

R 

TUCKER.H.B. 

8907120138 

50-413 

F 

VERRELLI.D.M. 

8907250237 

50-395 

Q 

TILLMAN, A. 

8906300116* 

50-424 

Q 

TUCKER.H.B. 

8907120336 

50-269 

P 

VICKERY, R.B. 

8907200312* 

50-285 

Q 

TILLMAN.A. 

8907170393* 

50-250 

Q 

TUCKER.H.B. 

8907130143 

50-269 

F 

VINIKOUR.W.S. 

8906300029* 

40-2061 


TJLTON.LM. 

8907070066 

NUREG 


TUCKER.H.B. 

8907130149 

50-269 

1 

VIRGILIO.M.J. 

8907070200* 

50-312 

P 

TINGEN.S. 

8907200422* 

50-280 

Q 

TUCKER.H.B. 

8907130159 

50-269 

Q 

VIRGONA.J.E. 

8907050404 

WASTE MGT 

TIPPS.S.B. 

8907110278 

50-321 

S 

TUCKER.H.B. 

8907130291 

50-269 

Q 

VISSING.G. 

8907050239 

50-336 

P 

T0B1N,WJ. 

8906300215 

50-250 

S 

TUCKER.H.B. 

8907130299 

50-269 

Y 

VISSING.G. 

8907140254 

50-336 

P 

TODREAS.N. 

8907240154 

ADVCM 


TUCKER.H.B. 

8907130342 

50-369 

Q 

VISSING.G.S. 

8906290495 

50-336 

P 

TOKAR.M, 

8906290124 

WASTE MGT 

TUCKER.H.B. 

8907130366 

50-269 

P 

VO,T.V. 

8907060247 

50-317 

P 

TOKAR.M. 

8907170128 

WASTE MGT 

TUCKER.H.B. 

8907130374 

50-369 

S 

VON SCHACK.W.W. 

8907210324 

50-334 

P 

TOKAR.M. 

8907180141 

WASTE MGT 

TUCKER.H.B. 

8907140076 

50-414 

P 

WAHl.K.K. 

8907070066 

NUREG 


TOMAN.GJ. 

8304260154* 

FOIA 


TUCKER.H.B. 

8907140122 

50-413 

s 

WALDEYER.J.T. 

8906290273* 

CONTRACT 


TOMLINSON, E.S. 

8907200330 

50-410 

R 

TUCKER.H.B. 

8907140144 

50-269 

F 

WALFE.K. 

8907050002 

PR 


TOMPKINS.B.A. 

8907200128 

50-443 

G 

TUCKER.H.B. 

8907140183 

50-413 

P 

WALKER.L 

8907210228* 

50-395 

P 

TOMPKINS.B.A. 

8907240037 

50-443 

G 

TUCKER.H.B. 

8907140213 

50-370 

Q 

WALKER.R.D. 

8906290249 

50-445 

S 

TOMPKINS.B.A. 

8907240054 

50-443 

G 

TUCKER.H.B. 

8907140218 

50-413 

S 

WALKER.R.D. 

8906300015 

50-445 

Q 

TOMPKINS.B.A. 

8907240071 

50-443 

G 

TUCKER.H.B. 

8907180099 

50-269 

F 

WALKER.R.D. 

8907050061 

50-445 

A 

TONEY, F.J. 

8907190222* 

CONTRACT 


TUCKER.H.B. 

8907180313 

50-269 

Q 

WALKER.T. 

8907190210* 

50-220 

Q 

TORBORG.M.T. 

8907120278* 

50-289 

Q 

TUCKER.H.B. 

8907190335 

50-269 

Y 

WALKER, T. 

8907210111* 

50-219 

V 

TOUNG.M. 

8907050030 

PR 


TUCKER.H.B. 

8907190340 

50-369 

F 

WALLK. 

8907070222 

50-213 

F 

TOURlGNY,E.G. 

8906290431 

50-324 

P 

TUCKER.H.B. 

8907200220 

50-269 

P 

WALL.K.C. 

8907180084 

50-213 

R 

TOURIGNY.E.G. 

8907030202 

50-324 

P 

TUCKER.H.B. 

8907200238 

50-270 

P 

WALLACE.W.H. 

8907110410 

50-275 

P 

TOUR1GNY.E.G. 

8907060226 

50-324 

P 

TUCKER.H.B. 

8907200249 

50-270 

P 

WALLACE.W.H. 

8907110412* 

50-275 

P 

TOURIGNY,E.G, 

8907100157 

50-324 

P 

TUCKER.H.B. 

8907200263 

50-269 

Q 

WALLACE.W.H. 

8907260230 

50-275 

P 

TOURIGNY.E.G. 

8907180450 

50-324 

Q 

TUCKER.H.B. 

8907210347 

50-269 

P 

WALLIN.G.A. 

8907170292 

50-271 

R 

TOURIGNY.E-G. 

8907200033 

50-324 

P 

TUCKER.H.B. 

8907240202 

50-369 

P 

WALSH.R. 

8907070199 

50-254 

F 

TOURIGNY.E.G, 

8907200109 

50-324 

Q 

TUCKER.H.B. 

8907250318 

50-413 

P 

WALTON, G.A. 

8907200107* 

50-390 

Q 

TOURIGNY.E.G. 

8907200115 

50-324 

Q 

TUCKER.H.B. 

8907260284 

50-269 

Q 

WALTON, G.A. 

8907260146* 

50-438 

Q 

TOURIGNY,E.G. 

8907200236 

50-324 

P 

TUCKER.H.P. 

8907120377 

50-413 

R 

WAL2.M.J. 

8907030183 

PR 


TOWNSEND, J.D. 

8906280035 

50-275 

R 

TUCKMAN.M.S. 

8906290418 

50-269 

S 

WAMBACH.T.V. 

8907030027 

50-346 

P 

TOWNSEND, J.D. 

8907180331 

50-275 

R 

TUCKMAN.M.S. 

8907120259 

50-269 

S 

WAMBACH.T.V. 

8907070258 

50-346 

P 

TRAFICONTE.J 

8907030065 

50-443 

G 

TUCKMAN.M.S. 

8907180408 

50-269 

S 

WANG, A. 

8907180092 

50-213 

p 

TRAFICONTE.J. 

8907030127 

50-443 

G 

TUCKMAN.M.S. 

8907240220 

50-270 

S 

WANG.A.B. 

8906280220 

50-213 

P 

TRAFICONTE.J. 

8907240152 

50-443 

G 

TUCKMAN.M.S. 

8907280177 

50-269 

s 

WANG.A.B. 

8907070105 

50-213 

P 

TRAFICONTE.J. 

8907240152 

50-443 

G 

TURK.C.H. 

8907260127 

50-313 

p 

WANG.A.B. 

8907140217 

50-213 

P 

TRAFICONTE.J. 

8907240152 

50-443 

G 

TURK.C.H. 

8907260130 

50-368 

p 

WANG,A.B, 

8907250197 

50-213 

P 

TRAFlCONTE,J. 

8907260019 

50-443 

G 

TURK,C.H. 

8907260154 

50-313 

K 

WANG.A.B. 

8907260247 

50-213 

P 

trager.e.a. 

8906090032* 

ORG 


TURK.S.E. 

8907260059 

50-443 

G 

WANG.A.B. 

8907260254 

50-213 

P 

TRAMMELL.C. 

8906300131* 

50-206 

P 

TURK.S.E. 

8907260073 

50-443 

G 

WANGLER.M.E. 

8907210104 

71-3007 


TRAMMELL.C.M. 

8907100083 

50-206 

F 

TURNBOUGH.M. 

8906290195* 

WASTE MGT 

WARD.C. 

8907060122 

NUREG 


trammellc.m. 

8907140096 

50-206 

P 

UDY.A,C. 

8503010234* 

50-482 

E 

WARD.K. 

8906300110 

50-410 

S 

TRAMMELL.C.M. 

8907200333 

50-206 

P 

UDY.A.C. 

8503010234* 

50-482 

E 

WARD.K.D. 

8907030246* 

50-346 

Q 

TRAMMELL.C.M. 

8907200425 

50-206 

P 

UDY.A.C. 

8907030169* 

50-305 

P 

WARD.K.D. 

8907180296* 

50-155 

0 

trammell,j.w. 

8907060069 

40-299 


ULIE.J.M. 

8907120210* 

50-255 

Q 

WAREMBOURG.D.W. 

8907120019 

50-267 


TRAPP, J. 

8907200190* 

WASTE MGT 

ULMER.F.J. 

8907140025 

50-344 

R. 

WAREMBOURG.D.W. 

8907180062 

50-267 

F 

TRAPP, J.M. 

8907180508* 

50-387 

Q 

UMBEL.D. 

8906290276 

CONTRACT 


WAREMBOURG.D.W. 

8907210087 

50-267 

F 

TRAVERS, W.D. 

8907070341* 

ORG 


UMBEL.D. 

. 8907110417 

CONTRACT 


WARNICK.R.F. 

8906280029 

50-445 

C 

TREADWELL, J. 

8907070318 

50-389 

P 

UMBEL,D. 

8907130285 

CONTRACT 


WARNICK.R.F. 

8907070192 

50-445 

C 

trevors.g.a. 

8906290198 

50-298 

P 

UMBEL.D. 

8907200407 

CONTRACT 


WARNICK.R.F. 

8907070276 

50-445 

c 

trevors,g.a. 

8907060176 

50-298 

F 

UNGLERT.C. 

8907030180 

PR 


WARNICK.R.F. 

8907070281 * 

50-445 

c 

TREVORS, G.A. 

8907110271 

50-298 

Q 

UPDEGRAFF.C.D. 

8907070066 

NUREG 


WARNICK.R.F. 

8907100161 

50-445 

F 

TREVORS.G.A. 

8907110339 

50-298 

Q 

UPSHAW.P.A. 

8907110309 

50-373 

S 

WARNICK.R.F. 

8907100185 

50-445 

/ 

trevors.g.a. 

8907120317 

50-298 

Q 

URBAN.P. 

8907050092 

PR 


WARNICK.R.F. 

8907100262 

50-445 

C 
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WARNICK.R.F. 

8907110214 

50-445 

Q 

WICHERS.D.L 

8907100290* 

40-8502 


WILMOT.E.L 

8907170072 

WASTE MGT 

WARNICK.R.F. 

8907110404 

50-445 

Q 

WICHERS.D.L. 

8907100291* 

40-8502 


WILMOT.E.L. 

8907170181 

WASTE MGT 

WARNICK.R.F. 

8907110414 

50-445 

0 

WICHERS.D.L 

8907140127 

40-8771 


WILMOT.E.L. 

8907210355 

WASTE MGT 

WARNICK.R.F. 

8907180299 

50-445 

Q 

WICHERS.D.L 

8907140153 

40-8502 


WILMOT.E.L. 

8907210361 

WASTE MGT 

WARNICK.R.F. 

8907180459 

50-445 

Q 

WICHERS.D.L. 

8907140155 

40-8502 


WILMOT.E.L. 

8907210366 

WASTE MGT 

WARNICK.R.F. 

8907240386 

50-445 

Q 

WIDELLR.C. 

8907070094 

50-302 

P 

WILMOT.E.L. 

8907240469 

WASTE MGT 

WARNICK.R.F. 

8907240404 

50-445 

Q 

WIDELL.R.C. 

8907100121 

50-302 

S 

WILNER.S.M. 

8907170462 

40-8724 


WARNICK.R.F. 

8907240410 

50-445 

Q 

WIDELL3.C. 

8907100300 

50-302 

S 

WILSON, B.A. 

8906280289 

50-259 

P 

WARNICK.R.F. 

8907260213 

50-445 

Q 

WIDELL.R.C. 

8907110174 

50-302 

S 

WILSON.B.A. 

8906280302 

50-327 

Q 

WARNICK.R.F. 

8907260222 

50-445 

Q 

WIDELL.R.C. 

8907110422 

50-302 

S 

WILSON, B.A. 

8906290102 

50-259 

Q 

WARNICK.R.F. 

8907260227 

50-445 

Q 

WIDELL.R.C. 

8907140173 

50-302 

P 

WILSON.B.A. 

8906300220 

50-327 

Q 

WARREN, C. 

8906300080 

50-293 

S 

WIDELLR.C. 

8907170268 

50-302 

S 

WILSON.B.A. 

8907100039 

50-327 

Q 

WARREN.C. 

8907240492 

50-293 

s 

WIDELL.R.C. 

8907170380 

50-302 

P 

WILSON.B.A. 

8907100041* 

50-327 

Q 

WARREN, L.A. 

8907200397 

50-280 

R 

WIDELL.R.C. 

8907180137 

50-302 

Q 

WILSON.B.A. 

8907120348 

50-390 

Q 

WASHINGTON. D.L 

8906290243 

40-2061 


WIDELL.R.C. 

8907180148 

50-302 

S 

WILSON.B.A. 

8907120352 

50-390 

Q 

WASHINGTON.D.L 

8906290489 

40-2061 


WIDELLR.C. 

8907180161 

50-302 

S 

WILSON.B.A. 

8907180270 

50-327 

Q 

WATKINS.B.M. 

8907270168 

PR 


WIDELLR.C. 

8907180244 

50-302 

S 

WILSON.B.A. 

8907200103 

50-390 

Q 

WATSON.R.A. 

8907050444 

50-325 

P 

WIDELL.R.C. 

8907180389 

50-302 

P 

WILSON.B.A. 

8907240209 

50-327 

Q 

WAY.S.C. 

8907050526 

NUREG 


WIDELL.R.C. 

8907180498 

50-302 

R 

WILSON.B.A. 

8907250218 

50-327 

F 

WEBER.C. 

8907050115 

PR 


WIDELL.R.C. 

8907190135 

50-302 

1 

WILSON.B.A. 

8907260015 

50-327 

Q 

WEBSTER.B.H. 

8907250235 

71-6574 


WIDELL.R.C. 

8907200301 

50-302 

S 

WILSON.B.A. 

8907260106 

50-259 

Q 

WEHRY.R.R. 

8906290318 

50-388 

S 

WIOELLR.C. 

8907210037 

50-302 

P 

WILSON.B.A. 

8907260143 

50-438 

Q 

WEHRY.R.R. 

8907070292 

50-387 

s 

WIEBE.J.S. 

8907070283* 

50-445 

Q 

WILSON.B.A. 

8907260280 

50-259 

Q 

WEISMAN.R.M. 

890724021 1 

50-348 

G 

WIEBE.J.S. 

8907260224* 

50-445 

Q 

WILSON.B.A. 

8907260285* 

50-259 

Q 

WEISMAN.R.M. 

8907260038 

50-348 

G 

WIENS.LA. 

8906300204 

50-269 

P 

WILSON.K.R. 

8907260031 

50-302 

S 

WEISS, B.H. 

8907070341* 

ORG 


WIENS.L.A. 

8907100077 

50-269 

P 

WILSON.P. 

8906230208* 

50-206 

U 

WELLS.A.H. 

8907070212 

71-9225 


WIENS.LA. 

8907100145 

50-269 

P 

WILSON, S.D. 

8907030282 

50-275 

s 

WELLS.M. 

8907110070 

PR 


WIENS.LA. 

8907100297 

50-269 

P 

WINGER.M.A. 

8907190008 

50-334 

R 

WEN2INGER.E.C. 

8906280125 

50-336 

Q 

WIENS.LA. 

8907120154 

50-269 

P 

WINSLOW.T.P. 

8907140267 

70-1113 


WENZINGER.E.C. 

8907100088 

50-423 

Q 

WIENS.LA. 

8907140073 

50-269 

Q 

WINSLOW.T.P. 

8907260028 

71-4986 


WEN2INGER.E.C. 

8907120065 

50-289 

Q 

WIENS.L.A. 

8907210304 

50-269 

P 

WITHERS.B.D. 

8906290133 

50-482 

P 

WENZINGER.E.C. 

8907190399 

50-213 

Q 

WIENS.LA. 

8907240019 

50-269 

P 

WITHERS, B.D. 

8907070149* 

50-482 

Q 

WENZINGER.E.C. 

8907200129 

50-423 

Q 

WIENS.LA. 

8907240074 

50-269 

P 

WITHERS.B.D. 

8907180230 

50-482 

P 

WENZINGER.E.C. 

8907200179 

50-289 

Q 

WIENS.LA. 

8907240368 

50-269 

P 

WITHERS.B.D. 

8907260167 

50-482 

F 

WENZINGER.E.C. 

8907240051* 

50-220 

Q 

WIESEMANN.R.A. 

8907030206* 

50-601 

A 

WODDY.C.O. 

8907260207 

50-250 

Q 

WENZINGER.E.C. 

8907250076 

50-245 

Q 

WIESEMANN.R.A. 

8907100053* 

50-327 

Q 

WOLF.K.G. 

8907050240* 

50-219 

F 

WESSMAN.R.H. 

8906290334* 

50-271 

P 

WIESEMANN.R.A. 

8907110071 

TOPREP 


WOOD.R.S. 

8907130349 

REGGD 


WEST.G.W. 

8907170333* 

50-267 

P 

WIESEMANN.R.A. 

8907120075* 

50-443 

Q 

WOODHEAD.C.P. 

8907260068 

50-320 

G 

WESTBERG.R.A. 

8907050314* 

50-255 

Q 

WIGGINS.E. 

8907110426* 

CONTRACT 


WOODLAN.D.R. 

8907190204 

50-445 

F 

WESTERMAN.T. 

8907070277 

50-267 

S 

WIGQINS.E.J. 

8907100130* 

CONTRACT 


WOODLAN.D.R. 

8907200145 

50-445 

S 

WESTERMAN.T.F. 

8907070082 

50-267 

S 

WIGQINS.E.J. 

8907130293* 

CONTRACT 


WOODLAN.D.R. 

8907200198 

50-445 

Q 

WETTERHAHN.M.J. 

8907200108 

50-352 

G- 

WIGQINS.E.J. 

8907200050* 

CONTRACT 


WOODLAN.D.R. 

8907250139 

50-445 

A 

WFTTERHA‘-:\.\' J 

8907200227 

50-352 

G 

WIGQINS.E.J. 

8907200414* 

CONTRACT 


WOODRUFF.R.L 

8907130017 

l&E 


WEilERHA.-N.V- ... 

8907200227 

50-352 

G 

WIGGINS.J. 

8906290417 

50-443 

S 

WOODRUFF.R.L 

8907210128 

l&E 


WEYAND.L. 

8907130329* 

WASTE MGT 

WIGGINS.J. 

8906300054 

50-443 

S 

WOODRUFF.R.L 

8907260149 

l&E 


WHALEN, R. 

8907250110 

50-249 

S 

WIGGINS.J. 

8907100194 

50-443 

S 

WOODS.T.R. 

8906300115* 

50-390 

A 

WHITACRE.C. 

8907130293* 

CONTRACT 


WIGGINS.J.T. 

8906280032 

50-443 

Q 

WOODY.C.O. 

8906280280 

50-251 

s 

WHITE, F. 

8907030023 

PR 


WIGGINS.J.T. 

8907240029 

50-29 

Q 

WOODY.C.O. 

8906300141 

50-335 

P 

WHITE.J. 

8907120140* 

50-413 

F 

WIILIS.J.L. 

8906290184 

50-410 

S 

WOODY.C.O. 

8906300197 

50-250 

F 

WHITE.P. 

8907070299* 

50-272 

R 

WILBORN.L 

8907070127* 

50-285 

Q 

WOODY.C.O. 

8906300199 

50-250 

R 

WHITE.P. 

8907070302* 

50-272 

R 

WILGUS.W.S. 

890629051 1 

50-302 

P 

WOODY.C.O. 

8906300216 

50-250 

Q 

WHITE.P. 

8907070305* 

50-272 

R 

WILGUS.W.S. 

8907170383* 

50-302 

P 

WOODY.C.O. 

8907050238 

PR 


WHITE.P. 

8907200308 

50-272 

R 

WILGUS.W.S. 

8907250089 

50-302 

Q 

WOODY.C.O. 

8907050284 

50-335 

P 

WHITE.P. 

8907200313 

50-311 

R 

WILKES.J.C. 

8907050141 

PR 


WOODY.C.O. 

8907050477 

50-335 

P 

WHITE.R.B. 

8907250300 

NUREG 


WILKES.L.K. 

8907030019 

PR 


WOODY.C.O. 

8907070318 

50-389 

P 

WHrECLCJC.K 

8907110133 

PR 


WILKINS.E. 

8907130312* 

CONTRACT 


WOODY.C.O. 

8907110096 

50-251 

P 

.VHI”.£LAiV.V.‘'. 

8907070153 

40-8982 


WILLAMS.J.H. 

8907060115* 

50-277 

Q 

WOODY.C.O. 

8907110357 

50-250 

Q 

.Vdr'ENE" ,H 

8907210028* 

50-269 

Q 

WILLARD.S.C. 

8907060095 

50-260 

S 

WOODY.C.O. 

8907120017 

50-389 

S 

WHITENER.H.L 

8907250230* 

50-338 

Q 

WILLARD.S.C. 

8907060202 

50-259 

S 

WOODY.C.O. 

8907120097 

50-250 

S 

WHITING.A.R. 

8906220301 * 

WASTE MGT 

WILLARD.S.C. 

8907070261 

50-259 

S 

WOODY.C.O. 

8907130009 

50-250 

F 

WHITING.A.R. 

8906290045 

WASTE MGT 

WILLARD.S.C. 

8907180431 

50-259 

S 

WOODY.C.O. 

8907130214 

50-250 

R 

WHITING.A.R. 

8907030100* 

WASTE MGT 

W LLAFD S.C. 

8907180444 

50-260 

S 

WOODY.C.O. 

8907130246 

50-250 

P 

WHmNG,A.R. 

8907050506 

WASTE MGT 

WLl ARD.S.C. 

8907270059 

50-260 

S 

WOODY.C.O. 

8907140079 

50-335 

F 

WHITING, A.R. 

8907050516 

WASTE MGT 

WILLIAM.S.E. 

8907050471 

50-289 

F 

WOODY.C.O. 

8907140082 

50-335 

F 

WHITING.A.R- 

8907050520 

WASTE MGT 

WILLIAMS.J.H. 

8907100226* 

50-352 

Q 

WOODY.C.O. 

8907140086 

50-250 

F 

WHITING.A.R. 

8907050522* 

WASTE MGT 

WILLIAMS.M. 

8907180488 

50-482 

R 

WOODY.C.O. 

8907140088 

50-250 

F 

WHITING.A.R. 

8907050528* 

WASTE MGT 

WILLIAMS.M.G. 

8906300002 

50-482 

S 

WOODY.C.O, 

8907180059 

50-335 

P 

WHITING.A.R. 

8907060055 

WASTE MGT 

WILLIAMS.N.H. 

8907250118 

50-445 

A 

WOODY.C.O. 

8907180249 

50-250 

p 

WHITING.A.R. 

8907060065* 

WASTE MGT 

WILLINK.W. 

8907170227 

50-409 

1 

WOODY.C.O. 

8907190390 

PR 


WHITING.A.R. 

8907110246 

WASTE MGT 

WILLIS.J.L. 

8906290176 

50-410 

S 

WOODY.C.O. 

8907200390 

50-250 

R 

WHITTEMORE.C.H. 

8907070306 

50-328 

S 

WILLIS, J.L 

8906300046 

50-220 

S 

WOODY.C.O. 

8907210181 

50-250 

K 

WHITTEMORE.J.E. 

8906290149* 

50-267 

V 

WILLIS, J.L 

8906300110 

50-410 

S 

WOODY.C.O. 

8907210197 

50-335 

K 

WHITTIER, G.D. 

8906290421 

50-309 

Q 

WILLIS.J.L 

8907100253 

50-410 

S 

WOODY.C.O. 

8907240489 

50-250 

R 

WHITTIER.G.D. 

8906290513 

50-309 

Q 

WILLIS.J.L 

8907110282 

50-220 

S 

WOODY.C.O. 

8907250146 

50-250 

S 

WHITTIER, G.D. 

8906300257 

50-309 

Q 

WILLIS.J.L. 

8907180393 

50-220 

S 

WOODY.C.O. 

8907250172 

50-335 

S 

WHITTIER.G.D. 

8907060243* 

50-309 

Q 

WILLIS.J.L. 

8907190342 

50-410 

S 

WOODY.C.O. 

8907250248 

50-335 

R 

WHITTIER.G.D. 

8907100269 

50-309 

S 

WILLIS.J.L 

8907200173 

50-220 

S 

WOODY.C.O. 

8907250305 

50-335 

R 

WHITTIER.G.D 

8907140027 

50-309 

R 

WILLIS.J.L 

8907200325 

50-220 

R 

WOODY.C.O. 

8907260002 

50-389 

Q 

v\HITTIER.G.!J 

8907190373 

50-309 

S 

WILLIS.J.L 

8907200330 

50-410 

R 

WOODY.C.O. 

8907280112 

50-250 

S 

WHITTIER, G.D. 

8907200406 

50-309 

Q 

WILMOT.E.L 

8907050358 

WASTE MGT 

WRIGHT.F.N. 

8906280115* 

50-400 

Q 

WHITTIER.G.D. 

8907250287 

50-309 

Q 

WILMOT.E.L. 

8907050365 

WASTE MGT 

WRIGHT.G.C. 

8907050005 

50-483 

V 

WICHERS.D.L. 

8907050193 

40-8502 


WILMOT.E.L 

8907170025 

WASTE MGT 

WRIGHT.G.C. 

8907050295 

50-254 

V 

WICHERS.D.L. 

8907060261 

40-8502 


WILMOT.E.L. 

8907170033 

WASTE MGT 

WRIGHT.G.C. 

8907120129 

50-2 

V 

WICHERS.D.L. 

8907100106 

40-8502 


WILMOT.E.L. 

8907170043 

WASTE MGT 

WRIGHT.G.C. 

8907120223* 

50-282 

Q 

WICHERS.D.L. 

8907100280 

40-8502 


WILMOT.E.L. 

8907170048 

WASTE MGT 

WRIGHT.G.C. 

8907120382 

50-346 

Q 

WICHERS.D.L. 

8907100282* 

40-8502 


WILMOT.E.L 

8907170052 

WASTE MGT 

WRIGHT.G.C. 

8907140283 

50-266 

V 

WICHERS.D.L. 

8907100285* 

40-8502 


WILMOT.E.L 

8907170057 

WASTE MGT 

WRIGHT.G.C. 

8907190261 

50-266 

V 

WICHERS.D.L. 

8907100286* 

40-8502 


WILMOT.E.L 

8907170062* 

WASTE MGT 

WRIGHT.G.C. 

8907240038 

50-282 

V 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WU.S.L 

8907210148 

TOPREP 


YANDELL.L 

8906290100* 

50-263 

P 

YANDELL,LA. 

8906280137* 

50-282 

P 

yandell.la. 

8907030123* 

50-255 

P 

YANDELL.LA 

8907110434* 

50-315 

P 

YANDELL.LA 

8907130141* 

50-341 

P 

YANDELL.LA 

8907130336* 

50-341 

P 

YANDELL.LA. 

8907130383* 

50-341 

P 

YANDELL.LA. 

8907140008* 

50-341 

P 

YANDELL.L.A. 

8907170016* 

50-341 

P 

YANDELL.LA. 

8907240406* 

50-255 

P 

YAPCHANYK.D.J. 

8907070196 

50-245 

S 

YIN.l.T. 

8907120384* 

50-346 

Q 

YORK.J.W. 

8907120136* 

50-280 

Q 

YOSHIMURA.T. 

8907250096 

XPORTLIC 


YOSHIMURA.T. 

8907250101 

XPORTLIC 


YOUNG.D.E. 

8907170264 

50-483 

S 

YOUNG.E.D. 

8907050101 

PR 


YOUNG.F. 

8907170146 

50-320 

S 

YOUNG.K.A. 

8907200405 

50-387 

R 

YOUNG, R.M. 

8907050030 

PR 


YUHAS.G.P. 

8906280258 

50-206 

Q 

YUHAS.G.P. 

8907050103 

50-206 

Q 

YUHAS.G.P. 

8907070090 

50-528 

Q 

YUHAS.G.P. 

8907180451* 

50-27 

Q 

YUHAS.G.P. 

8907210118 

50-312 

Q 

YUHAS.G.P. 

8907210377 

70-734 


YUHAS.G.P. 

8907240062 

50-528 

Q 

YUHAS.G.P. 

8907240495 

50-243 

Q 

YUNDT.C.P. 

8907070138 

50-344 

S 

YUNDT.C.P. 

8907130279 

50-344 

S 

YUNDT.C.P. 

8907140025 

50-344 

R 

YUNKER.S. 

8907280117 

50-304 

S 

YURICH.F.J. 

8907120002 

PR 


YURICH.F.J. 

8907120002 

PR 


ZACH,J.J. 

8907030230 

50-266 

Q 

ZACH.J.J. 

8907180132 

50-266 

Q 

ZECH 

8907110195* 

50-206 

U 

ZECH,L.W 

8907110212* 

50-206 

U 

ZECH.LW. 

8905220053 

COMMISSION 

ZECH.L.W. 

8905240533 

50-322 

U 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ZECH.L.W. 

8906230206 

50-206 

U 

ZECH.L.W. 

8906260042 

50-206 

U 

ZECH.L.W. 

8906290065 

COMMISSIO N 

ZECH.L.W. 

8906290070 

COMMISSION 

ZECH.L.W. 

8906290074 

COMMISSION 

ZECH.L.W. 

8906290079 

COMMISSION 

ZECH.L.W. 

8906290455 

50-293 

U 

ZECH.L.W. 

8906300050 

50-206 

U 

ZECH.LW. 

8906300079 

COMMISSION 

ZECH.L.W. 

8907030068 

50-293 

U 

ZECH.L.W. 

8907030251 

50-317 

U 

ZECH.L.W. 

8907100299 

50-454 

Q 

ZECH.LW. 

8907110192 

50-206 

U 

ZECH.LW. 

8907110197* 

50-206 

u 

ZECH.LW. 

8907110198* 

50-206 

u 

ZECH.LW. 

8907110206* 

50-206 

u 

ZECH.L.W. 

8907110208* 

50-206 

u 

ZECH.LW. 

8907110215* 

50-206 

u 

ZECH.LW. 

8907110217* 

50-206 

u 

ZECH.LW. 

8907110220* 

50-206 

u 

ZECH.L.W. 

8907110223* 

50-206 

u 

ZECH.LW. 

8907110224* 

50-206 

u 

ZECH.LW. 

8907110225* 

50-206 

u 

ZECH.LW. 

8907110227* 

50-206 

u 

ZECH.LW. 

8907110231* 

50-206 

u 

ZECH.LW. 

8907110284* 

50-133 

u 

ZECH.LW. 

8907110289* 

50-322 

u 

ZECH.LW. 

89071 10292* 

50-322 

u 

ZECH.LW. 

8907110296* 

50-322 

u 

ZECH.L.W. 

8907110297* 

50-322 

u 

ZECH.L.W. 

8907110298* 

50-515 

u 

ZECH.LW. 

8907110300* 

50-322 

u 

ZECH.L.W. 

8907110301* 

50-322 

u 

ZECH.LW. 

8907110302* 

50-322 

u 

ZECH.LW. 

8907110304* 

50-322 

u 

ZECH.LW. 

8907110305* 

50-322 

u 

ZECH.LW. 

8907110306* 

50-322 

u 

ZECH.LW. 

8907110308* 

50-322 

u 

ZECH.LW. 

8907110311* 

50-322 

u 

ZECH.L.W. 

8907110312* 

50-282 

u 

ZECH.LW. 

8907110378* 

COMMISSION 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ZECH.L.W. 

8907110380* 

50-25? U 

ZECH.L.W. 

8907110383* 

CCMMiSSlON 

ZECH.L.W. 

8907110384* 

CCM.MiSSiON 

ZECH.L.W. 

8907110385* 

COMMISSION 

ZECH.L.W. 

8907110387* 

COMMISSION 

ZECH.LW. 

8907110388* 

COMMISSION 

ZECH.LW. 

8907110390* 

COMMISSION 

ZECH.LW. 

8907110392* 

COMMISSION 

ZECH.LW. 

8907110393* 

COMMISSION 

ZECH.L.W. 

8907110394* 

COMMISSION 

ZECH.L.W. 

8907110395* 

rio^MiCSiQ NJ 

ZECH.L.W. 

8907110397* 

SGVViSS ON 

ZECH.L.W. 

8907110399* 

CO VViSS 0 \ 

ZECH.L.W. 

8907120085 

COMViSSON 

ZECH.L.W. 

8907120133 

CO VVISS ON 

ZECH.L.W. 

8907120161 

COMMISSION 

ZECH.L.W. 

8907120203 

CO V MISSION 

ZECH.LW. 

8907180167* 

CCVVISSiON 

ZECH.LW. 

8907180179* 

00 V MISSION 

ZECH.L.W. 

8907180186* 

COVVISSION 

ZECH.L.W. 

8907180192* 

COVVISS'ON 

ZECH.L.W. 

8907180204* 

CCVVISSON 

ZECH.LW. 

8907180213* 

COVVISSION 

ZECH.LW. 

8907180219* 

CCVVI5SIO N 

ZECH.LW. 

8907180226* 

COVVISSION 

ZEILER.J. 

8906290186* 

50-425 Q 

ZEILER.J. 

8907210028* 

50-269 Q 

ZIEGLER, R.S. 

8907050048 

40-8902 

ZIEGLER, R.S. 

8907060037 

40-8902 

ZIEGLER, R.S. 

8907060149 

40-8902 

ZIEGLER. R.S. 

8907070128 

40-8902 

ZIEGLER, R.S. 

8907070315 

40-8902 

ZIEGLER, R.S. 

8907100255 

40-8902 

ZIEGLER.R.S. 

8907140133 

40-8902 

ZIEGLER.R.S. 

8907140136 

40-8902 

ZIMMERMAN.P.W. 

8907060067 

NUREG 

ZIMMERMAN, R. 

8907070219 

50-528 P 

ZIMMERMAN.R. 

8907130011 

50-312 Q 

ZIMMERMAN, R.P. 

8906290448 

50-397 Q 

ZIMMERMAN.R.P. 

8906290472 

50-206 P 

ZIMMERMAN, R.P. 

8906300016 

50-397 Q 

ZIMMERMAN.R.P. 

8907070086 

50-397 Q 

ZIMMERMAN.R.P. 

8907140057 

50-397 Q 

ZIMMERMAN.R.P. 

8907140058* 

50-397 Q 

ZIMMERMAN.R.P. 

8907180505 

50-528 Q 

ZIMMERMAN.R.P. 

8907210039 

50-397 Q 

ZUDANS.Z. 

8304260154* 

FOIA 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

...obsolete code... 

AT&T Communications 

Advanced Medical Systems, Inc. 

Advanced Nuclear Fuels Corp. (formerly 

Exxon Nuclear Co., Inc.) 

8907070120 

8906290412* 

8907070014 

8907130055 

Aerotest Operations. Inc. 

Air and Water Pollution Patrol 

Alabama Power Co. 

8907140258 

8907240042 

8907070015* 

8907060125 

8906290446 


8906290483 

8907130320 

8907170118 

8907170164 

8907170386 


8907170386 

8907180312 

8907180312 

8907180510 

8907180611 


8907190009 

8907190009 

8907190010 

8907190010 

8907190016 


8907190016 

8907200328 

8907240022 

8907260038 

8907260038 


8907260049 

8907260049 

8907260273 

8907270265 

8907270265 

Alameda County. CA 

Allegheny international, Inc. 

Alliance Moving & Storage, Inc. 

Allied-Signal Corp. 

8907240442 

8907170462 

8907170377* 

8906290224 

8907240385 

Altair Resources. Inc. 

American Electric Power Co., Inc. 

8907060016 

8907060024* 

8907190220 

8907250323 

8907250329 

American Electric Power Service Corp, 

American Nuclear Corp. 

American Nuclear Insurers 

American Society of Mechanical Engineers 

8907170149 

8907060291 

8907070265 

8907060285* 

8907170169 

Amersham Corp. 

Anacomp, Inc. 

Analysis & Measurement Services Corp. 

Ann Riley & Associates 

8907210044 

8907260047 

8907100179 

8907070107 

8907100473* 

Anthony, R.L. 

Argonne National Laboratory 

8907030015 

8906300027* 

8906300029* 

8906300031* 

8906300032* 

Arizona Public Service Co. (formerly 

Arizona Nuclear Power Project) 

8906290164 

8906290444 
8906290444 
8906290451 * 


8906290451* 

8906300055 

8906300140 


SUBJECT 

CATEGORY 

NUREG 

CONTRACT 

FOIA 

70-1257 

70-1257 

XPORTLIC 


AUTHOR AFFILIATION 

50-228 

V 


50-352 

F 


50-348 

K 


50-348 

F 


50-348 

S 


50-348 

PR 

F 


50-348 

Q 


50-348 

Q 


50-348 

P 


50-348 

P 


50-348 

R 


50-364 

R 


50-348 

F 


50-348 

F 


50-348 

F 


50-348 

F 


50-348 

F 


50-348 

F 


50-348 

S 


50-340 

S 


50-348 

G 


50-348 

G 


50-348 

G 


50-348 

G 


50-348 

PR 

S 


PR 

PR 

40-8724 

CONTRACT 

40-3392 

40-3392 

40-8926 

40-8926 



50-316 

S 


50-316 

S 


50-316 

PR 

40-8902 

40-4492 

ORG 

PR 

PT21 

S 


71-9029 


Arizona, State of 

40-8902 

NUREG 

CONTRACT 


Arizona, Univ. of, Tucson, AZ 

50-352 

40-2061 

40-2061 

40-2061 

40-2061 

G 

Arkansas Power & Light Co. 

50-529 

P 


50-528 

P 


50-528 

P 


50-528 

P 


50-528 

P 


50-528 

P 


50-528 

P 



ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8906300140 ' 

50-528 

8906300140 

50-528 

8906300230 

50-528 

8906300245* 

50-528 

8906300247 

50-528 

8907030259 

50-528 

8907030259 

50-528 

8907030259 

50-528 

8907050472 

TOPREP 

8907060277* 

50-528 

8907070016 

50-528 

8907070016 

50-628 

8907070016 

50-528 

8907070126 

50-529 

8907070300 

50-530 

8907110011 

50-528 

8907110183 

50-530 

8907120101 

50-528 

8907130287 

50-529 

8907140085 

50-528 

8907140085 

50-528 

8907140087* 

50-528 

8907170038 

50-529 

8907200389 

50-528 

8907200394 

50-528 

8907200394 

50-528 

8907200394 

50-528 

8907200401 

50-528 

8907200401 

50-528 

8907200401 

50-528 

8907200409 

50-529 

8907210009 

50-528 

8907210009 

50-528 

8907210009 

50-528 

8907210017 

50-528 

8907210026 

50-528 

8907210031 

50-528 

8907210031 

50-528 

8907210031 

50-528 

8907210046 

50-529 

8907210057 

50-528 

8907210095* 

50-529 

8907210098* 

50-529 

8907210100* 

50-529 

8907210207 

50-528 

8907210207 

50-528 

8907210285 

50-529 

8907250145 

50-528 

8907250222 

50-528 

8907270195 

PR 

890728021 1 

50-528 

8907050380* 

CONTRACT 

8907120020 

50-113 

8907260008 

50-113 

8907280316 

NUREG 

8906290088 

50-313 

8906290088 

50-313 

8906290093 

50-368 

8906290154 

50-313 

8906290154 

50-313 

8906290228 

50-313 

8906300237 

50-313 

8906300250 

50-313 

8907030101 

50-313 

8907050081 

50-313 

8907070119 

50-313 

8907070211 

50-313 

8907070278 

50-313 


265 
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AUTHOR AFRLIATIOM 


Arkansas, State of 

Arkansas. Univ. of. Fayetteville, AR 

Armed Forces Radiobiological Research 

Institute 

Army, Dept, of 

Atlantic Richfield Co. (ARCO) 


Atlas Corp. 


Atomic Energy of Canada, Ltd. 

Automatic Switch Co. 

B&W Fuel Co. 


BWR Owners Group 
Babcock & Wilcox Co. 


Backus, Meyer & Solomon 

Balch, Bingham, Baker, Hawthorne, 

Williams & Ward 

Baltimore Gas & Electric Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8907110104 

50-313 

Q 

8907110153 

50-313 

Q 

8907110281 

50-313 

Q 

8907110389 

50-368 

S 

8907120012 

50-313 

S 

8907120100 

50-313 

S 

8907120283 

50-313 

F 

8907120283 

50-313 

F 

8907120289* 

50-313 

F 

8907120289* 

50-313 

F 

8907130208 

50-313 

S 

8907130298 

50-313 

F 

8907170196 

PR 


8907180449 

50-313 

P 

8907180449 

50-313 

P 

8907190332 

50-313 

P 

8907210276 

50-313 

F 

8907210276 

50-313 

F 

8907240165 

50-313 

F 

8907240165 

50-313 

F 

8907260079 

50-313 

P 

8907260079 

50-313 

P 

8907260094 

50-313 

P 

8907260127 

50-313 

P 

8907260127 

50-313 

P 

8907260130 

50-368 

P 

8907260154 

50-313 

K 

8907260154 

50-313 

K 

8907260155* 

50-313 

K 

8907260155* 

50-313 

K 

8907260233 

50-313 

S 

8907280179* 

50-313 

S 

8907280201 * 

50-313 

K 

8907280201 * 

50-313 

K 

8907310577 

50-313 

S 

8907120036 

PR 


8907060122 

NUREG 


8907110254 

50-170 

F 

8907190222* 

CONTRACT 


8907050048 

40-8902 


8907060037 

40-8902 


8907060050* 

40-8902 


8907060149 

40-8902 


8907070128 

40-8902 


8907070315 

40-8902 


8907100255 

40-8902 


8907140133 

40-8902 


8907140136 

40-8902 


8907050113 

40-3453 


8907050121 

40-3453 


8907060187 

40-3453 


8907140084 

40-3453 


8907140150 

40-3453 


8907180116* 

PROJ 


8907170136 

PR 


8907070216 

71-6294 


8907070229* 

71-6294 


8907100234 

71-6294 


8907100236* 

71-6294 


8907260176 

71-9230 


8907100044 

TOPREP 


8906290233* 

50-313 

Q 

8906290268 

70-1201 


8906300173 

70-27 


8906300175 

70-824 


8907050248 

70-135 


8907100011 

70-27 


8907110024 

70-27 


8907110201 

PR 


8907110375 

70-1201 


8907170214 

70-27 


8907170278 

70-27 


8907180485 

TOPREP 


8907240380 

70-27 


8907030085 

50-443 

T 

8907240053 

50-443 

G 

8907260038 

50-348 

G 

8906280160 

50-317 

P 

8906290209 

50-317 

Q 

8906290209 

50-317 

Q 

8906290402 

50-317 

S 

8906300181 

50-317 

P 

8907070035 

50-317 

P 

8907070035 

50-317 

P 

8907100056 

50-317 

P 

8907100056 

50-317 

P 

8907130297 

50-317 

S 


AUTHOR AFFILIATION 


Battelle Memorial Institute, Columbus 
Laboratories 


Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Bear Creek Uranium Co. 

Bell of Pennsylvania 

Bishop, Cook, Purcell & Reynolds 


Bivona & Cohen 
Boston Edison Co. 


Bozeman, MT 

Brigham Young Univ., Provo, UT 


Brookhaven National Laboratory 


Buffalo Materials Research Center 

C&P Telephone Co. of Maryland 

C-E Operating Plants Owners Group 

CBI Services, Inc. (formerly Chicago 

Bridge & Iron Co.) 

CYGNA Energy Services 
California, State of 

California, Univ, of, Santa Barbara, CA 
Canrad Precision Industries, Inc. 

Carolina Power & Light Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8907140070 

50-318 

Q 

8907170137 

PR 


8907170423 

50-317 

S 

8907170485 

50-317 

Q 

8907180151 

50-317 

P 

8907180151 

50-317 

P 

8907180164 

50-317 

P 

8907190001 

50-317 

R 

8907190001 

50-317 

R 

8907190089 

50-317 

F 

8907190208 

50-317 

S 

8907190208 

50-317 

S 

8907240129 

50-317 

Q 

8907240432 

PR 


8907260039 

50-318 

S 

8907260269 

50-318 

s 

8907310314 

REGGD 


8906290215* 

CONTRACT 


8906300265* 

CONTRACT 


8907210090* 

50-316 

p 

8904200033* 

REVIEW GR 

p 

8907060067 

NUREG 


8907060247 

50-317 

p 

8907170353* 

WASTE MGT 


8907170357* 

WASTE MGT 


8907170358* 

WASTE MGT 


8907250300 

NUREG 


8907050266 

40-8452 


8906290273* 

CONTRACT 


8907170196 

PR 


8907200208 

50-460 

G 

8907260038 

50-348 

G 

8907260049 

50-348 

G 

8907260170 

MISC 


8907270078 

FOIA 


8907280309 

FOIA 


8906290122 

50-293 

P 

8907050065 

50-293 

P 

8907060126 

50-293 

S 

8907060135 

50-293 

s 

8907060136 

50-293 

V 

8907120093 

50-293 

p 

8907130025 

50-293 

R 

8907170486 

50-293 

S 

8907170489 

50-293 

S 

8907180477 

50-293 

p 

8907180482 

50-293 

s 

8907180496 

50-293 

s 

8907190018 

50-293 

p 

8907190077 

50-293 

p 

8907190127 

60-293 

p 

8907200267 

50-293 

R 

8907270235 

PR 


8907070227 

50-262 

P 

8907070232* 

50-262 

P 

8907070364 

50-262 

P 

8907070365* 

50-262 

P 

8907060073 

NUREG 


8907100258 

NUREG 


8907100301 

NUREG 


8907250307 

NUREG 


8907280333 

NUREG 


8907240046 

50-57 

F 

8906290130* 

CONTRACT 


8906300162* 

CONTRACT 


8906290395 

TOPREP 


8907050472 

TOPREP 


8907110258 

PR 


8907250118 

50-445 

A 

8907130303* 

50-206 

H 

8907130293* 

CONTRACT 


8907130251* 

FOIA 


8906280081 

50-324 

S 

8906280106 

50-325 

S 

8906280110 

50-324 

Q 

8906280110 

50-324 

Q 

8906300009 

50-324 

P 

8906300060 

50-400 

F 

8906300093 

50-261 

S 

8906300132 

50-325 

P 

8906300135 

50-325 

Q 

8906300259 

50-325 

S 

8907030039 

50-325 

S 

8907050046 

50-400 

P 

8907050130 

50-400 

S 

8907050202 

50-261 

P 



CORPORATE SOURCE INDEX 267 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 
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8907050202 

50-261 

P 


8907050207 

50-440 


8907050202 

50-261 

P 


8907060156 

50-440 


8907050205 

PR 



8907070184 

50-440 


8907050309 

50-400 

H 


8907070184 

50-440 


8907050440 

50-400 

S 


8907070234 

50-440 


8907050444 

50-325 

P 


8907070237* 

50-440 


8907050451 

50-325 

Q 


8907130104 

50-440 


8907050453* 

50-325 

Q 


8907140068 

50-440 


8907060061 

50-324 

P 


8907170403 

50-440 


8907060142 

50-400 

P 


8907180283 

PR 


8907060146* 

50-400 

P 


8907190253 

50-440 


8907060248 

50-400 

P 


8907200096 

50-440 


8907070133 

50-324 

S 


8907200319 

50-440 


8907070180 

50-400 

P 


8907240371* 

50-440 


8907070181* 

50-400 

P 


8907240383* 

50-440 


8907070323 

50-324 

S 


8907240395* 

50-440 


8907130070 

50-325 

S 


8907240496 

50-440 


8907130129 

50-261 

Q 


8907250175 

50-440 


8907140048 

50-324 

R 

Colorado, State of 

8907110142 

PR 


8907140048 

50-324 

R 


8907190205 

WASTE MGT 


8907170184 

PR 



8907280346* 

FOIA 


8907170241 

50-324 

P 


8907280349* 

FOIA 


8907170259 

50-400 

P 


8907280352* 

FOIA 


8907170282 

50-261 

P 


8907310114* 

FOIA 


8907170369 

50-400 

P 

Combustion Engineering, Inc. 

8906300122* 

CONTRACT 


8907170396 

50-261 

R 


8907100003 

70-1100 


8907170442 

50-400 

F 


8907100006* 

70-1100 


8907180503 

50-400 

R 


8907120043 

PR 


8907190296 

50-324 

P 


8907140099 

70-36 


8907190296 

50-324 

P 


8907170039 

PROJ 


8907190297* 

50-324 

P 


8907210211* 

50-528 


8907190297* 

50-324 

P 


8907210239 

70-1100 


8907200031 

50-324 

P 


8907210243* 

70-1100 


8907200031 

50-324 

P 


8907210267 

70-36 


8907200032* 

50-324 

P 


8907260023 

PROJ 


8907200035* 

50-324 

P 


8907260133* 

50-368 


8907200378 

50-324 

S 

Commonwealth Edison Co. 

8906280060 

50-454 


8907200383 

50-324 

S 


8906280111 

50-265 


8907210367 

50-324 

F 


8906280122 

71-8 


8907250085 

50-261 

R 


8906290064 

50-10 


89072’50137 

50-400 

S 


8906290064 

50-10 


8907250235 

71-6574 



8906290105 

50-456 


8907250310 

50-325 

S 


8906290335* 

50-295 


8907260070 

50-261 

S 


8906290367* 

50-295 


8907260096 

50-261 

P 


8906290406 

50-457 


8907260096 

50-261 

P 


8906290408 

50-295 


8907260096 

50-261 

P 


8906290523 

50-454 


8907260193 

50-400 

F 


8906290523 

50-454 


8907260198* 

50-400 

F 


8906290523 

50-454 


8907270329 

50-325 

S 


8906290523 

50-454 

rsrtjf DjnIHe 

8907190254* 

CONTRACT 



8906290523 

50-454 

Waste Regulatory 

8906220300 

WASTE MGT 



8906290524* 

50-454 

Analyses 





8906290524* 

50-454 


8906220301* 

WASTE MGT 



8906290524* 

50-454 


8906290039 

WASTE MGT 



8906290524* 

50-454 


8906290045 

WASTE MGT 



8906290524* 

50-454 


8906300051 - 

WASTE MGT 



8906300119 

50-454 


8906300174 

WASTE MGT 



8906300165 

50-374 


8906300177* 

WASTE MGT 



8906300203 

50-373 


8907030100* 

WASTE MGT 



8907030094 

PR 


8907030103 

WASTE MGT 



8907030211 

50-254 


8907030107* 

WASTE MGT 



8907030211 

50-254 


8907030112 

WASTE MGT 



8907030239* 

50-254 


8907030116* 

WASTE MGT 



8907050021 

50-237 


8907050503 

WASTE MGT 



8907050021 

50-237 


8907050506 

WASTE MGT 



8907050197 

PR 


8907050510 

WASTE MGT 



8907050214 

50-373 


8907050516 

WASTE MGT 



8907050214 

50-373 


8907050520 

WASTE MGT 



8907050215 

50-373 


8907050522* 

WASTE MGT 



8907050216* 

50-373 


8907050524 

WASTE MGT 



8907050216* 

50-373 


8907050528* 

WASTE MGT 



8907050298 

50-454 


8907060055 

WASTE MGT 



8907050298 

50-454 


8907060060 

WASTE MGT 



8907050298 

50-454 


8907060065* 

WASTE MGT 



8907050298 

50-454 


890707031 1 * 

WASTE MGT 



8907050298 

50-454 


8907110246 

WASTE MGT 



8907050308 

50-249 


8907110261 

WASTE MGT 



8907050311 

50-295 


8907250275 

WASTE MGT 



8907050311 

50-295 


8907250281 * 

WASTE MGT 



8907050328 

50-373 


8907250283* 

WASTE MGT 



8907050331 

50-373 

CHem-Nuclear Systems, Inc. 

8907250296 

WASTE MGT 



8907050331 

50-373 

8907130307 

71-9204 



8907050347 

50-254 

Cifitichem, Inc. 

8907130311* 

71-9204 



8907050354 

50-373 

8907100199 

50-54 

Q 


8907050354 

50-373 

Unrv., Worcester, MA 

8907240340 

70-687 



8907050357* 

50-373 

8907030144 

50-443 

T 


8907050357* 

50-373 

Clevsland Electric Illuminating Co. 

8907050085 

50-440 

P 


8907050364 

50-456 


8907050097 

50-440 

P 


8907050376 

50-454 
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8907060048 

50-10 

P 


8907200365 

50-237 

Q 

8907060148 

50-295 

F 


8907200381 

50-237 

P 

8907060148 

50-295 

F 


8907200381 

50-237 

P 

8907070095 

50-373 

P 


8907200381 

50-237 

P 

8907070095 

50-373 

P 


8907200381 

50-237 

P 

8907070146 

50-295 

S 


8907200381 

50-237 

P 

8907070147 

50-254 

F 


8907240252* 

50-10 

R 

8907070147 

50-254 

F 


8907240443 

50-237 

Q 

8907070152 

50-254 

F 


8907240443 

50-237 

Q 

8907070152 

50-254 

F 


8907240447* 

50-237 

Q 

8907070199 

50-254 

F 


8907240447* 

50-237 

Q 

8907070199 

50-254 

F 


8907240452 

50-237 

Q 

8907070202 

50-373 

P 


8907240456 

50-237 

Q 

8907070202 

50-373 

P 


8907240456 

50-237 

Q 

8907070206 

50-373 

P 


8907250026 

50-237 

P 

8907070206 

50-373 

P 


8907250028* 

50-237 

P 

8907070208* 

50-373 

P 


8907250028* 

50-237 

P 

8907070208* 

50-373 

P 


8907250035 

50-295 

P 

8907070330 

50-10 

F 


8907250035 

50-295 

P 

8907100021 

50-254 

F 


8907250037* 

50-295 

P 

8907100021 

50-254 

F 


8907250037* 

50-295 

P 

8907100069 

50-456 

F 


8907250054 

50-295 

S 

8907100069 

50-456 

F 


8907250090 

50-295 

S 

8907100277 

50-373 

P 


8907250110 

50-249 

s 

8907110017 

50-265 

S 


8907250124 

50-237 

s 

8907110190 

50-373 

S 


8907250156* 

50-254 

P 

8907110219 

50-295 

F 


8907250159* 

50-254 

P 

8907110219 

50-295 

F 


8907260064 

50-454 

P 

8907110279 

50-295 

R 


8907260298 

50-454 

p 

8907110279 

50-295 

R 


8907260317 

50-237 

p 

8907110299 

50-373 

S 


8907280117 

50-304 

s 

8907110309 

50-373 

S 


8907280263 

50-454 

P 

8907110317 

50-295 

P 


8907280263 

50-454 

p 

8907110317 

50-295 

P 

Connecticut Yankee Atomic Power Co. 

8906280141 

50-213 

p 

8907110319* 

50-295 

P 


8906280154 

50-213 

P 

8907110319* 

50-295 

P 


8906290491 

50-213 

F 

8907110328 

50-254 

S 


8906290491 

50-213 

F 

8907110398 

50-373 

R 


8906300217 

50-213 

F 

8907110398 

50-373 

R 


8907030049 

50-213 

P 

8907110401* 

50-373 

R 


8907030057* 

50-213 

P 

8907110405* 

50-454 

F 


8907050345 

50-213 

S 

8907110406* 

50-373 

R 


8907050418 

50-213 

P 

8907110427 

50-254 

S 


8907050418 

50-213 

P 

8907110429 

50-237 

Q 


8907050418 

50-213 

P 

8907110429 

50-237 

Q 


8907050422* 

50-213 

P 

8907110429 

50-237 

Q 


8907050422* 

50-213 

P 

8907110429 

50-237 

Q 


8907050422* 

50-213 

P 

8907110429 

50-237 

Q 


8907070134 

71-207 


8907120009 

PR 



8907070222 

50-213 

F 

8907120125 

50-295 

S 


8907070361 

50-213 

P 

8907120360 

50-237 

S 


8907120067 

50-213 

P 

8907130003 

50-373 

F 


8907120067 

50-213 

P 

8907130003 

50-373 

F 


8907120067 

50-213 

P 

8907130110 

50-295 

F 


8907120067 

50-213 

P 

8907130110 

50-295 

F 


8907120067 

50-213 

P 

8907130272 

50-295 

F 


8907120328 

50-213 

Q 

8907130272 

50-295 

F 


8907120328 

50-213 

Q 

8907130289 

50-295 

F 


8907180084 

50-213 

R 

8907130289 

50-295 

F 


8907180146 

50-213 

P 

8907140149 

50-254 

S 


8907180185 

50-213 

H 

8907140154 

50-254 

S 


8907180252 

50-213 

P 

8907140174 

50-295 

S 


8907180272 

50-21 3 

P 

8907170463 

50-373 

S 


8907180329 

50-213 

. P 

8907170463 

50-373 

S 


8907180329 

50-213 

P 

8907170470 

50-373 

S 


8907180329 

50-213 

P 

8907170470 

50-373 

S 


8907180329 

50-213 

P 

8907180145 

50-374 

S 


8907180329 

50-213 

P 

8907180209 

50-254 

R 


8907260188 

50-213 

P 

8907180256 

50-295 

K 

Conner & Wetterhahn 

8907200101 

50-352 

G 

8907180336 

50-454 

F 


8907200227 

50-352 

G 

8907180420 

50-454 

R 

Consolidated Edison Co. of New York, Inc 

8906270439 

50-247 

P 

8907180420 

50-454 

R 


8906290247 

50-247 

Q 

8907190005 

50-10 

R 


8906290256 

50-247 

Q 

8907190005 

50-10 

R 


8906290442 

50-247 

K 

8907190012 

50-254 

R 


8906300125 

50-247 

R 

8907190012 

50-254 

R 


8906300205 

50-247 

P 

8907190057 

50-249 

S 


8906300207* 

50-247 

P 

8907190064 

50-373 

R 


8906300209* 

50-247 

P 

8907190064 

50-373 

R 


8906300210* 

50-247 

P 

8907200013 

50-254 

P 


8906300229 

50-247 

P 

8907200013 

50-254 

P 


8907050047 

PR 


8907200015* 

50-254 

P 


8907050073 

50-3 

P 

8907200015* 

50-254 

P 


8907050483 

50-247 

P 

8907200027 

50-374 

S 


8907070273 

50-247 

F 

8907200148 

50-454 

F 


8907070355 

50-247 

P 

8907200242 

50-237 

P 


8907130190 

50-247 

P 

8907200242 

50-237 

P 


8907130198 

50-247 

Q 

8907200278 

50-454 

Q 


8907170417 

50-247 

P 

8907200364 

50-456 

F 


8907180122 

50-247 

P 
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Consumers Power Co. 


Control Components, Inc. 


Covington & Burling 


Daily News, Woodland Hills, CA 
Dairyland Power Cooperative 


Data Base, Inc. 

Data General Corp. 

David W. Taylor Naval Research & 
Development Center 

Defense, Dept. of. Defense Nuclear Agenc 
De'lwo, Rudolf & Schroeder 

Detroit Edison Co. 


D?!V0"'‘je. Ltd. 

C.veisiecj w.od le Products, Inc. 

Doc-Search Associates 
Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8907180224 

50-247 

Q 

8906290145 

50-269 

8907180418 

50-247 

P 

8906290274 

50-369 

8907180435 

50-247 

P 

8906290274 

50-369 

8907180440* 

50-247 

P 

890629041 1 

50-369 

8907180446* 

50-247 

P 

890629041 1 

50-369 

8907190119 

50-247 

P 

890629041 1 

50-369 

8907200262 

50-247 

H 

8906290418 

50-269 

8907260307 

50-247 

Q 

8906290470 

50-269 

8906280008 

50-155 

P 

8906290470 

50-269 

8906280195 

50-255 

P 

8906290470 

50-269 

8906280196* 

50-255 

P 

8906290525 

50-269 

8906290095 

50-255 

Q 

8906290525 

50-269 

8906290278 

50-255 

J 

8906290525 

50-269 

8907030032 

50-255 

P 

8907050011 

PR 

8907030271 

50-255 

Q 

8907050014 

50-269 

8907030276 

50-255 

S 

8907050014 

50-269 

8907030277 

50-255 

P 

6907050014 

50-269 

8907030279* 

50-255 

P 

8907050014 

50-269 

8907030280* 

50-255 

P 

8907050020 

PR 

8907030281 

50-155 

Q 

8907050349 . 

50-369 

8907050211 

50-255 

Q 

8907050349 

50-369 

8907050219 

50-155 

P 

8907050360 

50-270 

8907050223* 

50-155 

P 

8907050378 

50-369 

8907070272 

50-255 

K 

8907050486 

50-414 

8907100084 

50-155 

F 

8907050498 

50-413 

8907110161 

50-255 

S 

8907050498 

50-413 

8907120003 

PR 


8907050500* 

50-413 

8907130248 

50-255 

R 

8907050500* 

50-413 

8907140055 

50-155 

R 

8907050505 

50-369 

8907170051 

50-255 

P 

8907050505 

50-369 

8907180189 

50-255 

P 

8907060299 

50-369 

8907180275 

50-155 

S 

8907070058 

50-369 

8907180291 

50-255 

P 

8907070058 • 

50-369 

8907180303 

50-255 

P 

8907070060* 

50-369 

8907190014 

50-255 

F 

8907070060* 

50-369 

8907190019 

50-255 

F 

8907070141 

50-369 

8907190131 

50-255 

F 

8907070141 

50-369 

8907190144 

50-255 

F 

8907100118 

50-269 

8907190161 

50-255 

F 

8907100118 

50-269 

8907210010 

50-255 

S 

8907100118 

50-269 

8907210275 

50-155 

P 

8907110365 

50-269 

8907250134 

50-255 

s 

8907110365 

50-269 

8907260005 

50-255 

p 

8907110365 

50-269 

8907100238 

50-443 

' s 

8907120016 

PR 

8907110075 

50-498 

s 

8907120138 

50-413 

8907110083 

50-424 

s 

8907120138 

50-413 

8907170058 

50-400 

s 

8907120140* 

50-413 

8907170058 

50-400 

s 

8907120140* 

50-413 

8907030108 

40-2061 


8907120259 

50-269 

8907240065 

40-2061 


8907120336 

50-269 

8907240248 

FOIA 


8907120336 

50-269 

8907100134 

50-409 

J 

8907120336 

50-269 

8907170227 

50-409 

1 

8907120344* 

50-369 

8907180280 

50-409 

p 

8907120347* 

50-369 

8906300023* 

CONTRACT 


8907120353 

50-413 

8906290119* 

CONTRACT 


8907120377 

50-413 

8907070099 

NUREG 


8907120377 

50-413 




8907120378* 

50-413 

8907110257* 

50-170 

F 

8907120378* 

50-413 

8907100095 

40-8982 


8907130143 

50-269 

8906290177 

50-341 

Q 

8907130143 

50-269 

8906290404 

50-341 

Q 

8907130143 

50-269 

8906300249 

50-341 

P 

8907130143 

50-269 

8907050491 

50-341 

Q 

8907130143 

50-269 

8907050495 

50-341 

J 

8907130143 

50-269 

8907070213 

50-341 

S 

8907130146* 

50-269 

8907070344 

50-341 

Q 

8907130146* 

50-269 

8907110154 

50-341 

Q 

8907130146* 

50-269 

8907110425 

50-341 

Q 

8907130149 

50-269 

8907120091 

50-341 

H 

8907130149 

50-269 

8907120265 

50-341 

S 

8907130149 

50-269 

8907120349 

50-341 

S 

8907130149 

50-269 

8907140060 

50-341 

F 

8907130149 

50-269 

8907140287 

60-341 

P 

8907130149 

50-269 

8907200229 

50-341 

P 

8907130149 

50-269 

8907200368 

50-341 

P 

8907130159 

50-269 

8907260275 

50-341 

R 

8907130159 

50-269 

8907310168 

REGGD 


8907130159 

50-269 

8907280279 

50-220 

Q 

8907130186* 

50-269 

8907110426* 

CONTRACT 


8907130186* 

50-269 

8907130124 

50-373 

P 

8907130186* 

50-269 

8906280185 

50-369 

P 

8907130186* 

50-269 

8906280270 

50-369 

Q 

8907130186* 

50-269 

8906280270 

50-369 

Q 

8907130186* 

50-269 

8906290021 

50-414 

P 

8907130291 

50-269 

8906290061 

50-369 

P 

8907130291 

50-269 

8906290061 

50-369 

P 

8907130291 

50-269 

8906290068 

50-369 

P 

8907130291 

50-269 

8906290068 

50-369 

P 

8907130291 

50-269 
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AUTHOR AFFILIATION 


Entergy Corp, 

Environmental Conservation Organization 
Environmental Protection Agency 


Erwin, TN 

Eugene Water & Electric Board 
European Communities, Commission of 
Everest Minerals Corp. 


Evergreen International Airlines 
Exxon Corp. 

FW Energy Applications, Inc. 


Family Carpet Service, Inc. 

Fansteel Metals (subs, of Fansteel, Inc. 


Federal Emergency Management Agency 


Fenix & Sclsson of Nevada 


CORPORATE SOURCE INDEX 271 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8907050531 

8907060096 

WASTE MGT 
WASTE MGT 


Ferret Exploration Company of Nebraska, 8907030263 

Inc. 

40-8829 

8907060168 

WASTE MGT 


8907050439 

40-8943 

8907060169 

WASTE MGT 


8907100156 

40-8943 

8907060174 

WASTE MGT 


8907100251 

40-8943 

8907060194 

WASTE MGT 


8907100296 

40-8943 

8907060197 

WASTE MGT 


Fisher Controls International (subs, of 8906280158 

PT21 

8907060205 

WASTE MGT 


Monsanto Co.\ 

8907060209 

WASTE'MGT 


8906290153 

QA999 

8907070156 

PROJ 


Florida Power & Light Co. 8906280280 

50-251 

8907070157* 

PROJ 


8906300141 

50-335 

8907070284 

WASTE MGT 


8906300197 

50-250 

8907140138 

WASTE MGT 


8906300199 

50-250 

8907170025 

WASTE MGT 


8906300216 

50-250 

8907170030 

WASTE MGT 


8907030095 

50-250 

8907170033 

WASTE MGT 


8907030095 

50-250 

8907170043 

WASTE MGT 


89070301 05 

50-250 

8907170048 

WASTE MGT 


8907030105 

50-250 

8907170052 

WASTE MGT 


8907050238 

PR 

8907170057 

WASTE MGT 


8907050284 

50-335 

8907170062* 

WASTE MGT 


8907050284 

50-335 

8907170072 

WASTE MGT 


8907050477 

50-335 

8907170181 

WASTE MGT 


8907050477 

50-335 

8907170341 

WASTE MGT 


8907070318 

50-389 

8907180115 

WASTE MGT 


8907110096 

50-251 

8907180159 

PR 


8907110357 

50-250 

8907210129 

WASTE MGT 


8907120017 

50-389 

8907210134 

WASTE MGT 


8907120097 

50-250 

8907210137* 

WASTE MGT 


8907120097 

50-250 

8907210194 

71-9860 


8907130009 

50-250 

8907210355 

WASTE MGT 


8907130009 

50-250 

8907210361 

WASTE MGT 


8907130214 

60-250 

8907210366 

WASTE MGT 


8907130214 

50-250 

8907240141 

WASTE MGT 


8907130246 

50-250 

8907240449 

WASTE MGT 


8907130246 

50-250 

8907240469 

WASTE MGT 


8907140079 

50-335 

8907270316 

PR 


8907140079 

50-335 

8907120026 

PR 


8907140082 

50-335 

8907260262* 

50-312 

P 

8907140082 

50-335 

8906290509 

40-2061 


8907140086 

50-250 

8907030261 

40-8907 


8907140086 

50-250 

8907050026 

40-8903 


8907140088 

50-250 

8907050128 

40-8907 


8907140088 

50-250 

8907140184 

40-8903 


8907170196 

PR 

8907170212 

40-8903 


8907180059 

50-335 

8907170326 

40-2061 


8907180249 

50-250 

8906290479* 

70-143 


8907190390 

PR 

8907030216* 

50-344 

1 

8907200126 

50-250 

8907250188 

XPORTLIC 


8907200126 

50-250 

8907060119 

40-8857 


8907200390 

50-250 

8907070165 

40-8857 


8907210181 

50-250 

8907100270 

40-8857 


8907210197 

50-335 

8907100264 

40-8857 


8907210198* 

50-335 

8907070071 

40-8064 


8907240155 

50-250 

8907050136 

PR 


8907240489 

50-250 

8907130139 

PROJ 


8907240489 

50-250 

8907130140* 

PROJ 


8907250146 

50-250 

8907240508 

FOIA 


8907250172 

50-335 

8907270048* 

FOIA 


8907250248 

50-335 

8906300091 

40-7580 


8907250305 

50-335 

8906300166* 

40-7580 


8907260002 

50-389 

8906300176 

40-7580 


8907260004* 

50-389 

8906300187 

40-7580 


8907260014 

50-335 

8906300218* 

40-7580 


8907260207 

50-250 

8906300228* 

40-7580 


8907260207 

50-250 

8907070064 

40-7580 


8907280112 

50-250 

8907240413 

40-7580 


Florida Power Corp. (subs, of Florida 8906290511 

50-302 

8906290214 

50-327 

F 

Progress Corp.) 

50-302 

8906290219* 

50-327 

F 

8907030238 

8906290405 

50-348 

F 

8907050165 

50-302 

8906290407* 

50-348 

F 

8907050366 

50-302 

8907100005 

50-324 

F 

8907050450 

50-302 

8907100008* 

50-324 

F 

8907070094 

50-302 

8907100138 

50-272 

F 

8907100121 

50-302 

8907100144* 

50-272 

F 

8907100300 

50-302 

8907110052 

50-254 

F 

8907110174 

50-302 

8907110054* 

50-254 

F 

8907110422 

50-302 

8907110065 

50-271 

F 

8907110443 

50-302 

8907110238* 

50-271 

F 

8907140173 

50-302 

8907130052 

50-10 

F 

8907170268 

50-302 

8907130052 

50-10 

F 

8907170380 

50-302 

8907130057* 

50-10 

F 

8907170383* 

50-302 

8907210060 

50-445 

F 

8907180137 

50-302 

8907250058 

50-244 

F 

8907180148 

50-302 

8907250060* 

50-244 

F 

8907180152* 

50-302 

8907260216 

50-295 

F 

8907180161 

50-302 

8907260218* 

50-295 

F 

8907180244 

50-302 

8907130329* 

WASTE MGT 


8907180389 

50-302 

8907170092 

WASTE MGT 


8907180498 

50-302 
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272 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 



S907190135 

50-302 

I 


8907050270 

50-424 


8907200106 

50-302 

F 


8907050277 

50-424 


8907200301 

50-302 

S 


8907050449 

50-424 


8907200355 

50-302 

F 


8907110278 

50-321 


8907200357 

50-302 

F 


8907120018 

50-424 


8907200360 

50-302 

F 


8907130210 

50-321 


8907200361 

50-302 

F 


8907130210 

50-321 


8907210037 

50-302 

P 


8907130276 

50-424 


8907210362 

50-302 

F 


8907130276 

50-424 


8907210369 

50-302 

F 


8907140015 

50-366 


8907240484 

50-302 

F 


8907170007 

PR 


8907240509 

50-302 

F 


8907170007 

PR 


8907250089 

50-302 

Q 


8907170007 

PR 


8907260003 

50-302 

F 


8907170027 

50-424 


8907260031 

50-302 

S 


8907170362 

50-425 

Fluor Daniel, Inc. 

8907250039’ 

50-295 

P 


8907170371 

50-321 

Foxboro Corp. 

8906290032 

QA999 



8907170371 

50-321 


8907170076 

QA999 



8907170379 

50-321 

Franklin Institute 

8304260154’ 

FOIA 



8907170379 

50-321 

Freeport Uranium Recovery Co. 

8907190290* 

FOIA 



8907180001 

50-424 

Frost & Sullivan, Inc. 

8907050013 

FOIA 



8907180297 

50-424 

G.E. Stockholders Alliance Against 

8907050191 

PR 



8907180337 

50-321 

Nuclear Power 





8907190007 

50-321 

GTE Spacenet Corp. 

8906290443* 

CONTRACT 



8907190042 

50-424 

Gage-Babcock Associates, Inc. 

8907280289* 

50-220 

F 


8907190084* 

50-424 

General Accounting Office 

8907120088* 

COMMiSSIO 

N 


8907200370 

50-424 

General Electric Co. 

8906280317 

50-605 

A 


8907210093 

50-424 


8906290006 

50-605 

A 


8907210102 

50-321 


8907050043 

PR 



8907250017 

50-424 


8907050305 

50-605 

A 


8907270150 

PR 


8907120029 

PR 



8907270150 

PR 


8907140267 

70-1113 



8907270150 

PR 


8907190174 

50-605 

A 

Gilbert/Commonwealth, Inc. (formerly 

8907120002 

PR 


8907260028 

71-4986 


Gilbert Associates, Inc.) 




8907270061* 

70-1113 



8907120147 

ORG 

General Nuclear Systems, Inc. 

8907070098 

PROJ 


Grueneich, D.M. (formerly Grueneich & 

8907240031 

50-275 

General Public Utilities Corp, - GPU 

8906280076 

50-219 

R 

Lowry) 



Service Corp. 




Gulf States Utilities Co. 

8906300013 

50-458 


8906280088 

50-289 

R 


8906300026 

50-458 


8906290287 

50-219 

P 


8906300037* 

50-458 


8906290382* 

50-219 

P 


8907050350 

50-458 


8907030244 

50-320 

P 


8907050430 

50-458 


8907030249’ 

50-320 

P 


8907060100 

50-458 


8907050212 

50-219 

F 


8907060186 

50-458 


8907050240* 

50-219 

F 


8907060274 

50-458 


8907050245* 

50-219 

F 


8907070059 

50-458 


8907050316 

50-289 

R 


8907070238 

50-458 


8907050471 

50-289 

F 


8907070358 

50-458 


8907070174 

50-320 

P 


8907100168 

50-458 


8907070177* 

50-320 

P 


8907110269 

50-458 


8907070178* 

50-320 

P 


8907120038 

50-458 


8907070191 

50-289 

Q 


8907120306 

50-458 


8907070319 

50-289 

F 


8907130047 

50-458 


8907070319 

50-289 

F 


8907130064 

50-458 


8907100062 

50-219 

Q 


8907130250 

50-458 


8907110327 

50-219 

R 


8907130252 

50-458 


8907120155 

50-320 

P 


8907140208 

50-458 


8907120157* 

50-320 

P 


8907180495 

50-458 


8907120158* 

50-320 

P 


8907190396 

PR 


8907120175 

50-320 

P 


8907200400 

50-458 


8907120204* 

50-320 

P 


8907210175 

50-458 


8907120276 

50-289 

Q 


8907240464 

50-458 


8907120278* 

50-289 

Q 


8907240473 

50-458 


8907130082 

50-219 

P 


8907240477 

50-458 


8907130084* 

50-219 

P 


8907240481 

50-458 


8907130091 

50-219 

S 


8907250341 

50-458 


8907140227 

50-289 

Q 


8907260089 

50-458 


8907140279 

50-219 

R 

HRI, Inc. (Hydro Resources, Inc.) 

8907100159 

40-8968 


8907170330 

71-9208 



8907100324 

40-8968 


8907180169 

50-219 

H 

Halliburton Co. 

8907170017 

ORG 


8907180202 

50-320 

P 

Harmon, Curran & Tousiey 

8907030126 

50-271 


8907180208* 

50-320 

P 


8907240131 

50-271 


8907180212* 

50-320 

P 


8907240204 

50-443 


8907200184 

50-320 

G 

Health & Human Services, Dept. of. U.S. 

8907060233* 

CONTRACT 


8907210035 

50-219 

P 

Public Health Service 




8907210124* 

50-219 

V 

Hecia Mining Co. 

8907170123 

40-8914 


8907210318 

50-289 

P 

Herner & Co. 

8906300133* 

CONTRACT 


8907210371 

50-219 

R 

HiTech Engineering Services 

8907120001 

PR 


8907240188 

50-219 

F 

Homestake Mining Co. 

8907060010 

40-8903 


8907240188 

50-219 

F 


8907060019 

40-8903 


8907240192* 

50-219 

F 


8907070356 

40-8903 


8907240205 

50-320 

G 


8907100127 

40-8903 


8907260011 

50-289 

R 


8907100332 

40-8903 


8907260225 

50-289 

P 

House of Rep. 

8906260059* 

50-206 


8907260313 

50-219 

P 


8907030255* 

50-317 


8907310332* 

50-219 

P 


8907250315* 

WASTE MGT 

Georgia Power Co, 

8906280321 

50-424 

P 


8907250322* 

WASTE MGT 


8906290178 

50-321 

P 

Houston Inspection Services, Inc. 

8907130323 

71-124 


8906290231 

50-321 

P 

(formerly Houston Inspection Laboratori 
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CORPORATE SOURCE INDEX 273 


AUTHOR AFFIUATION 

ACCESSION 

SUBJECT 


AUTHOR AFFIUATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

ustan Lighting & Power Co. 

8906260034 

50-498 

P 


8906260265* 

50-498 


8906260048* 

50-498 

P 


8906260265* 

50-498 


8906260048* 

50-498 

P 


8906260266* 

50-498 


8906260050* 

50-498 

P 


8906260266* 

50-498 


8906260053* 

50-498 

P 


8906260269* 

50-498 


8906260053* 

50-498 

P 


8906260269* 

50-498 


8906260060* 

50-498 

P 


8906260270* 

50-498 


8906260060* 

50-498 

P 


8906260270* 

50-498 


8906260062* 

50-498 

P 


8906260273* 

50-498 


8906260062* 

50-498 

P 


8906260273* 

50-498 


8906260065* 

50-498 

P 


8906260274* 

50-498 


8906260065* 

50-498 

P 


8906260274* 

50-498 


8906260070* 

50-498 

P 


8906260297* 

50-498 


8906260070* 

50-498 

P 


8906260297* 

50-498 


8906260076* 

50-498 

P 


8906260300* 

50-498 


8906260076* 

50-498 

P 


8906280112 

50-498 


8906260078* 

50-498 

P 


8906290018 

50-498 


8906260083* 

50-498 

P 


8906290020 

50-498 


8906260085* 

50-498 

P 


8906290038 

50-498 


8906260085* 

50-498 

P 


8906290038 

50-498 


8906260088* 

50-498 

P 


8906290394 

50-498 


8906260088* 

50-498 

P 


8906300200 

50-498 


8906260096* 

50-498 

P 


8907050053 

50-498 


8906260096* 

50-498 

P 


8907050053 

50-498 


8906260097* 

50-498 

P 


8907050161 

50-498 


8906260097* 

50-498 

P 


8907050161 

50-498 


8906260102* 

50-498 

P 


8907050167* 

50-498 


8906260102* 

50-498 

P 


8907050167* 

50-498 


8906260107* 

50-498 

P 


8907070048 

50-498 


8906260114* 

50-498 

P 


8907070048 

50-498 


8906260114* 

50-498 

P 


8907070132 

50-498 


8906260116* 

50-498 

P 


8907070136 

50-499 


8906260116* 

50-498 

P 


8907070190 

50-498 


8906260118* 

50-498 

P 


8907100202 

50-499 


8906260121* 

50-498 

P 


8907130042 • 

50-498 


8906260126* 

50-498 

P 


8907130317 

50-498 


8906260130* 

50-498 

P 


8907130317 

50-498 


8906260130* 

50-498 

P 


8907130318* 

50-498 


8906260145* 

50-498 

P 


8907130318* 

50-498 


8906260145* 

50-498 

P 


8907140089 

50-498 


8906260149* 

50-498 

P 


8907170094 

50-498 


8906260149* 

50-498 

P 


8907170435 

50-499 


8906260156* 

50-498 

P 


8907180012 

50-498 


8906260158* 

50-498 

P 


8907180294 

50-498 


8906260158* 

50-498 

P 


8907180294 

50-498 


8906260159* 

50-498 

P 


8907180330* 

50-498 


8906260159* 

50-498 

P 


8907180330* 

50-498 


8906260160* 

50-498 

P 


8907200408 

50-498 


8906260160* 

50-498 

P 


8907200408 

50-498 


8906260164* 

50-498 

P 


8907250255 

50-499 


8906260167* 

50-498 

P 


8907250288 

50-498 


8906260167* 

50-498 

P 


8907260084 

50-498 


8906260170* 

50-498 

P 

Hunton & Williams 

8907240077 

50-277 


8906260174* 

50-498 

P 

Hydro-Erigineering 

8907050138* 

40-6659 


8906260174* 

50-498 

P 

INTERA Technologies, Inc. 

8907060097 

40-8904 


8906260176* 

50-498 

P 


8907100002 

40-8904 


8906260177* 

50-498 

P 

IRT Corp. 

8907130351 

70-1359 


8906260194* 

50-498 

P 

ITT Barton (subs, of ITT) 

8906280053 

PT21 


8906260194* 

50-498 

P 

Idaho National Engineering Laboratory 

8503010234* 

50-482 


8906260198* 

50-498 

P 


8906120034* 

50-443 


8906260200* 

50-498 

P 


8907100074* 

50-324 


8906260202* 

50-498 

P 

Illinois Bell Telephone Co. 

8906290270* 

CONTRACT 


8906260202* 

50-498 

P 


8907050330* 

CONTRACT 


8906260203* 

50-498 

P 

Illinois Power Co. 

8906280119 

50-461 


8906260203* 

50-498 

P 


8906280194 

50-461 


8906260206* 

50-498 

P 


8907050044 

50-461 


8906260208* 

50-498 

P 


8907050045* 

50-461 


8906260210* 

50-498 

P 


8907050249 

50-461 


8906260210* 

50-498 

P 


8907050253 

50-461 


8906260214* 

50-498 

P 


8907050489 

50-461 


8906260214* 

50-498 

P 


8907120257* 

50-461 


8906260222* 

50-498 

P 


8907170381 

50-461 


8906260231* 

50-498 

P 


8907200154 

50-461 


8906260232* 

50-498 

P 


8907200253 

PR 


8906260232* 

50-498 

P 


8907240032 

50-461 


8906260235* 

50-498 

P 


8907240331 

50-461 


8906260235* 

50-498 

P 


8907240335 

50-461 


8906260238* 

50-498 

P 

Illinois. State of 

8906290497* 

40-2061 


8906260238* 

50-498 

P 


8906290499* 

40-2061 


8906260239* 

50-498 

P 


8906290504* 

40-2061 


8906260239* 

50-498 

P 


8907240066 

40-2061 


8906260241 * 

50-498 

P 


8907240082* 

40-2061 


8906260241* 

50-498 

P 


8907240085 

40-2061 


8906260243* 

50-498 

P 


8907240169 

40-2061 


8906260243* 

50-498 

P 


8907260056 

40-2061 


8906260244* 

50-498 

P 


8907270005 

40-2061 


8906260244* 

50-498 

P 

Illinois, Univ. of, Urbana, IL 

8907050519 

NUREG 


8906260264* 

50-498 

P 

Imaging & Sensing Technology Corp. 

8907250214 

XPORTLIC 


8906260264* 

50-498 

P 

In-Situ, Inc. 

8907050526 

NUREG 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Indiana Michigan Power Co. 

Indiar.t- Michigan Power Co. (formerly 
Indiana & M :r- ca*' Electric Co.) 


Industrial Nuclear Co. 

Ingersoll-Rand Co. 

Inside N.R.C. (McGraw-Hill Publication) 

Institute of Nuclear Power Operations 
Interior, Dept, of, Bureau of Indian 

Affairs 

Interior. Dept, of, Geological Survey 
Iowa Electric Light & Power Co. 


Iowa State Univ., Ames, lA 
Itasca Consulting Group, Inc. 

J-Mars Services, Inc. 

Jacobs Engineering Group, Inc. 
Jupiter Associates, Inc. 

Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp,) 


Landmark Reclamation 

Lawrence Livermore National Laboratory 

Lewis, M. 

Liberty Technology Center. Inc. 

Limenck Ecology Action 


8907170149 

PR 



8907200159 

50-382 

8906290111 

50-315 

Q 

MHB Technical Associates 

8907260063* 

50-443 




MITRE Corp. 

8906290175* 

CONTRACT 

8907050406 

50-315 

P 


8907170478* 

CONTRACT 

8907050406 

50-315 

P 

MK-Ferguson Co. 

8907060099* 

WASTE MGT 

8907050411* 

50-315 

P 

MSU Systems Services, Inc. 

8907240063* 

50-416 

890705041 1 * 

50-315 

P 

Maine Yankee Atomic Power Co. 

8906290421 

50-309 

8907060123 

50-315 

F 


8906290513 

50-309 

8907060123 

50-315 

F 


8906300257 

50-309 

8907060185 

50-315 

S 


8907050371 

50-309 

8907060240 

50-316 

s 


8907060243* 

50-309 

8907120275* 

50-315 

F 


8907100269 

50-309 

8907130209 

50-315 

P 


8907100273* 

50-309 

8907140169 

50-315 

s 


8907140027 

50-309 

8907170307 

50-315 

R 


8907190011 

50-309 

8907170313 

50-316 

R 


8907190373 

50-309 

8907180472 

50-315 

P 


8907200406 

50-309 

8907180472 

50-315 

P 


8907210189 

50-309 

8907180474 

50-315 

P 


8907210193* 

50-309 

8907180474 

50-315 

P 


8907250287 

50-309 

8907180475* 

50-315 

P 

Malapai Resources Co. 

8907050193 

40-8502 

8907190033 

50-315 

Q 


8907060261 

40-8502 

89071 90220 

50-316 

s 


8907100106 

40-8502 

8907210084 

50-316 

P 


8907100280 

40-8502 

8907240234 

50-315 

P 


8907100282* 

40-8502 

8907250042 

50-315 

F 


8907100285* 

40-8502 

8907250323 

50-316 

S 


8907100286* 

40-8502 

8907250329 

50-316 

s 


8907100290* 

40-8502 

8907250330 

50-316 

s 


8907100291* 

40-8502 

8906280113 

71-62 



8907140127 

40-8771 

8907200354* 

PT21 



8907140153 

40-8502 

8907100309 

FOIA 



8907140155 

40-8502 

8907190294 

FOIA 


Management Analysis Co. 

8907190128* 

50-293 

8906300139* 

CONTRACT 


Manufacturng Sciences Corp. 

8907070135 

XPORTLIC 

8907070153 

40-8982 


Mary and Sa'o Energy Coalition 

8907030029 

PR 




Maryland, Univ. of. College Park, MD 

8906290437* 

CONTRACT 

8907130309 

50-274 

F 

Massachusetts, CommorTwealth of 

8907030034 

50-443 

8907240151* 

WASTE MGT 



8907030034 

50-443 

8906280219 

50-331 

R 


8907030065 

50-443 

8906290436 

50-331 

K 


8907030065 

50-443 

8907050190* 

50-331 

R 


8907030071 * 

50-293 

8907050194* 

50-331 

R 


8907030127 

50-443 

8907050198* 

50-331 

R 


8907030127 

50-443 

8907050273 

50-331 

F 


8907030144 

50-443 

8907050352 

50-331 

F 


8907030144 

50-443 

8907070288 

50-331 

P 


8907030151 

50-443 

8907170276 

50-331 

P 


8907030151 

50-443 

8907190295 

50-331 

S 


8907030157* 

50-443 

8907190029 

50-116 

V 


8907030157* 

50-443 

8907280389 

NUREG 



8907110187 

PR 

8907240499 

FOIA 



8907200022 

50-443 

8907050507 

WASTE MGT 



8907200022 

50-443 

8907200414* 

CONTRACT 



8907200034 

50-443 

8907030108 

40-2061 



8907200034 

50-443 





8907200080 

50-443 

8907240065 

40-2061 



8907240152 

50-443 

8907060191 

40-8982 



8907260019 

50-443 

8907100259* 

40-8902 



8907260042 

50-443 

8907060219* 

PROJ 



8907260057 

50-443 

8907100119 

WASTE MGT 



8907260057 

50-443 

8907170113 

PR 



8907260063* 

50-443 

8907210142* 

ORG 



8907260063* 

50-443 

8906280161* 

PT21 


Materials Engineering Associates, Inc. 

8907060254 

NUREG 

8907200082 

50-352 

G 

McGill Univ., Montreal, Canada 

8907060051 

NUREG 

8907200082 

50-352 

G 

Minerals Exploration Co. (subs, of Union 

8907140114 

40-8584 

8907200108 

50-352 

G 

Oil Co. of California) 



8907200108 

50-352 

G 

Minnesota, Univ. of, Minneapolis, MN 

8907100066* 

CONTRACT 

8907240200 

50-352 

G 

Mississippi, State of 

8907250036 

50-416 

8907060157 

50-322 

F 

Missouri, Univ. of. Columbia, MO 

8907060151 

50-186 

8907200073 

50-322 

P 


8907200057 

50-186 

8907200075* 

50-322 

P 

Mitsubishi International Corp. (subs, of 

8907250108* 

XPORTLIC 

8907200076* 

50-322 

P 

Mitsubishi Corp.) 



8907240429 

50-322 

H 


8907250109 

XPORTLIC 

8907260189* 

50-322 

P 

Mitsui & Co. (USA), Inc. (subs, of Mitsu 

8907070351* 

XPORTLIC 


50-213 

P 

& Co.. Ltd.) 




50-213 

P 

Mitsui & Co., Ltd. 

8907250106 

XPORTLIC 


NUREG 


Morrison-Knudsen Co., Inp. 

8907200351 

PT21 


0-382 

F 


8907250151 

50-10 


■)-382 

Q 

NUS Corp. 

8907110136* 

50-395 


1-382 

S 

National Academy of Sciences 

8906290392* 

CONTRACT 

WWW / 1 CU 1 UVI 

00-382 

Q 

National Electrical Manufacturers 

8907180223 

PR 

8907130161 

50-382 

F 

Association 



8907170317 

71-9159 


National Institute of Standards & 

8907070311* 

WASTE MGT 

8907170459 

50-382 

F 

Technology (formerly National Bureau of 



8907180134 

50-382 

Q 


8907190370 

WASTE RES 

8907190362 

50-382 

S 

Native Americans for a Clean Environment 

8907280362 

40-8027 

8907200099 

50-382 

R 

Navy, Dept, of, Naval Sea Systems Comman 

8907070316 

71-133 

8907200136 

50-382 

P 


8907100173 

71-447 

8907200140* 

50-382 

P 

Nebraska Public Power District 

8906290198 

50-298 


P 

G 


G 

G 


R 

S 

F 


S 

P 


P 
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AUTHOR AFFIUATION 


da, Stale of 

England Coalition on Nuclear 
lion 

Mexico, State of 

Mexico, Univ. of, Albuquerque, NM 
York Power Authority (formerly Power 
ority of the State of New York) 


2wman &, Holtzinger 


liagara Mohawk Power Corp. 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 





NUMBER 

CATEGORY 


8906290445 

50-298 

s 


8907240008 



8907060176 

50-298 

f 


50-410 

S 

8907060196 

8907110271 

50-298 

50-298 

S 

Q 

Nissho Iwai American Corp. 

8907240014 

8907250096 

50-397 

XPORTLiC 

S 

8907110339 

50-298 

Q 

Northeast Nuclear Energy Co. (subs, of 

8907250101 

8906280136 

XPORTLIC 

50-336 

P 

8907110436 

8907120238 

50-298 

50-298 

S 

R 

Northeast Utilities) 

8906290491 

50-213 


8907120317 

50-298 

Q 


F 

8907170130 

PR 



8907050093 

50-245 

F 

8907180310 

50-298 

Q 


8907050255 

8907050282 

50-423 

50-336 

K 

P 

8907190043 

8907240397 

8907250211 

8907260116 

8907270047* 

50-298 

50-298 

50-298 

50-298 

50-298 

S 

K 

P 

Q 

K 


8907050286* 
8907050288* 
8907050289* 
8907050291 * 
8907050418 

50-336 

50-336 

50-336 

50-336 

50-213 

P 

P 

P 

P 

P 

8906300099* 

8907180035 

8907030126 

WASTE MGT 
WASTE MGT 
50-271 

G 


8907050418 

8907050418 

8907050422* 

50-213 

50-213 

50-213 

P 

P 

P 

8907240131 

50-271 

G 


8907050422* 

8907050422* 

50-213 

50-213 

P 

P 

8907240152 

8907240204 

8907260042 

8907060129 

8907100278 

50-443 

50-443 

50-443 

40-8907 

40-8903 

G 

G 

T 


8907060155 

8907060160 

8907060208* 

8907070113 

8907070134 

50-423 

50-423 

50-423 

50-245 

71-207 

R 

S 

R 

P 

8907060059 

NUREG 



8907070170 

50-423 

P 

8906300047 

50-286 

P 


8907070196 

50-245 

S 

8906300222 

50-333 

Q 


8907070361 

8907070361 

50-213 

50-213 

P 

P 

8907050059 

50-286 

P 


8907100037 

50-245 

s 

8907050059 

50-286 

P 


8907100267 

50-245 

s 

8907050150 

50-333 

P 


8907110008 

50-245 

F 

8907050504 

50-286 

Q 


8907110008 

50-245 

F 

8907070143 

50-333 

P 


8907120067 

50-213 

P 

8907100054 

50-333 

S 


8907120067 

50-213 

P 

8907110354 

50-333 

F 


8907120067 

50-213 

P 

8907140146 

50-286 

P 


8907120328 

50-213 

Q 

8907140313 

50-333 

P 


8907120328 

50-213 

Q 

8907180073 

50-333 

R 


8907120328 

50-213 

Q 

8907190034 

50-286 

F 


8907120328 

50-213 

Q 

8907190356 

50-286 

Q 


8907140037 

50-423 

R 

8907200235 

PR 



8907140091 

50-245 

F 

8907210180 

50-333 

K 


8907140091 

50-245 

F 

8907240180 

50-286 

P 


8907140091 

50-245 

F 

8907240212 

50-333 

P 


8907140312 

50-423 

S 

8907240213* 

50-333 

P 


8907170088 

50-245 

S 

8907240251* 

50-333 

P 


8907170103 

50-245 

S 

8907240401 

50-286 

K 


8907180038 

50-423 

S 

8907260108 

50-286 

Q 


8907180123 

50-336 

Q 

8907260112 

50-286 

S 


8907180146 

50-213 

P 

8907260294 

50-286 

F 


8907180185 

50-213 

H 

8907030095 

50-250 

G 


8907180185 

50-213 

H 

8907030095 

50-250 

G 


8907180188 

50-336 

Q 

8907030105 

50-250 

G 


8907180272 

50-213 

P 

8907030105 

50-250 

G 


8907180272 

50-213 

P 

8907200126 

50-250 

G 


8907180320 

50-336 

F 

8907240155 

50-250 

G 


8907180329 

50-213 

P 

8907260014 

50-335 

G 


8907180329 

50-213 

P 

8906290176 

'50-410 

S 


8907180329 

50-213 

P 

8906290184 

50-410 

S 


8907180506 

50-336 

R 

8906290221 

50-410 

S 


8907180514 

50-245 

R 

8906290387 

50-220 

P 


89071 90349 

50-336 

S 

8906290476 

50-220 

P 


8907190352 

50-423 

S 

8906300046 

50-220 

S 


8907250309 

50-423 

P 

8906300110 

50-410 

S 


8907250314* 

50-423 

P 

8906300134 

50-220 

Q 


8907260188 

50-213 

P 

8906300134 

50-220 

Q 

Northeast Utilities 

8906280136 

50-336 

P 

8907050160 

50-220 

R 


8906280141 

50-213 

P 

8907050229 

50-410 

P 


8906280154 

50-213 

P 

8907050258 

50-220 

K 


8906280204 

50-213 

F 

8907050384 

50-220 

Q 


8906280204 

50-213 

F 

8907050384 

50-220 

Q 


8906280204 

50-213 

F 

8907100253 

50-410 

S 


8906290491 

50-213 

F 

8907110282 

50-220 

S 


8906290491 

50-213 

F 

8907110345 

50-220 

Q 


8907030049 

50-213 

P 

8907110350 

50-220 

P 


8907050093 

50-245 

F 

8907110350 

50-220 

P 


8907050255 

50-423 

K 

8907170049 

50-220 

Q 


8907050282 

50-336 

P 

8907170049 

50-220 

Q 


8907050418 

50-213 

P 

8907180072 

50-220 

P 


8907050418 

50-213 

P 

8907180072 

50-220 

P 


8907060155 

50-423 

R 

8907180393 

50-220 

S 


8907060160 

50-423 

S 

8907190230 

50-220 

p 


8907070113 

50-245 

P 

8907190238* 

50-220 

P 


8907070134 

71-207 


8907190342 

50-410 

S 


8907070170 

50-423 

P 

8907200062 

50-220 

F 


8907070196 

50-245 

S 

8907200173 

50-220 

S 


8907070361 

50-213 

P 

8907200325 

50-220 

R 


8907070361 

50-213 

P 

8907200330 

50-410 

R 


8907100037 

50-245 

s 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8907100267 

8907110008 

8907110008 

8907120067 

8907120067 

8907120067 

8907120328 

8907120328 

8907140091 

8907140091 

8907140091 

8907140312 

8907170088 

8907170103 

8907180038 

8907180123 

8907180146 

8907180185 

8907180185 

8907180188 

8907180252 

8907180272 

8907180272 

8907180272 

8907180320 

8907180329 

8907180329 

8907180329 

8907180506 

8907180514 

8907190349 

8907190352 

8907250309 

8907260188 

Northeastern Illinois Planning Commissio 8906290243 

8906290489 

Northern States Power Co. 8906290179 

8906290242 

8906290258' 

8906290492* 

8906290522 

8907050372 

8907050372 

8907050372 

8907050374 

8907050388 

8907050425* 

8907050432* 

8907060030 

8907060032 

8907070243 

8907070244* 

8907100211 

8907110157 

8907110157 

8907120013 

8907120013 

8907120013 

8907120087 

8907170112 

8907170233 

8907170354 

8907180124 

8907180512 

8907190045 

8907190045 

8907210199 

8907210270 

8907210360 

8907210368 

8907240223 

8907250073 

8907260021 

Nuclear Assurance Corp. 8907050217 

8907070212 

Nuclear Energy Services, Inc. 8907310241 

Nuclear Fuel Services, Inc. 8906290465 

8907100081 

8907240378 

Nuclear Management & Resources Council 8907030086 

(NUMARC) (formerly Nuclear Utility Mana 

8907050176 

8907070083 

8907170279 

Nuclear Packaging, Inc. 8907070349 

Nuclear Utility Group on Equipment 8907270022 

Qualification 
O’Melveny & Myers 
Oak Ridge Associated Univs. 


50-245 S 

50-245 F Oak Ridge National Laboratory 

50-245 F 

50-213 P 

50-213 P Ohio Citizens for Responsible Energy 

50-213 P 

50-213 Q 

50-213 Q Ohio. State of 

50-245 F 

50-245 F Omaha Public Power District 

50-245 F 

50-423 S 

50-245 S 

50-245 S 

50-423 S 

50-336 Q 

50-213 P 

50-213 H 

50-213 H 

50-336 Q 

50-213 P 

50-213 P 

50-213 P 

50-213 P 

50-336 F 

50-213 P 

50-213 P 

50-213 P 

50-336 R 

50-245 R 

50-336 S 

50-423 S 

50-423 P On-Line Computer Systems, Inc. 

50-213 P Oregon State Univ., Corvallis. OR 

40-2061 

40-2061 

50-263 P Oregon, State of 

50-282 Q Orlando Utilities Commission 

50-282 Q PARAMETER. Inc. 

50-263 Q 

50-263 Q 

50-263 H PacifiCorp (formerly Pacific Power & 

50-263 H Light) 

50-263 H Pacific Bell 

50-306 S Pacific Gas & Electric Co. 

50-282 S 

50-282 Q 

50-282 Q 

50-263 Q 

50-263 Q 

50-263 P 

50-263 P 

50-263 H 

50-282 Q 

50-282 Q 

50-263 H 

50-263 H 

50-306 H 

50-263 S 

50-282 P 

50-263 S 

50-263 P 

50-263 Q 

50-263 R 

50-282 R 

50-282 R 

50-263 P 

50-282 Q 

50-263 P 

50-282 S 

50-263 S 

50-282 Q 

50-263 S 

PR 

71-9225 

REGGD 

70- 143 

71- 9070 
70-143 
PR 


PR 

REVIEW GR P 

REVIEW GR P 

71-9218 

FOIA 


8907170310* 

8907060267 

8907070115 

8907250320 

8907100019 

8907170086 

8907180160 

8907240486 

8907270325 

8906280039 

8906290291 

8906300255 

8907070003 

8907070004* 

8907100022 

8907100305 

8907100307* 

8907110362 

8907130019 

8907180112 

8907180322 

8907180388 

8907180394 

8907180501 

8907190065 

8907210290 

8907240254 

8907240262* 

8907260095 

8907260098 

8907260102 
89072601 1 1 
8906290280* 
8906290388 
8907250019 

8907250027* 

8907060207 

8907190145* 

8907030218* 

8907050532 

8907200050* 

8907030215* 

8906290299* 

8906280035 

8906280035 

8906280166 

8906280175* 

8906280175* 

8907030282 

8907050112 

8907050235 

8907050235 

8907050237* 

8907050237* 

8907050241 

8907050241 

8907100227 

8907110019 

8907110019 

8907110021* 

8907110021* 

8907110031 

8907110059 

8907110059 

8907110067* 

8907110067* 

8907110410 

8907110410 

8907110412* 

8907110412* 

8907110413* 

8907110413* 

8907130036 

8907130036 

8907130038* 

8907130038* 

8907130039* 

8907130039* 

8907170139 

8907170430 

8907180140 

8907180140 

8907180331 

8907180331 

8907190104 

8907190104 

8907200134 

8907200134 


70-820 

NUREG 

NUREG 

NUREG 

REGGD 

PR 

PR 

PR 

PR 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

50-285 

CONTRACT 

50-243 

50-243 

50-243 
WASTE MGT 
50-302 
50-327 
NUREG 

CONTRACT 

50-344 

CONTRACT 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

PR 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 ■' 

50-275 

50-275 

50-275 

50-275 

50-133 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 

50-275 




8907240077 

8907170281 


50-277 

70-820 


G 
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AUTHOR AFFILIAUON 

Pacific Nuclear Systems, Inc. 
Pathfinder Mines Corp. 

Pennsylvania Power & Light Co. 


Pennsylvania, Commonwealth of 

Petrotomics Co. (formerly Getty/ Petrotom 
ics Co.) 

Philadelphia Electric Co. 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8907200149 

50-275 

G 


8907190037* 

50-277 

P 

8907200149 

50-275 

G 


8907190037* 

50-277 

P 

8907240114 

50-275 

P 


8907190038* 

50-277 

P 

8907240114 

50-275 

P 


8907190038* 

50-277 

P 

8907250083 

50-275 

P 


8907190046 

50-277 

P 

8907260230 

50-275 

P 


8907190046 

50-277 

P 

8907270056* 

50-275 

P 


8907190046 

50-277 

P 

8907270056* 

50-275 

P 


8907190046 

50-277 

P 

8907070282 

71-9218 



8907190392 

50-277 

P 

8907260053 

71-9218 



8907190392 

50-277 

P 

8907050109 

40-2259 



8907200101 

50-352 

G 

8907050318 

40-6622 



8907200101 

50-352 

G 

8907060001 

40-2259 



8907200105 

50-352 

G 

8907140163 

40-2259 



8907200105 

50-352 

G 

8906280073 

50-387 

S 


8907200108 

50-352 

G 

8906290072 

50-387 

F 


8907200108 

50-352 

G 

8906290318 

50-388 

S 


8907200227 

50-352 

G 

8906300069 

50-387 

P 


8907200305 

50-277 

R 

8906300071* 

50-387 

P 


8907200305 

50-277 

R 

8906300107* 

50-387 

P 


8907210327 

50-352 

S 

8906300149 

50-388 

P 


8907240077 

■ 50-277 i 

G 

8906300151* 

50-388 

P 


8907240149 

50-353 

P 

8906300153* 

50-388 

P 


8907240272 

50-277 

K 

8907050271 

50-387 

P 


8907240272 

50-277 

K 

8907050312* 

50-387 

P 


8907240273* 

50-277 

K 

8907060047 

50-387 

S 


8907240273* 

50-277 

K 

8907070292 

50-387 

s 


8907240274* 

50-277 

F 

8907110249 

50-387 

P 


8907240274* 

50-277 

F 

8907200405 

50-387 

R 


8907240288 

50-277 

P 

8907210003 

50-387 

Q 


8907240503 

50-352 

S 

89072001 55 

50-277 

G 


8907250072 

50-277 

Q 

8907240077 

50-277 

G 


8907250086 

50-352 

P 

8907050131 

40-6659 



8907250173 

50-277 

R 





8907260144 . 

50-277 

P 

8907100140 

40-6659 



8907260310 

50-277 

S 

8906290076 

50-352 

S 

Pickard, Lowe & Garrick, Inc. 

8906260040* 

50-498 

P 

8906290397 

50-352 

P 

Plateau Resources, Ltd. 

8907140301 

40-8698 


8906300021 

50-278 

P 

Plymouth, MA 

8906290456* 

50-293 

U 

8906300061 

50-352 

P 


8906290459* 

50-293 

U 

8906300061 

50-352 

P 

Portland General Corp. 

8907030214* 

50-344 

1 

8906300065 

50-353 

Q 

Portland General Electric Co. 

8812210343* 

50-344 

P 

89063001 1 1 

50-352 

P 


8906300073 

50-344 

Q 

89063001 1 1 

50-352 

P 


8907030213 

50-344 

1 

89063001 24 

50-277 

V 


8907070074 

50-344 

P 

8907030069 

50-352 

P 


8907070076* 

50-344 

P 

8907030069 

50-352 

P 


8907070100 

50-344 

P 

8907030120 

50-352 

G 


8907070138 

50-344 

S 

8907030133* 

50-352 

P 


8907120104 

50-344 

Q 

8907030133* 

50-352 

P 


8907130010 

50-344 

Q 

8907030134* 

50-352 

K 


8907130279 

50-344 

S 

8907030134* 

50-352 

K 


8907140025 

50-344 

R 

8907030136* 

50-352 

F 


8907180063 

50-344 

H 

8907030136* 

50-352 

F 


8907180387 

50-344 

P 

8907050078 

50-352 

S 


8907200026 

50-344 

F 

8907050088 

50-277 

P 


8907240468 

50-344 

P 

8907050088 

50-277 

P 


8907240471 * 

50-344 

P 

8907050296 

50-353 

S 


8907240476* 

50-344 

P 

8907050368 

50-352 

s 


8907240494 

50-344 

P 

8907070167 

50-277 

V 


8907250045 

50-344 

P 

8907070167 

50-277 

V 


8907250068* 

50-344 

P 

8907070267 

50-277 

F 


8907260016 

71-327 


8907100125 

50-352 

S 


8907260300 

50-344 

Q 

8907100125 

50-352 

S 


8907260302 

50-344 

P 

8907110122 

PR 


Poswistilo, Elliot & Elliot 

8907240200 

50-352 

G 

8907110419 

50-280 

F 

Power Computing Co. 

8907190052 

TOPREP 


8907120351 

50-352 

F 


8907190054* 

TOPREP 


8907120351 

50-352 

F 

Power Safety International 

8907060224* 

CONTRACT 


8907130133 

50-352 

S 

Professional Carpet Sen/ice 

8907270039 

FOIA 


8907130137* 

50-352 

s 

Professional Reactor Operator Society 

8907110132 

PR 


8907130150 

50-277 

p 

Public Citizen’s Critical Mass Energy 

8907050008 

50-498 

F 

8907130335 

50-352 

F 

Project 




8907130335 

50-352 

F 


8907050175 

PR 


8907130343* 

50-352 

F 


8907050438 

50-298 

F 

8907170003 

PR 



8907070055 

50-445 

H 

8907170319 

50-352 

R 


8907100025 

50-206 

F 

8907170319 

50-352 

R 

Public Interest Research Group, New York 

8907180053 

50-247 

G 

8907170414 

50-353 

S 

Public Senrice Co. of Colorado 

8906300266 

50-267 

F 

8907180196 

50-353 

S 


8906300268* 

50-267 

F 

8907180205 

50-171 

P 


8907050063 

50-267 

F 

8907180260 

50-352 

s 


8907120019 

50-267 

1 

8907190003* 

50-277 

p 


8907130163 

50-267 

P 

8907190003* 

50-277 

p 


8907130170’ 

50-267 

P 

8907190006* 

50-277 

p 


8907140205 

50-267 

S 

8907190006* 

50-277 

p 


8907170159 

50-267 

H 

8907190017 

50-352 

p 


8907170242 

50-267 

F 

8907190020* 

50-352 

p 


8907170247* 

50-267 

F 

8907190024* 

50-352 

p 


8907170250 

50-267 

H 

8907190030 

50-277 

p 


8907170257* 

50-267 

F 

8907190030 

50-277 

p 


89071 70262* 

50-267 

F 
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AUTHOR AFFILIATION 


Public Service Co. of New Hampshire 


Public Service Electric & Gas Co. of New 
Jersey 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8907180062 

50-267 

P 

8907180065* 

50-267 

P 

8907180315 

50-267 

P 

8907180316* 

50-267 

P 

8907180325 

50-267 

P 

8907180326* 

50-267 

P 

8907210030 

50-267 

R 

8907210087 

50-267 

P 

8907210183 

50-267 

Q 

8907250098 

50-267 

R 

8907260097 

50-267 

F 

8907260118* 

50-267 

F 

8907260120 

50-267 

K 

8907260121* 

50-267 

K 

8906300214 

50-443 

F 

8907050362 

50-443 

Q 

8907120061 

50-443 

Q 

8907130088 

50-443 

V 

8907140306 

50-443 

S 

8907170193 

50-443 

P 

8907170232 

PR 


8907180396 

50-443 

P 

8907180411 

50-443 

P 

8907190073 

50-443 

R 

8907200104 

50-443 

G 

8907200104 

50-443 

G 

8907200131* 

50-443 

G 

8907200131* 

50-443 

G 

8907240092 

50-443 

G 

8907240092 

50-443 

G 

8907240174 

50-443 

G 

8907240175 

50-443 

G 

8907240175 

50-443 

G 

8907260024 

50-443 

G 

8907260024 

50-443 

G 

8907260067 

50-443 

G 

8907260223 

50-443 

R 

8907260308 

50-443 

H 

8906280045 

50-272 

S 

8906280052 

50-311 

S 

8906280067 

50-354 

R 

8906290023 

50-272 

F 

8906290023 

50-272 

F 

8906290023 

50-272 

F 

8906290023 

50-272 

F 

8906290180* 

50-321 

P 

8906290304 

50-272 

Q 

8906290304 

50-272 

Q 

8906290486 

50-354 

S 

8906290510 

50-272 

Q 

8906290510 

50-272 

Q 

8906300020 

50-272 

Q 

8906300155 

50-272 

R 

8907050493 

50-354 

P 

8907070159 

50-354 

S 

8907070297 

50-272 

R 

8907070299* 

50-272 

R 

8907070302* 

50-272 

R 

8907070305* 

50-272 

R 

8907100192 

50-272 

S 

8907110080 

50-272 

S 

8907120110 

50-272 

P 

8907120110 

50-272 

P 

8907120169 

50-272 

S 

8907120260 

50-272 

S 

8907130178 

50-272 

S 

8907140316 

50-272 

S 

8907170050 

50-272 

P 

8907170050 

50-272 

P 

8907170055* 

50-272 

P 

8907170055* 

50-272 

P 

8907170077 

50-354 

P 

8907170179 

50-272 

P 

8907170179 

50-272 

P 

8907170206 

50-354 

H 

8907170206 

PR 


8907170225 

50-272 

P 

8907170225 

50-272 

P 

8907170468 

50-272 

1 

8907170468 

50-272 

1 

8907170468 

50-272 

1 

8907170468 

50-272 

1 

8907170494 

50-272 

S 

8907180017 

50-311 

s 

8907180328 

50-272 

p 

8907180405* 

50-272 

p 

8907180405* 

50-272 

p 

8907180405* 

50-272 

p 


Quadrex Corp. 

Quivira Mining Co. 

Reed College, Portland, OR 
Remcor, Inc. 

Resource Systems Group 

Resources Conservation Organization 
Rich, C. 

Rio Algom Mining Corp. 

Rochester Gas & Electric Corp. 


Rockwell International Corp. 


Ropes & Gray 

Sacramento Municipal Utility District 


8907180405* 50-272 P 

8907200308 50-272 R 

8907200313 50-311 R 

8907200376 50-354 R 

8907210073 50-272 P 

8907210073 50-272 P 

8907210308 50-272 S 

8907210376 50-272 S 

8907240231 50-272 K 

8907120008 PR 

8907120205* 50-438 A 

8907030273 40-8905 

8907070263 40-8905 

8907190353 40-8905 

8907210245 50-288 V 

8907210263* 50-288 V 

8907170480* 40-8724 

8907030034 50-443 T 

8907030151 50-443 T 

8907030151 50-443 T 


8907030157* 50-443 

8907030157* 50-443 

8907280366* 50-312 

8907030026 50-335 

8907050038 40-8084 

8907070304 40-8084 

8907070339 40-8084 

8907070354 40-8084 

8907100120 40-8084 

8907100143 40-8084 

8907100203 40-8084 

8907140190 40-8084 

8906280101 50-244 

8906290401 50-244 

8906290453 50-244 

8906300219 50-244 

8907050234 50-244 

8907100196 50-244 

8907170031 50-244 

8907170091 50-244 

8907170096 50-244 

8907170116 50-244 

8907170365 50-244 

8907240194 50-244 

8907260179 50-244 

8907260180* 50-244 

8907260183* 50-244 

8907260319 50-244 

8907140297 70-25 

8907240270* 70-25 

8907240280* 70-25 

8907240296* 70-25 

8907240301* FOIA 

8907240306* FOIA 

8907240310* FOIA 

8907240315* FOIA 

8907240319* FOIA 

8907240321 * FOIA 

8907240327* FOIA 

8907240329* FOIA 

8907240330* FOIA 

8907240334* FOIA 

8907240338* FOIA 

8907240348* 70-25 

8907240357* 70-25 

8907240416* 70-25 

8907240434* 70-25 

8907240441 * 70-25 

8907240446* 70-25 

8907240454* FOIA 

8907240457* FOIA 

8907240459* FOIA 

8907240462* FOIA 

8907240466* FOIA 

8907240470* FOIA 

8907240475* FOIA 

8907240479* FOIA 

8907240483* FOIA 

8907200104 50-443 

8907240092 50-443 

8907240092 50-443 

8907240174 50-443 

8907240175 50-443 

8907240175 50-443 

8907260024 50-443 

8907260067 50-443 

8906290047 50-312 

8906290049* 50-312 

8906290481 50-312 
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AUTHOR AFFILIATION 


St-n C'S'-o-e CA 

Ss'-.c ?■; Laboratories 


Sandvik Special Metals Corp. 

Saxton Nuclear Experimental Corp. 
Schlumberger Technology Corp. (subs, of 

Schlumberger, Ltd.) 

Science Applications International Corp. 
(formerly Science Applications. Inc.) 


Scottsboro, AL 

Seacoast Anti-Pollution League 


Self-Powered Lighting, Ltd. 


Senate 


Senate, Governmental Affairs 

Sequoyah Fuels Corp. (subs, of Kerr-McGe 
Nuclear Corp.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8906290517 

50-312 

P 

8906300003* 

50-312 

P 

8907070012 

50-312 

P 

8907070013* 

50-312 

P 

8907070077 

50-312 

F 

8907070155 

50-312 

P 

8907070332 

50-312 

V 

8907130119 

50-312 

P 

89071 301 22‘ 

50-312 

P 

8907130154 

50-312 

P 

8907200196 

50-312 

P 

8907200343 

50-312 

R 

8907260041 

50-206 

H 

8907050509 

NUREG 


8907050519 

NUREG 


8907060051 

NUREG 


8907070066 

NUREG 


8907070120 

NUREG 


8907170350* 

WASTE MGT 


8907240146* 

WASTE MGT 


8907250326 

NUREG 


8907280307 

NUREG 


89071 20049 

PR 


8907060175* 

50-146 

P 

8907250081* 

MISC 


8907250082* 

MISC 


8801270042* 

50-285 

P 

8801270403* 

50-285 

P 

8809230090* 

50-277 

P 

8810070154* 

50-277 

P 

8906280314* 

50-237 

P 

8906300130 

WASTE MGT 


8907050146* 

CONTRACT 


8907050263* 

WASTE MGT 


8907050336 

WASTE MGT 


8907060257 

NUREG 


8907180138* 

WASTE MGT 


8907200083 

WASTE MGT 


8907200091* 

WASTE MGT 


8907050067* 

CONTRACT 


8907030085 

50-443 

T 

8907240053 

50-443 

G 

8907240103 

50-443 

G 

8907240152 

50-443 

G 

7910160084* 

FOIA 


7912060430* 

FOIA 


8203230097* 

FOIA 


8907r30222* 

FOIA 


8907130223* 

FOIA 


8907130225* 

FOIA 


8907130232* 

FOIA 


8907130233* 

FOIA 


8907130235* 

FOIA 


8907130237* 

FOIA 


8907130240* 

FOIA 


8907130241* 

FOIA 


8907130243* 

FOIA 


8907130245* 

FOIA 


8907130253* 

FOIA 


8907130256* 

FOIA 


8901120392* 

PR 


8906230208* 

50-206 

U 

8906280277 

50-317 

U 

8907120130* 

50-445 

H 

8907120151* 

50-443 

H 

8907120188* 

COMMISSIO 

N 

8907170469* 

50-245 

H 

8907170411* 

COMMISSIO 

N 

8907050089 

40-8027 


8907050107 

40-8027 


8907050114 

40-8027 


8907050129 

40-8027 


8907050156 

40-8027 


8907050174 

40-8027 


8907050269 

40-8027 


8907050278 

40-8027 


8907050292 

40-8027 


8907050300 

40-8027 


8907050416 

40-8027 


8907050427 

40-8027 


8907050447 

40-8027 


8907050512 

40-8027 


8907070006 

40-8027 


8907070053 * 

FOIA 


8907070054 * 

FOIA 


8907070062 * 

FOIA 



Shaw, Pittman, Potts & Trowbridge 


Sierra Club Legal Defense Fund, Inc. 
Small Business Administration 


Source Production & Equipment Co., Inc. 
South Carolina Electric & Gas Co. 


South Carolina, Univ. of, Columbia, SC 
Southern California Edison Co. 


Southwest Research Institute 
Southwest Research and Information Cente 


8907120159 

8907250262 

8907260013 

8907110117 

8907120059 

8907120064* 

8907200184 

8907240031 

8907100130* 

8907170377* 

8907190273* 

8907170220 

8907170224* 

8906280282 

8906280286 

8906290514 

8906290515* 

8906290516 

8907030167 

8907050227 

8907060023 

8907060246 

8907070182 

8907100195 

8907100200 

8907110081 

8907110379 

8907140166 

8907180098 

8907180400 

8907210228* 

8907210313 

8907050231* 

8808010313* 

8906290217 

8906290267 

8906290295 

8906290420 

8906300154 

8907050057 

8907050133 

8907050142 

8907050142 

8907050142 

8907050222 

8907050392* 

8907060188 

8907060193* 

8907070241 

8907100071 

8907100073* 

8907100092* 

8907100117 

8907120103* 

8907120146 

8907120150* 

8907130313 

8907140092 

8907140094* 

8907170035 

8907170035 

8907170035 

8907170117 

8907170177 

8907180227 

8907180227 

8907180234* 

8907180318 

8907180318 

8907180416 

8907180478 

8907180478 

8907180478 

8907180481* 

8907180483* 

8907180484* 

8907200373 

8907210326 

8907210357* 

8907250210 

8907250213* 

8907260017 

8907260066 

8907260066 

8907260093 

8907260314 

8907260314 

8907050423* 

8907030140 


40-8027 

40-8027 

40-8027 

PR 

PR 

PR 

50-320 

50-275 

CONTRACT 

CONTRACT 

CONTRACT 

71-9056 

71-9056 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-206 

50-361 

50-206 

50-361 

TOPREP 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

TOPREP 

50-206 

50-206 

50-361 

50-206 

50-206 

50-206 

50-361 

50-206 

50-361 

50-361 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

PR 

50-206 

50-206 

50-206 

50-361 

50-361 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-206 

50-361 

50-362 

50-362 

50-362 

50-362 

50-206 

50-361 

50-361 

50-361 

50-361 

50-361 

CONTRACT 

PR 


P 

P 

P 

P 

P 

R 

S 

S 

s 

s 

s 

S 

s 

s 

s 

p 

p 

R 

S 

S 

Q 

R 

R 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


St. Joseph, MO 

State, Dept, of. Bureau of Oceans & Inti 
Environ. & Scientific Affairs 
Stone & Webster Engineering Corp. 
Susquehanna Valley Alliance. Lancaster, 

PA 

System Energy Resources, Inc. 


TENERA Corp. (subs, of TERA Corp.) 

TU Electric (formerly Texas Utilities 
Generating Co.) 


8907070348* 

CONTRACT 



8907210177* 

50-445 

8907070125 

XPORTLIC 



8907240225 

50-445 





8907240228* 

50-445 

8907110100* 

50-251 

P 


8907250123 

50-445 

8907200200 

50-320 

G 


8907250123 

50-445 





8907250130 

50-445 

8906280170 

50-416 

P 


8907250139 

50-445 

8906280172* 

50-416 

P 


8907250139 

50-445 

8906280236 

50-416 

Q 


8907250147 

50-445 

8906290046 

50-416 

Q 


8907250147 

50-445 

8906290279 

50-416 

1 


8907260033 

50-445 

8907050149 

50-416 

V 


8907260033 

50-445 

8907050244 

50-416 

S 


8907260061 

50-445 

8907060221 

50-416 

Q 

Technical Analysis Corp. 

8907100298 

FOIA 

8907070233 

50-416 

S 

Teledyne Wah Chang Albany (formerly Wah 

8907060279* 

40-8681 

8907070279 

50-416 

P 

Chang Corp.) 



8907110124 

50-416 

P 


8907070331* 

40-8681 

8907130286 

50-416 

F 

Tennessee Valley Authority 

8906230053 

50-327 

8907140171 

50-416 

F 


8906280075 

50-260 

8907170348 

50-416 

Q 


8906280080* 

50-260 

8907180171 

50-416 

H 


8906280099 

50-259 

8907180218 

50-416 

Q 


8906280099 

50-259 

8907180273 

50-416 

P 


8906280099 

50-259 

8907200402 

50-416 

R 


8906280103* 

50-259 

8907210075 

50-416 

P 


8906280103* 

50-259 

8907240059 

50-416 

P 


8906280103* 

50-259 

8907250128 

50-416 

S 


8906290007 

50-260 

8907250141 

50-416 

S 


8906290010* 

50-260 

8907260215 

50-416 

Q 


8906290041 

50-259 

8907170102* 

PROJ 



8906290283 

50-438 

8906290249 

50-445 

S 


8906290414 

50-260 





8906290435 

50-260 

8906290249 

50-445 

S 


8906300063 

50-390 

8906290252 

50-445 

S 


8906300066* 

50-390 

8906290252 

50-445 

S 


8906300112 

50-390 

8906290257 

50-445 

A 


8906300115* 

50-390 

8906290257 

50-445 

A 


8906300126 

50-259 

8906290289 

50-445 

Q 


89063001 70 

70-2910 

8906290416 

50-445 

S 


8906300198 

50-390 

8906300001 

50-445 

Q 


8906300201 

50-259 

8906300001 

50-445 

Q 


8906300223 

50-390 

8906300015 

50-445 

Q 


8906300224* 

50-390 

8906300015 

50-445 

Q 


8906300225 

50-390 

8907030221* 

50-445 

M 


8906300227* 

50-390 

8907030221 * 

50-445 

M 


8906300231 

50-390 

8907050061 

50-445 

A 


8906300233* 

50-390 

8907050061 

50-445 

A 


8906300243 

50-259 

8907050066 

50-445 

A 


8906300243 

50-259 

8907050066 

50-445 

A 


8906300243 

50-259 

8907050070 

50-445 

S 


8907030047 

50-390 

8907050070 

50-445 

S 


8907030170 

50-259 

8907050075 

50-445 

S 


8907030170 

50-259 

8907050075 

50-445 

S 


8907030170 

50-259 

8907050077 

50-445 

A 


8907050135 

40-1341 

8907050077 

50-445 

A 


8907050247 

50-390 

8907050082 

50-445 

A 


8907050247 

50-390 

8907050158 

50-445 

A 


8907050254* 

50-390 

8907050293 

50-445 

S 


8907050260 

50-390 

8907060057 

50-445 

S 


8907050261 * 

50-390 

8907060089 

50-445 

S 


8907050346 

50-327 

8907070203 

50-445 

A 


8907050353 

50-390 

8907070203 

50-445 

A 


8907050359* 

50-390 

89071 20040 

50-445 

S 


8907050363 

50-390 

8907120040 

50-445 

S 


8907050363 

50-390 

8907130109 

50-445 

S 


8907050367* 

50-390 

8907130109 

50-445 

S 


8907050367* 

50-390 

8907130290 

50-445 

S 


8907060070 

50-260 

8907130290 

50-445 

S 


8907060074 

50-390 

8907140295 

50-445 

S 


8907060074 

50-390 

8907170004 

PR 



8907060080 

50-390 

8907170407 

50-446 

Q 


8907060088 

50-259 

8907180245 

50-445 

A 


8907060090 

50-327 

8907180245 

50-445 

A 


8907060090 

50-327 

8907180332 

50-445 

Q 


8907060095 

50-260 

8907180332 

50-445 

Q 


8907060102 

50-260 

8907180386 

50-445 

A 


8907060200 

70-1166 

8907190158 

50-445 

Q 


8907060201 * 

70-1166 

8907190160* 

50-445 

Q 


8907060202 

50-259 

8907190199 

50-445 

E 


8907070036 

40-1341 

8907190199 

50-445 

E 


8907070085 

50-260 

8907190204 

50-445 

F 


8907070151 

50-260 

8907190204 

50-445 

F 


8907070179 

50-259 

8907190391 

50-445 

Q 


8907070189 

50-259 

8907190391 

50-445 

Q 


8907070189 

50-259 

8907200145 

50-445 

S 


8907070189 

50-259 

8907200145 

50-445 

S 


8907070204* 

50-445 

8907200198 

50-445 

Q 


8907070261 

50-259 

8907200198 

50-445 

Q 


8907070306 

50-328 

8907210170 

50-445 

F 


8907100047 

50-327 
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AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8907100047 

50-327 

Q 


8907250190 

50-259 

8907100147 

50-260 

S 


8907250190 

50-259 

8907100191 

50-259 

R 


8907250190 

50-259 

8907100257 

50-260 

P 


8907250190 

50-259 

8907110078 

50-390 

A 


8907250190 

50-259 

8907110186 

PR 



8907250190 

50-259 

8907110291 

50-259 

Q 


8907250190 

50-259 

8907110358 

50-328 

Q 


8907250199 

50-327 

8907110359* 

50-328 

Q 


8907250199 

50-327 

8907110421 

50-390 

A 


8907250200 

50-390 

8907110421 

50-390 

A 


8907250202 

50-390 

8907120010 

50-259 

F 


8907250202 

50-390 

8907120010 

50-259 

F 


8907250205 

50-390 

8907120010 

50-259 

F 


8907250205 

50-390 

8907120010 

50-259 

F 


8907260270 

70-2910 

8907120014 

50-390 

S 


8907270059 

50-260 

8907120014 

50-390 

S 

Tennessee, State of 

8906290474* 

70-143 

8907120083 

50-260 

P 


8907200226* 

WASTE MGT 

8907120172 

50-259 

Q 

Testmaster Inspection Co. 

8907170366 

71-679 

8907120172 

50-259 

Q 

Texas, State of 

8906290195* 

, WASTE MGT 

8907130115 

50-328 

Q 


8907050385 

WASTE MGT 

8907130120* 

50-328 

Q 


8907170175 

WASTE MGT 

8907130337 

50-390 

S 

Texas, Univ. of, Austin. TX 

8906290272 

50-192 

8907130337 

50-390 

S 

Thomson & Associates 

8906300163* 

WASTE MGT 

8907130341 

50-327 

P 

Three Mile Island Alert 

8907200200 

50-320 

8907130341 

50-327 

P 

Times-Picayune, La Place, LA 

8907190278 

FOIA 

8907130367 

50-327 

Q 

Toledo Edison Co. 

8906290385 

50-346 

8907140006 

50-438 

A 


8906290457 

50-346 

8907140141 

50-390 

S 


8906290463 

50-346 

8907140244 

50-260 

Q 


8907050105 

50-346 

8907140269 

50-259 

P 


8907070129 

50-346 

8907140269 

50-259 

P 


8907070130 

50-346 

8907140269 

50-259 

P 


8907070131 

' 50-346 

8907140269 

50-259 

P 


8907100100 

50-346 

8907170176 

50-259 

Q 


8907100111 

50-346 

8907170450 

50-259 

F 


8907100137 

50-346 

8907170450 

50-259 

F 


8907110146 

PR 

8907170450 

50-259 

F 


8907110262 

50-346 

8907170453 

50-390 

S 


8907110415 

50-346 

8907170453 

50-390 

S 


8907130292 

50-346 

8907180128 

PR 



8907180156 

50-346 

8907180136 

50-438 

R 


8907180293 

50-346 

8907180207 

50-259 

P 


8907180415 

50-346 

8907180242 

50-390 

•A 


8907180419* 

50-346 

8907180281 

50-259 

P 


8907190183 

50-346 

8907180281 

50-259 

P 


8907190393 

50-346 

8907180281 

50-259 

P 


8907200248 

50-346 

8907180401 

50-327 

P 


8907200369 

50-346 

8907180401 

50-327 

P 


8907240206 

50-346 

8907180431 

50-259 

S 


8907250170 

71-195 

8907180444 

50-260 

S 


8907250174 

50-346 

8907190015 

50-259 

R 

Transnuclear, Inc. 

8907110048* 

XPORTLIC 

8907190015 

50-259 

R 


8907110060* 

XPORTLIC 

8907190015 

50-259 

R 


8907110092 

PROJ 

8907190036 

50-327 

R 

Transportation, Dept, of 

8907210104 

71-3007 

8907190036 

50-327 

R 

U.S. Ecology. Inc. (formerly Nuclear 

8906290083 

27-48 

8907190039 

50-327 

S 

Engineering, Inc.) 



8907190067 

50-327 

F 

8907180402 

27-48 

8907190326 

50-327 

Q 


8907180409 

27-48 

8907190326 

50-327 

Q 


8907180413 

27-48 

8907200127 

50-259 

F 


8907200433 

27-48 

8907200127 

50-259 

F 

U.S. Embassies 

8907250164 

XPORTLIC 

8907200127 

50-259 

F 


8907250176 

XPORTLIC 

8907200127 

50-259 

F 

U.S. Metric Association, Inc. 

8907050275* 

PR 

8907200127 

50-259 

F 

U.S. Naval Academy, Annapolis, MD 

8907070099 

NUREG 

8907200127 

50-259 

F 

UMETCO Minerals Corp. (subs, of Union 

8907030274 

40-299 

8907210077 

50-259 

P 

Carbide Corp.) 



8907210077 

50-259 

P 

8907050007 

40-299 

8907210077 

50-259 

P 


8907060021 

40-8681 

8907210077 

50-259 

P 


8907060069 

40-299 

8907210077 

50-259 

P 


8907060109 

40-299 

8907210077 

50-259 

P 


8907060134 

40-8681 

8907210077 

50-259 

P 


8907060177 

40-299 

8907210077 

50-259 

P 


8907060278 

40-8681 

8907210105 

50-327 

Q 


8907060293 

40-8681 

8907210105 

50-327 

Q 


8907070023 

40-8681 

8907210135 

50-327 

P 


8907070328 

40-8681 

8907210135 

50-327 

P 


8907100178 

40-8681 

8907210236 

50-327 

S 


8907100284 

40-8681 

8907240172* 

50-327 

F 


8907140148 

40-8681 

8907240172* 

50-327 

F 


8907140201 

40-8681 

8907250149 

50-327 

Q 


8907170182 

40-299 

8907250163 

50-259 

P 


8907170205 

40-8681 

8907250163 

50-259 

P 

UNC Resources, Inc. 

8907100162 

70-371 

8907250163 

50-259 

P 

Union 76 Minerals 

8907060002 

40-8584 

8907250169 

50-259 

P 

Union Electric Co. 

8907050100 

50-483 

0907250169 

50-259 

P 


8907070096 

50-483 

89072S0169 

50-259 

P 


8907120006 

PR 

8907250190 

50-259 

F 


8907120095 

50-483 
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AUTHOR AFFILIATION 


United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 


Uranerz USA, Inc. 


Utah, Univ. of, Salt Lake City, UT 
Vermont Yankee Nuclear Power Corp. 


Vermont, State of 

Viking Systems International 

Virginia Power (Virginia Electric & Powe 

Co.) 


Washington Public Power Supply System 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8907120356 

50-483 

P 

8907170162 

50-483 

P 

8907170264 

50-483 

S 

8907170420 

50-483 

S 

8907190055 

50-483 

R 

8907260099 

50-483 

S 

8907260104 

50-483 

S 

8907280187 

50-483 

S 

8907280194 

50-483 

S 

8907060008 

40-8907 


8907060166 

40-8907 


8907070188 

40-8907 


8907140080 

40-8907 


8907210256 

70-371 


8907260272 

70-371 


8907050010 

40-8958 


8907050144 

40-8783 


8907050183 

40-8981 


8907060025 

40-8958 


8907110035 

50-72 

F 

8906290519 

50-271 

P 

8907050090 

50-271 

Q 

8907050096 

50-271 

Q 

8907050390 

50-271 

P 

8907050393* 

50-271 

P 

8907050397* 

50-271 

P 

8907050428 

50-271 

Q 

8907050431* 

50-271 

Q 

8907050464 

50-271 

P 

8907070093 

50-271 

P 

8907110202 

50-271 

Q 

8907170292 

50-271 

R 

8907170474 

50-271 

F 

8907180403 

50-271 

P 

8907180421 

50-271 

P 

8907180442 

50-271 

P 

8907210005 

50-271 

P 

8907210008* 

50-271 

P 

8907210265 

50-271 

F 

8907240023 

50-271 

P 

8907030110 

50-271 

G 

8907190273* 

CONTRACT 


8906270399 

50-338 

P 

8906280152* 

50-338 

V 

8906300056 

50-338 

Q 

8906300059 

50-338 

S 

8906300085 

50-280 

Q 

8907070137 

50-339 

S 

8907070142 

50-338 

Q 

8907070142 

50-338 

Q 

8907070148 

50-280 

F 

8907070148 

50-280 

F 

8907100319 

50-338 

S 

8907110061 

PR 


8907110236 

50-280 

S 

8907110283 

50-280 

S 

8907130045 

50-280 

Q 

8907130098 

50-338 

Q 

8907130378 

50-339 

Q 

8907180044 

50-338 

Q 

8907180183 

PR 


8907180265 

50-280 

P 

8907180265 

50-280 

P 

8907180265 

50-280 

P 

8907180268 

50-280 

V 

8907180268 

50-280 

V 

8907180333 

50-338 

P 

8907180376 

50-338 

P 

8907180457 

50-280 

S 

8907190021 

50-338 

R 

8907190021 

50-338 

R 

8907190274 

50-338 

Q 

8907190274 

50-338 

Q 

8907190277 

50-280 

Q 

8907190317 

50-338 

Q 

8907190317 

50-338 

Q 

8907190320 

50-280 

S 

8907200397 

50-280 

R 

8907200397 

50-280 

R 

8907240243 

50-339 

P 

8907260034 

50-338 

S 

8907280180 

50-338 

S 

8907280209 

50-280 

S 

8907280213 

50-280 

S 

8906280058 

50-397 

P 

8906300101 

50-397 

S 

8907060012 

50-397 

P 


AUTHOR AFFILIATION 


Washington, State of 


Water, Waste & Land, Inc. 

West Valley Nuclear Services Co., Inc. 


Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp.) 


Western Technology 
Westinghouse Electric Corp. 


Weston, Patrick, Willard & Redding 


Whittaker Corp. 

Wilkins Systems, Inc. 

Winthrop, Stimson, Putnam & Roberts 
Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin, State of 

Wolf Creek Nuclear Operating Corp. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8907060014* 

50-397 

8907100048 

50-397 

8907100051 

50-397 

8907100288 

50-397 

8907100289* 

50-397 

8907120341 

50-397 

8907130089* 

50-397 

8907170080 

50-397 

8907170280 

50-397 

8907180144 

50-397 

8907190022 

50-397 

8907190359 

50-397 

8907200208 

50-460 

8907240014 

50-397 

8907280223 

50-397 

8907050421 

WASTE MGT 

8907050497 

WASTE MGT 

8907060003 

WASTE MGT 

8907060190 

STATE PRO 

8907170368 

27-48 

8907060101 

40-8102 

8907110386* 

40-8102 

8907060282 

PROJ 

8907060283* 

PROJ 

8907060286* 

PROJ 

8907070329 

PROJ 

8907250018 

PROJ 

8907060005 

40-1162 

8907070223 

40-8982 

8907140129 

40-1162 

8907140142 

40-1162 

8907050125* 

40-3453 

8906300109 

PROJ 

8907030205 

50-601 

8907030206* 

50-601 

8907070026 

TOPREP 

8907100053* 

50-327 

8907100057* 

50-327 

8907110015* 

XPORTLIC 

8907110071 

TOPREP 

8907120070* 

50-443 

8907120075* 

50-443 

8907130065 

70-1151 

8907180089 

PR 

8907180454* 

50-247 

8907260128 

XPORTLIC 

8907030106 

PR 

8907050083 

PR 

8907050091* 

PR 

8906290255 

40-7455 

8907130312* 

CONTRACT 

8907190106 

40-8027 

8906300052 

50-266 

8906300202 

50-266 

8906300202 

50-266 

8906300252* 

50-266 

8906300252* 

50-266 

8907030230 

50-266 

8907070197 

50-266 

8907110307 

50-266 

8907110307 

50-266 

8907130359 

50-266 

8907180132 

50-266 

8907180198 

PR 

8907180232 

50-266 

8907180335 

50-266 

8907180335 

50-266 

8907180489 

50-266 

8907260027 

50-266 

8907280218 

50-266 

8906290009 

50-305 

8907030224 

50-305 

8907050024 

50-305 

8907050204 

50-305 

8907070065 

50-305 

8907130097 

50-305 

8907140043 

50-305 

8907170200 

PR 

8907180288 

50-305 

8907180317 

50-305 

8907190319 

50-305 

8907190321* 

50-305 

8907200259 

50-305 

8907240283 

50-305 

8907240284* 

50-305 

8907240287* 

50-305 

8907190402 

PR 

8906290133 

50-482 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8906300002 

50-482 

S 


8907070205 

40-8714 


8907070149* 

50-482 

Q 


8907070308 

40-8857 


8907180230 

50-482 

P 


8907070324 

40-8926 


8907180488 

50-482 

R 


8907140131 

40-2259 


8907200350 

50-482 

V 


8907140158 

40-8958 


8907260037 

50-482 

P 

Yankee Atomic Electric Co. 

8907140196 

40-8502 


8907260167 

50-482 

F 

8906280095 

50-29 

Worcester Polytechnic Institute, 

8907070309 

50-134 

P 


8906290325 

50-29 

Worcester, MA 





8906290458 

50-29 

Worsham, Forsythe. Sampels & Woolridge 

8907030219 

50-445 

M 


8906290460* 

50-29 

(formerly Worsham, Forsythe & Sampels) 

Wyle Laboratories 

8907030219 
8907030221 * 
8907030221 * 
8906290415 

50-445 

50-445 

50-445 

TOPREP 

M 

M 

M 


8906290467* 

8907030060 

8907030079 

8907070032 

8907070242 

50-29 

PR 

PR 

50-29 

50-277 

Wyoming, State of 





8907170222 

PR 

8907030267 

40-8926 



8907190025 

50-29 


8907050200 

40-8981 



8907190048* 

50-29 


8907060087 

40-299 



8907250338 

50-29 


8907070116 

40-8971 



8907260025 

50-29 


OWQ-C- Q- Q-u. CLO-coo: 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

08-27164 R01A 

8907130140* 

PROJ 

25708 

252 

8907050425* 

50-282 

Q 

252 ADD 01 

8907050432* 

50-282 

Q 

265 

8906290258* 

50-282 

Q 

40231-1 

8906290415 

TOPREP 


89-1 

8907050231 * 

50-395 

R 

935 ROO 

8907120278* 

50-289 

Q 

BAW.2085 

8906290233* 

50-313 

Q IEB.88-011 

CEN-386-NP 

8907260133* 

50-368 

P 

CENPD-279 

8907210211* 

50-528 

P 

CNWRA 89-001 ERR 

8907030107* 

WASTE MGT 

HLWR 

DOE/NV/10322-35 

8907130329* 

WASTE MGT 

HLWR 

EE-FP-0015 R B 

8906300268* 

50-267 

F 

EGG-ESM-7916 

8907100074* 

50-324 

Q 

EGG-NTA-7794 

8907170335* 

50-267 

P TAG 61894 

EGG-NTA.8224 

8902020177* 

50-346 

P 

EGG.NTA.8227 

8902020192* 

50-269 

P 

EGG-NTA-8430 R01 

8906120034* 

50-443 

P TAG 63393 

EGG-NTA-8809 R01 

8907030169* 

50-305 

P TAG 51100 

MAC-BECO-V056 

8907190128* 

50-293 

P 

MPR-1134 

8907180152* 

50-302 

Q 

NESDQ-88-003 R02 

8907240063* 

50-416 

P 

NUREG-0020 VI 3 N06 

8907250316 

NUREG 


NUREG-0540 V11 N04 

8907060242 

NUREG 


NUREG-0540 V11 N05 

8907280328 

NUREG 


NUREG-0750 V29 N03 

8907060114 

NUREG 


NUREG-0750 V29 N04 

8907060098 

NUREG 


NUREG-0837 V09 N01 

8907250267 

NUREG 


NUREG-0991 808 

8907060264 

50-352 

E 

NUREG-1145 VOS 

8907050501 

NUREG 


NUREG-1150 V01 

8907250331 

NUREG 


NUREG-1150 V02 

8907250337 

NUREG 


NUREG-1217 

8907250271 

NUREG 


NUREG-1272 VOS N01 

8907250282 

NUREG 


NUREG-1272 VOS N02 

8907250276 

NUREG 


NUREG-1360 

8907100312 

50-383 

P 

NUREG/CR-2000 VOS N5 

8907070115 

NUREG 

ORNL/NSlG-200 

NUREG/CR-3964 V01 

8907050519 

NUREG 

SAND86-0196 

NUREG/CR-4214 Pll R1 

8907050509 

NUREG 

SAND85-7185 

NUREG/CR-4530 VOS 

8907280307 

NUREG 

SAND86-0366 

NUREG/CR-4759 

8907070066 

NUREG 

SAND86-2325 

NUREG/CR-4961 

8907060051 

NUREG 

SAND87-7128 

NUREG/CR-5118 

8907070120 

NUREG 

SAND88-7155 

NUREG/CR-5161 V01 

8907250300 

NUREG 

PNL-6462 

NUREG/CR-5187 

8907060247 

50-317 

P PNL-6574 

NUREG/CR-5216 R01 

8907060254 

NUREG 

MEA-2311 

NUREG/CR-5222 

8907060059 

NUREG 

LA-1 1422-MS 

NUREG/CR-5231 

8907250326 

NUREG 

SAND88-1054 

NUREG/CR-5238 

8907070099 

NUREG 


NUREG/CR-5268 

8907060073 

NUREG 

BNL-NUREG-52177 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enciosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.’’ 


REPORT NUMBER 

ACCESSION 

NUMBER 

SUB- OTHER REPORT 

JECT NUMBER 

CATE- 

GORY 

NUREG/GR-5291 

8907050532 

NUREG PARAMETER IE182 

NUREG/GR-5339 

8907250320 

NUREG ORNL/TM.11104 

NUREG/GR-5349 

8907060257 

NUREG SAIC-89/1113 

NUREG/GR-5350 

8907060267 

NUREG ORNL/TM-11133 

NUREG/GR-5363 

8907250307 

NUREG BNL-NUREG-52196 

NUREG/GR-5371 

8907100301 

NUREG BNL-NUREG-52199 

NUREG/GR-5375 

8907060122 

NUREG 

NUREG/GR-5379 V01 

8907060067 

NUREG PNL-6560 

NUREG/GR-5383 

8907070107 

NUREG 

NUREG/GR-5387 

8907280333 

NUREG BNL-NUREG-52206 

NUREG/GR-5391 

8907050526 

NUREG 

NUREG/GR-5400 

8907280389 

NUREG 

NUREG/GR-5402 

8907280316 

NUREG 

ORAU 89/F-10 

8907170310* 

70-820 

PGG-QAPD R07 

8907190054* 

TOPREP 

PGE-1004 A 05 

8907250068* 

50-344 P 

PLG-0675 

8906260040* 

50-498 P 

PNL-6329 

8907170353* 

WASTE MGT 

PNL-6347 

8907170357* 

WASTE MGT 

PNL-6645 

8907170358* 

WASTE MGT 

RXE-89-002 

8907070204* 

50-445 A 

SAIG-87/3091 

8801270403* 

50-285 P TAG 59998 

SAlG-87/3092 

8801270042* 

50-285 P TAG 59713 

SAlG-88/1816 

8809230090* 

50-277 P TAG 56149 

SAIG-88/1818 

8810070154* 

50-277 P TAG 56149 

SAlG-88/3017 

8906280314* 

50-237 P TAG 561 18 

SAND84.1492 

8907170350* 

WASTE MGT 

SGE-1-A 

8907050392* 

TOPREP 

SGE-1-A A12 

8907180234* 

50-206 P 

SEGY-87-104 

8705260447* 

FOIA 

SEGY-87-158 

8707130528* 

40-3453 

SEGY-88-169 

8807120295 

SECY 53FR32060 

SEGY-88-169 ERR 

8907050137* 

PR AC61-1 05 

SEGY-88-202 

8807290170 

SECY 53FR32060 

SECY-89- 133 

8905010039 

SECY 

TER-C5257-532 

8304260154* 

FOIA 

UMTRA-DOE/AL 400644. 

8906300146* 

WASTE MGT 

UMTRA-DOE/AL-400642. 

8906300157* 

WASTE MGT 

UMTRA-DOE/AL-400643, 

8906300160* 

WASTE MGT 

UMTRA-DOE/AL-400646. 

8906300147* 

WASTE MGT 

UMTRA-DOE/AL-400647. 

8906300148* 

WASTE MGT 

UMTRA-DOE/AL-400648. 

8906300156* 

WASTE MGT 

UMTRA-DOE/AL-400651. 

8906300169* 

WASTE MGT 

UMTRA-DOE/AL-400653. 

8906300167* 

WASTE MGT 

UMTRA-DOE/AL-400656. 

8906300159* 

WASTE MGT 

WCAP-12290 

8907100057* 

50-327 Q SG-89-06-005 

WCAP-12306 

8907120070* 

50-443 Q 

WCAP-12312 

8907180454* 

50-247 P 

WVNS-SAR-002 R02 

8907070157* 

PROJ 

YAEC-1693 

8907050393* 

50-271 P 7801 R 

YAEC-1694 

8907050397* 

50-271 P 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


7910160084 8907130218 
7912060430 8907130218 
8203230097 8907130218 
8304260154 8907270026 
8501220433 8907140020 

8502040475 8907140020 
8503010234 8907130217 
8607010434 8906280041 
8702090180 8907180077 
8705260447 8907270007 

8707130528 8907180277 
8801270042 8907100078 
8801270403 8907100078 
8806290388 8907050092 
8808010313 8907120011 

8809230090 8906280041 
8810070154 8906280041 
8812160006 8907130284 
8812210333 8812220181 
8812210343 8812220181 

8812230290 8907270080 
8901120392 8907050092 
8901130275 8907130218 
8901230048 8901230034 
8901300244 8907270080 

8901310279 8902210359 
8902020177 8907070258 
8902020192 8907240019 
8902030163 8907030002 
8902030176 8902030171 

8902030177 8902030171 
8902280403 8907050092 
8904200033 8907180077 
8904200321 8907180077 
8905030247 8907180077 

8906050090 89070701 05 
8906050095 8907070105 
8906090032 8907310351 
8906120034 8906290160 
8906220301 8906220300 


8906230208 

8906230206 

8906260040 

8906260034 

8906260048 

8906260034 

8906260050 

8906260034 

8906260053 

8906260034 

8906260054 

8906260042 

8906260059 

8906260042 

8906260060 

8906260034 

8906260062 

8906260034 

8906260065 

8906260034 

8906260070 

8906260034 

8906260076 

8906260034 

8906260078 

8906260034 

8906260083 

8906260034 

8906260085 

8906260034 

8906260088 

8906260034 

8906260096 

8906260034 

8906260097 

8906260034 

8906260102 

8906260034 

8906260107 

8906260034 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


89/07/11 

FOIA 


89/07/11 

FOIA 


89/07/11 

FOiA 


89/07/18 

FOIA 


89/02/15 

REVIEW GR 

P 

89/02/15 

REVIEW GR 

P 

89/07/05 

50-482 

E 

89/06/16 

50-277 

P 

89/07/07 

REVIEW GR 

P 

89/07/25 

FOIA 


89/07/12 

40-3453 


89/06/29 

50-285 

P 

89/06/29 

50-285 

P 

89/06/27 

PR 


89/07/10 

50-206 

S 

89/06/16 

50-277 

P 

89/06/16 

50-277 

P 

88/12/13 

REVIEW GR 

P 

88/12/07 

50-344 

P 

88/12/07 

50-344 

P 

89/07/24 

FOIA 


89/06/27 

PR 


89/07/11 

FOIA 


89/01/09 

REVIEW GR 

P 

89/07/24 

FOIA 


89/02/13 

REVIEW GR 

P 

89/07/05 

50-346 

P 

89/07/19 

50-269 

P 

89/06/22 

50-368 

P 

89/01/19 

50-259 

P 

89/01/19 

50-259 

P 

89/06/27 

PR 


89/07/07 

REVIEW GR 

P 

89/07/07 

REVIEW GR 

P 

89/07/07 

REVIEW GR 

P 

89/06/23 

50-213 

P 

89/06/23 

50-213 

P 

88/03/01 

ORG 


89/06/20 

50-443 

P 

89/06/05 

WASTE MGT 

89/06/19 

50-206 

u 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/16 

50-206 

u 

89/06/16 

50-206 

U 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 

89/06/15 

50-498 

p 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL » 
DOCUMENT 

8906260114 

8906260034 

8906260116 

8906260034 

8906260118 

8906260034 

8906260121 

8906260034 

8906260126 

8906260034 

8906260130 

8906260034 

8906260145 

8906260034 

8906260149 

8906260034 

8906260156 

8906260034 

8906260158 

8906260034 

8906260159 

8906260034 

8906260160 

8906260034 

8906260164 

8906260034 

8906260167 

8906260034 

8906260170 

8906260034 

8906260174 

8906260034 

8906260176 

8906260034 

8906260177 

8906260034 

8906260194 

8906260034 

8906260198 

8906260034 

8906260200 

8906260034 

8906260202 

8906260034 

8906260203 

8906260034 

8906260206 

8906260034 

8906260208 

8906260034 


8906260210 

8906260034 

8906260214 

8906260034 

8906260222 

8906260034 

8906260231 

8906260034 

8906260232 

8906260034 

8906260235 

8906260034 

8906260238 

8906260034 

8906260239 

8906260034 

8906260241 

8906260034 

8906260243 

8906260034 

8906260244 

8906260034 

8906260264 

8906260034 

8906260265 

8906260034 

8906260266 

8906260034 

8906260269 

8906260034 

8906260270 

8906260034 

8906260273 

8906260034 

8906260274 

8906260034 

8906260297 

8906260034 

8906260300 

8906260034 

8906280013 

8906280012 

8906280014 

8906280012 

8906280016 

890628001 1 

8906280023 

8906280021 

8906280028 

8906280021 

8906280036 

8906280032 

8906280037 

8906280029 

8906280043 

8906280040 

8906280044 

8906280040 

8906280047 

8906280041 

8906280048 

8906280027 

8906280055 

8906280027 

8906280057 

8906280027 

8906280062 

8906280059 

8906280063 

8906280059 


date SUBJECT 

ISSUED CATEGORY 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 P 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 50-498 

89/06/15 70-371 

89/06/15 70-371 

89/06/23 XPORTLIC 

89/06/19 50-295 

89/06/19 50-295 

89/06/21 50-443 Q 

89/06/21 50-445 Q 

89/06/20 50-282 Q 

89/06/20 50-282 Q 

89/06/16 50-277 P 

89/06/20 70-143 

89/06/20 70-143 

89/06/20 70-143 

89/06/22 50-498 Q 

89/06/22 50-498 Q 
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accession number 


ENCLOSURE 


8906280065 

8906280071 

8906280074 

8906280080 

8906280082 

8906280086 

8906280087 

8906280093 

8906280100 

8906280103 

8906280107 

8906280115 

8906280121 

8906280124 

8906280130 

8906280133 

8906280135 

8906280137 

8906280150 

8906280152 

8906280157 

8906280161 

8906280172 

8906280175 

8906280196 

8906280201 

8906280205 

8906280213 

8906280214 

8906280218 

8906280224 

8906280244 

8906280255 

8906280256 

8906280261 

8906280262 

8906280263 

8906280278 

8906280293 

8906280295 

0906280312 

8906280314 

8906290010 

8906290031 

8906290033 

8906290037 

8906290049 

8906290062 

8906290063 

8906290084 

8906290100 

8906290109 

8906290114 

8906290119 

8906290130 

8906290131 

8906290132 

8906290139 

8906290146 

8906290149 

8906290175 

8906290180 

8906290186 

8906290195 

8906290196 

8906290210 

8906290215 

8906290219 

8906290233 

8906290238 

8906290240 

8906290258 

8906290259 

8906290264 

8906290270 

8906290273 

8906290280 

8906290282 

8906290299 

8906290319 

8906290334 

8906290335 

8906290336 

8906290339 

8906290367 

8906290382 

8906290392 


PRINCIPAL 

document 

8906280061 

8906280070 

8906280070 

8906280075 

8906280079 

8906280078 

8906280079 

8906280092 

8906280096 

8906280099 

8906280102 

8906280109 

8906280118 

8906280120 

8906280127 

8906280125 

8906280127 

8906280132 

8906280144 

8906280144 

8906280140 

8906280158 

8906280170 

8906280166 

8906280195 

8906280198 
8906280198 
890628021 1 
890628021 1 
8906280217 

8906280220 

8906280242 

8906280254 

8906280254 

8906280260 

8906280240 

8906280260 

8906280275 

8906280291 

8906280291 

890628031 1 
8907140162 
8906290007 
8906290030 
8906290030 

8906290036 

8906290047 

8906290059 

8906290059 

8906290080 

8906290096 

8906290096 

8906290096 

8906290104 

8906290115 

8906290128 

8906290127 

8906290127 

8906290144 

8906290142 

8906290155 

8906290178 

8906290183 

8906290189 

8906290188 

8906290205 

8906290204 

8906290214 

8906290228 

8907120076 

8907120076 

8906290242 

8906290251 

8906290251 

8906290263 

8906290265 

8906290276 

8906290275 

8906290297 

8906290314 

8906290326 

8906290330 

8906290326 

8907180077 

8906290360 

8906290287 

8906290389 


accession NUMBER 


DATE 

ISSUED 

89/06/19 

89/06/16 

89/06/16 

89/06/20 

89/06/16 

89/06/16 

89/06/16 

89/06/16 

89/06/16 

89/06/20 

89/05/24 

89/06/12 

89/06/12 

89/06/12 

89/06/15 

89/06/20 

89/06/15 

89/06/23 

89/06/19 

89/06/19 

89/06/22 

89/06/15 

89/06/19 

89/06/23 

89/06/23 

89/06/22 

89/06/22 

89/06/22 

89/06/22 

89/06/22 

89/06/21 

89/06/16 

89/06/22 

89/06/22 

89/06/19 

89/06/09 

89/06/19 

89/06/06 

89/06/20 

89/06/20 

89/06/22 

89/07/12 

89/06/16 

89/06/22 

89/06/22 

89/06/22 

89/05/03 

89/06/16 

89/06/16 

89/06/20 

89/06/19 

89/06/19 

89/06/19 

89/05/15 

89/06/14 

89/06/21 

89/06/20 

89/06/20 

89/06/21 

89/06/22 

89/06/20 

89/06/22 

89/06/23 

89/06/16 

89/06/26 

89/06/20 

89/04/11 

89/06/20 

89/06/02 

89/06/30 

89/06/30 

89/06/20 

89/06/21 

89/06/21 

89/06/12 

89/06/12 

89/05/11 

89/06/21 

89/06/07 

89/06/21 

89/06/22 

89/06/21 

89/06/22 

89/07/07 

89/06/21 

89/06/16 

89/06/14 


SUBJECT 

CATEGORY 

50-286 
50-317 
50-317 
50-260 
50-387 

50-454 
50-387 
50-353 
50-286 
50-259 

50-413 
50-400 
50-280 
50-338 
50-424 

50-336 
50-424 
50-282 
50-338 
50-338 

50-395 
PT21 
50-416 
50-275 
50-255 

50-302 
50-302 
50-333 
50-333 
50-220 

50-213 
70-882 
50-275 
50-275 
50-220 

50-395 
50-220 
50-413 
50-352 
50-352 

50-327 
50-237 
50-260 
50-440 
50-440 

50-346 
50-312 
50-352 
50-352 
50-220 


50-263 

50-263 

50-263 

CONTRACT 

CONTRACT 

50-528 

50-321 

50-321 

50-10 

50-267 


Q 

Q 

Q 

P 

Q 

P 

Q 

Q 

Q 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

V 

V 


P 

Q 

P 

P 

P 

P 

P 

P 


P 

P 

P 

Q 

P 

Q 

P 

P 

P 

P 

P 

Q 

Q 

Q 

P 

P 

P 

Q 

P 

P 

P 


CONTRACT 
50-321 . P 

50-425 Q 

WASTE MGT 
50-324 Q 


F 

Q 

H 

H 

Q 

Q 

Q 


50-412 

CONTRACT 

50-327 

50-313 

50-245 

50-245 

50-282 

50-266 

50-266 

CONTRACT 

CONTRACT 

CONTRACT 

50-282 

CONTRACT 

50-266 


50-271 P 

50-295 Q 

50-271 P 

REVIEW GR P 
50-295 Q 

50-219 P 

CONTRACT 


ENCLOSURE 


8906290407 

8906290412 

8906290424 

8906290428 

8906290430 

8906290432 

8906290433 

8906290437 

8906290440 

8906290443 

8906290451 

8906290456 

8906290459 

8906290460 

8906290464 

8906290466 

8906290467 

8906290471 

8906290473 

8906290474 

8906290479 

8906290482 

8906290488 

8906290490 

8906290492 

8906290496 

8906290497 

8906290499 

8906290502 

8906290504 

8906290506 

8906290515 

8906290524 

8906300003 

8906300018 

8906300023 

8906300027 

8906300029 

8906300031 

8906300032 

8906300034 

8906300037 

8906300038 

8906300039 

8906300058 

8906300066 

8906300071 

8906300074 

8906300078 

8906300082 

8906300083 

8906300097 

8906300099 

8906300104 

8906300107 

8906300115 

8906300116 

8906300120 

8906300122 

8906300127 

8906300131 

8906300133 

8906300138 

8906300139 

8906300144 

8906300146 

8906300147 

8906300148 

8906300151 

8906300153 

8906300156 

8906300157 

8906300159 

8906300160 

8906300162 

163 

166 

«isuD3U0l67 

8906300168 

8906300169 

8906300177 

8906300207 

8906300209 

8906300210 

8906300211 

8906300218 

8906300224 


PRINCIPAL 

DOCUMENT 

8906290405 

8906290409 

8906290419 

8906290419 

8906290426 

8906290429 

8906290429 

8906290434 

8906290419 

8906290441 

8906290444 

8906290455 

8906290455 

8906290458 

8906290461 

8906290461 

8906290458 

8906290468 

8906290468 

8906290465 

8906290465 

8906290477 

8906290485 

8906290487 

8906290480 

8906290487 

8906290489 

8906290489 

8906290498 

8906290489 

8906290498 

8906290514 

8906290523 

8906290517 

8906300016 

8906300019 

8907270007 

8907270007 

8907270007 

8907270007 

8906300028 

8906300026 

8906300036 

8906300036 

8906300053 

8906300063 

8906300069 

8906300068 

8906300062 

8906300079 

8906300062 

8906300090 

8906300089 

8906300103 

8906300069 

8906300112 

8906300113 

8906300117 

8906300108 

8906300121 

8906300121 

8906300129 

8906300087 

8906300137 

8906300142 

8906300143 

8906300143 

8906300143 

8906300149 

8906300149 

8906300143 

8906300143 

8906300143 

8906300143 

8906300158 

8906300143 

8906300091 

8906300143 

8906300152 

8906300143 

8906300174 

8906300205 

8906300205 

8906300205 

8906300208 

8906300187 

8906300223 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


89/06/20 

89/06/08 

89/06/26 

89/06/26 

89/06/15 


50-348 

CONTRACT 

70-27 

70-27 

50-288 


F 


V 


89/06/22 

89/06/22 

89/01/10 

89/06/26 

89/06/06 


70-3057 

70-3057 

CONTRACT 

70-27 

CONTRACT 


89/06/20 

89/06/15 

89/06/15 

89/06/23 

89/06/21 


50-528 P 

50-293 U 

50-293 U 

50-29 P 

70-398 


89/06/21 

89/06/23 

89/06/22 

89/06/22 

89/06/02 


70-398 

50-29 

50-334 

50-334 

70-143 


P 

P 

P 


89/06/02 

89/06/23 

89/06/22 

89/06/23 

89/06/26 


70-143 

50-341 Q 

50-413 Q 

50-461 Q 

50-263 Q 


89/06/23 

89/06/22 

89/06/22 

89/06/22 

89/06/22 


50-461 Q 

40-2061 

40-2061 

50-412 P 

40-2061 


89/06/22 

89/06/21 

89/06/23 

89/06/22 

89/06/12 


50-412 P 

50-395 F 

50-454 P 

50-312 P 

50-397 Q 


89/06/09 

89/07/25 

89/07/25 

89/07/25 

89/07/25 


CONTRACT 

40-2061 

40-2061 

40-2061 

40-2061 


89/06/21 

89/06/23 

89/06/21 

89/06/21 

89/06/21 


50-352 P 

50-458 P 

50-313 P 

50-313 P 

50-352 Q 


89/06/26 

89/06/22 

89/06/19 

89/06/23 

89/06/16 


50-390 A 

50-387 P 

50-321 Q 

70-1068 

COMMISSIO N 


89/06/23 

89/06/28 

89/06/26 

89/06/23 

89/06/22 


70-1068 

ORG 

WASTE MGT 
CONTRACT 
50-387 P 


89/06/26 

89/06/21 

89/06/26 

89/05/26 

89/06/23 


50-390 A 

50-424 Q 

50-456 Q 

CONTRACT 
50-206 P 


89/06/23 

89/06/21 

89/06/22 

89/06/14 

89/06/23 


50-206 P 

CONTRACT 
50-313 P 

CONTRACT 
50-456 Q 


89/06/26 

89/06/26 

89/06/26 

89/06/23 

89/06/23 


WASTE MGT 
WASTE MGT 
WASTE MGT 
50-388 P 

50-388 P 


89/06/26 

WASTE MGT 

89/06/26 

WASTE MGT 

89/06/26 

WASTE MGT 

89/06/26 

WASTE MGT 

89/06/16 

CONTRACT 

89/06/26 

WASTE MGT 

89/06/22 

40-7580 

89/06/26 

WASTE MGT 

89/06/23 

50-461 

89/06/26 

WASTE MGT 

89/06/23 

WASTE MGT 

89/06/20 

50-247 

89/06/20 

50-247 

89/06/20 

50-247 

89/06/02 

50-397 

89/06/21 

40-7580 

89/06/27 

50-390 
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ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


8906300227 

8906300225 

8906300228 

8906300176 

8906300233 

8906300231 

8906300245 

8906300230 

8906300252 

8906300202 

8906300256 

8906300251 

8906300258 

8906300251 

8906300262 

8906300261 

8906300264 

8906300261 

8906300265 

8906300263 

8906300268 

8906300266 

8907030037 

8907030030 

8907030048 

8907030044 

8907030057 

8907030049 

8907030071 

8907030068 

8907030078 

8907030075 

8907030083 

8907030067 

8907030100 

8907060055 

8907030104 

8907030092 

8907030107 

8907030103 

8907030109 

8907030076 

8907030115 

8907030113 

8907030116 

8907030112 

8907030123 

8907030119 

8907030124 

8907030118 

8907030125 

8907030118 

8907030133 

8907030069 

8907030134 

8907030069 

8907030136 

8907030069 

8907030138 

8907030122 

8907030145 

8907030141 

8907030157 

8907030151 

8907030169 

8907030159 

8907030172 

8907030171 

8907030182 

8907030177 

8907030187 

8907030185 

8907030203 

8907030189 

8907030204 

8907030189 

8907030206 

8907030205 

8907030214 

8907030213 

8907030215 

8907030213 

8907030216 

8907030213 

8907030218 

8907130261 

8907030221 

8907030219 

8907030228 

8907030222 

8907030232 

8907030189 

8907030234 

8907030189 

8907030237 

8907030222 

8907030239 

8907030211 

8907030242 

8907030240 

8907030246 

8907030240 

8907030249 

8907030244 

8907030255 

8907030251 

8907030279 

8907030277 

8907030280 

8907030277 

8907030284 

8907030283 

8907050032 

8907050027 

8907050039 

8907050036 

8907050045 

8907050044 

8907050058 

8907050056 

8907050067 

8907050062 

8907050074 

8907050071 

8907050076 

8907050071 

8907050080 

8907050068 

8907050091 

8907050083 

8907050108 

8907050103 

8907050110 

8907050106 

89070501 1 1 

8907050106 

8907050119 

8907050116 

8907050120 

8907050117 

8907050123 

8907050092 

8907050125 

8907050121 

8907050137 

8907050092 

8907050138 

8907050131 

8907050146 

8907050143 

8907050152 

8907050148 

8907050153 

8907050148 

8907050167 

8907050161 

8907050170 

8907050160 

8907050185 

8907050178 

8907050186 

8907050182 

8907050188 

8907050177 

8907050190 

8906280219 

8907050194 

8906280219 

8907050195 

8907050177 

8907050198 

8906280219 

8907050210 

8907050202 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

89/06/27 

50-390 

A 

89/02/28 

40-7580 


89/06/27 

50-390 

A 

89/06/27 

50-528 

P 

89/06/13 

50-266 

F 

89/06/23 

40-7580 


89/06/23 

40-7580 


89/06/23 

50-327 

P 

89/06/23 

50-327 

P 

89/04/12 

CONTRACT 


89/06/15 

50-267 

F 

89/06/26 

50-440 

P 

89/06/23 

50-289 

P 

89/06/23 

50-213 

P 

89/06/23 

50-293 

U 

89/06/27 

71-681 


89/06/27 

71-19 


89/07/03 

WASTE MGT 


89/06/26 

50-339 

Q 

89/06/29 

WASTE MGT 


89/06/23 

50-247 

Q 

89/06/27 

71-9168 


89/06/29 

WASTE MGT 


89/06/08 

50-255 

P 

89/06/26 

50-324 

P 

89/06/26 

50-324 

P 

89/06/29 

50-352 

P 

89/06/29 

50-352 

K 

89/06/29 

50-352 

F 

89/06/26 

50-373 

P 

89/06/21 

50-261 

P 

89/06/27 

50-443 

T 

89/06/26 

50-305 

P 

89/06/26 

50-259 

P 

89/06/05 

50-282 

P 

89/06/28 

50-338 

Q 

89/06/26 

50-482 

P 

89/06/26 

50-482 

P 

89/06/28 

50-601 

A 

89/06/30 

50-344 

1 

89/06/30 

50-344 

1 

89/06/30 

50-344 

1 

89/07/06 

50-327 

P 

89/06/30 

50-445 

M 

89/06/22 

50-352 

P 

89/06/26 

50-482 

P 

89/06/26 

50-482 

P 

89/06/22 

50-352 

P 

89/06/30 

50-254 

K 

88/09/22 

50-346 

Q 

88/09/22 

50-346 

Q 

89/06/26 

50-320 

P 

89/06/28 

50-317 

U 

89/06/28 

50-255 

P 

89/06/28 

50-255 

P 

89/06/28 

50-254 

Q 

89/06/29 

50-267 

P 

89/06/28 

50-395 

P 

89/06/30 

50-461 

P 

89/06/29 

50-324 

P 

89/06/26 

CONTRACT 


89/06/28 

50-423 

P 

89/06/28 

50-423 

P 

89/06/23 

71-9183 


89/06/20 

PR 


89/06/16 

50-206 

Q 

89/06/28 

50-423 

P 

89/06/28 

50-423 

P 

89/06/22 

50-483 

Q 

89/06/28 

50-373 

P 

89/06/27 

PR 


89/06/14 

40-3453 


89/06/27 

PR 


89/06/14 

40-6659 


89/06/27 

CONTRACT 


89/06/26 

50-440 

P 

89/06/26 

50-440 

P 

89/06/28 

50-498 

P 

89/06/23 

50-220 

R 

89/06/21 

50-368 

P 

89/06/29 

50-369 

P 

89/06/22 

50-313 

Q 

89/06/15 

50-331 

R 

89/06/15 

50-331 

R 

89/06/22 

50-313 

Q 

89/06/15 

50-331 

R 

89/06/26 

50-261 

P 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


8907050216 

8907050214 

8907050223 

8907050219 

8907050226 

8907050221 

8907050231 

8907050227 

8907050237 

8907050235 

8907050240 

8907050212 

8907050242 

8907050239 

8907050245 

8907050212 

8907050254 

8907050247 

8907050261 

8907050260 

8907050263 

8907050257 

8907050265 

8907050256 

8907050268 

8907050256 

8907050275 

8907050092 

8907050283 

8907050280 

8907050285 

8907050280 

8907050286 

8907050282 

8907050288 

8907050282 

8907050289 

8907050282 

8907050291 

8907050282 

8907050297 

8907050287 

8907050299 

8907050295 

8907050306 

8907050303 

8907050310 

8907050304 

8907050312 

8907050271 

8907050314 

8907050304 

8907050330 

8907050327 

8907050337 

8907050333 

8907050356 

8907050351 

8907050357 

8907050354 

8907050359 

8907050353 

8907050367 

8907050363 

8907050380 

8907050375 

8907050381 

8907050379 

8907050387 

8907050092 

8907050392 

8906290420 

8907050393 

8907050390 

8907050397 

8907050390 

8907050398 

8907050379 

8907050408 

8907050405 

8907050411 

8907050406 

8907050422 

8907050418 

8907050423 

8907050415 

8907050425 

8906290242 

8907050431 

8907050428 

8907050432 

8906290242 

8907050453 

8907050451 

8907050469 

8907050460 

8907050470 

8907050460 

8907050479 

8907050474 

8907050480 

8907050474 

8907050485 

8907050484 

8907050488 

8907050484 

8907050492 

8901230034 

8907050500 

8907050498 

8907050513 

890705051 1 

8907050514 

8907050511 

8907050518 

8907050517 

8907050522 

8907050520 

8907050527 

8907050523 

8907050528 

8907050524 

8907060007 

8907060006 

8907060009 

8907060006 

8907060014 

8907060012 

8907060015 

8907060006 

8907060017 

8907060013 

8907060018 

8907060013 

8907060024 

8907060016 

8907060028 

8907060027 

8907060031 

8907060027 

8907060038 

8907060035 

8907060039 

8907060036 

8907060040 

8907060034 

8907060041 

8907060035 

8907060042 

8907060036 

8907060046 

8907060045 

8907060050 

8907060037 

8907060054 

8907060053 

8907060056 

8907060053 

8907060065 

8907060060 

8907060075 

8907060064 

8907060078 

8907060064 

8907060085 

8907060083 

8907060086 

8907060083 

8907060093 

8907260151 

8907060099 

8907060096 

8907060105 

8907060034 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

89/06/21 

50-373 

P 

89/06/30 

50-155 

P 

89/06/26 

40-8714 


89/06/30 

50-395 

R 

89/06/29 

50-275 

P 

89/06/28 

50-219 

F 

89/06/21 

50-336 

P 

89/06/28 

50-219 

F 

89/06/29 

50*390 

A 

89/06/29 

50-390 

A 

89/06/23 

WASTE MGT 


89/06/28 

50-373 

Q 

89/06/28 

50-373 

Q 

89/06/27 

PR 


89/06/15 

ORG 


89/06/15 

ORG 


89/06/29 

50-336 

P 

89/06/29 

50-336 

P 

89/06/29 

50-336 

P 

89/06/29 

50-336 

P 

89/06/23 

40-8943 


89/06/28 

50-254 

V 

89/06/21 

40-8857 


89/06/28 

50-255 

Q 

89/06/22 

50-387 

P 

89/06/28 

50-255 

Q 

89/06/23 

CONTRACT 


89/06/23 

50-346 

Q 

89/06/27 

50-16 

Q 

89/06/23 

50-373 

P 

89/06/29 

50-390 

A 

89/06/29 

50-390 

A 

89/06/26 

CONTRACT 


89/06/28 

50-440 

Q 

89/06/27 

PR 


89/06/22 

TOPREP 


89/06/30 

50-271 

P 

89/06/30 

50-271 

P 

89/06/28 

50-440 

Q 

89/06/29 

50-282 

Q 

89/06/29 

50-315 

P 

89/06/29 

50-213 

P 

89/06/16 

CONTRACT 


89/06/20 

50-282 

Q 

89/06/09 

50-271 

Q 

89/06/20 

50-282 

Q 

89/06/26 

60-325 

Q 

89/06/05 

40-299 


89/06/05 

40-299 


89/05/22 

40-8904 


89/05/22 

40-8904 


89/05/01 

40-8904 


89/05/01 

40-8904 


89/01/09 

REVIEW GR 

P 

89/06/28 

50-413 

P 

89/06/30 

50-458 

Q 

89/06/30 

50-458 

Q 

89/06/21 

50-285 

0 

89/06/30 

WASTE MGT 


89/06/29 

50-285 

Q 

89/07/03 

WASTE MGT 


89/06/27 

50-483 

P 

89/06/27 

50-483 

P 

89/06/23 

50-397 

P 

89/06/27 

50-483 

P 

89/05/22 

40-8857 


89/05/22 

40-8857 


89/04/04 

40-8926 


89/05/18 

40-8903 


89/05/18 

40-8903 


89/06/29 

50-305 

Q 

89/05/10 

40-8102 


89/06/29 

50-369 

P 

89/06/29 

50-305 

Q 

89/05/10 

40-8102 


89/06/29 

40-8783 


89/04/06 

40-8902 


89/06/29 

40-3453 


89/06/29 

40-3453 


89/07/03 

WASTE MGT 

89/06/13 

40-8502 


89/06/13 

40-8502 


89/06/12 

40-8907 


89/06/12 

40-8907 


89/07/24 

50-387 

P 

89/06/08 

WASTE MGT 

89/06/29 

50-369 

P 
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8907060108 

8907060107 

89/06/23 

50-482 

Q 

8907100008 

8907100005 

89/06/22 

50-324 

8907060110 

8907060104 

89/06/26 

50-277 

Q 

8907100013 

8907100012 

89/06/22 

50-361 

8907060115 

8907060104 

89/06/26 

50-277 

Q 

8907100015 

8907100012 

89/06/22 

50-361 

8907060146 

8907060142 

89/06/29 

50-400 

P 

8907100032 

8907100029 

89/06/26 

50-261 

8907060162 

8907060159 

89/06/28 

50-254 

Q 

8907100035 

8907100033 

89/06/29 

50-267 

8907060175 

8907060173 

89/06/27 

50-146 

P 

8907100036 

8907100029 

89/06/26 

50-261 

8907060193 

8907060188 

89/06/23 

50-206 

P 

8907100041 

8907100039 

89/06/26 

50-327 

8907060201 

8907060200 

89/06/29 

70-1166 


8907100046 

8907100039 

89/06/26 

50-327 

8907060208 

8907060155 

89/06/28 

50-423 

R 

8907100053 

8907100047 

89/07/05 

50-327 

8907060218 

8907060217 

89/06/01 

50-247 

Q 

8907100057 

8907100047 

89/07/05 

50-327 

8907060219 

890706021 1 

89/06/21 

PROJ 


8907100066 

8907100065 

89/06/23 

CONTRACT 

8907060220 

8907060217 

89/06/01 

50-247 

Q 

8907100073 

8907100071 

89/07/03 

50-206 

8907060224 

8907060223 

89/06/20 

CONTRACT 


8907100074 

8907100072 

89/06/28 

50-324 

8907060233 

8907060231 

89/06/28 

CONTRACT 


8907100080 

8907100078 

89/06/29 

50-285 

8907060243 

8907060241 

89/06/26 

50-309 

Q 

8907100082 

8907100078 

89/06/29 

50-285 

8907060277 

8906300055 

89/06/19 

50-528 

P 

8907100087 

8907100083 

89/07/05 

50-206 

8907060279 

8907060278 

89/04/24 

40-8681 


8907100091 

8907100088 

89/06/28 

50-423 

8907060283 

8907060282 

89/06/23 

PROJ 


8907100092 

8907100071 

89/07/03 

50-206 

8907060286 

8907060282 

89/06/23 

PROJ 


8907100097 

8907100096 

89/06/29 

71-8 

8907070004 

8907070003 

89/06/27 

50-285 

R 

8907100101 

8907100099 

89/06/29 

71-194 

890707001 1 

8907070009 

89/06/22 

70-1151 


8907100110 

8907100105 

89/06/29 

71-9152 

8907070013 

8907070012 

89/06/30 

50-312 

P 

8907100130 

8907100109 

89/06/06 

CONTRACT 

8907070015 

8907070010 

89/06/29 

50-228 

V 

8907100144 

8907100138 

89/06/26 

50-272 

8907070019 

8907070017 

89/07/05 

FOIA 


8907100153 

8907100150 

89/06/23 

50-302 

8907070029 

8907070028 

89/06/23 

50-400 

Q 

8907100174 

8907100169 

89/07/07 

XPORTLIC 

8907070037 

8905110223 

89/05/04 

FOIA 


8907100183 

8907100182 

89/06/30 

50-245 

8907070042 

8905110223 

89/05/04 

FOIA 


8907100190 

8907100189 

89/06/28 

50-277 

8907070047 

8905110223 

89/05/04 

FOIA 


8907100204 

8907100203 

89/05/19 

40-8084 

8907070051 

8905110223 

89/05/04 

FOIA 


8907100215 

8907100214 

89/06/30 

70-1100 

8907070053 

8905110223 

89/05/04 

FOIA 


8907100216 

8907100214 

89/06/30 

70-1100 

8907070054 

8905110223 

89/05/04 

FOIA 


8907100225 

8907100224 

89/06/30 

50-352 

8907070056 

8907180077 

89/07/07 

REVIEW GR 

P 

8907100226 

8907100224 

89/06/30 

50-352 

8907070057 

8905110223 

89/05/04 

FOIA 


8907100230 

8907100229 

89/06/28 

70-1113 

8907070060 

8907070058 

89/06/28 

50-369 

F 

8907100233 

8907100231 

89/06/27 

50-413 

8907070062 

8905110223 

89/05/04 

FOIA 


8907100235 

8907100231 

89/06/27 

50-413 

8907070068 

8907070067 

89/06/22 

50-298 

Q 

8907100236 

8907100234 

89/03/17 

71-6294 

8907070069 

8907070067 

89/06/22 

50-298 

Q 

8907100246 

8907100242 

89/06/23 

50-424 

8907070076 

8907070074 

89/06/30 

50-344 

P 

8907100252 

8907100249 

89/06/30 

50-155 

8907070087 

8907070086 

89/06/23 

50-397 

Q 

8907100259 

8907100255 

89/05/19 

40-8902 

8907070092 

8907070090 

89/06/23 

50-528 

Q 

8907100266 

8907100262 

89/06/28 

50-445 ( 

8907070103 

8907070097 

89/06/23 

XPORTLIC 


8907100273 

8907100269 

89/06/28 

50-309 

8907070104 

8907070101 

89/06/28 

50-382 

Q 

8907100282 

8907100280 

89/05/01 

40-8502 

8907070108 

8907070097 

89/06/23 

XPORTLIC 


8907100285 

8907100280 

89/05/01 

40-8502 

8907070109 

8907070105 

89/06/23 

50-213 

P 

8907100286 

8907100280 

89/05/01 

40-8502 

8907070127 

8907070124 

89/06/30 

50-285 

Q 

8907100289 

8907100288 

89/06/26 

50-397 

8907070144 

8907070140 

89/06/26 

50-271 

P 

8907100290 

8907100280 

89/05/01 

40-8502 

8907070149 

8907070145 

89/07/03 

50-482 

Q 

8907100291 

8907100280 

89/05/01 

40-8502 

8907070157 

8907070156 

89/06/22 

PROJ 


8907100294 

8906260007 

89/05/30 

ORG 

8907070171 

8907070169 

89/06/16 

50-348 

Q 

8907100307 

8907100305 

89/07/03 

50-285 

8907070175 

8907070169 

89/06/16 

50-348 

Q 

8907100316 

8907100274 

89/06/27 

50-334 

8907070177 

8907070174 

89/06/27 

50-320 

P 

8907100320 

8907100274 

89/06/27 

50-334 

8907070178 

8907070174 

89/06/27 

50-320 

P 

8907100321 

8907100314 

89/07/06 

FOIA 

8907070181 

8907070180 

89/06/30 

50-400 

P 

8907100326 

8907100325 

89/07/05 

50-254 1 

8907070185 

8907070183 

89/06/28 

50-289 

Q 

8907100331 

8907100330 

89/06/30 

50-277 

8907070200 

8907070198 

89/06/28 

50-312 

P 

8907110010 

8907110007 

89/07/03 

50-424 

8907070201 

8907070198 

89/06/28 

50-312 

P 

8907110015 

8907110005 

89/07/05 

XPORTLIC 

8907070204 

8907070203 

89/06/30 

50-445 

A 

8907110018 

8907110016 

89/06/27 

50-324 

8907070208 

8907070206 

89/07/03 

50-373 

P 

8907110021 

8907110019 

89/07/03 

50-275 

8907070215 

8907070214 

89/06/27 

50-413 

Q 

8907110026 

8907110023 

89/06/29 

50-369 

8907070221 

8907070217 

89/06/23 

50-458 

P 

8907110048 

8907110045 

89/07/03 

XPORTLIC 

8907070224 

8907070217 

89/06/23 

50-458 

P 

8907110054 

8907110052 

89/06/27 

50-254 

8907070229 

8907070216 

89/05/30 

71-6294 


8907110060 

8907110055 

89/07/03 

XPORTLIC 

8907070232 

8907070227 

88/03/17 

50-262 

P 

8907110067 

8907110059 

89/07/03 

50-275 

8907070237 

8907070234 

89/06/23 

50-440 

P 

8907110093 

8907110088 

89/06/29 

50-247 1 

8907070244 

8907070243 

89/06/23 

50-263 

P 

8907110095 

8907110088 

89/06/29 

50-247 1 

8907070249 

8907070247 

89/06/19 

50-275 

Q 

8907110097 

8907110088 

89/06/29 

50-247 1 

8907070254 

8907070253 

89/06/27 

50-348 

Q 

8907110100 

8907110096 

89/07/03 

50-251 

8907070255 

8906060111 

89/05/31 

60-298 

P 

8907110113 

8907110112 

89/06/29 

50-334 

8907070259 

8907070257 

89/06/27 

50-416 

Q 

8907110116 

8907110111 

89/07/06 

50-237 

8907070264 

8907070257 

89/06/27 

50-416 

Q 

8907110118 

8907110112 

89/06/29 

50-334 

8907070270 

8907070268 

89/06/30 

50-255 

P 

8907110136 

8907110081 

89/06/30 

50-395 

8907070271 

8907070268 

89/06/30 

50-255 

P 

8907110165 

8907110159 

89/06/30 

50-237 

8907070281 

8907070276 

89/06/30 

50-445 

Q 

8907110167 

8907110159 

89/06/30 

50-237 

8907070283 

8907070276 

89/06/30 

50-445 

Q 

8907110170 

8907110168 

89/07/06 

50-313 I 

8907070299 

8907070297 

89/06/19 

50-272 

R 

8907110172 

8907110168 

89/07/06 

50-313 1 

8907070302 

8907070297 

89/06/19 

50-272 

R 

8907110195 

8907110192 

89/06/16 

50-206 

8907070306 

8907070297 

89/06/19 

50-272 

R 

8907110197 

8907110192 

89/06/16 

50-206 

8907070307 

8907070304 

89/06/16 

40-8084 


8907110198 

8907110192 

89/06/16 

50-206 

8907070310 

8907070301 

89/06/23 

50-313 

F 

8907110206 

8907110192 

89/06/16 

50-206 

8907070311 

8907050510 

89/07/03 

WASTE MGT 


8907110208 

8907110192 

89/06/16 

50-206 

8907070331 

8907070328 

89/05/01 

40-8681 


8907110212 

8907110192 

89/06/16 

50-206 

8907070337 

8907070326 

89/06/05 

ORG 


8907110215 

8907110192 

89/06/16 

50-206 

8907070341 

8907070326 

89/06/05 

ORG 


8907110217 

8907110192 

89/06/16 

50-206 

8907070348 

8907070338 

89/06/28 

CONTRACT 


8907110220 

8907110192 

89/06/16 

50-206 

8907070351 

8907070245 

89/07/03 

XPORTLIC 


8907110222 

8907110214 

89/06/29 

50-445 ( 

8907070365 

8907070364 

89/04/24 

50-262 

P 

8907110223 

8907110192 

89/06/16 

50-206 

8907100006 

8907100003 

89/06/23 

70-1100 


8907110224 

8907110192 

89/06/16 

50-206 
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8907110225 

8907110192 

89/06/16 

50-206 

U 

8907110227 

8907110192 

89/06/16 

50-206 

U 

8907110231 

8907110192 

89/06/16 

50-206 

U 

8907110233 

8907110229 

89/07/05 

50-382 

Q 

8907110237 

8907110235 

89/07/03 

50-272 

Q 

8907110238 

8907110065 

89/06/29 

50-271 

F 

8907110242 

8907110235 

89/07/03 

50-272 

Q 

8907110257 

8907110254 

89/06/30 

50-170 

F 

8907110263 

8907110241 

89/07/03 

50-498 

Q 

8907110270 

8906210257 

89/06/09 

COMMISSIO 

N 

8907110272 

8906210257 

89/06/09 

COMMISSIO 

N 

8907110274 

8906210257 

89/06/09 

COMMISSIO 

N 

8907110275 

8906210257 

89/06/09 

COMMISSIO 

N 

8907110284 

8905240533 

89/05/19 

50-133 

U 

8907110289 

8905240533 

89/05/19 

50-322 

U 

8907110292 

8905240533 

89/05/19 

50-322 

u 

8907110296 

8905240533 

89/05/19 

50-322 

u 

8907110297 

8905240533 

89/05/19 

50-322 

u 

8907110298 

8905240533 

89/05/19 

50-515 

u 

8907110300 

8905240533 

89/05/19 

50-322 

u 

8907110301 

8905240533 

89/05/19 

50-322 

u 

8907110302 

8905240533 

89/05/19 

50-322 

u 

8907110304 

8905240533 

89/05/19 

50-322 

u 

8907110305 

8905240533 

89/05/19 

50-322 

u 

8907110306 

8905240533 

89/05/19 

50-322 

u 

8907110308 

8905240533 

89/05/19 

50-322 

u 

8907110311 

8905240533 

89/05/19 

50-322 

u 

8907110312 

8905240533 

89/05/19 

50-282 

u 

8907110319 

8907110317 

89/07/06 

50-295 

p 

8907110321 

8907110314 

89/07/06 

50-272 

F 

8907110325 

8907110324 

89/07/05 

50-528 

p 

8907110359 

8907110358 

89/07/05 

50-328 

Q 

8907110372 

8907110370 

89/07/05 

50-400 

Q 

8907110377 

8907110376 

89/06/30 

50-373 

Q 

8907110378 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110380 

8905220053 

89/05/02 

50-267 

U 

8907110382 

8907110376 

89/06/30 

50-373 

Q 

8907110383 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110384 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110385 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110386 

8907110387 

8907060101 

8905220053 

89/05/01 

89/05/02 

40-8102 

COMMISSIO 

• N 

8907110388 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110390 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110392 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110393 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110394 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110395 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110397 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110399 

8905220053 

89/05/02 

COMMISSIO 

N 

8907110401 

8907110398 

89/07/03 

50-373 

R 

8907110405 

8907110402 

89/07/06 

50-454 

F 

8907110406 

8907110398 

89/07/03 

50-373 

R 

8907110409 

8907110412 

8907110408 

8907110410 

89/07/06 

89/07/07 

70-25 

50-275 

P 

8907110413 

8907110410 

89/07/07 

50-275 

P 

8907110426 

8907110432 

8907110417 

8907110431 

89/06/28 

89/07/07 

CONTRACT 

50-382 

Q 

8907110434 

8907110433 

89/07/05 

50-315 

P 

8907110435 

8907110433 

89/07/05 

50-315 

P 


8907120124 

8907120011 

89/07/10 

50-206 

8907120130 

8907120127 

89/07/07 

50-445 

8907120135 

8907120089 

89/06/29 

50-269 

8907120136 

8907120123 

89/06/30 

50-280 

8907120139 

8907120089 

89/06/29 

50-269 

8907120140 

8907120138 

89/06/29 

50-413 

8907120150 

8907120146 

89/06/30 

50-361 

8907120151 

8907120143 

89/07/07 

50-443 

8907120157 

8907120155 

89/06/30 

50-320 

8907120158 

8907120155 

89/06/30 

50-320 

8907120164 

8907120163 

89/06/30 

50-327 

8907120170 

8907120166 

89/06/30 

50-424 

8907120176 

8907120173 

89/07/05 

50-482 

8907120188 

8907120181 

89/07/07 

COMMISSIO 

8907120192 

8907120173 

89/07/05 

50-482 

8907120202 

8907260151 

89/07/24 

50-387 

8907120204 

8907120175 

89/07/05 

50-320 

8907120205 

8907070186 

89/07/03 

50-438 

8907120206 

8907120198 

89/07/06 

50-255 

8907120210 

8907120198 

89/07/06 

50-255 

8907120223 

8907120217 

89/07/06 

50-282 

8907120225 

8907120222 

89/07/05 

50-327 

8907120227 

8907120222 

89/07/05 

50-327 

8907120242 

8907120241 

89/07/05 

50-302 

8907120244 

8907120241 

89/07/05 

50-302 

8907120257 

8907120255 

89/07/06 

50-461 

8907120269 

8907120268 

89/07/03 

50-331 

8907120275 

8907120273 

89/07/06 

50-315 

8907120278 

8907120276 

89/07/03 

50-289 

8907120289 

8907120283 

89/06/22 

50-313 

8907120299 

8907120294 

89/06/28 

50-250 

8907120302 

8907120294 

89/06/28 

50-250 

8907120323 

8907120319 

89/07/07 

50-338 

8907120327 

8907120319 

89/07/07 

50-338 

8907120344 

8907070141 

89/06/20 

50-369 

8907120347 

8907070141 

89/06/20 

50-369 

8907120366 

8907120364 

89/06/29 

70-1113 

8907120370 

8907120368 

89/06/30 

50-338 

8907120376 

8907120374 

89/06/28 

70-27 

8907120378 

8907120377 

89/06/30 

50-413 

8907120384 

8907120382 

89/07/05 

50-346 

8907130024 

8907130023 

89/06/28 

50-335 

8907130031 

8907130028 

89/06/27 

50-324 

8907130038 

8907130036 

89/07/05 

50-275 

8907130039 

8907130036 

89/07/05 

50-275 

8907130057 

8907130052 

89/06/30 

50-10 

8907130079 

8907130075 

89/07/10 

QA999 

8907130084 

8907130082 

89/06/30 

50-219 

8907130085 

8907130081 

89/06/23 

50-397 

8907130089 

8907130081 

89/06/23 

50-397 

8907130095 

8907130086 

89/07/10 

QA999 

8907130108 

8907130101 

89/07/10 

50-369 

8907130111 

8907130101 

89/07/10 

50-369 

8907130112 

8907130107 

89/07/07 

50-413 

8907130114 

8907130086 

89/07/10 

QA999 

8907130117 

8907130086 

89/07/10 

QA999 

8907130120 

8907130115 

89/07/12 

50-328 

8907130121 

8907130075 

89/07/10 

OA999 

8907130122 

8907130119 

89/07/05 

50-312 

8907130137 

8907130133 

89/07/03 

50-352 


8907120015 

8907120011 

89/07/10 

50-206 

Q 

8907130140 

8907130139 

89/07/05 

PROJ 


8907120021 

8907120011 

89/07/10 

50-206 

Q 

8907130141 

8907130138 

89/07/03 

50-341 

P 

8907120027 

8907120011 

89/07/10 

50-206 

Q 

8907130142 

8907130136 

89/07/06 

ORG 


8907120034 

8907120032 

89/07/10 

50-353 

P 

8907130146 

8907130143 

89/06/27 

50-269 

F 

8907120039 

8907120032 

89/07/10 

50-353 

P 

8907130147 

8907130145 

89/07/07 

50-260 

P 

8907120042 

8907120032 

89/07/10 

50-353 

P 

8907130148 

8907130145 

89/07/07 

50-260 

P 

8907120047 

8907120011 

89/07/10 

50-206 

Q 

8907130158 

8907130130 

89/06/26 

50-271 

P 

8907120050 

8907120048 

89/07/06 

50-440 

Q 

8907130165 

8907130162 

89/07/07 

70-25 


8907120053 

8907120011 

89/07/10 

50-206 

Q 

8907130166 

8907130162 

89/07/07 

70-25 


8907120060 

8907120011 

89/07/10 

50-206 

Q 

8907130167 

8907130162 

89/07/07 

70-25 


8907120062 

8907120058 

89/07/06 

50-263 

Q 

8907130170 

8907130163 

89/06/30 

50-267 

P 

8907120063 

8907120011 

89/07/10 

50-206 

Q 

8907130182 

8907130181 

89/07/10 

71-9202 


8907120064 

8907120059 

89/07/05 

PR 


8907130186 

8907130149 

89/06/30 

50-269 

I 

8907120069 

8907120056 

89/07/06 

50-440 

P 

8907130195 

8907130192 

89/07/06 

50-458 

P 

8907120070 

8907120061 

89/06/30 

50-443 

Q 

8907130196 

8907130194 

89/07/11 

50-29 

P 

8907120071 

8907120056 

89/07/06 

50-440 

P 

8907130213 

8907130211 

89/07/07 

50-530 

P 

8907120072 

8907120065 

89/06/28 

50-289 

Q 

8907130216 

8907130181 

89/07/10 

71-9202 


8907120075 

8907120061 

89/06/30 

50-443 

Q 

8907130219 

8812120022 

88/12/02 

REVIEW GR 

P 

8907120077 

8907120056 

89/07/06 

50-440 

P 

8907130221 

8812120022 

88/12/02 

REVIEW GR 

P 

8907120088 

8907120085 

89/06/30 

COMMISSIO 

N 

8907130222 

8907130218 

09/07/11 

FOIA 


8907120096 

8907120011 

89/07/10 

50-206 

F 

8907130223 

8907130218 

89/07/11 

FOIA 


8907120103 

8907120011 

89/07/10 

50-206 

F 

8907130225 

8907130218 

89/07/11 

FOIA 


8907120112 

8907120113 

8907120108 

8907120011 

89/07/05 

89/07/10 

PROJ 

50-206 

F 

8907130228 

8907130229 

8907130210 

8907130226 

89/07/11 

89/07/07 

FOIA 

50-339 

P 

8907120117 

8907120114 

89/07/03 

50-416 

P 

8907130230 

8907130218 

89/07/11 

FOIA 


8907120120 

8907120114 

89/07/03 

50-416 

P 

8907130231 

0907130226 

89/07/07 

50-339 

P 

8907120121 

8907120011 

89/07/10 

50-206 

F 

8907130232 

8907130218 

89/07/11 

FOIA 
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8907130233 

8907130218 

89/07/11 

FOIA 


8907130235 

8907130218 

89/07/11 

FOIA 


8907130236 

8907130234 

89/06/30 

50-352 

P 

8907130237 

8907130218 

89/07/11 

FOIA 


8907130238 

8907130218 

89/07/11 

FOIA 


8907130239 

8907130234 

89/06/30 

50-352 

P 

8907130240 

8907130218 

89/07/11 

FOIA 


8907130241 

8907130218 

89/07/11 

FOIA 


8907130242 

8907130218 

89/07/11 

FOIA 


8907130243 

8907130218 

89/07/11 

FOIA 


8907130245 

8907130218 

89/07/11 

FOIA 


8907130247 

8907130218 

89/07/11 

FOIA 


8907130251 

8907130218 

89/07/11 

FOIA 


8907130253 

8907130218 

89/07/11 

FOIA 


8907130256 

8907130218 

89/07/11 

FOIA 


8907130259 

8907130218 

89/07/11 

FOIA 


8907130270 

8907130217 

89/07/05 

50-482 

E 

8907130293 

8907130285 

89/06/30 

CONTRACT 


8907130303 

8907130296 

89/07/07 

50-206 

H 

8907130311 

8907130307 

89/06/28 

71-9204 


8907130312 

8907130295 

89/06/30 

CONTRACT 


8907130318 

8907130317 

89/07/07 

50-498 

P 

8907130327 

8907130325 

89/07/10 

50-309 

P 

8907130328 

8907130325 

89/07/10 

50-309 

P 

8907130329 

8907130324 

89/07/07 

WASTE MGT 


8907130334 

8907130322 

89/07/06 

50-313 

P 

8907130336 

8907130332 

89/07/03 

50-341 

P 

8907130343 

8907130335 

89/06/20 

50-352 

F 

8907130356 

8907130352 

89/06/30 

50-339 

P 

8907130360 

8907130352 

89/06/30 

50-339 

P 

8907130364 

8907130363 

89/07/07 

50-244 

P 

8907130369 

8907130368 

89/06/30 

50-338 

P 

8907130371 

8907130368 

89/06/30 

50-338 

P 

8907130376 

8907130372 

89/07/03 

50-354 

P 

8907130383 

8907130382 

89/07/03 

50-341 

P 

8907140008 

8907140007 

89/07/03 

50-341 

P 

8907140029 

8907140028 

89/07/05 

50-327 

P 

8907140032 

8907140028 

89/07/05 

50-327 

P 

8907140039 

8907140036 

89/07/07 

50-259 

P 

8907140053 

8907140051 

89/07/12 

71-6294 


8907140058 

8907140057 

89/06/28 

50-397 

Q 

8907140059 

8907140057 

89/06/28 

50-397 

Q 

8907140065 

8907140064 

89/06/28 

50-344 

Q 

8907140078 

8907140075 

89/07/07 

50-373 

P 

8907140081 

8907140075 

89/07/07 

50-373 

P 

8907140087 

8907140085 

89/07/05 

50-528 

F 

8907140094 

8907140092 

89/07/12 

50-206 

P 

8907140095 

8907140074 

89/06/30 

ORG 


8907140102 

8907140098 

89/07/07 

50-333 

Q 

8907140104 

8907140100 

89/07/07 

50-423 

P 

8907140117 

8902210359 

89/02/13 

REVIEW GR 

P 

8907140119 

8902210359 

89/02/13 

REVIEW GR 

P 

8907140164 

8907140162 

89/07/12 

50-237 

P 

8907140167 

8907140161 

89/07/07 

50-245 

Q 

8907140179 

8907140176 

89/07/05 

50-280 

Q 

8907140181 

8907140178 

89/07/07 

50-317 

Q 

8907140192 

8907140188 

89/07/06 

50-29 

Q 

8907140193 

8907140191 

89/07/06 

50-289 

P 

8907140197 

8907140194 

89/07/06 

50-334 

Q 

8907140198 

8907140191 

89/07/06 

50-289 

P 

8907140211 

8907140207 

89/07/12 

50-373 - 

P 

8907140223 

8907140221 

89/07/07 

50-353 

Q 

8907140233 

8907140230 

89/07/10 

50-333 

P 

8907140235 

8907140230 

89/07/10 

50-333 

P 

8907140241 

8907140239 

89/07/06 

40-8027 


8907140253 

8907140249 

89/07/11 

50-294 

P 

8907140257 

8907140249 

89/07/11 

50-294 

P 

8907140265 

8907140249 

89/07/11 

50-294 

P 

8907140289 

8907140283 

89/07/07 

50-266 

V 

8907140299 

8907140296 

89/07/07 

50-301 

Q 

8907140319 

8907140317 

89/07/07 

50-286 

Q 

8907170016 

8907170014 

89/07/03 

50-341 

P 

8907170020 

8907170015 

89/07/10 

50-317 

Q 

8907170055 

8907170050 

89/07/07 

50-272 

P 

8907170062 

8907170057 

89/07/02 

WASTE MGT 


8907170066 

8907170061 

89/07/03 

70-27 


8907170074 

8907170061 

89/07/03 

70-27 


8907170102 

8907170039 

89/07/06 

PROJ 


8907170144 

8907170138 

89/07/10 

50-213 

Q 

8907170153 

8907170148 

89/07/07 

50-289 

Q 

8907170217 

8907170210 

89/07/06 

WASTE MGT 


8907170224 

8907170220 

89/07/06 

71-9056 


8907170247 

8907170242 

89/07/05 

50-267 

F 

8907170253 

8907170245 

89/07/11 

50-440 

Q 

8907170257 

8907170242 

89/07/05 

50-267 

F 

8907170262 

8907170242 

89/07/05 

50-267 

F 

8907170306 

8907170302 

89/07/06 

ORG 
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ENCLOSURE 

PRINCIPAL 
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SUBJECT 
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ISSUED 
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8907170310 

8907170281 

89/06/26 

70-820 


8907170333 

8907170328 

89/07/07 

50-267 

P 

8907170335 

8907170328 

89/07/07 

50-267 

P 

8907170350 

8907170341 

89/07/10 

WASTE MGT 


8907170353 

8907170341 

89/07/10 

WASTE MGT 


89071 70357 

8907170341 

89/07/10 

WASTE MGT 


8907170358 

8907170341 

89/07/10 

WASTE MGT 


8907170377 

8907170374 

89/07/05 

CONTRACT 


8907170383 

8907170380 

89/07/14 

50-302 

P 

8907170388 

8907170385 

89/07/10 

50-458 

P 

8907170389 

8907170385 

89/07/10 

50-458 

P 

8907170393 

8907170390 

89/07/12 

50-250 

Q 

8907170394 

8907170391 

89/07/07 

50-313 

Q 

8907170409 

8907170405 

89/07/06 

50-272 

Q 

8907170411 

8907120203 

89/06/29 

COMMISSIO 

N 

8907170412 

8907170405 

89/07/06 

50-272 

Q 

8907170460 

8907170454 

89/07/12 

50-327 

P 

8907170469 

8907120076 

89/06/30 

50-245 

H 

8907170475 

8907170473 

89/07/12 

50-354 

Q 

8907170478 

8907170476 

89/07/05 

CONTRACT 


8907170479 

8907170477 

89/06/29 

50-338 

Q 

8907170480 

8907170462 

89/06/23 

40-8724 


8907170481 

8907170477 

89/06/29 

50-338 

Q 

8907170492 

8907170491 

89/07/06 

50-387 

Q 

8907180003 

8907180002 

89/07/03 

50-259 

P 

8907180032 

8907180029 

89/07/07 

70-1100 


8907180065 

8907180062 

89/07/07 

50-267 

P 

8907180083 

8907180077 

89/07/07 

REVIEW GR 

P 

8907180104 

8907180102 

89/07/05 

50-286 

Q 

8907180105 

8907180099 

89/06/28 

50-269 

F 

8907180110 

8907180102 

89/07/05 

50-286 

Q 

8907180114 

8907180102 

89/07/05 

50-286 

Q 

8907180116 

8907180113 

89/07/10 

PROJ 


8907180138 

8907200083 

89/07/12 

WASTE MGT 


8907180139 

8907180131 

89/07/07 

50-338 

Q 

8907180152 

8907180137 

89/07/11 

50-302 

Q 

8907180167 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180179 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180181 

8907180178 

89/07/11 

50-341 

Q 

8907180184 

8907180178 

89/07/11 

50-341 

Q 

8907180186 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180187 

8907180182 

89/07/07 

40-8027 


8907180192 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180193 

8907180182 

89/07/07 

40-8027 


8907180197 

8907180182 

89/07/07 

40-8027 


8907180199 

8907180194 

89/07/07 

50-400 

Q 

8907180204 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180208 

8907180202 

89/07/13 

50-320 

P 

8907180210 

8907180203 

89/07/11 

50-352 

Q 

8907180212 

8907180202 

89/07/13 

50-320 

P 

8907180213 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180217 

8907180180 

89/06/07 

70-27 


8907180219 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180226 

8907120161 

89/06/30 

COMMISSIO 

N 

8907180234 

8907180227 

89/07/14 

50-206 

P 

8907180250 

8907180247 

89/07/07 

50-302 

Q 

8907180255 

8907180247 

89/07/07 

50-302 

Q 

8907180261 

8907180253 

89/07/05 

50-321 

Q 

8907180274 

8907180269 

89/07/12 

50-461 

Q 

8907180278 

8907180263 

89/06/20 

50-400 

P 

8907180282 

8907180277 

89/07/12 

40-3453 


8907180287 

8907180277 

89/07/12 

40-3453 


8907180292 

8907180277 

89/07/12 

40-3453 


8907180296 

8907180289 

89/07/12 

50-155 

Q 

8907180300 

8907180299 

89/07/12 

50-445 

Q 

8907180304 

8907180298 

89/07/10 

50-275 

P 

8907180306 

8907180298 

89/07/10 

50-275 

P 

8907180308 

8907180298 

89/07/10 

50-275 

P 

8907180314 

8907180307 

89/07/10 

50-454 

Q 

8907180316 

8907180315 

89/07/14 

50-267 

P 

8907180326 

8907180325 

89/07/14 

50-267 

P 

8907180330 

8907180294 

89/07/14 

50-498 

P 

8907180342 

8907180340 

89/07/10 

50-247 

Q 

8907180347 

8907180277 

89/07/12 

40-3453 


8907180350 

8907180298 

89/07/10 

50-275 

P 

8907180351 

8907180345 

89/06/30 

50-361 

P 

8907180353 

8907180277 

89/07/12 

40-3453 


8907180354 

8907180345 

89/06/30 

50-361 

P 

8907180355 

8907180277 

89/07/12 

40-3453 


8907180356 

8907180345 

89/06/30 

50-361 

P 

8907180358 

8907180277 

89/07/12 

40-3453 


8907180361 

8907180277 

89/07/12 

40-3453 


8907180365 

8907180277 

89/07/12 

40-3453 


8907180367 

8907180277 

89/07/12 

40-3453 


8907180370 

8907180277 

89/07/12 

40-3453 


8907180374 

8907180277 

89/07/12 

40-3453 


8907180377 

8907180373 

89/06/26 

50-213 

P 
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8907180378 

8907180375 

8907180379 

8907180375 

8907180381 

8907180380 

8907180382 

8907180373 

8907180383 

8907180380 

8907180405 

8907180328 

8907180419 

8907180415 

8907180434 

8907180433 

8907180440 

8907180435 

8907180445 

8907180443 

8907180446 

8907180435 

8907180447 

8907130284 

8907180451 

8907180438 

8907180453 

8907180448 

8907180454 

8907180435 

8907180456 

8907180448 

8907180460 

8907180459 

8907180473 

8907180469 

8907180475 

8907180472 

8907180481 

8907180478 

8907180483 

8907180478 

8907180484 

8907180478 

8907180493 

8907180491 

8907180499 

8907180494 

8907180508 

8907180504 

8907190003 

8907190392 

8907190006 

8907190392 

8907190020 

8907190017 

8907190024 

8907190017 

8907190037 

8907190030 

8907190038 

8907190030 

8907190048 

8907190025 

8907190054 

8907190052 

8907190084 

8907190042 

8907190101 

8907190100 

8907190128 

8907190127 

8907190145 

8907190135 

8907190160 

8907190158 

8907190168 

8907190162 

8907190210 

8907190207 

8907190222 

8907190218 

8907190238 

8907190230 

8907190254 

8907190250 

8907190257 

8907190255 

8907190259 

8907190256 

8907190264 

8907190261 

8907190273 

8907190159 

8907190282 

8907190280 

8907190287 

8907190283 

8907190288 

8907190285 

8907190289 

8907190283 

8907190290 

8907190285 

8907190292 

8907190291 

8907190297 

8907190296 

8907190302 

8907190298 

8907190306 

8907190298 

8907190308 

8907190305 

8907190309 

8907190305 

8907190311 

8907190298 

8907190314 

8907190312 

8907190321 

8907190319 

8907190322 

8907190318 

8907190325 

8907190323 

8907190327 

8907190318 

8907190345 

8907190340 

8907190346 

8907190338 

8907190364 

8907190363 

8907190372 

8907190371 

8907190374 

8907190371 

8907190378 

8907190375 

8907190380 

8907190375 

8907190400 

8907190399 

8907190403 

8907190399 

8907200006 

8907170061 

8907200015 

8907200013 

8907200032 

8907200031 

8907200035 

8907200031 

8907200050 

8907200044 

8907200075 

8907200073 

8907200076 

8907200073 

8907200091 

8907200083 

8907200094 

8907130379 

8907200107 

8907200103 

8907200116 

8907200102 

8907200131 

8907200104 

8907200133 

8907200129 

8907200137 

89072001 35 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

89/07/07 

50-220 

P 

89/07/07 

50-220 

P 

89/07/07 

50-261 

Q 

89/06/26 

50-213 

P 

89/07/07 

50-261 

Q 

89/07/12 

50-272 

P 

89/06/10 

50-346 

P 

89/07/14 

50-309 

P 

89/07/13 

50-247 

P 

89/07/12 

50-395 

P 

89/07/13 

50-247 

P 

88/12/13 

REVIEW GR 

P 

89/07/10 

50-27 

Q 

89/07/10 

50-220 

P 

89/07/13 

50-247 

P 

89/07/10 

50-220 

P 

89/07/10 

50-445 

Q 

89/07/05 

CONTRACT 


89/07/12 

50-315 

P 

89/07/12 

50-206 

S 

89/07/12 

50-206 

S 

89/07/12 

50-206 

S 

89/07/11 

50-454 

Q 

89/06/22 

50-361 

V 

89/07/10 

50-387 

Q 

89/07/12 

50-277 

P 

89/07/12 

50-277 

P 

89/07/11 

50-352 

P 

89/07/11 

50-352 

P 

89/07/11 

50-277 

P 

89/07/11 

50-277 

P 

89/07/12 

50-29 

P 

89/06/26 

TOPREP 


89/07/13 

50-424 

R 

89/07/13 

50-255 

P 

89/07/06 

50-293 

P 

89/07/07 

50-302 

1 

89/07/14 

50-445 

Q 

89/07/07 

50-313 

V 

89/07/13 

50-220 

Q 

89/06/30 

CONTRACT 


89/07/11 

50-220 

P 

89/07/12 

CONTRACT 


89^07/14 

50-382 

V 

89/07/12 

40-7580 


89/07/14 

50-266 

V 

89/06/27 

CONTRACT 


89/07/11 

50-327 

P 

89/07/14 

50-285 

Q 

89/07/14 

FOIA 


89/07/14 

50-285 

Q 

89/07/14 

FOIA 

89/07/14 

50-255 

Q 

89/07/13 

50-324 

P 

89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/12 

50-271 

Q 

89/07/12 

50-271 

Q 

89/07/14 

FOIA 

89/07/13 

50-353 

Q 

89/07/14 

50-305 

P 

89/07/12 

50-250 

P 

89/07/13 

50-334 

Q 

89/07/12 

50-250 

P 

89/07/07 

50-369 

F 

89/07/13 

PR 


89/07/14 

50-293 

Q 

89/07/13 

50-282 

Q 

89/07/13 

50-282 

Q 

89/07/13 

QA999 


89/07/13 

QA999 


89/07/12 

50-213 

Q 

89/07/12 

50-213 

Q 

89/07/03 

70-27 

89/07/11 

50-254 

P 

89/07/13 

50-324 

P 

89/07/13 

50-324 

P 

89/07/07 

CONTRACT 


89/07/13 

50-322 

P 

89/07/13 

50-322 

P 

89/07/12 

WASTE MGT 

89/07/12 

40-2061 


89/07/11 

50-390 

Q 

89/07/07 

50-498 

Q 

89/07/05 

50-443 

G 

89/07/12 

50-423 

Q 

89/07/12 

50-317 

Q 


ENCLOSURE PRINCIPAL 

DOCUMENT 


8907200140 

8907200136 

8907200183 

8907200179 

8907200187 

8907200181 

8907200190 

8907200181 

8907200193 

8907200188 

8907200221 

8907200210 

8907200222 

8907200220 

8907200226 

8907170210 

8907200233 

8907200231 

8907200241 

8907200236 

8907200244 

8907200236 

8907200247 

8907200234 

8907200292 

8907200290 

8907200297 

8907200290 

8907200312 

8907200306 

8907200327 

8907200323 

8907200331 

8907200323 

8907200334 

8907200332 

8907200354 

8907200351 

8907200395 

8907200393 

890720041 1 

8907200410 

8907200414 

8907200407 

8907200422 

8907200419 

8907200423 

8907200418 

8907200436 

8907200425 

8907200443 

8907200441 

8907210008 

8907210005 

8907210014 

8907210011 

8907210028 

8907210024 

8907210042 

8907210039 

8907210049 

8907210041 

8907210065 

8907210062 

8907210089 

8907210083 

8907210090 

8907210084 

8907210095 

8907210046 

8907210098 

8907210046 

8907210100 

8907210046 

8907210111 

8907210107 

8907210120 

8907210118 

8907210124 

8907210107 

8907210137 

8907210134 

8907210142 

8907210140 

8907210166 

8907210162 

8907210177 

8907210170 

8907210188 

8907210185 

8907210193 

8907210189 

8907210195 

8907210185 

8907210198 

8907210197 

8907210211 

8907210207 

8907210220 

8907210218 

8907210226 

8907180216 

8907210228 

8907210313 

8907210243 

8907210239 

8907210263 

8907210245 

8907210264 

8907210262 

8907210293 

8907210288 

8907210298 

8907180443 

8907210332 

8907210328 

8907210348 

8907210344 

8907210352 

8907210344 

8907210357 

8907210326 

8907210378 

8907210377 

890724001 1 

8907240009 

8907240013 

8907240009 

8907240017 

8907240010 

8907240028 

8907210347 

8907240034 

8907240029 

8907240035 

8907240029 

8907240041 

8907240038 

8907240051 

8907240047 

8907240063 

8907240059 

8907240079 

8907240074 

.8907240081 

8907240072 

8907240082 

8907240066 

8907240098 

8907240089 

8907240101 

8907240089 

8907240133 

8907240124 

8907240146 

8907240141 

8907240151 

8907240141 

8907240172 

8907190067 

8907240177 

8907240112 

8907240179 

8907240173 

8907240182 

8907240173 

8907240192 

8907240188 

8907240213 

8907240212 

8907240228 

8907240225 

8907240251 

8907240212 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

89/07/17 

50-382 

P 

89/07/13 

50-289 

Q 

89/07/17 

WASTE MGT 


89/07/17 

WASTE MGT 


89/07/06 

50-250 

Q 

89/07/14 

WASTE MGT 


89/07/14 

50-269 

P 

89/07/06 

WASTE MGT 


89/07/14 

50-272 

Q 

89/07/13 

50-324 

P 

89/07/13 

50-324 

P 

89/07/12 

50*309 

Q 

89/07/10 

50-413 

Q 

89/07/10 

50-413 

Q 

89/07/13 

50*285 

Q 

89/07/12 

50*334 

P 

89/07/12 

50-334 

P 

89/07/11 

50-395 

Q 

89/07/12 

PT21 


89/07/14 

50-413 

Q 

89/07/14 

50-440 

P 

89/05/31 

CONTRACT 


89/07/13 

50-280 

Q 

89/07/13 

50-369 

Q 

89/07/13 

50-206 

P 

89/07/13 

WASTE MGT 


89/07/14 

50-271 

P 

89/07/07 

50-528 

Q 

89/07/13 

50-269 

Q 

89/07/05 

50-397 

Q 

89/07/14 

50-321 

Q 

89/07/10 

50-335 

Q 

89/07/12 

50-424 

Q 

89/07/14 

50-316 

P 

89/07/18 

50-529 

R 

89/07/18 

50-529 

R 

89/07/18 

50-529 

R 

89/02/07 

50-219 

V 

89/07/06 

50-312 

Q 

89/02/07 

50-219 

V 

89/07/14 

WASTE MGT 


89/07/06 

ORG 


89/07/13 

50-286 

Q 

89/07/19 

50-445 

F 

89/07/17 

50-456 

Q 

89/07/19 

50-309 

K 

89/07/17 

50-456 

Q 

89/07/17 

50-335 

K 

89/04/27 

50-528 

P 

89/07/14 

50-341 

Q 

89/07/13 

50-302 

Q 

89/07/19 

50-395 

P 

89/06/30 

70-1100 


89/07/05 

50-288 

V 

89/07/17 

50-423 

P 

89/07/17 

50-219 

P 

89/07/12 

50-395 

P 

89/07/11 

50-313 

P 

89/07/18 

50-321 

P 

89/07/18 

50-321 

P 

89/07/14 

50-362 

S 

89/07/17 

70-734 


89/07/18 

50-413 

p 

89/07/18 

50-413 

P 

89/07/14 

50-443 

Q 

89/07/13 

50-269 

P 

89/07/14 

50-29 

Q 

89/07/14 

50-29 

Q 

89/07/17 

50-282 

V 

89/07/18 

50-220 

Q 

89/06/30 

50-416 

P 

89/07/19 

50-269 

P 

89/07/19 

50-225 

Q 

89/07/19 

40-2061 


89/07/17 

50-312 

P 

89/07/17 

50-312 

P 

89/07/19 

50-327 

P 

89/06/30 

WASTE MGT 


89/06/30 

WASTE MGT 


89/07/13 

50-327 

F 

89/07/19 

50-312 

P 

89/07/17 

50-454 

P 

89/07/17 

50-454 

P 

89/07/07 

50-219 

F 

89/07/14 

50-333 

P 

89/07/21 

50-445 

A 

89/07/14 

50-333 

P 



294 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8907240252 

8907190005 

8907240262 

8907240254 

8907240270 

8907240256 

8907240273 

8907240272 

8907240274 

8907240272 

8907240280 

8907240256 

8907240284 

8907240283 

8907240287 

8907240283 

8907240296 

8907240256 

8907240301 

8907240256 

8907240306 

8907240256 

8907240310 

8907240256 

8907240315 

8907240256 

8907240319 

8907240256 

8907240321 

8907240256 

8907240325 

6907240320 

8907240327 

8907240256 

8907240329 

8907240256 

8907240330 

8907240256 

8907240334 

8907240256 

8907240338 

8907240256 

8907240345 

8907240342 

8907240348 

8907240256 

8907240354 

8907240349 

8907240357 

8907240256 

8907240363 

8907240359 

8907240371 

8907200096 

8907240383 

8907200096 

8907240393 

8907240386 

8907240395 

8907200096 

8907240405 

8907240404 

8907240408 

8907240403 

8907240416 

8907240266 

8907240434 

8907240256 

8907240441 

8907240256 

89Q7240446 

8907240256 

8907240447 

8907240443 

8907240454 

8907240256 

8907240457 

8907240256 

8907240459 

8907240266 

8907240462 

8907240266 

8907240466 

8907240256 

8907240470 

8907240256 

8907240471 

8907240468 

8907240475 

8907240256 

8907240476 

8907240468 

8907240479 

8907240256 

8907240483 

8907240256 

8907240485 

8907240448 

8907240498 

8907240497 

8907240501 

8907240495 

8907250008 

8907250006 

8907250009 

8907250006 

8907250027 

8907250019 

8907250028 

8907250026 

8907250037 

8907250035 

8907250039 

8907250035 

8907250057 

8907250053 

8907250060 

8907250058 

8907250068 

8907250045 

8907250079 

8907250076 

8907250081 

8907250078 

8907250082 

8907250078 

8907250108 

8907250109 

8907250115 

8907250112 

8907250143 

8907250140 

8907250153 

8907250178 

8907250156 

8907200013 

8907250159 

8907200013 

8907250162 

8907250161 

8907250166 

8907250161 

8907250168 

8907250161 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


06/ 30 

50-10 

R 

89/07/22 

50-285 

K 

89/07/14 

70-25 

K 

89/07/20 

50-277 

89/07/20 

50-277 

F 

89/07/14 

70-25 

K 

89/07/19 

50-305 

89/07/19 

50-305 

K 

89/07/14 

70-25 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FO)A 


89/07/14 

FO)A 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/19 

50-346 

Q 

89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/19 

50-254 

Q 

89/07/14 

70-25 


89/07/19 

50-483 

Q 

89/07/14 

70-25 


89/07/20 

50-461 

Q 

89/07/13 

50-440 

S 

89/07/13 

50-440 

S 

89/07/19 

50-446 

Q 

89/07/13 

50-440 

S 

89/07/19 

50-445 

Q 

89/07/18 

50-255 

P 

89/07/14 

70-25 


89/07/14 

70-25 


89/07/14 

70-25 


89/07/14 

70-25 


89/06/09 

50-237 

Q 

89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/19 

50-344 

P 

89/07/14 

FOIA 


89/07/19 

50-344 

P 

89/07/14 

FOIA 


89/07/14 

FOIA 


89/07/07 

REVIEW GR 

P 

89/07/19 

50-338 

P 

89/07/06 

50-243 

Q 

89/07/10 

50-354 

P 

89/07/10 

50-354 

P 

89/07/17 

50-243 

F 

89/07/12 

60-237 

P 

89/07/18 

50-295 

P 

89/07/18 

50-295 

P 

89/07/18 

50-456 

P 

89/07/14 

50-244 

F 

89/07/19 

50-344 

P 

89/07/19 

50-245 

Q 

89/07/19 

MISC 


89/07/19 

MISC 


89/07/03 

XPORTLIC 


89/07/14 

50-295 

P 

89/07/14 

50-269 

Q 

89/07/11 

XPORTLIC 


89/07/11 

50-254 

P 

89/07/11 

50-254 

P 

89/07/20 

50-261 

Y 

89/07/20 

50-261 

Y 

89/07/20 

50-261 

Y 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

8907250213 

8907250210 

8907250229 

8907250226 

8907250230 

8907250226 

8907250239 

8907250237 

8907250281 

8907250275 

8907250283 

8907250275 

8907250313 

8907250306 

8907250314 

8907250309 

8907250315 

8907250312 

8907250322 

8907250319 

8907250324 

8907250318 

8907250334 

8907250332 

8907260004 

8907260002 

8907260063 

8907260057 

8907260085 

8907260082 

8907260088 

8907260082 

8907260092 

8907260082 

8907260100 

8907260091 

8907260110 

8907260106 

8907260118 

8907260097 

8907260121 

8907260120 

‘8907260125 

8907260122 

8907260126 

8907260122 

8907260129 

8907260122 

8907260133 

8907260130 

8907260146 

8907260143 

8907260155 

8907260154 

8907260180 

8907260179 

8907260183 

8907260179 

8907260189 

8907260186 

8907260197 

8907260195 

8907260198 

8907260193 

8907260200 

8907260195 

8907260217 

8907260214 

8907260218 

8907260216 

8907260219 

8907260213 

8907260220 

8907260214 

8907260224 

8907260222 

8907260228 

8907260226 

8907260229 

8907260226 

8907260242 

8907260240 

8907260244 

8907260240 

8907260246 

8907260240 

8907260250 

8907260247 

8907260252 

8907260247 

8907260256 

8907260254 

8907260257 

8907260254 

8907260262 

8907260255 

8907260268 

8907260267 

8907260285 

8907260280 

8907260288 

8907260280 

8907260296 

8907260293 

8907260304 

8907260303 

8907270047 

8907240397 

8907270048 

8907270044 

8907270056 

8907240114 

8907270061 

8907270058 

8907270079 

8907270074 

8907270084 

8907270074 

8907270087 

8907270074 

8907270093 

8907270074 

8907280179 

8907310577 

8907280201 

8907260154 

8907280289 

8907280285 

8907280321 

8907280314 

8907280329 

8907280314 

8907280341 

8907280314 

8907280346 

8907280314 

8907280349 

8907280314 

8907280352 

8907280314 

8907280366 

8907260255 

8907310114 

8907280314 

8907310332 

8907130082 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


89/07/19 

50-362 

P 

89/07/17 

50-338 

Q 

89/07/17 

50-338 

Q 

89/07/12 

50-395 

Q 

89/07/21 

WASTE MGT 


89/07/21 

WASTE MGT 


89/07/14 

50-324 

Q 

39/07/20 

50-423 

P 

89/07/21 

WASTE MGT 


89/07/19 

WASTE MGT 


89/07/14 

50-413 

P 

89/07/17 

50-352 

P 

89/07/17 

50-389 

Q 

89/07/21 

50-443 

G 

89/07/20 

ADVCM 


89/07/20 

ADVCM 


89/07/20 

ADVCM 


89/07/19 

70-27 


89/07/18 

50-259 

Q 

89/07/21 

50-267 

F 

89/07/21 

50-267 

K 

89/07/20 

40-6563 


89/07/20 

40-6563 


89/07/20 

40-6563 


89/07/20 

50-368 

P 

89/07/11 

50-438 

Q 

89/07/19 

50-313 

K 

89/07/21 

50-244 

Q 

89/07/21 

50-244 

Q 

89/07/24 

50-322 

P 

89/07/20 

50-311 

P 

89/07/20 

50-400 

F 

89/07/20 

50-31 1 

P 

89/07/24 

50-461 

P 

89/07/14 

50-295 

F 

89/07/21 

50-445 

Q 

89/07/24 

50-461 

P 

89/07/21 

50-445 

Q 

89/07/18 

50-321 

P 

89/07/18 

50-321 

P 

89/07/21 

40-8027 


89/07/21 

40-8027 


89/07/21 

40-8027 


89/07/20 

50-213 

P 

89/07/20 

50-213 

P 

89/07/18 

50-213 

P 

89/07/18 

50-213 

P 

89/07/17 

50-312 

P 

89/07/14 

50-263 

P 

89/07/13 

50-259 

Q 

89/07/13 

50-259 

Q 

89/07/21 

50-247 

P 

89/07/21 

50-458 

Q 

89/07/05 

50-298 

K 

89/07/25 

FOIA 


89/07/10 

50-275 

P 

89/07/21 

70-1113 


89/07/26 

50-267 

P 

89/07/25 

50-445 

A 

89/07/25 

50-445 

A 

89/07/25 

50-445 

A 

89/07/24 

50-313 

S 

89/07/19 

50-313 

K 

89/07/27 

50-220 

F 

89/07/19 

FOIA 


89/07/19 

FOIA 


89/07/19 

FOIA 


89/07/19 

FOIA 


89/07/19 

FOIA 


89/07/19 

FOIA 


89/07/17 

50-312 

P 

89/07/19 

FOIA 


89/06/30 

50-219 

p 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4, Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 



1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR; 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in categoiy R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1 . Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 

Notices. , 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES. PNOs. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts, 

2. Testimony and statements submitted to ASLB, and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. ' Transcripts of utility briefs to NRC staff 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

• 8. Corrections lo above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive inaterials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts ol 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers,^and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

This category contains document a mm pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this categoi> 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5 . ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM NRC Advisory Committees 

4 This categor> contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reacioi Safeguards. The documents in this category are: 

1 , Charters of each advisory committee. 

2. Verbatim transcripts oi coiuimiiee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5. Committee related correspondence. 

COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTH: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AHC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


MSCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 
provisions gi liie Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

('orresprMidence between the NRC and the requester relevant to the processmg, appeal, 
denial oi granting of an I OIA request. 

3. Records or portions of recnrJs released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic- 
technical issues. 


I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 


3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the II.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
arc accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members ol the public commenting 
on repoits or requesting clarification oi interpretation. 

3. Internal NRC memorand.i summarizing meetings or discussions pertaining to the coniem of 
the reports. 
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ORG — Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 


1. Submittals and related material pertaining to the antitrust review. 



Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompllance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution . 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports, 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, includ dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include : 

1 . Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners wltich are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (I ) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role iri assisting 
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State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs .and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations ;i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

'2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed, for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to iriclude records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role Ln providing DOE with technical assistance 
in the Wiste Isolation Pilot Plan (WIPP) for of uvsfensc wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, -a' .d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic pro;;ress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be tesolved.. 


XPORTLIC — Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. license applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Conespondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Conunission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regrrding the Co; unission decision on issuance of a proposed license. 

10. licenses, lict^ise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for ConunissionCi. 
consideration or information, see lOCFR category. 
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